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One  group  of  papers  deals  with  the  subject  of  research 
in  private,  industrial  and  educational  institutions,  while 
another  is  concerned  with  personnel  relations.  Two  papers, 
with  a  voluminous  discussion,  consider  the  burning  of  pow- 
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plants.  Other  papers  deal  with  power  plants,  aeronautics, 
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oombustion  engines,  machine  shop  practice,  drainage 
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supervised  by  the  Publication  Committee  and  special  pains 
have  been  taken  in  the  selection,  arrangement  and  index- 
ing of  the  material  to  make  it  of  the  greatest  possible 
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TRANSACTIONS 

OF 

THE  AMERICAN  SOCIETY  OF 
MECHANICAL  ENGINEERS 

Volume  41  — 1919 

nPHIS  volume  contains  an  account  of  the  activities  of  the  Society 
for  1919,  and  in  it  will  be  found  papers  and  addresses  given  at 
the  Spring  Meeting,  held  in  Detroit,  and  the  Annual  Meeting,  held 
in  New  York,  with  the  discussions  thereon. 

In  selecting  the  material  published,  the  intention  has  been  to 
include  all  papers  having  permanent  reference  value.  For  this  reason 
condensed  accounts  are  given  of  much  discussion  on  papers  covering 
the  less  technical  subjects  and  reference  is  made  to  issues  of 
Mechanical  Engineering  in  which  the  subject  matter  may  be 
found  in  a  more  complete  form. 

MORTIMER  ELWYN  COOLEY 

Mortimer  Cooley,  born  March  28,  1855,  was  the  fifth  member 
of  a  family  of  eight  children,  all  reared  on  a  farm  in  Canandaigua 
Township,  Ontario  County,  N.Y.  He  is  of  the  ninth  generation  of 
Coole)r8  in  this  coimtry.  Benjamin,  the  first  of  the  name,  came  from 
England  and  settled  in  Springfield,  Mass.,  in  1642,  where  for  many 
years  he  was  a  selectman.  Benjamin  was  an  ensign  in  the  Hamp- 
shire Regiment  commanded  by  Major  John  Pynchon  in  the  King 
Philip  War.  He  was  a  weaver  by  trade  and  hved  not  far  from  Mill 
River.  The  Barney  and  Berry  skate  factory,  overlooking  the  Con- 
necticut River,  is  located  on  the  rear  end  of  the  old  Cooley  home- 
stead. Later,  a  dozen  or  more  Cooleys  owned  homes  in  Longmeadow, 
four  or  five  miles  south  of  Springfield  on  the  other  side  of  Mill  River. 
As  the  tribe  multipUed  some  of  them  moved  to  Granville,  Mass., 
a  beautiful  and  picturesque  locality  at  the  south  end  of  the  Green 
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of  naming  Her  wttb  appropriate  naval  ceremonies.  tSbe  was  duly 
christened  Alliance  in  the  ship's  honor  and  if  the  tales  of  rear  ad- 
mirals of  today  who  were  cadets  in  those  daj'S  are  to  be  believed  the 
occasion  was  a  notable  one  in  the  annals  of  the  Navy. 

Cadet  Engineer  Cooley  was  forthwith  detached  and  ordered 
home  for  a  few  weeks,  then  to  the  Bureau  of  Steam  Engineering 
at  the  Navy  Department,  In  June  1881  he  was  examined  and 
promoted  to  Assistant  Engineer  and  in  August  was  ordered  to  the 
University  of  Michigan  to  teach  steam  engineering  and  iron  ship- 
buOding.  At  the  end  of  three  years  on  request  of  the  Regents  his 
detul  was  continued  a  fourth  year.  Being  then  detached  and 
ordered  to  the  Pacific  Station,  the  Regents  conferred  on  Assistant 
Engineer  Cooley  the  honorary  degree  of  Mechanical  Engineer  and 
invited  him  to  resign  and  accept  the  chair  of  Mechanical  Ekigineer- 
ing.  This  he  did,  his  resignation  taking  effect  December  31,  1885. 
It  was  with  a  great  deal  of  regret  that  he  resigned  as  he  was  in  love 
with  the  Service-  There  was  at  the  time  no  prospect  for  any  great 
increase  in  the  naval  force,  and  it  seemed  to  him  the  opportunity 
for  real  work  afforded  him  at  the  University  ought  not  to  be  declined. 

Professor  Cooley  has  given  his  entire  life  since  he  was  twenty- 
six  years  of  age  to  university  work  —  thirty-eight  years  up  to  now. 
He  has  been  Dean  for  fifteen  years,  having  been  appointed  in  Febru- 
ary 1904.  The  Michigan  Agricultural  College  conferred  on  him  the 
degree  of  LL.D-  in  1907,  and  the  University  of  Nebraska  the  degree 
of  Eng.D.  in  1911.  When  he  came  to  the  University  there  were 
but  sixty  or  seventy  engineering  students  out  of  a  total  of  about 
1300  in  the  University,  and  the  entire  technical  work  in  engineering 
was  done  in  seven  rooms  at  the  south  end  of  the  main  university 
building.  The  first  engineering  laboratory  was  built  the  winter 
after  he  came.  It  was  a  two-story  brick  veneer  building  24  x  36  ft. 
costing  $1500  and  the  equipment  $1000.  In  it  Professor  Cooley 
himself  taught  forging,  pattern  making,  and  machine  shop  practice. 
It  was  styled  by  his  colleagues  "the  scientific  blacksmith  shop." 
It  was  the  beginning  of  an  effort,  now  alt<^ether  general,  to  give  to 
ei^ineering  students  while  in  collie  some  practical  knowledge  of 
the  materials  and  processes  used  in  the  execution  of  engineering 
projects.  ■ 

But  Professor  Cooley  could  not  wean  himself  altogether  from 
the  naval  service.  He  was  from  1895  to  1911  the  Chief  Engineer 
officer  of  the  Michigan  State  Naval  Brigade  and  is  now  a  retired 
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officer  in  the  Brigade.  In  1898  he  returned  to  the  Navy  as  Chief 
Engineer  during  the  Spanish  War.  He  was  attached  to  the  U.S.S. 
Yosemite  and  later  to  the  League  Island  Navy  Yard,  his  period  of 
service  being  altogether  about  ten  months.  His  honorable  dis- 
charge was  handed  him  by  the  commandant  of  the  navy  yard  with 
words  of  commendation  for  his  efficient  work. 

While  on  blockade  duty  off  San  Juan,  P.R.,  the  Yosemiie  engaged 
in  a  five-hour  battle  with  tlie  Spanish  forts,  gunboats  and  torpedo 
boats  following  the  hiterception  of  the  Antonio  Lopez,  a  Spanish 
cruiser  loaded  with  munitions,  putting  into  the  harbor.  During 
the  blockade  a  serious  fire  broke  out  in  the  coal  bunkers  of  the  Yose- 
mite which  for  a  time  threatened  serious  consequences.  The  fire 
was  deep  down  and  could  not  be  reached.  Chief  Engineer  Cooley, 
recalling  the  method  of  sinking  piles  on  western  rivers  by  means  of 
a  water  pipe  attached  to  the  pile,  had  a  hose  and  nozzle  triced  to  a 
long  slice  bar  with  which,  under  fire  pressure  from  the  pumps,  the 
fires  were  successfully  quenched.  The  slice  bar  could  be  shoved 
down  into  the  coal  like  a  knife  into  soft  butter. 

Following  his  return  to  the  University  in  1899  Professor  Cooley 
was  invited  by  the  Citizens'  Committee  of  Detroit,  of  which  Gover- 
nor Pingree  was  Chairman,  to  appraise  the  power  plants,  rolling 
stock  and  stores  and  supplies  of  the  Detroit  street  railways,  which 
the  city  was  contemplating  purchasing.  It  was  a  hurry  job  and  was 
done  in  a  hurry.  The  ap|X)intment  was  made  on  Friday,  the  staff 
was  organized  Saturday  and  the  report  submitted  the  following 
Saturday  covering  $2,000,000  of  proixuly.  The  following  year, 
1900,  at  the  request  of  Ciovenior  Pingree,  the  Board  of  State  Tax 
Commissioners,  and  the  Board  of  State  Auditors,  Professor  Cooley 
undertook  to  appraise  the  specific  tax-paj-ing  projxirties  of  the  State 
of  Michigan  which  included  the  steam  railroads,  the  telegraphs,  the 
telephones,  the  plank  roads  and  the  river  improvements.  ThLs  was 
late  in  August.  The  field  work  wits  coinplettMl  in  ninety  days  and 
the  results  submitted  at  the  end  of  Decemlier  in  time  for  the  incoming 
legislature.  The  work  involved  the  insiHTtion  of  1(),(XX}  miles  of 
track,  thirty-odd  thousands  of  tl»e  freight  cai*s,  all  the  passenger 
and  special  equipments,  all  the  locomotives,  telegrai)h,  and  tele- 
phone lines,  in  short  everything  involved  in  the  different  kinds  of 
properties.  Some  150  men  \\pre  employed.  The  total  of  the  ap- 
praisal was  about  $240,000,000  and  the  cost  less  than  875,000. 

As  a  result  of  this  work  the  legislature  enacted  laws  placing  the 
railroads  on  an  ad  valorem  tax  basis  which  increased  their  taxes 
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threefold  and  more.  When  the  assessment  was  made  mider  the  new 
law  in  1903  the  railroads  brought  suit  to  enjoin  their  collection  of 
taxes.  This  made  necessary  another  appraisal  as  of  the  date  of  the 
assessment  in  which  the  value  found  for  the  railroads  was  $240,000^000 
an  increase  of  $40,000,000  due  largely  to  using  1903  prices  for  labor 
and  materials  instead  of  the  average  from  1890  to  1900.  The  case 
was  carried  to  the  U.S.  Supreme  Court  and  being  finally  decided  in 
favor  of  the  state,  brought  into  the  state  treasury  twelve  or  fifteen 
millions  in  back  taxes. 

Michigan's  pioneer  work  in  valuation  of  large  pubUc  utiUty  prop- 
erties was  soon  followed  by  other  states.  First  among  them  was 
Wisconsin  in  a  valuation  of  her  steam  railroads.  Substantially  the 
same  methods  were  employed  as  in  Michigan.  Professor  Cooley 
was  consulting  engineer. 

In  the  twenty  years  which  have  elapsed  since  that  first  appraisal 
in  Detroit,  Professor  Cooley  has  had  chai^  of  many  hundreds  of 
appraisals  in  various  states  and  municipaUties,  in  most  of  them  em- 
ployed by  the  pubUc.  In  all  of  them  he  has  stood  consistently  for 
correct  results  regardless  of  employer,  "hewing  to  the  line  letting  the 
chips  fall  where  they  may."  In  the  aggregate  the  value  of  property 
appraised  under  his  direction  Ues  somewhere  between  one  and  one- 
quarter  and  one  and  one-half  billion  dollars. 

Nor  has  Professor  Cooley  neglected  opportunities  to  serve  in 
other  capacities.  He  waa^for  a  time  chairman  of  the  Board  of  Fire 
Commissioners,  and  President  of  the  Common  Council  in  Ann  Arbor 
in  1890-1891.  He  served  on  the  Board  of  Awards  for  the  World's 
Fair  in  Chicago  in  1893,  and  for  the  Pan-American  Ekposition  in 
Buffalo.  He  has  for  twenty-five  years  served  as  mechanical  expert 
in  patent  causes,  and  testified  many  times  on  mechanical  matters 
before  juries  and  commissions.  He  was  for  five  years  (1907-12) 
chairman  of  the  Block  Signal  and  Train  Control  Board  of  the  In- 
terstate Commerce  Commission. 

Professor  Cooley  is  a  Fellow  of  the  American  Association  for  the 
Advancement  of  Science,  member,  since  1884,  of  The  American 
Society  of  Mechanical  Ekigineers,  American  Society  of  Civil  Elngineers, 
American  Institute  of  Consulting  Engineers,  Franklin  Institute, 
Society  for  the  Promotion  of  Engineering  Education,  Society  of 
Naval  Engineers,  Michigan  Engineering  Society,  Detroit  Engineer- 
ing Society,  Sigma  Phi,  Tau  Beta  Pi,  Sigma  Xi,  the  Army  and  Navy 
Clubs  in  Washington  and  in  New  York,  the  Detroit  Club  and  the 
Yondotega  Club  in  Detroit. 
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Professor  and  Mrs.  Cooley  have  four  children,  three  daughters 
and  one  son.  All  are  married  and  seven  grand  children  now  keep 
them  from  growing  too  old.  The  son  is  a  Commander  in  the  United 
States  Navy. 

Thus  has  Mortimer  Cooley  established  his  record  of  imusual 
accomplishment  and  honest  devotion  to  his  democratic  ideals.  And 
he  is  still  "doing  the  chores." 


.  y 


ANNUAL  REPORT  OF  THE  COUNCIL 

In  his  annual  address^  President  Cooley  has  reviewed  the  or- 
ganization of  the  Council  and  Committees  and  much  of  the  work 
which  has  passed  through  these  channels  during  the  year  1919. 
This  annual  report  of  the  Coimcil  therefore  supplements  the  Presi- 
dent's address  by  giving  the  more  statistical  record  of  actions  taken 
by  the  Council  as  the  body  administrating  the  Society's  affairs. 

COMMITTEES 

Under  a  revision  of  the  Constitution  C45,  which  was  put  into 
effect  this  year,  changes  in  the  grouping  of  the  standing  and  special 
conmiittees  of  the  Society  have  been  made  and  further  changes  are 
pending,  all  leading  towards  an  ultimate  grouping  of  all  conmiittees 
into  administrative,  professional  and  non-professional,  with  each 
group  having  two  classes,  standing  and  special. 

The  work  of  adjusting  the  membership  of  the  committees  dur- 
ing the  year,  to  have  as  equable  as  possible  distribution  of  their 
membership  among  qualified  men  all  over  the  country,  has  been  a 
matter  of  serious  consideration  by  the  President  and  has  finally  led 
to  the  appointment  of  a  special  conunittee  of  the  Council,  the  Com- 
mittee on  Conmiittees,  to  report  on  all  committee  activities.  Con- 
tinuous membership  on  certain  types  of  committees  will  be  dis- 
couraged in  the  future,  but  a  suflBcient  number  of  experienced  and 
active  members  of  such  committees  will  be  continued  to  secure  con- 
tinuity of  poUcy.  It  is  beUeved  that  the  adoption  of  these  poUcies 
will  greatly  stimulate  the  committee  work. 

COMMriTEES  —  NUMBER  AND   SUBJECTS 

A  review  of  the  pages  at  the  beginning  of  the  volume  will  show 
the  large  number  of  committees  having  in  charge  the  many  activi- 
ties of  the  Society. 

»  Transactions,  1919,  No.  1710. 
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Liquid  AiMeta: 

Liberty  Boniii* 

United  Kn^incerinK  Sorirty  . 
Account*  Receivable: 

Members  Dues 

Initiation  Fees 

Sales  of  Publicatiun?,  Adverti^inK.  etc 

Advance  Payments 

Cash:    In  banks  for  Reneral  puriMMM't*    .  . 
Petty  Cash  Fund 


$3 '.>.•■.■>'•  SI 
7.M^  17 
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LiabilUiea 
Trust  Funds: 

life  Membership  Fund 46.102.81 

Library  Development  Fund 4,902.71 

Week's  Legacy  Fund 1.057.00 

Mdville  Fund 1,127.36 

Hunt  Memorial  Fund 208.99 

Juniors*  and  Students'  Prise  Fund 2,000.00 

C.  T.  Main  Award  Fund 2.500.00 

58.798.87 

Dues  paid  in  advance 2,241.06 

Initiation  Fees  uncollected 14.712.50 

Replacement  Fund 1.163.18 

Accounts  Payable 5»244.12 

Unappropriated  Revenue 30.392.46 

Unexpended  Appropriations-Excess 6.527.48 


Capital  Investment $514,792.79 

Surplus  and  Reserve 146.524.25 


23,864.98 


$661,317.04 
$767,341.75 


Meetings  and  Program.  Under  the  Spring  and  Annual  Meetings 
of  the  Society  is  recorded  the  result  of  the  work  of  the  Meetings  and 
Program  Committee,  but  between  the  lines  must  be  apparent  the 
tremendous  amoimt  of  preparation  required  to  complete  the  pro- 
grams of  these  meetings. 

Notable  sessions  of  the  year  were  those  on  Industrial  Relations, 
and  Research.  The  committee's  annual  report  points  out  that  the 
committee  has  long  been  under  pressure  from  progressive  members 
of  the  Society  to  broaden  the  scope  of  the  general  meetings  and 
papers  presented. 

Standing  sub-committees  of  the  Meetings  and  Program  Com- 
mittee are  being  gradually  reorganized  into  Special  Committees 
and  now  into  Professional  Sections  reporting  to  the  Council. 

Pvblicaiion  and  Papers,  This  committee  has  had  a  busy  year 
in  plans  for  the  enlargement  of  the  monthly  pubUcation,  Mechanical 
Engineering,  and  progress  has  been  made  in  the  face  of  many  dis- 
couragements in  adverse  conditions  in  the  printing  trade,  and  in- 
creased costs  of  pubUcation  and  materials. 

Under  this  committee's  jurisdiction,  there  have  also  been  issued 
the  annual  Transactions,  now  in  its  fortieth  volume,  the  Condensed 
Catalogues,  ninth  annual  edition.  The  Engineering  Index  and 
the  Year  Book. 

Condensed  Catalogues  increased  nearly  fifty  per  cent  in  size 
over  the  preceding  year,  indicating  progressive  recognition  of  its 
usefulness. 
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The  Engineering  Index  Annual,  taken  over  from  IndiLsirial 
Management  in  1919,  has  been  practically  doubled  in  the  number 
of  pages,  and  also  in  the  number  of  copies  issued. 

The  Year  Book  has  been  published  in  abbreviated  form  due  to 
conditions  in  the  printing  trade,  but  this  coming  year  it  is  hoped 
to  return  the  book  to  its  former  scope. 

Membership,  The  Society's  membership  has  increased  during 
the  past  year  by  2182,  and  is  now  11,882.  The  report  of  the  Mem- 
bership Committee  includes  reconmiendations  for  11  reinstatements, 
and  63  promotions  to  higher  grade.  The  committee  has  held  twenty- 
nine  meetings  and  had  under  consideration  nearly  three  thousand 
applications. 

The  full  table  of  activities  for  the  year  shows  the  following: 

Recommended  for  membership 2182 

Deferred  indefinitely 52 

Deferred 33 

Denied  promotion 22 

In  course  of  procedure G35 

Reinstatements 11 

Reconsiderations  granted  higher  grades 0>3 

2998 

Honorary  Memhership  has  been  conferred  b}-  the  Council  upon 
Charles  Alphonse  Clement  de  la  Poix  de  Freminvillc,  of  Paris,  France, 
for  services  rendered  his  country  and  the  engineering  world  in  the 
practical  development  of  transportation,  and  Auguste  C.  Rateau, 
also  of  Paris,  France,  pioneer  investigator  in  the  field  of  the  steam 
turbine  and  turbo-compressor. 

In  Memoriayn.  The  report  of  a  special  conunittee  on  War 
Service  and  Members*  Memorial,  Major  Fred  J.  Miller,  chainnan, 
was  received  at  the  Annual  •Meeting]:,  and  the  Council  records  the 
resolutions  taken  by  rising  vote  at  this  meeting  in  memory  of  those 
meml)ers  who  made  the  supreme  sacrifice  in  the  Creat  European  War. 

Resolved:  That  the  Society  hereby  expresses  its  jiioatcst  api)re(ia- 
tion  and  pride  in  the  s<ervice  of  its  nienilK^rs  who  jrave  their  Hves  that 
freedom  might  be  preserved  among  the  nations  of  the  earth.  ..." 

COMMITTEE   OF   ADMINISTRATION    AND   STANDING 

COMMITTEES 

Local  Sections,  The  Ix)cal  Sections  of  the  Society  now  numl)er 
thirty-six.  In  the  following  cities  where  local  section  meetings 
are    regularly   held,    cooperation    with    existing   local    engineering 
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organizations  has  been  (ieveIoi>ed:  Atlanta,  Baltimore,  Birmingham, 
Boston,  Bridgeport,  Buffalo,  Chicago,  Cincinnati,  Cleveland,  Denver, 
Detroit,  Erie,  Hartford,  Houston,  Indianapolis,  Los  Angeles,  Meriden, 
Milwaukee,  Minneapolis,  New  Haven,  New  Orleans,  New  York, 
Philadelphia,  Portland  (Oregon),  Richmond,  Rochester,  Saint  Louis, 
Saint  Paul,  San  Francisco,  Schenectady,  Toronto,  Troy,  Tulsa 
(Okla.)  Washington,  Waterbury. 

The  Secretary  made  three  trips  to  the  local  sections  during  the 
year,  and  visited  practically  every  section.  These  visits,  together 
with  the  visits  of  the  Committee  on  Local  Sections,  resulted  in  the 
formation  of  new  sections  at  Cleveland,  Colorado,  Eastern  New 
York,  Houston,  Tulsa  (Mid-Continent  Section)  Rochester  *and 
Washington,  D.  C. 

In  the  Cleveland  Section  there  has  been  installed  a  plan  of 
joint  membership  in  our  Society  and  in  the  Cleveland  Engineering 
Society. 

The  Local  Sections  Conmiittee  also  hopes  to  carry  out  into 
future  meetings  its  cooperation  in  the  professional  programs  of 
meetings  under  the  jurisdiction  of  the  Meetings  and  Program  Com- 
mittee.   This  was  done  at  Indianapolis  this  year. 

Increase  of  Membership  Committee  work  has  this  year  been 
placed  in  the  hands  of  the  Local  Sections  Conunittee.  Great  benefit 
is  derived  from  the  local  mformation  concerning  applicants  for 
membership.  The  inclusion  of  increase  of  membership  work  is  ex- 
pected to  be  especially  successful. 

Constitution  and  By-Laws.  This  committee  acts  as  an  advisory 
conunittee,  reporting  on  all  matters  referred  to  it  by  the  Council 
relating  to  the  Constitution,  and  By-Laws  and  Rules,  and  harmon- 
izes with  the  Constitution  any  new  policies  of  the  Society. 

Suggested  changes  in  the  rules  are  being  drafted  by  this 
committee  as  the  result  of  the  recommendations  of  the  special  com- 
mittee on  Aims  and  Organization. 

During  the  past  year  a  notable  change  in  poUcy  has  been 
effected  in  providing  that  the  "Nominating  Conunittee  shall  be 
elected  annually  by  the  voting  membership  of  the  Society."  By- 
laws are  now  in  effect  which  detail  the  manner  of  election. 

Library.  This  Conunittee  acts  as  the  representative  of  the 
Society  on  the  Joint  Library  Board  through  which  the  five  Ubraries 
of  the  Founder  Societies  and  United  Engineering  Society  are  ad- 
ministered as  one. 

Increased  use  has  been  made  of  the  Library  Service  Biu-eau. 
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Recataloguing  the  joint  libraries  has  been  started;  this  is  much 
needed  in  order  to  make  more  quickly  available  the  great  source  of 
information  in  these  individual  collections. 

House,  The  House  Committee  has  given  much  time  to  the 
rearrangement  and  redecorating  of  the  rooms  of  the  Society.  Part 
of  the  necessity  for  this  was  for  suitable  installation  of  the  Memorial 
tablet  to  Frederick  Remsen  Hutton,  prepared  under  the  direction 
of  a  special  committee,  Past-Presidents  Ambrose  Swasey  and  Jesse 
M.  Smith  and  Wm.  H.  Wiley,  Treasurer.  The  foyer  hall  has  a 
small  committee  room  as  a  result  of  the  remodeling  and  a  more 
harmonious  scheme  of  arrangement  and  decoration  has  resulted. 

Research.  This  year  the  Research  Conunittee,  led  by  Arthur 
M.  Greene,  Jr.,  as  chairman,  has  been  able  to  carry  out  some  of  the 
ambitions  which  the  committee  has  had  for  several  years. 

A  reading  of  the  complete  report  of  this  conmiittee  brings  out 
many  interesting  features  of  the  work. 

Svb-Commiitee  Reports  have  been  presented  in  the  following 
fields  —  Bearing  Metals,  Lubrication  and  Fluid  Meters.  A  Heat 
Transfer  Committee  has  been  organized  and  started  work  which 
will  take  several  years.  The  Research  Committee  had  charge  of 
one  session  of  the  Spring  Meeting  in  Detroit. 

On  one  of  the  trips  of  the  Secretary  to  I^cal  Sections,  the  chair- 
man of  the  committee  accompanied  the  Secretary  and  as  a  result 
sectional  research  committees  have  been  established  in  several 
centers.  Manufacturers  having  research  laboratories  have  expressed 
their  cordial  interest  and  desire  to  cooperate  with  the  committee; 
also  educational  institutions  having  engineering  experiment  stations. 

Through  the  Research  Section  of  Mechanical  Engineering  the 
Research  Committee  has  contributed  data  covering,  research  results, 
research  progress  and  problems,  research  equipment,  personnel  and 
bibUographics.  The  Council,  when  asked  to  appoint  representatives  on 
the  Engineering  Division  of  the  National  Research  Council,  appointed 
men  from  the  Research  Committee  of  the  Society  in  order  that  the 
work  of  this  committee  might  tie  in  with  the  work  of  the  national 
organization  under  the  United  States  Government.  Professor 
Greene,  Chairman,  was  this  year\s  apix)intee. 

Siandardizalion.  This  Committee  has  IxKjn  most  active,  in 
cooperation  with  the  American  Engineering  Standards  Committee, 
which  latter  has  within  its  organization  a  memlx*rship  representa- 
tive of  the  Civil,  Mining,  Electrical,  Mechanical  Engineers  and 
A.  S.  T.  M.    The  work  of  this  joint  organization  is  reported  later. 
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PBOFESSIONAL  AND   SPECIAL  COMMITTEES 

A  scrutiny  of  the  list  of  committees  will  show  the  great  number 
of  professional  and  special  committees  and  the  vast  field  they  cover. 
All  have  contributed  splendid  work  in  their  various  lines.  Since, 
however,  the  purpose  of  this  report  is  to  outline  only  final  and  com- 
pleted results,  all  the  committees  may  not  receive  special  mention. 
These  committees  included  some  war  measure  committees  and  with 
the  coming  of  peace  have  been  "  mustered  out, "  or  in  some  instances 
their  research  work  continued  through  other  channels. 

Professional  Committees.  Most  important  in  the  life  of  a  pro- 
fessional society  is  the  work  of  its  technical  committees.  The 
^lechanical  Engineers  may  be  well  proud  of  the  splendid  work  being 
done  by  its  professional  committees  at  great  expense  of  time  and 
personal  sacrifice  on  the  part  of  the  many  members,  each  chosen  to 
membership  in  a  committee  because  of  his  special  experience  in  the 
field  covered.  The  completed  work  of  these  professional  com- 
mittees is  permanently  recorded  in  Transactions  and  becomes  in 
many  cases  Standard  Practice.  Notable  progress  has  been  made 
by  the  Boiler  Code  Committee  and  the  Power  Test  Codes  Committee, 
the  latter  with  its  nineteen  indi\idual  committees. 

Some  further  mention  is  made  of  these  committees  in  the  Joint 
Acti\'ities  under  Standardization. 

Aims  and  Organization  Committee.  This  committee  appointed 
in  1918  has  completed  its  report  which  has  been  separately  printed 
and  widely  discussed  through  all  the  committees,  local  centers  and 
at  two  of  the  general  meetings  of  the  Society.  Similar  committees 
of  the  other  Founder  Societies  have,  through  specially  designated 
representatives  of  their  main  committees,  combined  in  a  Joint  Con- 
ference Committee,  to  secure  the  benefit  of  "united  action  of  the 
engineering  and  aUied  technical  professions  in  matters  of  common 
interest  to  them." 

Drawing  their  conclusions  regarding  the  final  action  from  the 
two  general  discussions  by  the  members  of  the  recommendations 
of  the  report  and  from  the  sj-mpathetic  attitude  of  the  Council 
regarding  the  recommendations,  the  Standing  Committees  of  the 
Society  have  not  been  slow  to  sense  the  spirit  behind  this  move- 
ment and  have  had  the  poUcies  recommended  under  discussion  for 
many  months  with  the  result  that  the  final  action  turning  the  recom- 
mendations over  to  them,  finds  them  ready  to  proceed. 

Awards  and  Relations  with  Colleges.    In  his  address  the  Presi- 
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dent  has  covered  quite  completely  a  review  of  the  plans  of  the  Coun- 
cil to  inaugurate  closer  and  more  helpful  policies  with  the  student- 
engineer  and  the  young  engineer  as  represented  in  the  Jimior  and 
Student  Member;  President  Cooley  also  covered  quite  thoroughly 
the  question  of  awards  and  prizes  for  contributions  to  mechanical 
engineering,  either  of  a  practical  nature  or  in  literature.  The  Charles 
T.  Main  Award  was  established  this  year,  from  a  fund  of  $2500 
partly  contributed  by  Past -President  Main. 

SPRING   AND   ANNUAL  MEETINGS 

In  the  conduct  of  the  two  general  meetings  this  year  the  Meet- 
ings and  Program  Committee  has  been  assisted  by  the  Committee 
on  Local  Sections  and  the  local  committees  and  by  the  Research 
Committee. 

The  Spring  Meeting  was  held  in  Detroit,  and  a  full  account  of 
the  meeting  has  been  published  in  the  July  issue  of  Mechanical 
Engineering.  The  keynote  session  on  Industrial  Relations  was  so 
successful  that  the  committee  was  asked  to  continue  this  session  at 
the  Annual  Meeting.  Another  strong  session  of  the  Spring  Meeting 
was  one  on  Research,  under  the  auspices  of  the  Research  Committee. 

The  Annual  Meeting  showed  the  best  attendance  of  any  meet- 
ing of  the  Society,  the  total  number  registered  being  2116.  There 
were  sessions  on  Appraisal  and  Valuation,  Gas  Power,  Industrial 
Relations,  Machine  Design,  Power  ^lachincry,  Textiles,  and  Ma- 
chine Shop.  The  first  of  these  was  a  joint  session  with  the  American 
Society  of  Refrigerating  Engineers,  and  wiis  followed  by  a  request 
to  have  a  session  on  this  subject  at  the  Spring  Meeting  in  St.  Louis. 

KEPKESEXTATIOX 

Honorary  Vice-Pn^sidents  were  appointed  to  represent  the 
Society  at  various  functions  thnnighout  the  year,  such  as  conferring 
Honorary  Degrees  on  M.  Eugonc^,  Schneider  by  the  Stevens  Insti- 
tute of  Technology,  the  Annual  Meeting  of  tlui  KngincHTing  Insti- 
tute of  Canada,  the  National  Rivers  and  Harbors  ( 'ongress,  the 
Society  for  the  Promotion  of  Engineering  E<luoatioii,  the  Promo- 
tion of  Vocational  Education,  and  the  James  Watt  Centenarj-  in 
Bingliam,  England. 

PROFESSIONAL   SECTIONS 

An  amendment  to  the  Constitution  is  More  the  Society  to 
create  a  Standing  Committee  on  Professional  Sections.      Pending 
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action  on  this  amendment  the  Comicil  has  approved  the  policy  of 
inaugurating  professional  sections  and  has  authorized  a  special 
committee  to  report  on  various  aspects  of  such  an  organization, 
—  as  local  work,  finances,  meetings,  etc.  The  new  policy  is  in  line 
with  recommendations  of  the  Committee  on  Aims  and  Organization 
and  is  intended  to  provide  for  those  groups  of  men  in  the  Society 
who  are  interested  in  a  particular  subject,  and  so  sub-divide  the 
membership  professionally  in  the  same  way  that  the  Local  Sections 
groups  provide  a  geopraphical  sub-division. 

STUDENT  BRANCHES 

There  are  49  Student  Branches.  One  of  the  features  of  the 
Annual  Meeting  on  December  3,  1919  was  the  holding  of  a  student 
branch  conference  and  Dr.  Hollis,  Chairman  of  the  Committee  on 
Relations  with  Colleges  presided.  The  plans  for  the  Student 
Branches  have  been  fully  approved  by  the  Coimcil  as  outlined  in 
the  report  of  the  Committee  on  Awards  and  Relations  with  Col- 
leges submitted  at  the  Spring  Meeting  in  Detroit,  and  published 
in  the  October  issue  of  Mechanical  Engineering. 


JOINT  ACTIVITIES 

Certain  joint  activities  of  the  Founder  Societies,  —  Civil, 
Mining,  Mechanical,  Electrical  engineering  societies  —  are  com- 
bined under  United  Engineering  Society,  the  holding  corporation 
for  the  property  of  the  Engineering  Societies  Building  and  the  ad- 
ministrative organization  for  the  funds  of  Engineering  Foundation, 
Engineering  Societies  Library,  and  Engineering  Council. 

Engineering  Foundation.  The  Engineering  Foundation,  founded 
in  November  1914  by  a  gift  from  Mr.  Ambrose  Swasey,  Past-Presi- 
dent and  Honorary  Member  of  this  Society,  for  the  furtherance  of 
research  in  sciences  and  engineering  or  for  the  advancement  in 
other  manner  of  the  profession  of  engineering  and  the  good  of  man- 
kind, has  found  its  principal  activity  in  cooperation  with  the  Na- 
tional Research  Council.  In  October,  Engineering  Foundation 
issued  a  progress  report  and  copies  of  this  pamphlet  are  on  file 
in  the  Secretary's  office. 

Research  Council.  During  the  past  year  the  National  Research 
Coimcil  has  been  reorganized  on  a  "peace  basis."  The  American 
Society  of  Mechanical  Engineers,  three  representatives  on  the  Engi- 
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The  American  Engineering  Standards  CommiUee  was  formed  in  1918 
with  a  desire  to  bring  into  existence  an  organization  similar  to  the 
British  Engineering  Standards  Association  and  cooperate  in  the 
organization  and  control  of  engineering  and  industrial  standards 
in  the  United  States. 

Anglo-American  Standardization  has  been  brought  into  active 
thought  of  the  day,  the  Secretary  of  the  British  Association  visiting 
the  United  States,  and  in  one  of  the  statements  covering  his  mis- 
sion said  "It  seems  to  me  with  so  much  talk  of  fierce  trade  compe- 
tition between  America  and  England,  everything  ought  to  be  done 
to  turn  that  harmful  idea  into  Anglo-American  cooperation  rather 
than  trade  rivalry.  The  world  is  surely  large  enough  for  the  great 
Anglo-Saxon  producing  countries  to  find  ample  scope  for  their  prod- 
ucts >vithout  in  any  way  endangering  their  bonds  of  friendship, 
drawn  so  closely  by  their  great  defense  of  Right." 

Permanent  Franco-American  Engineering  Committee.  It  will 
be  recalled  that  Charles  T.  Main  as  President  in  1918  formed  one  of 
a  delegation  of  representatives  from  the  Founder  Societies  to  the 
French  Engineering  Congress  in  Paris.  Out  of  this  has  grown  what 
is  known  as  the  Permanent  Franco-American  Engineering  C!om- 
mittec,  which  is  a  joint  committee  with  the  other  Founder  Societies 
to  assist  the  Government  of  France  and  all  organizations  of  France 
desiring  information. 


No.  1687 

MEETINGS  JANUARY-JUNE 

MEETINGS  OF  SECTIONS 

]yriNETY-FOUR  meetings  were  held  by  the  twenty-four  or- 
ganized  Sections  of  the  Society  and  the  Providence  Engineering 
Society,  an  affiliated  body,  dming  the  first  six  months  of  the  year. 
Seventeen  of  these  meetings  were  arranged  jointly  with  one  or  more 
local  technical  organizations  or  branches  of  other  engineering  so- 
cieties. A  nmnber  of  the  papers  of  more  general  interents  were  pub- 
lished in  Mechanical  Engineering  during  1919. 

ATLANTA 

February  1:  A  dinner  in  honor  of  Secretary  Calvin  W.  Rice  at 
the  Druid  Hills  Golf  Club.  In  the  afternoon,  Secretary  Bice  ad- 
dressed the  students  at  George  School  of  Technology. 

March  21:  Joint  meeting  with  Birmington  and  New  Orleans 
Sections.  In  the  morning  an  inspection  trip  to  the  Fulton  Bag  and 
Cotton  Mills.  In  the  evening  an  address  by  N.  C.  Harrison  on 
Powdered  Fuel. 

April  24:  Address  on  Materials  for  High-Pressure  Steam-Pipe 
Work,  Wm.  J.  Neville. 

BALTIMORE 

January  27:  Address  by  Secretary  Calvin  W.  Rice. 
April  29:  Papers  on  Oil  Engines,  by  Leon  Wygodsky,  and  on 
Boiler  Explosions,  by  R.  E.  Munro. 

BIRMINGHAM 

January  23:  Addresses  by  J.  R.  McWane  and  Oscar  Wells  on 
labor  and  finance.  Abstract  of  Past^-President  Main's  President's  Ad- 
dress, Broader  Opportunities  for  the  Engineer,  read  by  J.  J.  Greggan. 

February  3:  Addresses  by  R.  W.  McWane  on  Efficiency  Work 
in  the  Emergency  Fleet  Corporation,  by  Col.  T.  0.  Smith  on  Finance, 
and  by  Secretary  Calvin  W.  Rice. 

April  13:  Address  on  Steel  Specifications,  O.  U.  Cook. 

May  23:  Informal  banquet. 
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BOSTON 

January  31:  Address  by  Past-President  Main  on  experiences 
in  France.    Abstract  published  in  Mechanical  Engineering. 

March  13:  Address  by  H.  W.  Rowley  on  Final  Disposition  of 
City  Wastes. 

April  2:  Tenth  Annual  Engineers'  Dinner.  Addresses  by 
George  H.  Moses  on  A  I^eague  of  Nations,  by  Prof.  George  Fillmore 
Swain  on  Reflections  Suggested  from  a  Recent  Trip  to  France  and 
by  Richard  H.  Rice. 

May  21 :  Joint  meeting  with  Boston  Society  of  Civil  Engineers. 
Report  on  the  Chicago  Public  Service  Committee,  by  Mr.  Metcalf. 

June  27:  Outing  at  Villa  Napoli,  Nantasket,  Mass.,  with 
A.I.E.E.,  Boston  Society  of  Civil  Engineers,  Engineering  Society 
of  Western  Mass.,  Providence  Engineering  Society  and  Worcester 
Section. 


buffalo 

January  29:  Address  by  Nathan  L.  liieberman,  on  Horsepower 
Requirements  of  Aeroplanes  and  Power  Consumption  through 
Parasite  Resistance. 

April  2:  AVith  the  Engineering  ."Society  of  Buffalo;  illustrated 
address  by  E.  S.  CoUins  on  Industrial  Applications  of  Electric  Fur- 
naces.    The  meeting  was  preceded  by  a  dinner. 


(:iiicA(;o 

Jariuary  13:  Informal  got-togothor  meeting  and  dinner  in 
honor  of  Secretary  Calvin  W.  Rice. 

January  27:  Address  on  Sugar  Manufacturing,  by  M.  J.  Kermer. 

.4/>r?7  21:  Witli  Western  Society  of  Engineers.  Pajx^rs  on  the 
Triplex  Process  of  Making  Steel,  by  Robert  J.  Yf)ung,  shown  by 
motion  pictures,  and  on  Fatigue  of  Metals,  by  HerlKTt  F.  Moore, 
illustrated  with  motion  pictures  and  huitem  slides. 

May  20:  Ladies'  night.  Pa|XT  on  Stress  and  Strain,  by  WilHam 
S.  Sadler. 

September  .30:  Address  by  Mr.  Whitten,  Chairman,  Zoning 
Conunittee,  Cleveland,  0.,  on  City  Zoning  as  It  Pertains  to  the 
Requirements  for  Residential  and  Manufacturing  Districb?. 
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CINCINNATI 

February  1:  Address  by  Mayor  John  Galvin  on  Financial 
Problems  of  Cincinnati  and  by  Bert  L.  Baldwin  on  Conditions  of 
Light-Railways  Service  in  France. 

Feiyruary  17;  Informal  address  by  Secretary  Calvin  W.  Rice. 

March  20:  Joint  meeting  with  the  Engineers'  Club.  Address 
by  Chas.  H.  Fox  on  The  Evolution  of  the  Fire  Engine. 

March  25:  Business  meeting. 

May  15.  Illustrated  address  l)y  Ernest  F.  DuBrul  on  Trade  with 
South  America. 

CLEVELAND 

February  4:  All-day  convention.  Addresses  in  the  morning 
by  H.  E.  Simmons  on  Rubber  and  Its  Manufacture  and  by  G.  W. 
Shem  on  Electric  Travelling  Crane  Development  (illustrated).  The 
luncheon  was  followed  by  an  address  by  J.  R.  McQuigg  on  Expe- 
riences of  Engineers  in  France.  An  inspection  trip  to  the  National 
Acme  Manufacturing  Company's  plant  occupied  the  afternoon, 
after  which  a  dinner  was  held.  C.  A.  Otis  and  Colonel  G.  M.  Barnes 
gave  an  account  of  how  the  big  guns  were  developed. 

June  10:  Joint  meeting  with  Cleveland  Engineering  Society. 
Morning  address,  Open-Hearth  Charging  Machine,  by  S.  T.  Well- 
man  and  I.  D.  Thomas.  liUncheon  aboard  steamship  City  of  Buffalo, 
foUowerl  by  a  trip  to  the  American  Ship  Building  Plant,  Lorain,  and 
a  talk  by  J.  C.  Workman. 

CONNECTICUT 

Bridgeport  Branch 

June  26:  With  local  members  of  A.  S.  C.  E.,  A.  I.  E.  E.,  S.  A.  E. 
and  A.  C.  S.  Paper  on  Mechanical  Apparatus  in  the  Treatment 
of  the  Wounded,  by  H.  W.  0.  Thompson;  paper  on  Investigation 
of  Case  Carburizing  and  Case  Hardening,  by  Mr.  Boeghold. 

Hartford  Branch 

May  12:  With  American  Chemical  Society.  Inspection  trip 
to  Hartford  Rubber  Works  and  to  Laboratories  of  Henry  Souther 
Engineering  Co.  Illustrated  lecture  on  Rubber,  by  Theodore 
Whittlesey. 

June  5:  Address  by  Hiram  Percy  Maxim  on  Sound. 
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Meriden  Branch 

February  28:  With  Meriden  Manufacturers'  Association.  Ad- 
dress by  John  C.  Spenee  on  The  Training  Department  After  the  War. 
Addresses  by  Charles  T.  Clayton  and  H.  C.  Miles. 

April  28:  Address  by  Joseph  F.  Keller  on  The  Machine  Making 
of  Dies. 

May  20:  Address  by  George  H.  Thacher  on  The  Hand  Stoker, 
What  It  Is  and  What  It  Does. 

June  6:  Informal  meeting  and  dinner. 

Nev)  Haven  Branch 

January  8:  Address  by  Douglas  K.  Warner  on  The  Friction 
of  Ball  Bearings. 

Jamiary  31:  With  Yale  Mechanical  Engineers'  Club.  Ad- 
dress by  G.  Douglas  Wardrop  on  War  A\dation  in  Retrospect;  Com- 
mercial Aviation  in  Prospect. 

March  7:  With  Yale  Mechanical  Engineers'  Club.  Address 
by  D.  C.  BucU  on  Long-Range  Na\'y  Guns  with  Railway  Moimt. 

March  10:  Address  by  President  M.  E.  Cooley. 

May  27:  Address  by  Hariy  Gordon  Hayes  on  Labor  Problems. 

Watcrbury  Branch 

January  6:  Address  l)y  R.  A.  Cairns  on  Waterbury's  Water 
Supply. 

April  8:  Solution  of  Factoiy  Waste  Problems.  Professor  New- 
lands  and  others  s|)okc. 

DETROIT 

January  11:  Informal  dinner  to  President  M.  E.  Cooley  and 
Secretary''  Calvin  W.  Rice.  Address  by  President  Cooley  on  An 
Unoccupied  Rung  in  the  Kn mincer's  Ladder  of  Fame,  and  by  Secre- 
tary Rice  on  l^roader  Opportunities  for  the  Engineer. 

April  4:  Joint  meeting  with  Detroit  EngineiTing  Society.  Ad- 
dress by  William  B.  Stout  on  Commercialization  of  Air  Craft. 

EKIE 

February  19:  Informal  address  by  Secretary  Calvin  W.  Rice. 
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INDIANAPOLIS 

January  15:  Informal  reception  to  Secretary  Calvin  W.  Rice. 

LOS  ANGELES 

March  13:  Addresses  by  Secretary  Calvin  W.  Rice  and  George 
G.  Anderson,  Chairman  of  the  Ix)cal  Society  of  the  A.  S.  C.  E.  Ad- 
dress by  Professor  Ford  on  Behavior  of  Steels  imder  Test. 

April  16:  Address  by  F.  Homberger  on  The  Manufacture  of 
Gas  from  Crude  Petroleum. 

MID-CONTINENT 

February  5:  Meeting  of  organization  resulting  in  petition  to 
Coimcil  for  the  establishment  of  the  Mid-Continent  Section  with 
headquarters  at  Tusla,  Oklahoma.  Secretary  Calvin  W.  Rice  ad- 
dressed the  meeting. 

May  23:  All-day  meeting;  business  meeting  in  the  morning. 
Inspection  of  airplanes  in  the  afternoon.  Address  by  Dean  J.  H. 
Felgar  on  What  Should  Be  the  Content  of  a  Course  of  Instruction 
Designed  to  Fit  a  Man  to  Become  a  Petroleum  Engineer;  (a)  From 
the  Production  Standpoint;  (6)  From  the  ReiBning  Standpoint. 
Other  addresses  by  George  Tayman  on  Volumetric  and  Mechanical 
Efficiency  of  Gas  Compressors  with  Varying  Combinations  of  Pres- 
sure and  Vacuiun,  and  by  C.  E.  Pearce  on  Graphic  Methods  and 
Charts  for  Design  of  Steam  Boilers  and  Other  High-Pressure  Vessels. 
Following  an  informal  dinner  addresses  were  given  by  0.  J.  Berand 
on  Appraisement  and  Valuation  of  Oil  and  Casing-Head  Properties; 
by  P.  F.  Walker  on  Industrial  and  Manufacturing  PossibiUties  in 
the  Mid-Continent  Section;  by  Paul  Bateman  on  Tank-Car  Main- 
tenance; and  by  W.  S.  Smith  on  Effects  of  Compressed  Air  or  Gas 
on  Petroleum  Oil  Production. 

MILWAUKEE 

January  15:  Address  by  Henry  Ij.  Dale  on  Engineering  Ex- 
periences at  the  Front. 

February  13 :  Address  by  Secretary  Calvin  W.  Rice. 

April  16:  Joint  meeting  with  the  Engineers'  Society  of  Mil- 
waukee, Milwaukee  sections  of  all  National  Engineering  Societies 
and  the  Aero  Club  of  Wisconsin.  Illustrated  address  by  George  R. 
Lawrence  on  Flying,  Today  and  Tomorrow. 
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May  21:  With  Engineers'  Society  of  Milwaukee.  Address  by 
Arnold  Pfau  on  a  Trip  to  Japan. 

MINNESOTA 

February  10:  Dinner  to  Secretary  Calvin  W.  Rice  by  the  Minne- 
apolis Steel  &  Machinery  Co.  Addresses  by  Secretary  Rice,  John  R. 
Allen,  Max  Tolz  and  James  L.  Record. 

March  4:  Address  by  W.  H.  Adams  on  The  Manufacture  of 
Beet  Sugar. 

April!:  Regular  monthly  meeting. 

NEW   ORLEANS 

April  14:  Address  by  W.  B.  Gregory  on  Pumping  Machinery. 
Used  by  the  American  Army  in  France. 

NEW   YORK 

January  14:  Address  by  L.  C.  Marburg  on  Aims  and  Organiza- 
tion; by  Edwin  J.  Prindle  on  The  Patent  Situation  in  the  United 
States;  and  by  W.  W.  Macon,  H.  L.  Aldrich  and  A.  J.  Baldwin  on 
their  experiences  abroad  on  a  trip  of  inspection  of  the  battlefields 
of  Europe. 

February  10:  Joint  meeting  with  Founder  Societies.  Delegates 
to  Joint  Engineering  Congress  spoke  on  the  work  of  Congress  and 
conditions  in  Franco. 

February  24:  Address  by  P(^tor  P.  Dean  on  the  Application  of 
Electrical  Control  of  Cfate  Valves,  buffet  supjx^r  served,  followed  by 
an  address  on  the  Application  to  Industry  of  the  Personnel  Work  in 
the  U.  S.  Army,  by  Lt.-Col.  J.  J.  Swan.  At  the  close  of  this 
address,  motion  pictures  of  animated  t(H'hnical  drawings  for  com- 
mercial and  scientific  use,  showing  electrical  starting  and  lighting 
systems,  the  Burroughs  adding  machine,  etc.,  were  shown. 

March  2():  Engineers'  Symposium  under  the  general  auspices 
of  the  Local  Sections  of  the  American  Institute  of  Mining  and  Metal- 
lurgical Engineers,  American  Society  of  Mechanical  Engineei-s,  and 
the  Society  of  Automotive  Engineers,  and  in  which  the  meml)ers 
of  the  American  Institute  of  Electrical  Engineers,  American  Society 
of  Civil  Engineers,  American  Chemical  Society-,  American  Electro- 
chemical Society,  Ameri(;an  Institute  of  Chemical  Engineers,  Amer- 
can  Society  of  Heatuig  and  Ventilating  Engineers,  American  Society 
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of  Refrigerating  Engineers,  Brooklyn  Engineers'  Club,  Illuminating 
Engineering  Society,  Institute  of  Radio  Engineers,  Municipal  En- 
gineers of  the  City  of  New  York,  Soci6t6  de  Chimie  Industrielle, 
Society  of  Chemical  Industry,  and  the  Society  of  Naval  Architects 
and  Marine  Engineers  were  invited  to  participate. 

The  general  title  of  the  meeting  was  The  Engineer  as  a  Citizen. 
Gano  Dunn,  President  of  the  J.  G.  White  Engineering  Corporation, 
presided,  and  the  following  addresses  were  deUvered.  The  Civic 
Responsibility  of  the  Engineer,  by  PhiUp  N.  Moore;  The  Relation 
of  the  Engineer  to  Legislation,  by  Calvert  Townley  of  the  Westing- 
house  Elec.  &  Mfg.  Company;  The  Relation  of  the  Engineer  to  Ad- 
ministration, by  Nelson  P.  I^wis  of  the  PubUc  Service  Commission; 
The  Relation  of  the  Engineer  to  Public  Opinion,  by  Spencer  Miller 
of  the  Lidgewood  Mfg.  Company,  and  The  Relation  of  the  Engineer 
to  Production  and  Distribution,  by  Comfort  A.  Adams,  President  of 
the  A.  I.  E.  E. 

April  9:  Joint  meeting  with  the  MetropoUtan  Section  of  the 
Society  of  Automotive  Engineers  in  a  Symposium  on  the  Heavy 
Oil  Engine. 

May  28:  Addresses  by  John  M.  Goodwin  on  The  Five-Color 
System  of  Camouflage  and  by  Frederick  Meron  on  The  Layout  and 
Ek^uipment  of  Factories  (illustrated). 

Jvne  10:  General  discussion  of  report  of  Committee  on  Aims 
and  Organization. 

ONTARIO 

May  16:  Discussion  on  the  Metric  System:  Pro:  E.  F.  Burton 
and  W.  Percy  Dobson;  Con:  Chester  B.  Hamilton  and  Ernest  V. 
Pannell. 


PHILADELPHIA 

January  28:  Address  by  William  B.  Dickson  on  Relations 
between  Employer  and  Employee. 

February  19:  Out-of-town  meeting  at  Wilmington,  Delaware. 
Address  by  F.  A.  Wardenburg  on  Power  Development  of  the  Old 
Hickory  Plant. 

Ffbruary  25:  Address  by  E.  B.  Morden  on  The  Work  of  the 
Construction  Division  of  the  Army  from  Coast  to  Coast. 

March  25:    Address  by  Joseph  A.  Steinmctz  on  the  question 
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What  Are  We  to  Do  With  Our  Returned  Aviators  and  Their  Battle 
Planes? 

May  27:  Discussion  of  report  of  Committee  on  Aims  iEUid  Or- 
ganization. 

PROVIDENCE  ENGINEERING  SOCIETY 

January  7:  Address  by  E.  L.  Wooley  on  Work  Accomplished  at 
Providence  for  the  Emergency  Destroyer  Program. 

February  12:  Annual  banquet.  Among  the  speakers  were 
P.  H.  W.  Ross,  President  of  the  National  Marine  League  of  the  U.S.A., 
Leonard  W.  Cronkite  of  Boston,  Special  Agent  for  the  U.S.  Depart- 
ment of  Labor,  Captain  Delport  of  the  French  Army,  representing 
the  French  High  Commission,  Lieutenant  J.  A.  H.  Muirhead,  En- 
gineer, officer  of  the  British  Army,  and  Alfred  D.  Flinn,  Secretary 
of  the  Engineering  Council. 

As  an  added  feature  moving-picture  films  of  the  assembling  and 
operation  of  the  14-iiich  naval  guns  at  the  front  were  shown  by 
Ensign  C.  P.  McCrae,  U.S.N.R.F.,  of  the  Naval  Bureau  of  Ordnance. 

M(iy  0:  Address  by  Nicholas  Stahl  on  Central  Station  Growth. 

May  13:  Address  by  Mark  AVhitehead  on  The  Potter  and 
Johnston  Automatic  Lathe  and  Its  Tooling. 

June  7:  Inspection  trip  to  the  concrete  steamship  being  out- 
fitted })y  the  Ijord  Construction  Company. 

June  17:  Annual  Meeting. 

SAN    FHANCISCO 

February  13:  Address  by  F.  A.  Anderson  on  Electric  Arc  Weld- 
ing (illustratod). 

March  19:  Insix^ction  trip  to  concrete  ship  V)oing  built  by  the 
Shipping;  Board  at  Alameda. 

April  \i):  Illustrated  addresses  by  (\jnnnan<ler  Reed,  U.S.N., 
describing  a  destroyer  launched  in  fifteen  d'.iys,  and  by  A.  P.  Allen 
on  The  Modern  Destroyer  and  the  Part  It  Played  in  Winning  the 
World  War. 

ST.  i.oris 

January  24:  Address  by  J.  M.  Olvin  on  Tlie  Manufacture  of 
Army  Cartridges. 

January  29:  With  the  Associated  JilngineerinK  Societies  of  St. 
Louis.  Address  by  L.  C.  Xonlinever  on  Refrigeration  and  ICggs  in 
China. 
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FAruary  6:  Dinner  to  Secretary  Calvin  W.  Rice. 

Febmary  28:  Informal  dinner.  Address  by  C.  B.  Lord  on 
Women  in  War  Industries. 

March  21:  Address  by  A.  S.  Langsdorf  on  Industry,  Research 
and  the  Engineer. 

April  25:  Address  by  Dwight  T.  Farnum  on  what  the  industrial 
engineer  is  trying  to  do  in  industry. 

May  23:  Address  by  Dr.  Edward  J.  Swift  on  The  Human 
Element  in  Industry. 

June  4:  Illustrated  address  by  Wallace  C.  Capen  on  Certain 
New  Developments  in  Rear-Axle  Construction. 

WASHINGTON 

April  30:  Addresses  by  S.  W.  Stratton  on  Standardization  of 
Screw  Threads;  Colonel  E.  C.  Peck  on  Gage  Work  of  the  Ordnance 
Department  for  the  U.S.  Army;  H.  L.  Van  Keuren  on  the  Certifi- 
cation of  Gages  at  the  Bureau  of  Standards  and  C.  G.  Peters  on 
The  Use  of  Interference  Methods  in  Cahbrating  Length  Standards. 

June  6:  General  discussion  on  the  relation  of  the  mechanical 
engineer  to  his  work,  to  the  commimity  and  to  other  engineers. 

WORCESTER 

February  19:  Address  by  M.  Eskil  Berg  on  Recent  Development 
of  Propelling  Machinery  for  War  and  Merchant  Vessels. 

March  6:  Address  by  A.  E.  Kennelly  on  Field  Ordnance  and  Field 
Ordnance  Appliances. 

May  28:  Discussion  on  Fuel  Conservation  by  J.  F.  Tinsley. 

THE  SPRING  MEETING 

Detroit,  Mich.,  June  16  to  19 

The  Spring  Meeting*  of  the  Society  was  held  in  Detroit,  Michi- 
gan, Jime  16  to  19,  with  headquarters  at  the  Hotel  Statler.  The 
outstanding  features  of  the  meeting  were  the  large  attendance;  1180 
registered,  of  which  638  were  members;  extended  discussion  on  aims 
and  organization,  sessions  on  industrial  relations,  research  and 
pulverized  fuel  and  many  entertainments. 

The  discussion^  of  the  Report  of  the  Aims  and  Organization 

^  See  MscHANiCAL  Engineerinq,  July  1919,  for  summary  of  discussion. 
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Committee  began  on  Monday  afternoon  and  was  continued  on 
Tuesday  and  Wednesday.  The  largely  attended  Research  Session, 
lasting  all  day,  showed  the  awakening  interest  of  engineers  in  con- 
ditions resulting  from  the  war  and  an  appreciation  by  them  of  the 
need  for  research  work  in  the  development  of  American  industries. 
A  session  on  Industrial  Relations,  in  which  the  human  side  of  in- 
dustrial management  was  developed,  evoked  so  much  enthusiasm 
that  a  resolution  was  passed  at  its  conclusion  calling  for  a  continua- 
tion of  the  discussion  at  the  Annual  Meeting.  The  discussion  of 
the  papers  on  pulverized  fuel  on  Thursday  morning  also  drew  a  large 
attendance. 

In  accordance  with  the  policy  of  the  Meetings  and  Programs 
Committee  to  secure  papei-s  characteristic  of  the  engineering  work 
done  in  the  part  of  the  countrj'^  where  the  meeting  is  held,  a  Sections 
Session  was  arranged  for  Wednesday  morning  with  papers  contrib- 
uted by  the  Society's  sections  of  the  Mid-West. 

On  Monday  evening  the  Local  Committee  arranged  an  in- 
formal reception  in  the  balhoom  of  the  hotel,  with  a  brief  address 
of  welcome  by  Mayor  James  Couzens,  to  which  President  Cooley 
replied.  The  reception  was  followed  by  dancing.  On  Tuesday 
evening  a  concert  was  given  l)y  the  Burroughs  Band  at  the  Arena 
Gardens.  On  Wednesday,  tl»c  Committee  arranged  a  sail  on  Detroit 
River  and  Lake  St.  Clair  Flats.  This  trip,  which  lasted  through- 
out the  afternoon  and  evening,  gave  an  opportunity  of  meeting 
members  and  friends  from  all  sections  of  the  country.  Both  the 
Council' and  Sections  Committee  held  meetings  during  the  trip. 

Many  ladies  were  in  attendance  at  the  meeting.  Automobile 
trips  were  provided,  there  was  a  drive  around  Belle  Isle,  luncheon 
at  the  Detroit  Boat  Club,  tea  at  Red  Run  Golf  Club,  and  oppor- 
tunity was  offered  to  insjx'ct  many  points  of  interest,  including  the 
United  States  General  Hospital  and  Priscilla  Inn. 

The  success  of  the  meeting  was  due  to  the  faithfulness  and 
untiring  efforts  of  the  various  local  committees.  A  list  of  the  chair- 
men of  these  committees  follows.  GtMUMal  Committee,  H.  H.  Essel- 
styn;  Reception,  James  Couzens;  Printing  and  Publication,  John 
C.  McCabe;  Transportation  and  Information,  W.  E.  Cann;  Enter- 
tainment, AL  W.  Talx^r;  I^idies'  Entertainment,  Mrs.  F.  G.  Ray. 
The  Detroit  Ix)cal  Section  committee,  E.  C.  FisluT,  chairman,  con- 
tributed two  excellent  pajxTs  to  the  meeting. 
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PROGRAM 

Monday  Morning,  June  16 

Registration  of  members  and  guests  at  headquarters.     Meetings  of  Council 
and  Society's  Conmiittees. 

Monday  Afternoon 

BUSINESS  MEETING 

Report  of  tellers  of  amendments  to  constitution,  reports  of  committees, 
discussion  of  aims  and  organization  of  the  Society. 

Monday  Evening 
Reception  jmd  dance. 

Tuesday  Morning,  June  17 
RESEARCH   SESSION 

The  Present  Condition  of  Research  in  the  United  States,  Arthur 
M.  Greene,  Jr. 

The  Organization  and  Conduct  of  an  Industrial  Laboratory,  A.  D. 
Little  and  H.  E.  Howe. 

Address  bt  Acting  Chairman  of  Engineering  Division  of  National 
Research  Council,  G.  H.  Clevenger. 

Research  Work  on  Malleable  Iron,  Enrique  Touceda. 

Reports  of  SuB-CoMMrrrEEs  on  Flow  Meters,  Bearing  Metals  and 
Lubrication. 

Tuesday  Afternoon 

INDUSTRIAL  RELATIONS  SESSION 

Industrial  Personnel  Reslations,  Arthur  H.  Young. 
The  Status  of  Industrl^l  Relations,  L.  P.  Alford. 

Tuesday  Evening 
Musical  entertainment  and  dancing. 

Wednesday  Morning,  June  18 
SIMULTANEOUS  PROFESSIONAL  SESSIONS 
SECTIONS  SESSION 

Centr\l-Station  Heating  in  Detroit,  J.  H.  Walker. 
Production  of  Liberty  Motor  Parts  at  the  Ford  Plant,  W.  F.  Verner. 
Fire  Engines  and  the  Essentiaia  of  Fire  Fighting,  C.  H.  Fox. 
An  Electrical  Device  for  Measuring  the  Flow  of  Fluids  in  Pipes, 
J.  M.  Spitzglass. 

GAS  POWER  SESSION 

Crude  Oil  Motors  vs.  Steam  Engines  in  Marine  Practice,  J.  W. 
Morton. 

A  Suggested  Formula  for  Rating  Kerosene  Engines,  D.  L.  Arnold 
Standards  for  Carburetor  Performance,  O.  C.  Berry. 
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Wednesday  Afternoon  and  Evening 
Steaml)oat  trip  through  St.  Clair  Flats. 

Thursday  Morning,  June  19 
SIMULTANEOUS   PROFESSIONAL  SESSIONS 

FUEL  SESSION 

Pulverized  CoAii  as  a  Fuel,  N.  C.  Harrison. 

Pulverized  Coal  for  Stationary  Boilers,  Fred'k  A.  Scheffier  and  H.  G. 
Barnhurst. 

Economy  of  Certain  Arizona  Steam-Electbic  Power  Plants  Using 
Oil  Fuel,  C.  R.  Weymouth. 

general  session 

Elements  of  a  General  Theory  of  Airplanb-Wing  Design,  Walter  C. 
Durfee. 

Fans  for  Driving  Electric  Generators  on  Airplanes,  Capt.  G.  Francis 
Gray,  Liout.  John  W.  Reed  and  P.  N.  Elderkin. 

Mechanical  Lii-ts,  Past  and  Present,  and  a  New  Method  for  Their 
Balancing,  Lieut.  J.  F.  Robbins. 

The  Design  of  Riveted  Butt  Points,  Alphonsc  A.  Adler. 

Economical  Section  of  Water  Conduit  for  Power  Development, 
Cary  T.  Hutchinson. 

Thursday  Afternoon 
Excursions  to  Ford  Motor  Company  and  Packard  Motor  Company. 


No.  1688 

THE  PRESENT  CONDITION  OF  RESEARCH 

IN  THE  UNITED  STATES 

By  Abthub  M.  Gbeene,  Jr.,  Trot,  N.  Y. 
Member  of  the  Society 

This  paper,  hy  the  Chairman  of  the  Research  CammiUee  of  the  Society,  deals 
wiih  the  conditions  under  which  research  is  now  being  carried  on  in  the  United  Slates. 
The  author  first  discusses  research  in  its  relation  to  the  technical  school  and  gives 
a  list  of  the  universities  having  mechanical  engineering  laboratories.  Engineering 
experiment  stations  are  next  considered,  lists  being  given  of  the  stations  and  of  those 
which  publish  research  bulletins.  Codperative  research  and  the  research  activities 
of  the  Government  are  next  presented  and  finally  the  author  considers  commercial 
and  industrial  research  work,  giving  in  connection  thereunth  lists  of  the  private 
research  laboratories  in  the  country  and  of  manufacturing  companies  having  their 
own  research  facilities. 

TTISTORY  records  the  development  of  science  from  fortuitous 
observations  and  from  systematic,  careful  and  exhaustive  re- 
search. The  work  of  the  Greeks  as  shown  by  Lucretius  on  the  con- 
stitution of  matter  could  only  have  been  made  after  a  careful  and 
exhaustive  study  of  the  laws  of  nature.  The  work  of  Hippocrates 
certainly  indicates  a  previous  study  of  anatomy  and  the  action  of 
certain  drugs.  The  studies  of  Galileo  and  Newton,  of  Kepler  and 
Herschel,  of  Watt  and  Stephenson,  tell  of  careful  thought  appUed  to 
the  interpretation  of  facts  which  led  to  the  establishment  of  laws. 
The  story  'of  BerzeUus  and  his  kitchen  laboratory  illustrates  the 
spirit  of  adventure  into  the  unknown  which  brought  to  us  our  early 
quantitative  knowledge  of  the  elements.  The  accidental  observa- 
tions of  Galvani,  Newton,  Bell  and  Crookes  by  future  development 
and  study  led  to  results  of  incalculable  value  to  science,  while  the 
theoiitical  studies  of  Kepler,  Maxwell  and  Hertz  predicted  results 
which  in  giving  confirmation  to  theory  gave  also  confirmation  to 
the  correctness  of  experimental  observations. 

2  Although  all  past  ages  have  had  men  devoted  to  research, 
they  are  not  niunerous  in  any  one  period.    If  there  is  one  thing,  how- 
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ovcT,  that  marks  the  present  epoch,  it  is  the  prevalence  of  this  idea. 
In  the  fjast,  research  was  carried  on  bj-  the  few,  but  today  as  a  result 
of  r;ducation  and  as  a  result  of  the  success  of  research  in  many  fields 
ouc  can  scarcely  read  a  periodical  of  any  branch  of  science  without 
finding  some  article  on  this  subject.  For  the  last  fifty  3"ears  the 
coinrnrrrcial  value  of  research  has  become  more  and  more  evident 
to  induHtrial  plants.  This  appreciation  has  been  coincident  with 
the  (frowih  of  these  plants  and  has  made  their  development  possi- 
\fU:,  whilf;  n;ciprocally  the  growth  of  the  plants  has  made  extensive 
renoarclj  [x^ssiblo.  This  growth  has  been  intimately  connected  in 
tlie  Harne  manner  with  the  growth  of  our  universities  and  the  more 
ext^;nHivc  education  of  our  people.  In  spite  of  the  statement  of 
many  engineers  that  the  young  engineer  or  college  man  is  of  little 
valiu;  when  ho  lx;gins  his  practical  work,  these  men  have  proved 
tlif;ir  worth  in  the  development  of  the  industries  and  of  the  present 
civilization. 

'4  i'or  many  years  our  colleges  and  universities  have  had  their 
laUiratories  where  some  research  has  been  done,  and  with  the  de- 
v#:lrif)ment  of  our  industries  following  the  Civil  War  the  necessity 
of  commercial  lalxjratories  for  examining  or  controlling  products 
wan  f;virifjnt.  Forty  years  ago  saw  many  small  chemical  laboratories 
arid  a  Utw  Irj.stinK  machines  scattered  throughout  the  country.  The 
•'.tiiir('}t  for  knowloflgc  by  some  of  the  investigators  and  the  possibiUty 
of  ?ii>i;li';»tif;n  of  the  results  of  their  researches  undoubtedly  reacted, 
ho  th;it  tJif:  lahonitories  of  examination  and  control  became  labora- 
tori':.-;  for  invr-.-tijf.'itions  in  new  and  unkno\*Ti  fields. 

i  lU-^.('!ii'<:]i  work,  quite  general  >>efore  the  present  war,  became 
f/jor<;  f.xii'iirivc  in  overcoming  the  dastardly  appliances  of  the  Hun 
in  rjr-virin^  uf-w  apj^anitus,  y)roducts  and  manufacturing  methods 
.'iri'l  in  improving  riuality  and  production.  The  war  has  demon* 
:tr;it7-'J,  if  df-rnorihl ration  was  necessary',  the  value  of  researeh,  and 
it  i.-.  uow  tlifr  fipiiiion  of  most  of  us  that  tliis  stimulating  viewpoint 
■liouM  not  \n:  lost  ;inr|  that  the  war-time  interest  should  be  con- 
tin  ij<'j.  \(>i  tills  n-asoii  it  is  well  to  consider  the  present  conation 
of  n-.-'-.ircli  in  the  count rv. 

r>  Jicf(»n'  rjiscussin^  the  matter  of  the  physical  condition  of  the 
vMrioij.^  l.'ihoraifjrios  iJicrc  arc  a  few  general  considerations  which 
-houM  l»e  mentioned.  The  cost  of  ri'search  in  the  past  has  been 
-ii^'li  that  in  many  cases  it  could  only  l)0  undertaken  in  an  escten- 
-ivr-  way  ly  lar^e  corporations.  The  necessity  and  value  have  been 
f'.\-'i(li-ui    Imj!    the  small  plant   has  het-n  unal.)le  to  inaugurate  that 
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which  it  has  known  to  be  of  value.  In  other  instances  there  have 
been  investigations  which  have  been  of  such  a  nature  that  there 
would  be  no  commercial  gain  from  their  results,  although  of  great 
use  to  mankind.  The  necessity  of  such  work  has  been  clearly  seen 
and  appreciated  by  some,  and  in  this  country  institutions  and  foun-. 
dations  have  been  established  by  pubUcnspirited  citizens  to  carry 
on  investigations  or  to  give  grants  to  those  who  are  working  on 
problems  for  the  general  good.  The  reference  is  to  such  organiza- 
tions as  the  Rockefeller  Institute  for  Medical  Research,  the  Carne- 
gie Institution  of  Washington,  and  the  Sage  Foundation. 

6  A  number  of  private  conmiercial  laboratories  have  been 
undertaking  commissions  for  cUents,  but  recently  the  plan  worked 
out  years  ago  by  the  Associated  Factory  Mutual  Fire  Insurance 
CJompanies  of  New  England  in  their  cooperative  laboratory  and  the 
Insurance  Engineering  Experiment  Station  has  been  appUed  in  the 
cooperative  work  of  certain  industries.  These  investigations  have 
been  undertaken  by  an  industry  as  a  whole  or  by  a  group  of  manu- 
facturers, and  the  results  have  been  distributed  among  the  contrib- 
utors to  the  expense  funds,  or,  in  certain  cases,  the  results  of  the 
experiments  have  been  freely  given  to  the  world. 

7  The  various  states  in  our  Union  and  the  National  Govern- 
ment have  beUeved  that  they  should  make  investigations  for  the 
farmer,  and  for  over  thirty  years  agricultural  experiment  stations 
have  been  carrying  on  research  in  relation  to  soils,  crops  and  Uve 
stock  and  within  the  last  fifteen  years  the  appreciation  of  their  duty 
to  the  manufactiu^rs  and  the  industries  has  been  shown  by  the 
establishment  of  engineering  experiment  stations.  Here  the  gen- 
eral problems  of  the  manufacturers  may  be  solved  and  the  resources 
of  the  state  developed. 

RESEARCH  IN  TECHNICAL-SCHOOL  LABORATORIES 

8  To  turn  now  to  the  present  research  activities,  let  us  con- 
sider first  our  universities  and  technical  schools.  The  general  equip- 
ment of  the  university  laboratories  is  planned  to  give  training  to 
the  undergraduate  in  methods  and  to  illustrate  certain  laws.  The 
engineering  laboratories  are  equipped  so  that  research  work  is 
possible,  but  in  many  cases  the  schedule  for  instruction  work  is  so 
heavy  that  Uttle  or  no  research  work  can  be  done.  Nevertheless, 
under  these  adverse  conditions  some  work  of  great  value  has  been 
produced  during  the  last  thirty  years  in  the  technical  schools  by 
faculty  members,  graduate  students  and  even  by  undergraduates, 
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and  the  proceedings  of  our  engineering  societies  indicate  the  extent 
of  this  work.  The  lack  of  time  for  experimentation  has  been  cared 
for  in  the  engineering  experiment  stations  by  the  employment  of 
full-  or  part-time  investigators.  In  this  way  work  can  be  carried 
on  continuously  to  a  conclusion.  At  present  the  disorganization  of 
these  laboratories  by  war  activities  has  caused  most  of  the  work  to 
cease.  According  to  numerous  letters,  however,  a  return  to  normal 
conditions  is  looked  for  within  a  year.  The  laboratories  of  chemis-' 
try,  physics,  biology  and  the  other  sciences  have  been  doing  much 
graduate  research  work.  This  has  been  of  a  theoretical  nature 
rather  than  of  the  applied  form  of  research  more  evident  in  our 
engineering  laboratories.  The  small  number  of  graduate  students 
of  engineering  has  partially  accounted  for  the  limited  amount  of 
research  from  the  engineering  schools. 

9  The  equipment  of  these  technical  schools  is  usually  quite 
diversified  and  adapted  for  research  work  of  a  varied  nature.  The 
equipment  has  been  planned  in  many  cases  for  certain  problems 
and  in  some  instances  special  contributions  have  been  made  by 
some  associated  industries  for  equipment  to  make  investigations  of 
problems  of  that  industry.  Thus,  at  Johns  Hopkins  University  the 
gas  interests  in  and  around  Baltimore  donated  a  fund  for  the  equip- 
ment of  a  laboratory  to  study  gas  manufacture  and  its  by-products. 
At  the  Carnopiie  Institute  of  Tcchnolog}^  at  Pittsburgh  a  laboratory 
for  rollinp;-mill  research  and  instruction  is  being  established  from 
funds  which  are  contributed  by  a  number  of  steel  manufacturers. 

10  One  of  tlio  jrrcat  noods  of  tlie  present  time  as  voiced  by 
directors  of  a  largo  (loviM-ninont  laboratory  and  of  a  large  com- 
mercial laboratory  is  the  nocnl  for  more  rosoarch  men.  Research 
demands  a  ni:iii  of  clear  vision,  gn.'at  iniMjrination,  tremendous 
resources,  absolute  lion<'st y,  good  training  and  devotion  to  work.  The 
love  of  the  work  will  have  to  be  th(»  incentive  as  in  many  cases  the 
monetary  returns  arc  small.  If  our  eolleg(»s  of  engineering  and 
science  c<)uld  by  some  means  instill  into  more  men  the  great  desire 
for  discovery  through  research,  they  would  aid  nnich  in  the  con- 
tributions of  this  age  to  tin*  futur(\  Training  is  also  necessary,  and 
that  should  be  done  by  men  engag(^(l  in  research. 

11  The  field  of  research  is  broader  than  ever.  As  a  great 
philosopher  expresses  1  it,  the  relation  between  tin*  Known  and  the 
Unknown  is  that  of  the  surface  of  the  sphere:  the  greater  the  sphere 
of  knowledge  l.>eoomes,  the  greater  the  surface*  of  contact  with  the 
unknown. 
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ENGINEEBING   EXPERIMENT  STATIONS 

12  To  aid  the  work  of  research  for  the  industries  and  manu- 
facturers by  supporting' men  on  whole  or  part  time  to  carry  out 
investigations,  engineering  experiment  stations  have  been  estab- 
lished in  many  state  universities.  These  have  been  active  and  the 
development  of  such  institutions  is  considered  by  some  to  be  of 
such  national  importance  that  several  bills  have  been  introduced 
in  Congress  for  Government  aid  in  establishing  them  throughout 
the  United  States. 

13  The  Engineering  Experiment  Station  of  the  University  of 
Illinois,  organized  in  1903,  usually  comes  to  mind  when  discussing 
this  question,  although  there  are  fourteen  such  stations  at  other 
state  universities.  The  Engineering  Experiment  Station  of  the 
University  of  Illinois  up  to  January,  1919,  has  issued  110  bulletins 
and  10  circulars  on  its  researches.  Twenty-eight  of  these  deal  with 
structural  problems,  28  with  problems  relating  to  fuel,  its  mining, 
storing,  combustion  and  analysis,  10  with  problems  of  mechanics, 
strength  of  materials  and  machine  design,  14  with  heat  problems 
and  11  with  problems  of  electricity  and  electrochemistry.  These 
papers  are  sent  free  of  cost  to  interested  parties  in  some  cases,  and 
in  other  cases  a  nominal  charge  is  made. 

COOPERATIVE  RESEARCH 

14  While  discussing  the  subject  of  the  experiment  station,  the 
possibility  of  the  cooperative  research  as  shown  by  present  condi- 
tions and  the  different  methods  of  solving  this  problem  should  be 
mentioned.  The  problems  of  hot-air-furnace  heating  have  been  solved 
by  empirical  rules  which  have  had  Uttle  if  any  scientific  foundation. 
An  association  of  builders  of  hot-air  furnaces  has  granted  the  Engi- 
neering Experiment  Station  of  the  University  of  Illinois  certain 
funds  of  money  to  finance  an  investigation  of  these  problems,  the 
results  of  the  investigation  to  be  made  pubUc  at  its  conclusion. 

15  The  problems  of  metal  rolling  are  complex  and  have  been 
studied  in  the  past  with  difficulty  because  investigations  must  not 
interfere  with  production.  The  cooperative  plan  of  equipping  a 
full-size  rolling  mill  at  the  Carnegie  Institute  of  Technology  equipped 
with  special  apparatus  for  varying  conditions  and  making  quanti- 
tative determination  of  different  data  exemplifies  what  is  being 
done  by  another  industry. 
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16  The  paper  by  Prof.  Enrique  Toueeda  at  this  meeting  illus- 
trates how  the  manufacturers  of  malleable  iron  have  formed  an 
association  to  employ  a  private  laboratory  to  become  their  research 
laboratory  for  the  purpose  of  improving  and  making  uniform  a 
product  which  was  irregular  in  its  properties. 

17  The  Canners'  Laboratory  in  Washington,  D.  C,  gives 
another  example  of  the  cooperative  method  of  an  industry.  In 
this  laboratory  the  problems  of  the  proper  harvesting,  handling, 
storing  and  canning  of  natural  food  products  has  been  studied  and 
the  industry  guided. 

18  The  Mellon  Institute  of  Research  of  the  University  of 
Pittsburgh  is  unique  and  illustrates  a  development  of  research  by 
funds  contributed  to  a  laboratory  by  individuals,  corporations  or 
industries  for  the  solution  of  problems  confronting  them.  The 
Institute  was  organized  about  thirteen  years  ago  by  Dr.  Robert 
Kennedy  Duncan,  and  the  contribution  of  funds  for  the  support 
of  the  research  was  continued  by  each  contributor  for  one  or  more 
years.  The  money  so  received  served  to  pay  the  salary  of  the  man 
or  men  on  a  special  piece  of  research  work  and  to  pay  for  very  special 
apparatus.  Tlie  Institute  houses  the  research,  furnishes  ordinary 
supplies  and  apparatus,  affords  library  and  consultation  facilities 
and  directs  the  work.  The  investigations  are  made  for  the  donor 
and  the  results  belong  to  him.  At  present  the  work  is  under  the 
charge  of  a  director,  acting  through  two  assistant  directors  in  charge 
of  the  fellows  on  individual  and  multiple  fellowships.  In  the  Insti- 
tute a  method  of  developing  complete  unit  experimental  plants  to 
study  processes  for  certain  donors  has  been  used.  In  this  way 
commercial  processes  have  been  developed  from  laboratory  re- 
search in  a  way  not  done  in  many  other  research  laboratories. 

19  At  the  University  of  Michigan  the  Detroit  Edison  Company 
has  established  a  number  of  fellowships  for  research.  This  indi- 
cates another  method  of  coopi^rative  effort  and  the  utilization  of 
the  equipment  of  our  educational  institutions. 

20  A  list  of  co<")ix>ralive  efforts  in  research  must  mention  tiie 
work  of  the  laboratories  of  the  Factory  Mutual  Fire  Insurance  Com- 
panies. The  work  of  this  association  has  covered  many  years,  some 
of  its  bulletins  being  issued  over  thirty  years  ago.  Many  papers 
and  discussions  were  contributed  to  the  early  Tkansactions  of  this 
Society  from  its  staff. 
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EDUCATIONAL  INSTITUTIONS  HAVING  MECHANICAL  ENGINEEBING 

LABORATORIES 

21  The  educational  institutions  with  which  the  Research  Com- 
mittee corresponded  and  which  are  equipped  with  mechanical  engi- 
neering laboratories  are  enumerated  below. 

Alabama 

Alabama  Polytechnic  Institute,  Auburn,  Ala.    Dean  J.  J.  Wilmore. 

UniverBity  of  Alabama,  University,  Ala.    Prof.  George  Jacob  Davis. 
Arizona 

Umversity  of  Ariiona,  Tucson,  Ariz.    Prof.  W.  W.  Henry. 
Arkanaaa 

Univefsity  of  Arkansas,  Fayetteville,  Ark.    Prof.  B.  N.  Wilson. 
California 

University  of  California,  Berkeley,  Cal.    Prof.  B.  F.  Raber. 

Leland  Stanford  Junior  University,  Stanford  Univ.,  Cal.    Prof.  W.  F.  Durand. 
Colorado 

University  of  Colorado,  Boulder,  Colo.    Prof.  J.  A.  Hunter. 
ConnediciU 

Yale  University  (S.S.S.),  New  Haven,  Conn.    Prof.  L.  P.  Breckenridge. 
Ddaware 

Delaware  State  College,  Newark,  Del.    Prof.  M.  van  G.  Smith. 
Georgia 

Georipa  School  of  Technology,  Atlanta,  Ga.    Prof.  R.  S.  King. 
IlUnois 

Armour  Institute  of  Technology,  Chicago,  lU.    Prof.  G.  F.  Gebhardt. 

Lewis  Institute,  Chicago,  IlL    Prof.  A.  W.  Moseley. 

Northwestern  University,  Evanston,  HI.    Prof.  H.  S.  Philbrick. 

Umversity  of  Illinois,  Urbana,  HI.    Dean  C.  R.  Richards. 
Indiana 

Purdue  Univeraty,  Lafayette,  Ind.    Dean  C.  H.  Benjamin. 

Rose  Polytechnic  Institute,  Terre  Haute,  Ind.    Prof.  F.  C.  Wagner. 
Iowa 

Iowa  State  College  of  Agriculture  and  Mechanic  Arts,  Ames,  Iowa.    Prof. 
M.  P.  Cleghom. 

State  University  of  Iowa,  Iowa  City,  Iowa.    Prof.  S.  N.  Woodward. 
Kansas 

University  of  Kansas,  Lawrence,  Kan.    Dean  P.  F.  Walker. 

Kansas  State  Agricultural  College,  Manhattan,  Kan.    Dean  A.  A.  Potter. 
Kentucky 

State  University  of  Kentucky,  Lexington,  Ky.    Dean  F.  P.  Anderson. 
Lomsiarui 

Tulane  University  of  Louisiana,  New  Orleans,  La.    Prof.  W.  B.  Gregory. 
Maine 

Universily  of  Maine,  Orono,  Me.    Prof.  W.  J.  Sweetser. 
Maryiand 

Johns  Hopkins  University,  Baltimore,  Md.    Profs.  C.  C.  Thomas  and- A.  G. 
Christie. 
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MassachiLseUs 

Massachusetts   Institute   of   Technology,    Cambridge,    Mass.     Prof.   E.   F. 

Miller. 
Harvard  University,  Cambridge,  Mass.    Prof.  L.  S.  Marks. 
Tufts  College,  Tufts  College,  Mass.    Dean  G.  C.  Anthony. 
Worcester  Polytechnic  Institute,  Worcester,  Mass.    Prof.  W.  W.  Bird. 
Michigan 
University  of  Michigan,  Ann  Arbor,  Mich.    Dean  M.  E.  Cooley. 
Michigan  College  of  Mines,  Houghton,  Mich.    Pres.  E.  F.  McNair. 
Michigan  Agricultural  College,  East  Lansing,  Mich.    Dean  G.  W.  Bissell. 
Minnesota 

University  of  Minnesota,  Minneapolis,  Minn.    Prof.  J.  J.  Flather. 
Missouri 
University  of  Missouri,  Columbia,  Mo.    Prof.  H.  W.  Hibbard. 
Washington  University,  St.  Louis,  Mo.    Prof.  E.  L.  Ohle. 
Nebraska 

University  of  Nebraska,  Lincoln,  Neb.    Dean  0.  V.  P.  Stout. 
New  Jersey 
Stevens  Institute  of  Technology,  Hoboken,  N.  J.    Prof.  F.  L.  Pryor. 
Rutgers  College,  New  Brunswick,  N.  J.    Prof.  R.  C.  H.  Heck. 
New  Mexico 

New  Mexico  College  of  Agriculture  and  Mechanic  Arts,  State  College,  N.  Mei. 
Dean  A.  F.  Barnes. 
New  York 

Polytechnic  Institute  of  Brooklyn,  Brooklyn,  N.  Y.    Prof.  E.  F.  Church. 
Cornell  University,  Ithaca,  N.  Y.    Prof.  H.  Diederichs. 
Columbia  University,  New  York  City.    Dr.  C.  E.  Lucke. 
New  York  University,  New  York  City.    Director  of  Testing  Lab.  C.  P.  BlisB. 
Clarkson  College  of  Technology,  Potsdam,  N.  Y.    Prof.  A.  R.  Powers. 
Rennselaer  Polyteclmic  Institute,  Troy,  N.  Y.    Prof.  A.  M.  Greene,  Jr. 
North  Carolina 

North  Carolina  College  of  Agricultural  and  Mechanic  Arts,  W.  Raldgh,  N.  C. 
North  Dakota 

North  Dakota  Agricultural  College,  Agricultural  College,  N.  D. 
Ohio 

University  of  Cincinnati,  Cincinnati,  Ohio.    Prof.  A.  L.  Jenkins. 
Case  School  of  Applied  Science,  Cleveland,  Ohio. 
Ohio  Slate  University,  Columbus,  Ohio.    Prof.  W.  T.  Magruder. 
Oklahoma 

University  of  Oklahoma,  Normivn,  Okla. 

Oklahoma  Agricultural  and  Mechanical  College,  Stillwater,  Okla. 
Oregon 

Oregon  State  Agricultural  College,  Corvallis,  Ore. 
Pennsylvania 

Lafayette  College,  Enston,  Pa.     Prof.  Donald  B.  Prentice. 
But^kncll  University,  Lewisburg,  Pa. 

University  of  Pennsylvania,  Philadelphia,  Pa.     Prof.  R.  H.  Femald. 
Carnc^gie  Institute  of  Technology',  Pittsburgh,  Pa.     Prof.  W.  Trinks. 
University  of  Pittsburgh,  Pittsburgh,  Pa. 
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Lehigh  UniverBity,  South  Bethlehem,  Pa.    Prof.  Arthuf  W.  Klein. 

Pennsylvania  State  CoUege,  State  College,  Pa.    Prof.  E.  A.  Fessenden. 

Swarthmore  College,  Swarthmore,  Pa.    Prof.  G.  F.  Blessing. 
Rhode  Idand 

Rhode  Island  State  College,  Kngston,  R.  I. 

Brown  University,  Providence,  R.  I.    Prof.  W.  H.  Kenerson. 
South  Dakota 

South  Dakota  State  College  of  Agricultural  and  Mechanic  Arts,  Brookings, 
S.  D. 

University  of  South  Dakota,  Vermillion,  S.  D.    Prof.  M.  W.  Davidson. 
South  Carolina 

Clemson  Agricultural  CoUege,  Clemson  College,  S.  C.  Prof.  W.  B.  Earle. 
Tennessee 

Univeraty  of  Tennessee,  Knoxville,  Tenn. 

Vanderbilt  University,  Nashville,  Tenn.    Prof.  C.  S.  Brown. 
Texas 

University  of  Texas,  Austin,  Tex. 

Agricultural  and  Mechanical  College,  College  Station,  Tex. 
Utah 

University  of  Utah,  Salt  Lake  City,  Utah. 
Vermont 

Univeraty  of  Vermont,  Burlington,  Vt.    Prof.  E.  Robinson. 
Virginia 

Virginia  Polytechnic  Listitute,  Blacksburg,  Va. 

University  of  Virginia,  Charlottesville,  Va. 
Washington 

State  College  of  Washington,  Pullman,  Wash. 

University  of  Washington,  Seattle,  Wash. 
West  Virginia 

West  Virginia  University,  Morgantown,  W.  Va. 
Wisconsin 

University  of  Wisconsin,  Madison,  Wis. 
Wyoming 

University  of  Wyoming,  Laramie,  Wyoming. 


UNIVERSITIES  HAVING   ENGINEERING   EXPERIMENT  STATIONS 

University  of  Arizona,  U.  S.  Bureau  of  Mines  Station,  Charles  E.  Van  Bameveld, 

Supt.,  Tucson,  Ariz. 
University  of  Blinois,  Charles  R.  Richards,  Director,  Urbana,  111. 
Iowa  State  College  of  Agriculture  and  Mechanical  Arts,  Dr.  S.  W.  Beyer,  Acting 

Director,  Ames,  Iowa. 
Kansas  State  College  of  Agriculture,  A.  A.  Potter,  Director,  Manhattan,  Kan. 
University  of  Kansas,  Perley  F.  Walker,  Director,  Lawrence,  Kan. 
University  of  Minnesota,  School  of  Mines,  W.  R.  Appleby,  Director,  Minne- 

iH;x>lis,  Minn. 
University  of  Missouri,  E.  J.  McCaustland,  Director,  Columbia,  Mo. 
Missouri  School  of  Mines,  Mining  Experiment  Station,  A.  L.  McRae,  Rolla,  Mo. 
Pennsylvania  State  College,  R.  L.  Sackett,  Director,  State  College,  Pa. 
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rxi^TRsmns  issuing  exginiiilring  beseabch  bulletins 

Rf:ZLSi^hjer  FrAy.echnic  ti5titu:r,  P  C.  Riiesis.  Direcux.  Troy,  X.  Y. 
Universitv  of  CalL'onJa.  Charles  Derleth.  Jr..  Editor.  Berkley,  Gd. 
Uoiversity  of  Minnesc  t;^  Addr«:s  Din?ctor.  Expenmental  Engmeeriiig  Dept., 
Minnesota,  Minn. 

GOVERXMEXT  ACTIVITIES  IX   RESEARCH 

22  Tlie  Bureau  of  Standards  at  W:ishington  and  Pittsbui]^, 
the  lalx>rator\'  of  the  Unite*!  States  Bun^iu  of  Mines  at  Pittsbiu^, 
the  Foo^J  Laboraton-  and  Forest  Pnxlucts  Lalx)ratory  of  the  Depart- 
rrjf-nt  of  Aericulturf-  and  the  Naval  Experiment  Station  at  Annapolis, 
are  a  few  of  the  Government  aetiNities  interested  in  research. 

23  At  the  Bureau  of  Standards  research  work  is  being  done  in 
pliv-ir---,  c-hemistr}-.  metallurgy',  manufaoturine  and  engineering. 
'Hjere  i--  hardlv  a  branch  of  human  endeavor  which  is  not  touched 
hv  thi.s  enormous  research  labomtorv.  In  1917-1918  there  were 
over  14W  employees  connected  with  the  Bureau,  and  accounts 
acjrrejratin^  more  than  $3,400,000  were  handled.  During  this  year 
the  Bureau  issued  fifty-three  publications  and  these  may  be  obtained 
tliroujrh  correspondence. 

21  I'he  primary  work  of  the  Bureau  is  the  definition  and  fixing 
of  Ht.'indjirds  of  iiif-asurements,  >tandard  constants,  standards  of 
qiifility,  j-tMnd.'irds  of  fK.*rformance  and  standards  of  practice  and 
to  do  this  thr*y  have  flivided  the  scientific  and  technical  staff  into  a 
di virion  of  weights  and  measures,  a  division  of  heat  and  thermom- 
c-try,  '»n  electrical  division,  an  optical  division,  a  chemical  di\'ision, 
a  m;it*Ti;ds  division,  an  enjrineerin^  research  division,  a  metallurgi- 
('ii\  divi.«-ir)n,  and  a  ceramic  division.  Each  division  is  imder  a  Chief 
of  Division  and  undcT  him  there  are  numerous  cxjx^rts  and  assist- 
antH.  The  Bureau  f(?els  that  its  f miction  is  one  of  service  to  the 
nation  and  it  enric»avors  to  aid  all  who  apply  for  infonnation  or 
guidance. 

25  T\u)  work  of  the  (lage  S(»ction  of  the  Bureau  of  Standards 
during  Mi*-  recent  war  activities  must  1)C  remembered  as  of  the 
l^reut^Ht  iiniK)rtance.     This  dei)artment  un<lertook  to  regulate  the 
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gages  used  in  the  various  manufacturing  plants  through  its  head- 
quarters in  Washington  and  its  branches  in  the  East  and  the  Middle 
West.  The  Section  has  developed  instruments  for  testing  screw- 
thread  gages  for  profile  and  pitch,  instruments  for  end  measurements, 
and  in  fact  it  is  prepared  to  test  any  commercial  gage  or  templet 
for  accuracy.  The  Section  has  studied  the  salvaging  of  gages  and  is 
vitally  interested  in  the  problems  of  duplicate  production. 

26  The  activities  of  the  laboratories  of  the  Bureau  of  Mines 
and  the  Department  of  Agriculture  are  devoted  to  their  special 
fields  of  endeavor,  and  in  each  case  scientists  of  training  and  experi- 
ence are  in  charge  of  the  research. 

27  The  U.  S.  Naval  Experiment  Station  at  Annapolis,  Md., 
is  used  to  study  the  apparatus  and  materials  used  by  the  U.  S.  Navy 
or  certain  Government  bureaus.  The  work  consists  in  making  tests 
on  these,  and  in  addition  researches  regarding  the  general  laws 
imderlying  the  apparatus  have  been  undertaken.  The  Station  is  well 
equipped  with  apparatus  and  an  excellent  staff.  The  work  of  the 
Station  is  for  Government  information,  but  frequent  papers  by 
members  of  the  staff  appear  at  times  before  various  technical  societies. 

^28  The  Forest  Products  Laboratory  of  the  United  States  De- 
partment of  Agriculture  at  Madison,  Wis.,  is  devoted  to  problems 
relating  to  the  applications  of  forest  products. 

29  The  Watertown  Arsenal  is  equipped  for  research  in  materials 
of  engineering.  The  reports  from  this  laboratory  have  been  for 
years  the  soiu'ce  of  many  data  on  the  strength  of  materials. 

30  The  Philadelphia  Navy  Yard  is  equipped  for  research  in 
fuel  oils,  while  the  Washington  Navy  Yard  is  equipped  for  testing 
ship  models,  propellers,  airplanes  and  air  propellers.  The  wind 
tunnels  and  testing  basin  are  of  special  merit. 

31  The  research  activities  of  the  American  Society  of  Heating 
and  Ventilating  Engineers  in  connection  with  the  Pittsburgh  Labora- 
tory of  the  United  States  Bureau  of  Mines  is  important  and  illus- 
trates the  activities  of  certain  groups  of  scientists  and  engineers. 
This  society  plans  to  make  researches  regarding  problems  arising 
in  its  field  of  endeavor  for  the  benefit  of  the  profession  and  the 
public.  In  this  project  the  expenditure  of  $20,000  per  year  for  a 
number  of  years  is  proposed. 

32  Thp  dentists  of  the  United  States  have  a  number  of  labo- 
ratories devoted  to  the  solution  of  their  problems.  The  Research 
Institute  of  the  National  Dental  Association  in  Cleveland  is  one 
which  illustrates  the  cooperative  endeavor  of  allied  scientists.    At 
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one  of  their  recent  conventions  the  dentists  have  declared  them- 
selves in  favor  of  giving  the  results  of  all  research  to  the  profession 
without  compensation. 

33  According  to  the  pubUc  press  an  Institute  for  Drug  Research 
is  about  to  be  established.  It  is  to  be  supported  by  the  profits  of 
the  Chemical  Foundation  which  has  been  formed  to  take  over 
Government-held  German  patents  on  chemicals,  dyestuffs  and 
drugs.  In  the  plan  as  outlined  this  work  would  be  done  by  chemists, 
pharmacologists  and  physiologists  working  in  the  "vast  undis- 
covered field  of  drugs  and  chemicals  for  the  welfare  of  mankind.'^ 

COMMERCIAL  RESEARCH 

34  The  private  research  laboratories  of  the  country  are  pri- 
marily devoted  to  investigations  of  materials  for  commercial  pur- 
poses, to  check  products  or  raw  materials  or  to  improve  the  product. 
These  are  quite  numerous  and  the  list  of  laboratories  given  below 
shows  in  a  partial  way  the  private  research  resources  of  our  country. 
Much  of  the  work  done  by  these  laboratories  is  of  the  nature  of 
inspection,  but  in  many  of  them  the  commissions  imdertaken  for 
clients  have  been  of  a  true  research  nature,  in  finding  the  cause  of 
defects,  the  methods  of  improving  product  and  in  some  cases  plan- 
ning actual  production  methods  or  processes. 

35  Many  of  these  laboratories  have  been  in  existence  for  al- 
most a  half  a  century;  others  have  been  developed  in  the  last  decade 
from  a  local  need  for  such  institutions.  The  work  of  such  a  labora- 
tory is  to  be  described  in  a  paper  at  this  meeting  of  the  Society  and 
the  varied  nature  of  its  activities  will  be  seen. 

36  In  the  correspondence  of  the  Research  Committee  with  the 
various  private  lal)oratories,  the  willinjjness  to  cooperate  in  the 
work  of  the  Committee  was  coupled  with  the  statement  that  most  of 
their  research  work  was  for  clients  and,  therefore,  could  not  be  made 
public.  The  Committee  hopes  that  in  some  cases  the  persons  for 
whom  the  work  is  done  will  contribute  information  after  this  has 
been  properly  protected. 

37  The  work  of  these  private  laboratories  covers  all  fields  of  in- 
vestigations and  new  equipment  is  obtained  in  many  cases  for  special 
investigations.  In  some  cases  a  laboratory  has  l>een  specializing 
in  problems  of  a  definite  character  and  its  eciuipment  for  this  work 
is  expensive  and  complete.  The  list  given  Ijelow  represents  the 
private  laboratories  known  to  the  Research  Committee  at  the  present 
time. 
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PRIVATE  LABORATORIES 

Booth,  Gairefct  &  Blair,  Philadelphia,  Pa. 

Cement  plants,  cement,  building  materials,  chemistry. 
Dayton  Enc^eering  Laboratories,  Dayton,  Ohio. 

Spark  plugs,  auto  and  airplane  engines,  wireless  apparatus. 
Detroit  Testing  Laboratories,  Detroit,  Mich. 

Dairy  products,  lubricants,  soaps,  road  and  building  materials. 
Electrical  Testing  Laboratories,  New  York. 

Instruments,  lan^ie,  insulation,  fuels,  lubricants,  paper. 
Fitxgerakl  Laboratory,  Lie,  Niagara  Falls,  N.  Y. 

Electrodiemistry. 
James  H.  Henxm,  Cleveland,  Ohio. 

Metallurgy,  chemistry,  ceramics,  inspection. 
Robert  W.  Hunt  &  Co.,  Chicago,  HI. 

Metallurgy,  chemicals,  materials,  apparatus,  inspection. 
Institute  of  Industrial  Research,  Washington,  D.  C. 
Institute  of  Fermentology,  Chicago,  ID. 
B.  B.  Lathbury,  Philadelphia,  Pa. 

Cements,  materials,  inspection. 
Leeds  &  Northup,  I^iiladelphia,  Pa. 

Electric  instruments,  electrochemistry,  heat  treatment. 
Lehigh  Valley  Testing  Laboratory,  Allentown,  Pa. 

Cements. 
Lincoln  Hanson  and  Abbott,  Portland,  Me. 

Electrical  apparatus. 
Arthur  D.  little  Co.,  Inc.,  Cambridge,  Mass. 

Qiemical  analysis,  processes,  paper,  foods,  textiles,  metallurgy. 
New  York  Testing  Laboratory,  New  York,  N.  Y. 
Pittsburgh  Testing  Laboratory,  Pittsbiu^  Pa. 

General  testing,  metallurgy,  chemical,  materials,  inspection. 
Rome  Testing  Laboratory,  Rome,  Ga. 
Rubber  Trade  Laboratory,  Newark,  N.  J. 
S.  P.  Sadler,  Philadelphia,  Pa. 

Chemical  analysis,  processes. 
Henry  S.  Spackman  Eng^eering  Co.,  Philadelphia,  Pa. 

Cements,  materials,  chemicals. 
Textile  Trade  Laboratory,  Newark,  N.  J. 
Enrique  Touoeda,  Albany,  N.  Y.     . 

Metallurgy,  chemical  analysis. 
Underwriters  Laboratories,  Chicago,  111. 

Hre-protective  apparatus,  electrical  apparatus,  insulation,  chemical  analysis. 
United  States  Conditioning  and  Testing  Co.,  New  York,  N.  Y. 

Textiles. 
John  H.  Yocum,  Newark,  N.  Y. 

Leather  and  oil  trade. 
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high  as  200,000  or  currents  of  12,000  amperes  may  be  obtained. 
The  building  is  piped  with  city  water,  river  water,  illuminating  gas, 
high-pressure  hydrogen,  low-presbiire  hydrogen,  oxygen,  high-pres- 
sure steam,  compressed  air  and  vacuum  suction  and  vacuum  clean- 
ing. Distilled  ^ater  is  supplied  to  any  room  by  gravity,  and  liquid 
air  may  also  be  obtained.  Various  kinds  of  gas  and  electric  vacuum 
and  arc  furnaces  are  installed  in  one  part  of  the  building. 
A  furnace  is  installed  for  argon  purification.  Various  crushers, 
grinders,  rolls,  punches  and  a  60-ton  hydraulic  press  are  installed. 

49  The  illuminating  laboratory,  which  is  distinct  from  the  re- 
search laboratory,  is  devoted  to  special  problems  in  stud3ring  the 
best  lighting  units  or  methods  of  utilizing  these  units.  The  con- 
sulting engineering  department  laboratory,  devoted  to  high-tension 
phenomena,  the  testing  laboratory  for  materials,  the  standardisa- 
tion laboratory  for  instruments  and  the  development  of  new  instru- 
ments represent  activities  at  Schenectady  which  are  devoted  to 
research  in  their  commercial  routine  duties.  Many  engineering 
departments  are  constantly  making  investigations  which  are  of  a 
research  nature. 

50  The  work  at  the  laboratories  at  Ljiin  and  Pittsfield  is  largely 
applied  to  the  production  problems  of  these  plants  and  at  Harrison 
and  Cleveland  the  problems  of  lamp  production  are  studied. 

61  The  problems  of  the  Westinghouse  Company  are  of  a  simi- 
lar nature  to  those  of  the  General  Electric  Company. 

62  The  research  la  bo  rat  or}'  of  the  Eastman  Kodak  Company 
represents  the  research  activity  of  another  manufacturing  corpora- 
tion. The  staff  of  this  laboratory'  consists  of  about  fifty  men,  some 
fifteen  of  whom  are  specialists.  The  budget  amounts  to  more  than 
$100,000.  The  work  of  the  laboratory  is  devoted  to  physics,  chem- 
istry, to  plant  problems  and  new  development.  In  this  laboratory 
full-size  apparatus  is  used  at  times  in  making  research.  As  shown  by 
the  equipment  of  many  laboratories  the  study  of  complete  processes 
in  the  laboratory'  on  a  commercial  scale  is  one  of  the  features  of 
the  times.  The  problems  of  this  laboratory  are  organic,  inorganic 
and  colloidal  chemistrj-,  optics,  color  photography,  film  products 
and  applications  of  general  photography,  chemical  products  and 
emulsions. 

63  llie  laboratory  of  the  National  Limp  A.ssociation,  now  the 
Nela  Park  Laboratory  at  the  National  Lamp  Works  of  the  General 
Electric  Company  at  Cleveland,  Ohio,  represents  one  of  the  best- 
known  research  institutions  of  this  country.    The  research  work  of 
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this  laboratory  is  devoted  to  the  physics,  phj'siology  and  psy- 
chology of  light,  the  production,  utilization  and  efficiency  of  lumi- 
nous energy.  In  this  laboratory  ^^ith  a  staff  of  eight  investigators 
of  the  highest  ability  directing  the  work,  all  kinds  of  illiuninat- 
ing  problems  are  studied  from  every  angle.  The  laboratory  has  a 
policy  of  sending  out  its  experts  to  study  local  conditions,  and  in 
many  cases  investigators  from  other  institutions  come  to  this  labo- 
ratory to  carry  on  research.  During  the  first  eight  years  of  its  exist- 
ence from  1908  the  laboratory  has  produced  125  high-grade  papers. 
These  are  abstracted  by  the  authors  and  the  abstracts  published 
at  intervals.  In  having  abstracts  made  by  the  authors  the  impor- 
tant points  of  the  researches  are  sure  to  be  covered. 

54  The  laboratory  of  the  Packard  Motor  Car  Company  is  de- 
voted to  the  study  of  materials  used  in  their  plant,  the  inspection 
and  test  of  suppUes  and  finished  work  as  well  as  the  development  of 
new  devices  or  processes. 

55  The  great  extent  of  research  faciUties  is  disclosed  by  the 
following  list  of  laboratories  used  by  the  Research  Conmiittee. 

MANUFACTURING  COMPANIES  HAVING   RESEARCH  LABORATORIES 

Air  Reduction  Company,  New  York  City. 

Aluminum  Castings  Company,  Cleveland,  Ohio. 

Aluminum  Company  of  America,  New  Kensington,  Pa. 

American  Agricultural  Chemical  Company,  New  York  City. 

American  Beet  Sugar  Company,  New  York  City. 

American  Brass  Company,  Waterbury,  Conn. 

American  Locomotive  Company,  Schenectady,  N.  Y. 

American  Optical  Company,  Southbridge,  Mass. 

American  Rolling  Mill  Company,  Middletown,  Ohio. 

American  Sheet  &  Tin  Plate  Company,  Pittsburgh,  Pa. 

American  Smelting  &  Refining  Company,  New  York  City. 

American  Telephone  &  Telegraph  Company,  New  York  City. 

Amoskeag  Mills,  Manchester,  N.  H. 

Arlington  Mills,  Lawrence,  Mass. 

Armour  &  Company,  Chicago,  HI. 

Armstrong  Cork  and  Lisulation  Co.,  Pittsburgh,  Pa. 

Atlantic  Refining  Company,  Philadelphia,  Pa. 

Babcock  &  Wilcox  Company,  Bayonne,  N.  J. 

Baldwin  Locomotive  Works,  Philadelphia,  Pa. 

The  Barrett  Company,  New  York  City. 

Bausch  A  Lomb,  Rochester,  N.  Y. 

Berlin  Mills  Company,  Berlin,  N.  H. 

Bethlehem  Steel  Company,  So.  Bethlehem,  Pa. 

Browne  &  Sharpe  Manufacturing  Company,  Providence,  R.  I. 

Buick  Automobile  Company,  Flint,  Mich. 
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IriV:rrii*i'.:ii!  A.lvh=-:r:  GripLi:^  CoiLi-iny,  Xi:i^iri  F^L?.  X.  Y. 

H.  M.  .J::.ii5-Mir.'.illc  Co..  Xtw-  York.  X.  Y. 

L.iokawi:.Li  .St* -rl  Conipiny.  BuiTil.^.  X.  Y. 

Lifi'i'i  Air  Pr-yi'jcta  Co:r.paLy.  Xew  York  ».'ry. 

Lu'llurii  Sv;'l  Co mp Liny,  Coloni'?.  X.  Y. 

Mi'lv-'ilr;  S' 1^.-1  Cor;;p.*r.y,  Philjivlphi;*.  P:!. 

XaMofiil  A.'jiiirii;  .v  Chvrr.iojl  W. -rk.-.  BufT.xlo,  X.  Y. 

Xntiofi'il  ^'■'irr^oii  Cor^ff^ny,  Cirvo]:tr.'i,  Ohio. 

X.-ition.'il  ^'.ihii  H»Ln^ter  Conjp:»ny,  l);iy*.*.'n,  'X'.i'. 

N-'iMon.-il  Ijjriib«T  M:inufa':turi;r5'  A«.H.".iaii'.»n.  Chi';i*:".>.  111. 

.\':l;i  K«-'firoh  L;il»oriitorv,  X*-la  Purk  Lat'Orutorv.  CK-vi.l:ir.ii,  Ohio. 

N':w  J'T^'-y  Zinr  <"orijp.'iny,  Xow  York  City. 

N«;w  York  Sliii^hiiiMirifr  <"oriKj ration,  Camdrn,  X.  J. 

.\''\vjMirf.  St\sn  ."^hiphiiiMirig  <^'ornpany,  XewiK.irt  Xtws,  Va. 

Pji«k;iri|  AutoMioliil*:  T'ompany,   Detroit,  Mich. 

Pennsylvania  It.iilrrirul  Company,  Altoona,  Pa. 

Pfnii^ylvania  Salt  Mfjr.  C'onjpany,  Philadelphia,  Pa. 

Pierce-Arrow  Aiitomofiilo  T'oinpany,  BuiTalo,  X.  Y. 

Pit.tHliiirKh  IMat^r  (jl.mH  ('oiupany,  Pittsburgh,  Pa. 

Pratt  Af   Whitney  Company,  Ilartfonl,  Conn. 

pHMiiHion   IiiHiriimcnt  Company,  Detroit,  Mich. 

PymJiTtrir  Inhlninient  Company,  Trenton,  X.  J. 

Kfiny  Klrririr  Company,  Detroit,  Mich. 
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Reo  Motor  Company,  Laudng,  Mich. 

Sangamo  Meter  Company,  Springfield,  111. 

Sears,  Roebuck  Company,  Chicago,  111. 

Solvay  Prooefis  Company,  Syracuse,  N.  Y. 

Standard  Oil  Company,  New  York  City. 

Studd>aker  Corporation,  South  Bend,  Ind. 

B.  F.  Sturtevant  Company,  Hyde  Park,  Mass. 

Tayk>r  Instrument  Company,  Rochester,  N.  Y. 

Titanium  ADoys  Manufacturing  Company,  Niagara  Falls,  N.  Y. 

Tidewater  Oil  Company,  Bayonne,  N.  J. 

Union  Switd^  A  Signal  ComxMmy,  Swissvale,  Pa. 

United  Gas  Improvement  Company,  Philadelphia,  Pa. 

United  States  ladustrial  Alcohol  Company,  South  Baltimore,  Md. 

United  States  Smelting  Company,  New  York  City. 

United  States  Steel  Corporation,  New  York  City. 

^^ctor  Phonograph  Company,  Camden,  N.  J. 

Welsbach  Company,  Gloucester,  N.  J. 

Western  EUectric  Company,  New  York  City. 

Westin^ouse  Airbrake  Company,  Wilmerding,  Pa. 

Westinghouse  Electric  &  Manufacturing  Company,  East  Pittsburgh,  Pa. 

S.  S.  White  Dental  Manufacturing  Company,  Philadelphia,  Pa. 

56  I  cannot  close  this  paper  without  referring  to  one  agency 
which  not  only  has  been  of  utmost  importance  during  the  present 
war  but  also  in  its  continuance  in  the  times  of  peace  will  have  a 
still  greater  influence  on  the  developments  in  science  and  industry. 
I  refer  to  the  National  Research  Council,  the  purpose  and  work  of 
which  is  best  explained  by  the  following  executive  order  issued  by 
the  President  of  the  United  States,  May  11,  1918: 

The  National  Research  Council  was  organized  in  1916  at  the  request  of  the 
President  by  the  National  Academy  of  Sciences,  under  its  Congressional  charter, 
as  a  measure  of  national  preparedness.  The  work  accomplished  by  the  Council 
in  organizing  research  and  in  securing  codperation  of  military  and  civilian  agencies 
in  the  solution  of  military  problems  demonstrates  its  capacity  for  larger  service. 
The  National  Academy  of  Sciences  is  therefore  requested  to  perpetuate  the 
National  Research  Council,  the  duties  of  which  shall  be  as  follows: 

1  In  general,  to  stimulate  research  in  the  mathematical,  physical  and 
biological  sciences,  and  in  the  application  of  these  sciences  to  engineering,  agricul- 
ture, medidne  and  other  useful  arts,  with  the  object  of  increasing  knowledge, 
of  strengthening  the  national  defense,  and  of  contributing  in  other  ways  to  the 
public  welfare. 

2  To  survey  the  larger  possibilities  of  science,  to  formulate  comprehensive 
projects  of  research,  and  to  develop  effective  means  of  utilizing  the  scientific 
and  technical  resources  of  the  country  for  dealing  with  these  projects. 

3  To  promote  codperation  in  research,  at  home  and  abroad,  in  order  to 
secure  concentration  of  effort,  minimize  duplication,  and  stimulate  progress; 
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ruan-fiip  of  Dr.  J-.-hn  J.  T'liry  .or^:-:*.-:  .::* ::.-;  :■:!:. er<  of  the  Council, 
til':  ciiairman  ari'i  virT.-'/lMiirrr-iri  of  ■!:■.■:-:..:.>  nr.-.i  the  chairman  of 
j-er-tion-  of  T.h»:  ^M.-n^Tn!  R».'l.ri..ii>  Divi-iv:.>  :..-j»j:her  with  six  elected 
iii^-rfjh<-r.-:.     'J'ho  DivLsion.s  of  tlie  <Juuii«.li  worv  ;is  f*.»iluws: 

1  Thf:r  Divi.-ion  of  Genoml  Relutiun.-? 

2  Military  DivLsion  with  its   R*/>i*arch   Inft>niiation   Service 
.'i    I)ivi.siori  of  Eii(riiif,*eriiig 

4    l>ivi.-sion  of  Physjicsj,  Matheinatic?,  .\<trunomy  and  Geo- 

[ihy.-ics 
i)    Hi  vision  </f  Chorni.-tr>'  an<l  Chemical  Technology- 
0    Division  of  TJoology  ami  Tleography 

7  Divihiiin  of  Medirino  and  Related  Sciences 

8  Division  of  Agriculture,  Botany,  Forestry,  Zoolog}-  and 

Fiabcriee. 
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EsLcti  Division  was  divided  into  committees  and  sections,  covering 
special  features  of  the  work.  There  were  over  one  himdred  scientists 
representing  various  technical  and  scientific  societies,  educational 
institutions,  commercial  laboratories  and  manufacturers. 

59  Tlie  work  accomplished  by  the  Ck>uncil  during  the  war  has 
been  so  imp(»i;ant  and  many  of  the  investigations  and  researches 
which  were  not  completed  gave  so  much  promise  for  the  future  that 
the  Coimcil  has  been  reorganized  to  continue  its  work  for  the  further- 
ance of  science  and  its  appUcations. 


DISCUSSION  ON  ENGINEERING  RESEARCH 

npHE  following  general  discussion  of  the  subject  of  en^eering 
research  has  to  do  with  papers  Nos.  1688,  1689  and  1690. 

P.  F.  Walker  (written).  Professor  Greene  has  truly  said  that 
in  most  of  our  educational  institutions  the  members  of  the  faculty 
are  so  burdened  with  routine  teaching  that  large  amounts  of  re- 
search work  cannot  be  expected.  There  is  good  reason,  however, 
why  the  schools  need  to  give  active  attention  to  scientific  investi- 
gation. It  is  the  schools  that  must  produce  the  men  to  go  into 
active  professional  work,  including  research.  In  the  schools  these 
men  have  implanted  in  them  certain  ideals  which  will  remain,  per- 
haps imconsciously,  as  determining  factors  in  their  lives.  To  pro- 
mote research  therefore  is  of  vital  importance  in  order  that  the 
student  should  be  brought  face  to  face  with  research  problems,  and 
thus  imbibe  something  of  the  spirit  of  the  investigator. 

A  matter  in  which  the  writer  is  at  present  personally  interested 
and  to  which  he  is  giving  a  great  deal  of  attention  is  the  state  in- 
dustrial problem.  It  is  a  research  side  of  that  new  branch  of  the 
profession  sometimes  designated  as  industrial  or  commercial  en- 
gineering. Every  state  and  every  community  has  problems  peculiar 
to  itself  and  it  is  a  function  of  state  educational  institutions  as  well 
as  of  the  engineering  profession  to  interest  themselves  in  such 
problems  with  the  aim  of  rendering  service.  A  combined  survey 
and  study  of  industrial  possibilities  is  being  made.  This  is  men- 
tioned because  it  is  a  kind  of  research  not  always  thought  of  as 
coming  within  the  scope  of  the  engineer.    To  the  writer,  however. 
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it  seems  that  it  is  an  activity  which  comes  distinctly  within  the 
terms  of  that  definition  which  states  that  engineering  is  the  applica- 
tion of  all  of  the  sources  of  power  to  the  use  and  convenience  of 
man.  In  any  community,  and  particularly  in  one  where  the  natural 
resources  are  not  yet  developed  by  industries  to  the  full  extent  that 
economic  conditions  will  warrant,  it  is  the  business  of  the  en- 
gineer to  encourage  and  pave  the  way  for  new  indushial  develop- 
ment as  truly  as  it  is  to  develop  the  natural  agencies  for  its 
succossful  prosecution. 

F.  J.  SciiLiNK  {imritten).  The  importance  of  real  research 
work  and  its  possibilities  in  returning  a  quite  extraordinary  profit 
for  a  very  moderate  expenditure  cannot  be  over-emphasized.  If 
this  end  is  to  be  attained,  however,  the  venture  must  be  undertaken 
with  a  broad  vision  and  the  investigator  must  be  permitted  within 
reasonable  limits  to  carry  on  studies  which  may  not  promise  imme- 
diate pecuniary  benefits. 

It  is  nothing  less  than  astonishing  to  find,  as  we  occasionally 
do,  thjit  a  lonj^-ostablislied  product,  supposedly  fully  standardised, 
is  being  manufactured  without  even  a  superficial  knowledge  of  the 
simple  engineering  and  scientific  facts  that  imderlie  its  performance. 
Some  of  the  portable  or  hand-operated  fire  extinguishers  are  splendid 
examples  of  this  class,  and  in  these  simple  devices,  which  are  not 
nearly  so  compl(»x,  from  the  designing  and  manufacturing  stand- 
|)()int,  as  an  alkmi  clock  or  a  lawn  mower,  the  varied  and  manifest 
types  of  mechanical  and  oj)erating  failures  presented  are  well-nigh 
unbelieval)le.  One  can  say  with  a  high  degree  of  certainty  that 
the  ex|)en(liture  of  $500  in  a  real  engineering  study  of  the  problems 
of  material  and  function  in  any  one  of  several  such  extinguishers 
would  have  made  unnecessary  the  waste  of  many  thousands  of 
dollars  in  ineffective  designs,  some  of  which  arc  an  absolute  menace 
in  that  they  give  the  owner  a  false  and  unfounded  sense  of  security 
against  fire  hazards. 

The  t'ondition  of  American  business  in  which  large  profits 
could  he  made  without  the  necessity  of  careful  and  rigorous 
attention  to  engineering  research  and  standardization  is  rapidly 
passing  away  in  the  face  of  the  present  perplexing  industrial 
situation.  The  advancing  costs  of  labor  and  material,  with  the 
concurrent  unwillingness  of  the  public  to  pay  increased  prices  for 
the  manufactured  product  it  consumes,  are  bringing  to  every  manu- 
facturer a  problem  of  almost  crucial  character,  of  holding  down  or 
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reducing  his  manufacturing  costs  without  depreciating  his  product. 
This  difficulty  must  be  met  on  the  one  front  by  research  and  stan- 
dardixatioUy  and  on  the  other  by  the  efficient  management  of  labor; 
and  the  former,  though  not  so  well  advertized  or  perhaps  even  so 
highly  regarded,  is  likely  to  prove  at  least  as  powerful  an  ally  as 
the  latter. 

Arthxtb  J.  Wood  (written).  Professor  Greene  states  that  one 
of  the  great  needs  of  the  present  time  is  for  research  men  and 
follows  with  a  statement  which  in  itself  explains  why  there  are 
no  more  men  available.  He  says,  "The  love  of  the  work  will  prove 
to  be  the  incentive  as  in  many  cases  the  monetary  returns  are 
small."  I  believe  that  the  author  is  conservative  in  saying  "many 
cases,"  —  it  should  read  "most  cases." 

Monetary  returns  will  never  make  a  research  engineer  out  of 
one  whom  nature  never  fashioned  for  such  work,  but  it  will  produce 
results  of  unmeasured  value  from  the  one  who  has  the  love  of  and 
ability  for  research  work  if  it  frees  him  from  financial  cares  which 
he  otherwise  must  carry. 

Surely  the  need  is  for  more  research  men  and  the  industrial 
laboratories  look  primarily  to  the  colleges  for  their  material,  but 
what  are  the  colleges,  as  a  whole,  doing  to  develop  men  along  these 
lines? 

In  the  period  of  awakening  to  the  value  of  research  there  will 
be  plunges  into  subjects  without  proper  preparation  or  preliminary 
study  and  analysis,  and  some  half-completed  results  of  tests  will 
doubtless  be  put  forth  as  research,  partly  because  the  colleges  can- 
not or  do  not  pay  salaries  to  teachers  and  investigators  which  would 
train  the  right  men  in  the  proper  lines.  The  making  of  a  research 
worker  is  a  long-time  process,  and  it  calls  for  a  normal,  straight- 
thinking  mind,  well  informed  and  evenly  balanced,  which  must  be 
left  free  to  get  results.  One  of  the  apparent  needs  for  men  in  col- 
legiate research  is  for  more  leisure  in  which  to  think  out  methods, 
to  plan  the  work  in  fields  not  already  well  occupied  and  to  keep  the 
mind  thoroughly  saturated  with  the  subject  at  hand.  How  much 
leisure  should  be  granted?  The  man  himself  should  be  the  one  best 
qualified  to  judge. 

Regarding  industrial  vs.  pure  research,  there  should  be  no 
conffict;  no  line  of  demarkation  can  be  drawn  between  the  two 
although  they  are  essentially  different.  One  is  helpless  without  the 
other.    No  research  is  so  "pure"  but  that  it  may  some  day  lead  to 
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results  of  commercial  value.  It  is  unfortunate  that  some  en^eers 
do  not  have  a  true  conception  or  an  adequate  appreciation  of  the 
value  of  scientific  research  work. 

The  Society  through  its  Committee  on  Research  and  the  various 
sub-committees  may  be  an  important  factor  in  guiding  some  of 
this  work.  It  may  help  to  raise  the  standards  of  pure  research 
so  that  industrial  and  educational  institutions  alike  will  accept  the 
definition  of  research  as  given  by  the  late  Dr.  R.  H.  Thurston  as 
the  "art  of  revelation  and  prophecy."  The  Society  must  be  a  leader 
in  the  great  work  and  place  research  in  its  accepted  and  well- 
deserved  place  among  engineering  enterprises. 

H.  S.  Coleman.  The  system  of  research  at  the  Mellon  In- 
stitute was  formulated  by  the  late  Robert  Kennedy  Duncan  and 
placed  in  experimental  operation  at  the  University  of  Eomsas  in 
1906.  In  1911  the  system  was  inaugurated  at  the  University  of 
Pittsburgh,  and  in  1913  established  on  a  permanent  basis  there 
through  a  gift,  by  Messrs.  Andrew  William  and  Richard  Beatty 
Mellon,  bankers  of  Pittsburgh,  of  a  modern  research  building  and 
an  endowment  to  cover  the  general  overhead  expenses  and  salaries 
of  the  administrative  staff. 

Any  company  or  association  of  manufacturers  having  a  prob- 
lem or  group  of  problems  requiring  investigation  may  become  the 
donor  of  an  industrial  fellowship  by  contributing  to  the  Mellon 
Institute  a  definite  amount  of  money,  for  a  period  of  not  less  than 
one  year.  The  foundation  sum  must  be  adequate  for  the  purchase 
of  all  necessary  special  apparatus  or  other  equipment  as  well  as  to 
furnish  the  annual  i-tipcnd  of  tlic  research  man  or  men  selected  to 
work  on  the  particular  problem.  Tlic  Institute  houses  the  investi- 
gatory work,  furnishes  it  with  the  use  of  its  permanent  equipment, 
affords  library  and  consultative  facilities,  gives  careful  direction  to 
the  progress  of  the  research,  and  provides  an  atmosphere  which  is 
conducive  to  pnxhictivti  iiKiuiry.  All  results  obtained  during  the 
course  of  the  in<lustrial  fellowshif)  belonjr  exclusively  to  the  donor. 

The  Institute  is  not,  in  any  sense  of  the  word,  a  commercial 
institution,  beinp  entirely  independent  and  deriving  no  financial 
profit  from  any  investigation  conducted  under  its  auspices.  In  fact, 
during  the  last  fiscal  year,  it  was  necessary  to  draw  upon  the  en- 
dowment fund  for  almost  $70,000. 

Up  to  the  present  time  the  engineering  research  carried  on  at 
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the  Mellon  Institute  has  been  rather  limited  in  scope  as  the  present 
building  and  equipment  were  designed  mainly  for  chemical  research. 
There  are,  however,  three  fellowships  at  present  in  operation  in- 
volving engineeiing  research,  and  plans  are  now  under  way  for  the 
construction  of  an  engineering  research  building  which  will  provide 
adequate  facilities  for  extensive  engineering  investigation. 

Investigations  are  usually  worked  out  in  three  stages.  First, 
there  is  the  laboratory  stage;  then  comes  the  unit  plant  or  semi- 
commercial  stage  and  finally  the  process  is  placed  on  a  commercial 
basis  in  the  plant  of  the  donor.  The  fellow  who  has  developed  the 
process  through  Uie  laboratory  and  unit-plant  stages  is  usually  at 
this  time  taken  over  by  the  company  and  placed  in  direct  charge  of 
the  new  process. 

As  a  result  of  the  investigations  involving  the  development  of 
new  processes,  a  large  and  valuable  collection  of  special  equipment 
has  been  acquired.  This  equipment,  in  most  cases  becomes  the 
property  of  the  Institute  al  the  expiration  of  the  fellowship  for 
which  it  was  purchased,  and  is  available  for  further  use  in  con- 
nection with  new  problems. 

John  R.  Allen.  The  American  Society  of  Heating  and  Ven- 
tilating Engineers  decided  about  a  year  ago  to  establish  a  research 
laboratory.  After  a  thorough  investigation  of  the  available  loca- 
tions the  committee  in  charge  decided  to  locate  this  laboratory  at 
the  Bureau  of  Mines  in  Pittsburgh.  The  Bureau  of  Mines  kindly 
agreed  to  supply  the  necessary  laboratory  space  in  their  new  ex- 
perimental building. 

The  fimds  for  carrying  on  the  work  of  the  laboratory  have  been 
largely  supplied  by  the  members  of  the  society  and  by  manufac- 
turers interested  in  research  of  this  character. 

The  work  in  general  will  not  be  of  a  commercial  nature  but 
the  problems  taken  up  will  be  of  a  fundamental  character.  The 
committee  in  charge  of  the  work  has  laid  down  three  principal 
activities  for  the  Bureau: 

1  The  collecting  of  all  the  references  covering  research  work 

along  the  Ihaes  of  heating  and  ventilation.  This  will  be 
a  card  index  and  will  be  particularly  for  the  use  of  the 
Bureau  but  will  be  available  for  all  members  of  the 
society. 

2  The  work  of  research,  which  is  divided  into  two  portions 
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—  research  at  the  laboratories  in  Pittsburgh  and  research 
in  other  institutions. 
3  The  standardizing  of  all  instruments  and  methods  of 
testing.  The  purpose  of  this  is  to  establish  uniform 
conditions  of  arriving  at  conclusions  so  that  all  results 
can  be  properly  compared  and  to  ascertain  what  d^ree 
of  accuracy  instruments  should  give  in  order  that  results 
may  be  reliable. 

It  is  not  the  intention  of  the  Bureau  of  Research  to  repeat 
work  that  has  already  been  carefully  and  accurately  done  or  to 
develop  apparatus  at  the  Bureau  which  is  already  well  developed 
in  other  institutions.  It  is  the  intention  of  the  Bureau  to  make 
use  of  all  the  available  equipment  in  the  country  as  far  as  is  pos- 
sible. Part  of  the  work  will  be  the  collecting  and  editing  of  this 
material  and  the  conducting  of  experiments  along  lines  not  hitherto 
conducted  in  other  institutions. 

The  intention  of  the  Research  Laboratory  in  general  is  to  give 
heating  and  ventilating  engineers  more  definite  data  in  regard  to 
the  main  questions  arising  in  their  business  so  that  the  work  of 
the  profession  can  be  done  with  greater  accuracy  and  certainty 
than  is  possible  at  the  present  time. 

Zay  Jeffries.^  The  Aluminum  Castings  Co.  is  engaged  in  a 
line  of  endeavor  which  for  a  long  time  has  had  for  its  object  the 
refining  of  methods  of  production. 

The  Aluminum  Casting  Company's  laboratory  employs  be- 
tween 80  and  90  individuals.  It  is  a  two-stor>'^  building  50  by  230 
ft.;  and  its  buildings  and  equipment  are  valued  at  approximately 
$150,000.  The  annual  expenditure  for  this  work  alone  is  about 
$300,000.  We  are  finding  out  a  great  many  things  in  connection 
with  non-ferrous  alloys,  but  we  are  only  advanced  far  enough  to 
apply  these  fundamentals  to  our  industry.  Our  work  is  new,  and 
yet  its  application  is  even  now  producing  results,  and  no  doubt  will 
have  more  extended  use  in  the  future. 

Charles  Russ  Rk^hards.  Some  25  years  ago  the  first  attempt 
was  made  to  provide  for  federal  aid  in  the  establishment  of  Engi- 
neering Experiment  Stations,  but  for  one  reason  or  another  the 
effort  to  secure  congressional  action  was  futile.    A  few  years  later, 

*  Director  of  Research  Laboratory'i  Aluminuni  Castings  Companj-,  Cleveland, 
Ohio. 
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the  officers  of  the  College  of  Engineering  of  the  University  of 
Illinois  succeeded  in  interesting  the  university  authorities  in  engi- 
neering research,  and  on  December  8, 1903,  the  Engineering  Experi- 
ment Station  was  established  by  an  act  of  the  Board  of  Trustees. 
It  has  since  undertaken  industrial  research  in  a  great  variety  of 
lines. 

The  Engineering  Experiment  Station  is  an  organization  within 
Uie  College  of  Engineering.  The  control  of  the  station  is  vested  in 
the  Executive  Staff  which  is  composed  of  the  Director  and  his 
assistant,  the  heads  of  the  several  departments  of  the  College  of 
Ekigineering,  and  the  Professor  of  Applied  Chemistry.  The  mem- 
bers of  the  faculty  are  encom-aged  to  devote  to  research  work  as 
much  time  as  they  may  have  at  their  disposal.  If  any  one  desires 
to  imdertake  the  solution  of  an  important  problem,  we  attempt  to 
relieve  him  of  some  of  his  exacting  teaching  or  administrative 
duties  so  that  he  can  give  a  portion  of  his  time  to  the  research. 
Most  of  the  research  work  in  the  station,  however,  is  carried  on  by 
the  Research  Corps  composed  of  various  full-time  and  part-time 
research  assistants  and  special  investigators  who  are  employed  for 
specific  purposes. 

In  addition  to  the  research  work  conducted  from  university 
fimds,  the  Engineering  fixperiment  Station  has  imdertaken  from 
time  to  time  cooperative  investigations  of  problems  of  importance 
to  an  industry  or  a  group  of  industries,  imder  an  arrangement  which 
provides  that  the  cooperating  agency  shall  pay  the  principal  ex- 
penses connected  with  the  investigation.  At  the  present  time  there 
are  four  or  five  such  investigations  in  progress. 

As  an  institution  supported  by  the  state,  it  is  necessary  for 
us  to  safeguard  the  interests  of  the  public  in  all  research  work 
which  we  undertake,  whether  it  is  at  our  own  initiative  or  in 
cooperation  with  outside  agencies,  by  publishing  the  results  of  the 
investigations  and  by  reserving  the  ownership  thereof. 

The  Engineering  Experiment  Station  at  the  present  time  has 
an  annual  budget  of  approximately  $60,000,  but  since  it  uses  all  of 
the  facilities  afforded  by  the  College  of  Engineering,  the  annual 
expenditures  for  research  work  are  considerably  in  excess  of  the 
regular  budget.  However,  in  view  of  the  fact  that  our  funds  are 
apportioned  to  ten  departments,  the  annual  amount  available  for 
any  one  department  is  necessarily  small.  It  is  my  hope  that  we 
may  increase  the  number  of  cooperative  investigations  under  the 
general  direction  of  the  Engineering  Experiment  Station,  so  that 
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each  member  of  our  Faculty,  who  is  a  specialist  in  his  particular 
line,  may  have  an  opportunity  to  direct  a  corps  of  special  investi- 
gators on  some  important  investigation,  which  will  insure  results 
of  real  value  to  the  profession.  It  is  only  through  cooperation  of 
this  sort  that  we  can  hope  to  imdertake  the  solution  of  some  of  the 
larger  problems,  for  no  educational  institution  can  supply  sufficient 
funds  to  conduct  research  work  which  involves  large  expense.  If 
we  can  secure  the  cooperation  of  the  industries  of  Illinois  and  of  the 
adjoining  states  in  such  a  program,  I  am  sure  that  the  work  of  the 
station  can  be  greatly  extended  and  improved. 

Charles  H.  Benjamin.  The  engineering  experiment  station 
at  Purdue  is  but  two  years  old.  We  now  have  a  paid  staflf  of 
workers,  and  a  good  field  in  which  to  work  and  our  future 
is  very  bright.  Our  object  in  establishing  the  station  was  primarily 
to  coordinate  the  research  work  which  has  been  carried  on  at 
Purdue  for  so  many  years,  to  enable  us  to  do  it  more  satisfactorily 
and  to  publish  the  results  more  widely.  Another  purpose  in  form- 
ing this  organization  in  cooperation  with  the  industries  of  the  state 
is  that  primarily  we  are  interested  in  Indiana,  its  products,  its  manu- 
factures and  its  future,  and  it  is  our  first  aim  to  collaborate  with  the 
men  of  Indiana  to  increase  this  productiveness.  There  is  a  certain 
advantage  in  a  university  laboratory.  A  university  or  engi- 
neering experiment  station  is  commercially  unprejudiced,  and 
this  removes  from  it  any  suspicion  of  commercial  interest.  Some- 
times we  are  required  to  investigate  problems  that  perhaps  could 
be  better  investigated  by  a  private  concern,  but  that  establish- 
ment feels  that  its  own  efforts  would  be  misinterpreted  and  that  the 
results  from  the  engineering  experiment  station  will  receive  more 
universal  credence  and  support.  The  organization  and  our  methods 
of  work  are  very  similar  to  thojse  which  Dean  Richards  has  so 
well  outlined.  Among  the  investigations  under  way  may  be  men- 
tioned the  testing  of  road  materials  and  cof'jperation  with  the 
highway  commissioners  in  the  building  of  good  roads,  the  efficiency 
of  the  carburetor,  and  the  testing  of  farm  tractors,  in  which 
we  are  cooperating  with  the  agricultural  school  of  the  university. 
We  expect  to  see  a  testing  plant  at  the  university  which  will  bear 
somewhat  the  same  relation  to  farm  tractors  as  the  locomotive 
laboratory  does  to  the  railroad,  and  our  only  difficulty  is  to  take 
care  of  the  great  amount  of  work  that  it  brings  to  us  without 
solicitation. 
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In  conclusion,  I  vnsh  to  express  my  appreciation  of  the  work 
of  the  Research  Committee.  I  do,  however,  want  to  urge  caution, 
not  on  the  part  of  the  Committee,  but  on  the  part  of  some  governing 
agencies  in  trying  to  shape  research  work.  The- research  man  is 
a  genius.  He  is  bom,  not  made.  He  is  peculiar  and  he  must  work 
in  his  own  way  and  on  his  own  initiative.  He  must  not  be  inter- 
fered with  and  he  must  be  allowed  to  follow  a  thing  according  to 
his  bent. 

J.  R.  BiBBiNs  commended  the  spirit  of  the  Research  Session 
and  the  character  of  the  contributions  produced  by  Professor 
Greene's  Committee.  There  were,  however,  certain  broad  aspects 
of  the  subject,  involving  state  and  even  national  policy,  which 
seemed  to  have  been  forgotten  in  the  special  interest  centering  on 
research  problems.  These  he  brought  forcibly  to  mind  by  the  slogan 
"Millions  for  Agriculture,  not  one  cent  for  Industry  —  Why?" 

He  then  presented  the  following  resolutions: 

Whereas,  it  is  a  matter  of  generally  accepted  concern  that  any 
advanced  policy  of  The  American  Society  op  Mechanical  Engi- 
neers, in  common  with  other  complementary  learned  societies  and 
associations,  should  incorporate  prompt  and  extended  recognition  of 
scientific  and  industrial  research  as  a  specific  means  of  advancing 
technology  and  proper  industrial  development  of  the  nation;  and. 

Whereas,  the  Great  War  has  fully  demonstrated  the  principle 
of  research,  applied  broadly  as  well  as  in  detail,  to  be  of  inestimable 
benefit  in  advancing  national  welfare;  and. 

Whereas,  the  Committee  on  Aims  and  Organizations  has 
specifically  recommended  that  The  American  Society  op  Me- 
chanical Engineers  take  a  more  active  interest  in  this  field ;  there- 
fore, be  it 

Resolved,  That  it  be  declared  the  sense  of  this  Research  Session 
of  the  A.S.M.E.,  that  Engineering  Coimcil  shall  be  encouraged  to 
undertake  active  support  of  a  plan  and  organization  of  scientific 
and  industrial  research  to  the  end  that  the  following  objects  may  be 
accomplished  with  all  reasonable  dispatch: 

1  To  secure  the  passage  in  the  present  Congress  of  a  special  act 
furthering  nation  wide  research  in  State  units  through  congressional 
appropriations  for  this  purpose  under  the  general  coordination  of 
Engineering  Council,  or  other  national  agency  thoroughly  represent- 
ative of  the  engineering  profession. 
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2  To  encourage  trade,  industrial,  and  utility  associations  to 
interest  themselves  in  the  advance  of  the  Arts  and  the  constructive 
benefits  to  be  derived  from  research  work  in  their  respective  fields 
and  to  cooperate*  with  them  in  their  efforts  in  these  directions. 

3  To  encourage  the  various  research  institutions  or  instrumen- 
talities now  or  to  be  established  by  the  Federal  and  State  govern- 
ments in  their  close  cooperation  in  this  general  research  policy. 

4  To  encourage  and  assist  in  the  establishment  of  organised 
departments  of  engineering  research  at  the  various  imiversities, 
adequately  equipped  with  material  and  personnel  and  to  bring 
such  department  as  closely  as  possible  in  touch  with  the  vital  prob- 
lems of  industrial  development  confronting  the  Nation. 

5  To  institute  organized  publicity  with  the  industries  of  the 
country  and  ascertain  broadly  by  a  thorough  canvass  their  vital 
needs,  with  a  view  to  directing  the  research  work  of  tiie  country 
and  the  cooperative  development  of  the  industries  through  the 
agency  of  the  technical  laboratories  both  public  and  private. 

6  To  organize  and  support  a  separate  department  of  the 
societies'  activities,  in  close  cooperation  with  similar  departments 
of  other  technical  societies,  to  act,  through  Engineering  Council,  or 
other  representative  national  agency,  as  a  permanent  clearing  house 
for  all  research  work. 

In  support  of  these  resolutions,  Mr.  Bibbins  pointed  out  that 
tiie  Chicago  local  section's  desire  to  ascertain  what  work  could  best 
be  done  by  the  local  sections  within  the  limited  time  and  facili- 
ties at  their  command,  emphasizing  the  necessity  of  publicity  and 
that  tlie  Chicago  Committee  believed  in  the  necessity  of  each  state 
developing  itself  as  a  unit  (too  much  could  not  be  done  in  this 
direction),  encouraging  by  every  jwssible  means  every  form  of  in- 
telligent and  efficient  research,  both  scientific  and  also  industrial 
research  of  a  more  practical  nature.  There  had  been  some  dis- 
cussion of  the  propriety  of  the  state  undertaking  activities  of  this 
character,  especially  with  roferenre  to  allying  itself  thus  with  in- 
dustry. But  in  view  of  the  high  moral  standing  of  the  engineering 
profession,  it  seemed  rather  lar-fitrhed  precaution  to  deny  to  the 
people  of  the  state  opportunity  of  thus  dt'veloping  their  industries 
to  the  inaxiniiun  extent. 

Following  Mr.  Bihhins'  presentation  of  the  resolution  offered 
by  the  Chicago  Comniittt'c,  there  was  u  general  discussion  which 
centered  around  the  quest iiHi  of  j^oviTumental  supervision  of 
research.    Wm.  T.  Magruder  cited  the  need  of  state  research  work 
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in  using  Ohio  coals  in  gas'  production  to  supplement  and  replace 
the  fast-disappearing  natural  gas  supply;  considerable  work  along 
this  line  had  been  done  already  in  Illinois.  The  resolution  was 
also  discussed  by  Dean  A.  A.  Potter,  who  stated  that  while  he  be- 
lieved the  Society  should  encourage  research,  and  while  it  is  un- 
questionably the  purpose  of  the  Society  to  urge  governmental 
recognition,  it  would  nevertheless  be  a  mistake  to  approve  a  reso- 
lution asking  Congress  to  appropriate  a  certain  amount  of  money 
to  support  research  in  certain  types  of  institutions.  He  believed 
that  The  American  Society  of  Mechanical  Engineers  should 
express  its  approval  of  all  kinds  of  scientific  and  industrial  research, 
but  should  not  approve  any  specific  bill. 

J.  R.  Bibbins  emphasized  the  point  that  the  Chicago  Commit- 
tee had  no  desire  to  complicate  proceedings  by  attempting  to  classify 
institutions;  it  only  favored  the  broad  application  of  the  principle, 
through  publicity  and  national  recognition  of  research  by  the 
passage  of  supporting  legislation.  The  detail  could  be  worked  out 
by  administrative  authorities,  possibly  with  the  help  of  Engineering 
Coimcil. 

Doctor  Mees,  Director  of  the  Eastman  Kodak  Research  Labo- 
ratory, stated  that  he  was  in  accord  with  Dean  Potter's  remarks 
and  did  not  believe  in  urging  Federal  research.  It  was  a  question 
whether  Federal  research  was  desirable.  The  leaders  of  industrv 
were  against  it,  and  the  ad\4ce  that  he  would  give  to  the  Society  — 
he  was  not  a  member  of  it  —  was  to  pay  for  its  own  research. 

Several  members  of  the  Society  who  favored  financial  assist- 
ance on  the  part  of  the  Government  next  presented  their  views 
and  urged  that  the  Society  endorse  any  measure  which  would 
obtain  an  appropriation  from  the  National  Government  for  the 
benefit  of  such  institutions  as  might  be  selected. 

C.  H.  Bierbaum  also  discussed  the  resolution.  A  bill  of  the 
kind  proposed  was  proper  enough  from  a  theoretical  point  of  view, 
but  from  a  practical  point  of  view  he  did  not  believe  anything 
worse  could  be  done  than  to  have  Congress  pass  a  bill  for  Federal 
research,  for  there  would  then  be  a  most  inefficient  distribution  of 
funds.  The  securing  of  funds,  however,  for  doing  this  work  was, 
he  believed,  the  smallest  problem  and  the  securing  of  men  to  do  the 
work,  the  greatest.  He  was  decidedly  in  favor  of  private  or  semi- 
private  research  work,  but  not  for  Federal  control. 

Albert  Kingsbury  urged  a  careful  consideration  of  the  resolu- 
tion and  suggested  that  the  report  of  the  Chicago  Committee  be 
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brought  to  the  attention  of  all  memberB  of  the  Society  through 
suitable  means  of  publication. 

A  substitute  motion  to  the  effect  that  the  Society  should  not 
favor  federal  research  was  not  seconded.  The  resolutions  were 
then  voted  upon  by  individual  items  and  carried. 
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Address  on  Organization  op  the  Division  of  Engineering 

OF  THE  National  Research  Council 

A  T  the  Research  Session  of  the  Spring  Meeting,  Mr.  Galen  H. 
Clevenger,  Vice-Chairman  of  the  Division  of  Engineering  of 
the  National  Research  Council,  was  invited  to  give  an  address  on 
the  organization  work  of  the  Council  and  of  the  Division  of  En- 
gineering with  which  he  is  directly  connected  at  present,  in  charge 
of  the  headquarters  of  the  Division  of  Engineering  in  the  Engineer- 
ing Societies  Building,  New  York.     Mr.  Clevenger  said  in  part: 

Before  discussing  the  work  of  the  Engineering  Division,  it  will 
be  well  to  briefly  review  the  history  of  the  National  Academy  of 
Sciences  and  the  National  Research  Council,  pointing  out  the 
close  relationship  which  exists  between  the  two  bodies.  Early  in 
1863  after  the  Civil  War  had  been  in  progress  many  months  and 
serious  and  unexpected  reverses  had  occurred,  a  number  of  leaders 
in  science  and  engineering,  recognizing  clearly  the  need  for  a 
national  organization  embodying  the  whole  range  of  science  to 
advise  the  Government  on  scientific  questions  in  connection  with 
the  conduct  of  the  war,  planned  the  National  Academy  of  Sciences 
Eind  through  their  efforts  a  bill  incorporating  the  Academy  was 
introduced  in  the  Senate  on  February  21,  1863,  and  after  passing 
both  the  Senate  and  the  House  was  signed  by  President  Lincoln 
on  March  3  of  the  same  year.  Later  the  original  bill  was  amended 
to  remove  the  Umitation  on  membership  and  to  enable  the  Academy 
to  receive  bequests. 

At  this  time,  with  but  few  exceptions,  the  now  well-organized  and 
powerful  scientific  and  technical  bureaus  of  the  Government  were 
aot  in  existence,  so  that  the  new  organization  at  once  became  and 
continued  to  be  of  great  assistance  to  the  War  and  Navy  Depart- 
ments throughout  the  rest  of  the  Civil  War. 

During  the  years  intervening  between  the  close  of  the  Civil  War 
md  the  beginning  of  the  war  with  Germany  the  Academy  has  on 
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many  occasions  advised  the  Government  in  scientific  matters,  the 
most  notable  case  being  perhaps  in  connection  with  certain  problems 
arising  in  the  construction  of  the  Panama  Canal. 

WAR  ORGANIZATION   OF  THE   NATIONAL  RESEARCH  COUNCIL 

In  April  1916,  following  the  attack  upon  the  Sussex^  President 
Wilson  called  upon  the  Academy  to  aid  in  organizing  the  scientific 
and  engineering  forces  of  the  United  States  in  the  defense  of  the 
country.  The  Academy  accordingly  again  turned  to  the  work  for 
which  it  was  originally  organized  and  which  it  performed  so  well 
during  the  Civil  War. 

In  order  to  perform  most  effectively  the  greatly  enlarged  service 
possible  under  these  new  conditions,  the  organizing  committee  of 
the  Academy  after  careful  consideration  recommended  that  a  new 
body  be  formed,  which  would  be  so  organized  as  to  take  every  ad- 
vantage of  the  very  Uberal  charter  of  the  Academy.  Such  an 
organization  would  therefore  share  fully  in  all  the  privil^es  of  the 
Academy  both  at  home  and  abroad  and  would  have  the  further 
advantage  of  permitting  of  the  widest  range  of  freedom  in  the  selec- 
tion of  its  membership. 

In  accordance  with  this  recommendation  the  National  Research 
Council,  comprising  the  chiefs  of  the  technical  bureaus  of  the  Army 
and  Navy,  the  heads  of  the  ci\dlian  bureaus  of  the  Government 
engaged  in  scientific  research  and  engineering,  investigators  repre- 
senting the  educational  institutions,  research  foundations,  and  repre- 
sentatives of  industrial  engineering  research,  was  formed  by  the 
Academy  with  the  active  cooperation  of  the  leading  scientific  and 
technical  societies  of  the  country. 

Under  date  of  July  24,  1916,  President  Wilson  addressed  a  letter 
to  the  President  of  the  National  Academy  of  Sciences  expressiiig 
his  approval  of  the  preliminary  report  covering  the  newly  formed 
National  Research  Council  and  promising  his  support  to  the  move- 
ment. 

On  Februar}'  28,  1917,  the  Council  of  National  Defense  passed 
a  resolution  asking  the  National  Research  (^ouncil  to  codperate  with 
it  in  niattors  of  research  for  national  defense,  and  soon  after 
the  Research  Council  was  requested  to  act  as  the  department  of 
science  and  research  of  the  Coimcil  of  National  Defense,  its  par- 
ticular function  bcin^  the  organization  of  investigations  on  military 
and  technical  problems. 
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In  July  1917  the  National  Research  Council  was  requested  by 
the  Chief  Signal  OflBcer  to  organize  a  Division  of  Science  and  Re- 
search of  the  Signal  Corps. 

The  war  organization  of  the  National  Research  Council  con- 
sisted of  eight  divisions  in  addition  to  the  Research  Information 
Service;   namely, 

1  Division  of  General  Relations 

2  Military  Division 

3  Division  of  Engineering 

4  Division  of  Physics,  Mathematics,  Astronomy,  and  Geo- 

ph3rsics 

5  Division  of  Chemistry  and  Chemical  Technology 

6  Division  of  Geology  and  Geography 

7  Division  of  Medicine  and  Related  Sciences 

8  Division  of  Agriculture,  Botany,  Forestry,  Zoology,  and 

Fisheries. 

The  officers  of  the  Council  consisted  of  a  chairman,  three  vice- 
chairmen,  a  treasurer,  an  executive  secretary  and  two  assistant 
secretaries.  The  organization  of  the  Divisions  differed  somewhat, 
but  in  general  each  ha<l  a  chairman,  a  vice-chairman  and  an  execu- 
tive committee. 

WAR   ORGANIZATION  AND   WORK   OF  THE  DIVISION    OF 

ENGINEERING 

The  Division  of  Engineering  at  this  time  comprised  four  sections: 
a  Section  on  Metallurgy,  a  Section  on  Mechanical  Engineering,  a 
Section  on  Electrical  Engineering,  and  a  Section  on  Prime  Movers. 
The  work  of  each  section  was  imder  a  chairman,  who  was  directly 
responsible  to  the  chairman  of  the  Division. 

The  Section  on  Metallurgy  had  for  its  principal  work  the  solving 
of  metallurgical  problems  arising  in  connection  with  the  conduct  of 
the  war,  more  particularly  those  brought  to  it  by  the  military.  This 
work  was  accomplished  through  the  medium  of  committees,  whose 
personnel  included  leading  authorities  upon  metallurgy. 

The  Section  on  Mechanical  Engineering  established  a  drafting 
room  in  charge  of  a  chief  draftsman  at  Research  Council  head- 
quarters, and  through  the  generosity  of  the  Carnegie  Institute  of 
Technology,  a  machine  shop  at  Pittsburgh  under  the  direction  of  a 
foreman.  These  were  used  for  the  development  of  inventions 
referred  to  the  Section  by  the  Divisions  of  Engineering  and  Physics. 
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The  Section  on  Electrical  Engineering  concentrated  its  eflforts 
upon  the  problem  of  electric  welding,  more  especially  electric  weld- 
ing as  applied  to  shipbuilding.  This  Section  worked  in  very  close 
cooperation  with  the  Emergency  Fleet  Corporation,  who  financed 
its  investigative  work. 

The  Section  on  Prime  Movers  devoted  its  attention  chiefly  to 
the  design  and  development  of  power  plants  for  aircraft. 

The  eflforts  of  each  section  were  so  directed  as  to  be  of  the  great- 
est service  in  the  solving  of  the  problems  of  greatest  immediate  need 
to  winning  the  war;  each  has  to  its  credit  important  achievements 
during  the  war  period.  (See  Report  of  the  Academy  of  Sciences  for 
the  Year  1918.) 
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Permanent  Organization  of  the  National  Research  Council.  Under 
date  of  May  11,  1918,  President  Wilson  issued  an  executive  order 
asking  that  the  National  Research  Council  be  perpetuated,  and 
in  accordance  with  this  request  the  permanent  organization  of  the 
Council  has  been  rapidly  accomplished. 

The  membership  of  the  Council  consists  of: 

1  Representatives  of  national  scientific  and  technical  societies 

2  Representatives  of  the  Government,  as  provided  in  the 

Executive  Order 

3  Representatives  of  other  research  organizations  and  other 

persons  whose  aid  may  advance   the   objects    of   the 
Council. 

The  officers  of  the  National  Research  Council  are  a  chairman, 
one  or  more  vice-chairmen,  a  secretary  and  a  treasurer. 
The  Council  is  organized  in  Divisions  of  two  classes: 

A  Divisions  dealing  with   the   more  general  relations  and 

activities  of  the  Council 
B  Divisions  dealing  with   ri'lated  branches  of  science  and 

technology. 

A  Divisions  of  Cencral  Relations  are: 

1  (lovcriinuMit  Divi>ion 
11   Division  o{  FonMiin  Relations 
HI  Division  of  States  lU'lations 
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IV  Division  of  Educational  Relations 
V  Division  of  Industrial  Relations 
VI  Research  Information  Service. 

B  Divisions  of  Science  and  Technology  are: 

VII  Division  of  Physical  Sciences 
VIII  Division  of  Engineering 
IX  Division  of  Chemistry  and  Chemical  Technology 
X  Division  of  Geology  and  Geography 
XI  Division  of  Medical  Sciences 
XII  Division  of  Biology  and  Agriculture 
XIII  Division  of  Anthropology  and  Psychology. 

The  aflfairs  of  each  Division  are  administered  by  a  chairman,  a 
vice-chairman,  and  an  executive  conmiittee,  who  are  elected  annually 
by  the  Division  and  confirmed  by  the  Executive  Board  of  the  Council. 

The  purpose  of  the  National  Research  Council  is  to  promote  re- 
search in  the  mathematical,  phjrsical,  and  biological  sciences,  and 
in  the  appUcation  of  these  sciences  to  engineering,  agriculture, 
medicine,  and  other  useful  arts,  with  the  object  of  increasing  knowl- 
edge, of  strengthening  the  national  defense,  and  of  contributing  in 
other  ways  to  the  pubUc  welfare. 

AflSliation  with  similar  organizations  abroad  is  rapidly  bringing 
about  an  International  Research  Council. 

The  Division  of  Engineering  consists  of  three  representatives  of 
each  of  the  four  founder  engineering  societies,  the  societies  so  repre- 
sented being  The  American  Society  of  Mechanical  Engineers,  the 
American  Institute  of  Electrical  Engineers,  the  American  Institute 
of  Mining  Engineers,  and  the  American  Society  of  Civil  Engineers; 
further,  there  is  one  representative  each  from  the  foiu*  more  impor- 
tant non-founder  societies,  the  societies  so  represented  being  the 
American  Society  for  Testing  Materials,  the  American  Society  of 
Illuminating  Engineers,  the  Western  Society  of  Engineers,  and  the 
Society  of  Automotive  Engineers.  In  addition  to  the  representatives 
of  the  engineering  societies  there  are  twelve  members  at  large,  making 
a  total  membership  in  the  Division  of  twenty-eight.  Eight  members 
of  the  Division  are  also  members  of  The  Engineering  Foundation. 

The  work  of  the  Engineering  Division  has  gone  steadily  forward 
during  the  reorganization  period  and  to  such  an  extent  that  the 
newly  organized  Division  is  now  in  full  operation. 

The  Engineering  Foundation  and  the  Division  of  Engineering. 
The  Engineering  Foundation  has  from  the  beginning  taken  a  very 
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active  and  important  part  in  furthering  the  work  of  the  whole  Coun- 
cil; indeed,  in  the  earlier  stages  of  the  war  organization,  when  the 
funds  available  for  carrying  on  its  work  were  very  limited,  The  Engi- 
neering Foundation  gave  the  services  of  its  secretary  and  substan- 
tially its  whole  income  to  the  support  of  the  Council,  this  arrangement 
continuing  until  support  was  secured  from  other  sources. 

Recently  a  plan  of  close  affiliation  of  The  Engineering  Founda- 
tion and  the  Division  of  Engineering  has  been  approved  by  the  mem- 
bers of  these  bodies  and  also  by  the  Executive  Board  of  the  Council. 
In  compliance  with  the  terms  of  this  agreement  The  Engineering 
Foundation  has  provided  the  Division  of  Engineering  with  an  office 
in  the  Engineering  Societies  Building  at  New  York,  together  with 
necessary  clerical  a.ssistance.  They  further  have  agreed  to  make 
appropriations  of  their  funds  to  aid  specific  undertakings  of  the 
Division  from  time  to  time  as  may  be  later  determined,  and  in  fact 
at  the  present  time  an  arrangement  has  been  effected  whereby 
The  Engineering  Foundation  undertakes  the  financial  support 
of  the  work  of  the  Committee  on  Fatigue  Phenomena. 

The  Division  of  Engineering  is  not  to  be  regarded  as  an  instru- 
ment of  research,  but  rather  as  a  stimulator  and  coordinator  of  re- 
search. Its  principal  object  is  to  get  more  and  better  research  done 
in  engineering,  carefully  avoiding  the  position  of  being  a  dictator, 
or  of  assuming  credit  for  work  which  it  has  encouraged  others  to  do. 
The  Division  of  Engineering  now  has  nineteen  committees  work- 
ing upon  a  variety  of  subjects.  These  are  in  various  stages  of 
organization.  Every  effort  is  being  made  to  take  up  researches  of 
broad  general  interest.  At  present  twentj^-one  states  extending 
from  the  Atlantic  to  the  Pacific  are  represented  on  these  com- 
mittees and  the  number  is  rapidly  increasing. 

The  National  Research  Council,  like  the  National  Academy  of 
Sciences,  was  brought  into  being  during  a  ix'riod  of  war  and  although 
growing  out  of  a  war-time  need  its  utility  in  time  of  peace  is  now 
fully  dcMiionstrated.  Although  it  received  aid  from  the  Government 
during  the  war  it  is  not  a  Government  bureau,  and  in  the  future  it 
will  b(^  supported  by  private  endowment. 

The  National  Research  Council  as  a  federation  of  research  in- 
ter(\sts  of  the  United  States  covering  the  whole  field  of  pure  and 
applied  scic^nce,  and  with  the  effective  coojxTation  iK)ssible  with 
foreign  investigators  through  the  International  R(»si»arch  Council, 
is  in  a  ix)sition  through  its  Division  of  Engin(»(»ring  to  jx'rform  a 
most  valuable  service  in  furthering  Engineering  Research. 
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During  the  war  indvMrial  research  in  the  United  States  was  naturally  stimu- 
UUedf  and  as  a  result  there  now  exists  a  deeper  interest  than  heretofore  in  the  appli- 
cations  of  science  to  manufacturing  processes.  New  laboratories  will  undoubtedly 
he  built  and  many  old  ones  reorganized  in  order  to  render  more  efficient  service.  It 
is  the  purpose  of  this  paper  to  point  out  the  organization  and  conduct  of  such  a  re- 
search laboratory. 

The  authors  first  outline  the  aims  of  a  research  organization^  following  which  the 
divisions  of  the  laboratory  are  enumerated  and  discussed,  the  laboratories  of  Arthur 
D.  LittlCf  Inc.f  being  taken  as  a  type.  The  methods  of  management,  writing  of  re- 
ports and  the  commercial  organization  of  the  laboratory  are  also  discussed  at  some 
length,  and  the  paper  concludes  with  a  description  of  the  building  and  equipment 
best  suited  to  carry  on  this  type  of  work. 

T>REVIOUS  to  the  war  there  were  about  375  industrial  research 
laboratories  in  the  United  States,  including  those  maintained 
by  manufacturers  for  their  own  benefit,  and  commercial  laboratories 
prepared  to  render  similar  service,  continuously  or  intermittently 
to  the  establishments  without  such  faciUties.  At  the  present  time 
there  are  no  figures  available  regarding  the  number  of  new  labora- 
tories established  as  a  result  of  the  war,  but  there  is  no  doubt  but 
that  the  war  created  a  deeper  interest  in  industrial  research,  and 
the  application  of  science  to  manufacturing  processes.  It  is  also 
evident  that  those  laboratories  which  existed  before  the  war  are 
displa3dng  a  greater  interest  in  fundamental  research,  and  in  rehabi- 
litating their  organizations  are  paying  far  more  attention  to  the 
research  phases  of  their  problems  than  they  have  been  willing  to  do 

^  With  Arthur  D.  Little,  Inc. 
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heretofore.  This,  then,  is  an  opportune  time  to  discuss  the  organiza- 
tion and  conduct  of  an  industrial  laboratory  and  it  is  hoped  that 
those  interested  in  the  establishment  of  new  laboratories,  or  the 
expansion  of  old  ones,  may  find  something  in  this  paper  to  assist 
them. 

2  In  discussing  the  industrial  laboratory  we  may  choose  be- 
tween the  one  organized  for  the  purpose  of  exploring  some  small 
comer  of  the  broad  field  s\Tnbolic  of  our  ignorance  and  an  establish- 
ment concerned  with  the  greatest  variety  of  problems. 

3  A  laboratory  of  the  latter  type  should  consist  of  a  collection 
of  special  laboratories  carefully  articulated  to  produce  results  most 
efficiently,  and  the  work  common  to  all  of  them  should  be  organized 
separately  in  a  large  general  laboratory. 

4  Fortunately  for  our  countrj-  there  are  several  such  labora- 
tories doing  splendid  work,  and  notwithstanding  the  care  exercised 
to  avoid  undue  specialization,  nearly  all  of  them  contain  depart- 
ments which  dominate,  due  either  to  stronger  men  or  the  greater 
appeal  which  these  departments  make  to  the  company;  or  perhaps 
to  a  seemingly  greater  importance  of  their  class  of  problems  at 
the  moment.  The  great  majority  of  these  laboratories  are  main- 
tained in  the  plants  of  industry  at  an  annual  expense  running  up  to 
two  millions  in  at  least  one  case,  and  with  many  spending  hundreds 
of  thousands  each  year. 

5  Another  plan  which  should  be  mentioned  involves  the  train- 
ing of  men  as  a  primary  consideration,  and  the  Mellon  Institute, 
at  Pittsburgh,  affords  a  conspicuously  successful  example  of  what 
may  be  done  in  educational  institutions  in  solving  the  problems 
of  industr}',  while  at  the  same  time  men  are  trained  in  research. 

TUB  AIMS  OF  A   RESEARCH   ORGANIZATION 

6  Broadly  stated,  tlic  aims  of  a  research  organization  should  be: 
a  To  find,  develop  and  train  men 

b  To  create  such  a  background  in  the  public  mind  as  shall 
insure  support  for  research  and  the  industrial  utilization 
of  research  results 

c  To  secure  coojx? ration  l)etween  different  branches  of 
science,  as,  for  example,  l>etwcen  chemists  and  mathe- 
maticians. (The  fortuitous  combination  of  the  mathe- 
matical mind  with  the  viewpoint  of  the  chemist  in  Wil- 
lard  Gibbs  laid  the  basis  for  physical  chemistry.  But 
such  a  combination  in  a  single  individual  is  ver>'  rare.) 
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d  To  avoid  repetition  and  duplication  of  effort,  first  by  ren- 
dering present  knowledge  readily  available  to  research 
workers,  second  by  appljdng  clearing-house  methods  to 
research  projects 

e  To  stimulate  research  by  emphasizing  the  importance  of 
specific  problems,  making  special  grants,  rendering  ma- 
terial and  faciUties  as  generally  available  as  possible 

/  To  fiunish  a  general  staff  for  research  which  shall  work 
out  the  plan  of  attack  for  major  problems,  assign  the 
several  lines  to  competent  workers  and  coordinate  and 
focus  the  whole 

g  To  bring  home  to  manufacturers  the  advantages  of  re- 
search with  the  view  of  promoting  the  establishment  of 
private,  corporation,  and  group  laboratories 

h  To  make  and  publish  a  census  of  available  research  fa- 
cilities in  men  and  equipment 

i  To  survey  the  natural  resoiu-ces  of  the  nation  and  direct 
research  toward  their  development 
To  appraise  oiu*  great  industrial  wastes  and  develop  plans 
and  methods  for  turning  them  to  profitable  use 

7  As  regards  any  research  laboratory,  it  goes  without  saying 
that  it  is  the  personal  factor  which  determines  performance  and  this 
is  preeminently  true  of  the  laboratory  director.  Sir  Humphrey  Davy 
truly  said  that  his  greatest  discovery  was  Michael  Faraday,  and  no 
greater  problem  is  likely  to  confront  a  research  laboratory  than  that 
involved  in  the  discovery  of  a  director.  Successful  laboratory  di- 
rectors may  be  of  several  types,  but  a  miUtant  optimism,  contagious 
enthusiasm,  controlled  imagination  and  quick  human  sympathy  are 
conunon  to  them  all.  Such  a  man  will  naturally  in  selecting  his 
subordinates  look  for  these  personal  quaUties  almost  as  carefully  as  he 
will  weigh  specialized  scientific  trainmg,  and  having  been  thus  guided 
in  his  selections  will  find  it  relatively  easy  to  inspire  throughout  his  or- 
ganization those  relations  of  good  fellowship  and  that  esprit  de  corps 
which  multiply  enormously  the  effectiveness  of  any  working  force. 

8  Exceptional  men  are  hard  to  find  simply  because  they  are 
exceptional,  and  the  director  in  laying  out  the  work  of  the  labora- 
tory and  extending  its  personnel  will  endeavor  to  augment  the  out- 
put of  the  exceptional  man  through  the  coordinated  effort  of  properly 
directed  men  of  secondary  capacity.  Fairness  in  apportioning  credit, 
frequent  conferences,  and  opportunity  for  self-development  are  also 
essential  to  the  attainment  of  high  efficiency. 
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9  The  so-called  commercial  laboratory  devoting  its  efforts  to 
industrial  research  and  operated  on  a  strictly  business  basis  will 
best  serve  our  present  purpose,  and  that  of  Arthur  D.  Little,  Inc., 
in  Cambridge,  Mass.,  will  be  taken  as  a  type  in  the  belief  that  much 
of  interest  will  be  found  in  this  establishment,  which  is  "dedicated  to 
industrial  progress."  During  the  past  thirty-three  years  this  labo- 
ratory has  grown  from  a  partnership  of  two  chemists  to  an  organiza- 
tion of  sixty  people,  and  scheme  after  scheme  has  been  devised  for 
the  management  of  the  enterprise,  only  to  find  new  conditions  and 
rapid  growth  calling  for  constant  revision.  Being  a  corporation,  it 
is  managed  by  the  usual  officers  with  a  board  of  directors,  all  of  whom 
do  not  devote  their  entire  time  to  the  business. 


THE  DIVISIONS  OF  THE    LABORATORY 

10  Within  such  a  laboratory  there  are  two  distinct  sets  of 
duties  which  may  be  designated  as  scientific  or  technical,  and  com- 
mercial or  financial.  These  two  divisions  have  at  least  two  points 
in  contact,  one  being  through  a  service  manager,  and  the  other  the 
departniont  charged  with  obtaining  new  business  for  the  organization. 

11  C  onsidering  first  the  purely  scientific  side  of  the  commercial 
laboratory,  its  fundamental  duty  is  to  interpret  the  results  of  pure 
science  in  the  terms  of  industrv.  While  the  work  of  the  commercial 
laboratory  is  of  the  same  order  as  that  done  in  any  laboratory  even 
where  the  dollar  is  nev(?r  discussed,  it  nnist  be  conducted  with  full 
recognition  of  the  fact  that  many  industrial  i)roblems  are  as  inti- 
mately concerned  with  ec<»noniic  (luestions  as  with  scientific.  In 
other  words,  while  for  instance  a  laboratory  process  in  glass  may 
be  intensely  interesting  and  of  fun<laniental  inii)ortance,  the  client 
can  hardly  be  expected  to  be  satisfied  with  a  report  unless  a  commer- 
cial method  for  operating  it  can  be  devised.  The  technical  work 
should  be  in  charge  of  the*  presid(»nt,  under  whom  various  depart- 
ments should  ])e  organized,  so  that  each  pha.^e  c)f  a  given  problem 
may  have  the  att(*ntion  of  a  specialist,  provided  with  adequate 
equipment  to  facilitate  the  work. 

12  In  this  connection  it  may  be  emphasized  that  it  pays  to 
provide  congenial,  inspiring  surroundings  for  the  la!)oratory  worker. 
The  laboratoiT  can  l)e  made  attractive  without  being  ornate,  or 
involving  unreasonabh*  (»xpense,  and  every  elTort  should  Ic  nunle 
to  have  the  workers  rea.M)nably  happy.  I'nder  no  other  condition 
can  the  best  work  be  expected,  and  it  must  be  n'memlMTed  tlial 
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the  heaviest  investment  is  in  the  time  of  these  workers,  the  salary 
cost  being  much  greater  than  that  for  equipment  or  material  main- 
tenance. Rewards  other  than  monetary  for  faithful  service  also 
play  an  important  part. 

13  The  departments  into  which  the  technical  division  are  divided 
will  naturally  differ  in  each  laboratory,  but  a  fairly  definite  line 
can  be  drawn  between  research,  engineering  and  standardized  or 
routine  work.  It  is  advantageous  to  have  all  of  the  standardized 
work,  including  that  incident  to  research  and  engineering,  carried 
on  under  one  department  head,  for  in  this  way  it  can  be  done  to 
better  advantage  both  as  regards  efficiency  and  economy.  There 
will  be  many  occasions  when  individuals  from  each  of  the  depart- 
ments will  confer  on  special  problems. 

14  The  research  department  should  be  organized  for  both 
laboratory  and  small-factory-scale  work.  There  will  be  a  multi- 
pUcity  of  subjects,  and  since  special  faciUties  cannot  be  provided  in 
advance  of  close  acquaintance  with  the  problem,  the  organization 
of  departments  for  research  along  special  lines  will  concern  personnel 
more  than  a  division  of  floor  space  or  equipment. 

15  Engineering  will  embody  plant  inspection,  design,  construc- 
tion and  operation,  as  much  of  its  work  will  be  in  the  field,  al- 
though many  phases  of  its  problems  will  be  worked  upon  concur- 
rently in  the  laboratory  by  those  departments  best  suited  to  handle 
the  work. 

16  The  analytical  department  will  be  subdivided  under  such 
headings  as  textiles,  fuels,  food,  metallurgy,  and  metallography, 
chemical  microscopy,  water,  lubricants,  construction  materials, 
pulp  and  paper,  fermentology,  etc.  Some  of  these  subjects  will 
require  special  acconunodations,  while  others  can  share  a  large 
laboratory  which  provides  space  for  certain  apparatus  kept  in  place 
for  a  large  number  of  similar  determinations. 

17  Nothing  is  more  expensive  or  demoralizing  than  experi- 
mentation in  the  plant.  An  industrial  research  laboratory  should, 
therefore,  be  adequately  provided  with  equipment  of  semi-conmiercial 
size.  Infant  mortality  among  processes  is  high  in  any  case  and  the 
most  critical  period  in  their  young  Uves  is  that  covering  the  transi- 
tion from  the  laboratory  to  the  plant.  They  require  and  the  research 
laboratory  should  provide  a  nursery  to  protect  and  foster  them 
during  this  period  of  their  development.  Some  large  manufacturers 
have  even  found  it  desirable  to  operate  in  connection  with  and  \mder 
the  sole  direction  of  their  research  laboratory  a  small  plant  in  which 
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actual  commercial  manufacture  is  regularly  conducted.  Such  ex- 
tension of  the  laboratory's  fimction  permits  the  complete  reduction 
to  practice  of  new  methods  and  the  commercial  demonstration  of 
the  suflSciency  of  the  product  before  the  innovations  are  introduced 
into  the  main  plant. 

18  Even  when  no  such  provision  appears  feasible,  it  is,  never- 
theless, highly  desirable  to  have  the  industrial  research  laboratory 
actually  engaged  in  some  small  scale,  highly  specialized,  commer- 
cial manufacture,  preferably  of  some  product  which  it  has  itself 
originated.  The  least  advantage  of  this  procedure  is  that  such 
manufacture  of  a  properly  selected  product  may  frequently  defray  a 
substantial  proportion  of  the  expenses  of  the  laboratory.  The  major 
benefits  are  the  acquirement  of  a  certain  commercial  sense  by  the 
laboratory  staff,  an  appreciation  of  the  conditions  and  difficulties 
of  actual  production,  and  finally  the  strengthening  of  the  position 
of  the  laboratory  through  the  increase  in  its  turnover  and  equipment. 
Such  procedure,  while  perhaps  not  general,  has  been  followed  to 
great  advantage  by  the  research  laboratories  of  the  General  Mectric 
Company,  the  Eastman  Kodak  Company  and  Arthur  D.  Little, 
Inc. 

19  It  is  easy  to  visualize  the  organization  chart  for  such  a 
laboratory,  and  a  brief  description  of  how  a  new  piece  of  work  will 
be  handled  may  convey  a  still  better  idea  of  the  method  of  man- 
agement. 

THE   METHOD   OF   MANAGEMENT 

20  The  authorization  for  the  work  will  go  to  the  service  manager, 
who  sees  all  incoming  mail,  and  to  the  authorization  will  be  attached 
any  correspondence  or  data  bearing  on  the  case,  all  of  which  will  be 
given  a  case  number  for  identification,  and  this  number  will  be  en- 
tered in  a  case  register,  which  will  indicate  the  name  of  the  cUent, 
the  subject  of  the  problem,  the  date  the  authorization  is  received  and 
the  date  when  the  work  shall  have  been  completed.  The  service 
manager,  who  must  be  familiar  with  the  ability  of  each  member  of 
the  staff,  as  well  as  with  the  work  in  hand,  will  assign  the  case  to  the 
division  which  can  render  the  best  service.  Conferences  will  then 
be  called,  into  which  any  member  of  the  organization  who  can  con- 
tribute anything  to  the  solution  of  the  problem  in  hand  will  be 
drawn,  and  outside  associates  or  independent  consultants  may  be 
included.  The  problem  will  then  go  into  work  by  means  of  instruc- 
tion sheets,  setting  forth  what  is  to  be  accomplished,  suggesting 
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methods  of  attack,  relating  any  special  circumstances,  references 
to  literature,  and  standard  methods  which  may  be  appUcable,  and 
as  much  light  as  possible  given  to  the  individual  who  is  to  do  the 
work.  Accompan3ang  the  case  there  will  be  a  tag  bearing  the  case 
number,  upon  which  a  date  at  which  it  is  expected  the  work  can  be 
completed,  or  a  progress  report  made,  must  be  indicated.  The  tag 
is  then  returned  to  the  service  manager.  Through  the  means  of  data 
sheets,  time  sUps  and  verbal  reports  the  progress  of  the  problem 
will  be  readily  followed.  This  procedure  will  be  followed  in  all  the 
divisions,  the  individual  reporting  to  his  superior,  and  the  service 
manager  will  be  alert  to  insure  prompt  and  eflScient  service  to  all 
cUents. 

21  At  the  completion  of  the  work  the  report  to  the  cUent  vary- 
ing in  extent  from  a  single  printed  form,  upon  which  the  results  of 
analysis  may  be  set  down,  to  a  bound  volume  of  several  hundred 
pages,  will  pass  through  the  hands  of  all  concerned,  and  will  thus 
be  distinctly  the  report  of  the  organization  and  not  of  an  individual 
in  the  organization. 

REPORTS 

22  Report  writing  requires  skill,  for  it  must  be  comprehensive 
and  complete  without  padding.  It  should  begin  with  a  clear  state- 
ment of  the  problem,  followed  by  the  conclusion  reached  as  a  result 
of  the  work,  which  may  then  be  described  in  detail.  Patents,  cost 
data,  tables,  graphs,  photographs  and  samples  should  be  dealt  with 
in  an  appendix,  and  in  some  instances  descriptions  of  apparatus 
should  be  included.  The  whole  must  be  carefully  indexed,  and  a 
copy  sent  to  the  Ubrary  to  be  bound  and  kept  as  confidential  infor- 
mation in  locked  cases,  but  as  part  of  the  Ubrary  it  should  be  carded 
for  the  Ubrary  card  index.  Obviously  no  fast  rule  can  be  laid  down 
for  writing  reports,  but  it  should  be  borne  in  mind  that  many  of 
those  who  read  technical  reports  are  not  interested  in  minute  details, 
and  that  the  subject-matter  must  be  presented  in  a  form  that  will 
be  interesting  and  understood  by  the  layman.  It  must  also  have 
its  important  points  so  emphasized  that  they  can  be  readily  picked 
out  by  those  not  caring  to  read  the  entire  report,  but  at  the  same  time 
it  should  include  suflScient  data  to  serve  the  purpose  of  a  fuUy  quaU- 
fied  technical  man  to  whom  the  report  may  be  referred  at  some 
later  time. 

23  This  brings  up  the  question  of  the  Ubrary,  which  may  easily 
be  considered  the  backbone  of  the  industrial  laboratory.    Its  extent 
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will  depend  upon  other  library  material  available  in  the  (XMnmunity, 
but  there  are  few  things  which  obstruct  research  more  seriously  than 
the  absence  of  easily  accessible  proper  library  facilities.  A  few  dollars 
spent  in  books  and  literature  frequently  saves  as  many  hundreds 
otherwise  spent  in  work  of  dupUcation.  The  useful  periodicals  must 
be  pro\'ided,  elaborate  indexes  will  be  found  a  good  investment, 
also  abstracts  and  patents;  in  short,  every  means  for  quickly  locating 
literature  references  should  be  at  hand.  The  current  literature, 
with  articles  of  interest  indicated  on  an  attached  slip,  should  be 
circulated  among  the  members  of  the  staff  whose  names  are  checked 
on  this  slip,  and  some  one,  preferably  a  chemist,  should  have  assigned 
to  him  the  task  of  constantly  reading  the  literature  n  order  that  no 
scrap  of  informat'on  shall  escape.  Such  a  chemist-librarian  wiU 
conduct  searches  in  other  libraries,  prepare  abstracts,  and  in  fact 
direct  the  information  service  for  the  laboratory,  and  through  the 
laboratory-  to  its  clients.  This  will  frequently  mean  recasting  a 
scientific  article  in  order  to  make  it  of  practical  value  to  the  works 
manager  or  superintendent. 

THE    COMMERCIAL    ORGANIZATION 

24  (  oiicerning  the  conmiercial  di\'ision  of  the  organization,  the 
cas(;  we  have  described  will  have  originated  through  the  recom- 
riiondation  of  a  satisfied  client,  through  magazine  advertising,  the 
literature  of  the  laboratory,  lectures  and  informal  talks,  direct 
appeals,  traveling  representatives,  or  through  some  similar  channel. 
The  publicity  of  the  laboratory'  will  be  in  the  hands  of  the  commer- 
cial department  responsible  for  securing  new  business,  and  answerable 
to  the  president  so  far  as  technical  matters  are  concerned,  and  to 
i\w,  treasurer  on  the  financial  pluises  of  a  prosjx^ctive  problem.  The 
(^onirnercial  department  will  answer  inquiries,  will  present  attrac- 
tive problems  for  industrial  research,  and  endeavor  to  obtain  au- 
thorization from  manufacturers  for  work  contemplated  along  lines 
which  are  frequently  made  the  subject  of  a  conference.  When  the 
authorization  is  secured  through  |x^rsonal  interviews,  by  correspond- 
en(!(»,  and  frcMpiently  by  telegraph,  the  commercial  division  records 
b(»come  a  part  of  the  case,  and  nothing  more  is  to  l)e  done  by  the 
division  until  after  the  final  report.  Then  it  is  quite  reasonable  to 
make  work  satisfactorily  completed  the  Ix^st  recommendation  for 
attack  upon  some  new  problem. 

25  The  commercial  department  will  maintain  a- carefully  classi- 
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fied  mailing  Ust,  a  follow-up  system  on  prospects,  and  its  own  letter 
nies.  The  treasurer,  who  has  at  hand  data  as  to  the  cost  of  each 
man's  work,  will  be  consulted  before  any  proposals  involving  money 
are  made,  and  the  financial  division,  under  the  treasurer,  will  attend 
to  aU  matters  of  time  cost  on  work,  determine  the  overhead,  the 
items  of  maintenance,  depreciation,  etc.,  all  of  which  go  into  the 
total  cost  of  doing  business,  something  of  which  the  average  indus- 
trial laboratory  remains  in  almost  complete  ignorance.  By  means 
of  records  constantly  kept  up  to  date,  and  revised  in  the  Ught  of 
experience,  the  treasurer  will  know  accurately  the  percentage  which 
must  be  added  to  the  salary  of  each  individual  in  order  to  arrive  at 
the  cost  of  his  work,  and  will  soon  be  able  to  rate  the  men  according 
to  their  capacity  and  estimate  something  of  what  a  particular  under- 
taking should  cost.  This  will  be  of  great  assistance  in  making  sug- 
gestions regarding  appropriations  for  prospective  work,  and  also 
which  members  of  the  stafiF  are  of  the  greatest  service  to  the  organ- 
ization. Costs  will  be  determined  with  the  help  of  time  sUps,  which 
each  individual  will  submit  daily,  indicating  the  cUent's  name,  the 
case  number,  the  amount  of  time  spent  and  how  it  was  spent,  that 
is,  whether  in  the  laboratory,  in  the  Ubrary,  traveling,  etc.  Another 
function  of  the  treasurer's  division  will  be  the  management  of  indus- 
trial enterprises  where  such  ser\'ice  is  desired,  together  wdth  tech- 
nical supervision  or  assistance. 


BUILDINGS  AND   EQUIPMENT 

26  With  this  general  plan  of  management  before  us,  we  may 
now  consider  the  equipment  and  space  required  for  effective  work. 
EiXperience  has  shown  that  a  satisfactory  building  is  one  approxi- 
mately 50  ft.  by  150  ft.  (planned  so  that  another  building  may  be 
easily  connected  in  H-formation)  and  consisting  of  a  basement, 
with  three  floors,  the  basement  itself  being  so  designed  that  it  is  as 
light  and  airy  as  the  upper  floors.  Such  a  building  with  a  wing  hous- 
ing the  power  plant  and  small  grinding  rooms  (this  being  the  con- 
nected wing  of  the  H)  has  a  total  floor  space  of  approximately 
30,000  sq.  ft.  The  building  occupied  by  Arthur  D.  Little,  Inc.,  is 
of  this  type  and  the  various  departments  are  allotted  the  following 
space:  Anal3rtical  division,  5328  sq.  ft.;  research  di\ision,  3458 
sq.ft.;  engineering,  1 155 sq.  ft.;  commercial  department,  768  sq.  ft.; 
management  (meaning  the  management  of  outside  enterprises),  538 
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sq.  ft.;  special  department  devoted  to  pulp  and  paper,  4118  sq.  ft. 
The  portions  of  the  building  which  are  non-producing,  such  as 
miscellaneous  offices,  which  includes  stairs,  corridors,  halls,  lava- 
tories, etc.,  comprise  8000  sq.  ft.,  and  the  space  unassigned  amounts 
to  3815  sq.  ft.  This  includes  laboratory  space  provided  for  emer- 
gencies and  expansion  but  not  in  constant  use. 

27  These  area  measurements  form  the  basis  of  apportioning 
overhead  due  to  interest  on  investment,  depreciation,  repairs,  insur- 
ance, upkeep,  etc.,  and  among  the  departments  is  distributed  the 
charge  for  carrying  768  sq.  ft.  devoted  to  an  industrial  museum  and 
1536  sq.  ft.  devoted  to  the  library. 

28  The  basement  will  provide  room  for  the  power  plant,  the 
current  sample  room,  the  general  stock  room,  two  very  large  rooms 
for  small-factory-scale  equipment,  two  small  rooms  for  coal  and 
other  crushing  and  grinding  operations,  and  a  machine  shop  in  which 
the  physical  testing  machinery  can  be  installed.  A  laboratory  for 
testing  construction  materials,  such  as  cement,  may  also  be  placed 
in  the  basement  to  advantage,  and  here,  too,  a  room  and  vault  can 
be  set  aside  for  inactive  letter  files  and  records. 

29  The  first  floor  will  provide  a  series  of  offices  each  of  about 
250  sq.  ft.  area,  two  larger  ones  which  may  be  used  by  officers  of  the 
company,  consulting  engineers  and  others,  a  reception  room,  and  an 
information  booth  with  switchl)oard.  The  museum  can  also  be  on 
the  first  floor,  together  with  the  rooms  devoted  to  the  commercial 
department's  work.  Quarters  for  the  financial  division,  with  ample 
vault  space,  and  room  for  current  correspondence  and  the  general 
stenographers*  office  complete  the  floor.  The  engineering  division 
might  also  occupy  rooms  on  the  first  floor. 

30  The  second  floor  may  be  properly  devoted  to  research  and 
the  library.  It  is  frequently  advantageous  to  be  able  to  segr^ate 
research  problems,  and  it  will  be  well  to  provide  a  series  of  small 
rooms,  say  of  approximately  250  sq.  ft.  in  area,  which  can  be  fitted 
up  in  ac(;ordance  with  the  requirements  of  the  problem,  and  easily 
dismantled  at  the  conclusion  of  the  work,  to  l)e  refitted  according 
to  the  next  undertaking.  A  branch  stock  room  should  l)e  located 
on  the  second  as  well  as  the  third  floor,  and  these  should  be  served 
by  elevator  from  the  general  storeroom  in  the  basement.  There 
are  always  a  numlx^r  of  scattering  problems  in  research  that  can  be 
handled  in  one  lalK)ratory,  and  so  a  special-problems  laboratory 
should  also  be  provided  on  the  second  floor  with  an  office  for  con- 
sultation purposes.    Finally  a  large  room,  say  of  1500  sq.  ft.,  should 
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also  be  available  for  large  undertakings,  and  as  a  space  for  emer- 
gency overflow. 

31  The  third  floor  may  comprise  the  general  analytical  labora- 
tory, a  room  of  about  1500  sq.  ft.,  adjacent  to  which  should  be  a 
room  for  titration  and  the  balance  room  (each  of  approximately 
125  sq.  ft.),  a  fuel-testing  room  and  a  special  room  for  extraction. 
A  branch  stock  room  and  the  offices  of  the  head  chemist  and  assist- 
ants should  also  be  on  this  floor.  The  optical  room  should  be 
placed  where  north  light  can  be  obtained,  and  a  small  dark  room 
must  be  provided,  as  well  as  a  specially  equipped  room  for  the 
physical  testing  of  paper  and  textiles.  The  kitchen  can  adjoin  the 
assembly  room.  A  locker  room  for  the  men  and  a  rest  room  for 
the  women  must  also  be  provided.  Space  under  the  roof  can  be 
used  for  fans  and  a  ventilating  appliance,  water  tanks,  etc. 

32  Such  a  building  as  has  been  thus  briefly  described  cost  about 
$200,000,  1917,  and  $50,000  will  provide  genera^  equipment.  There 
is  always  something  new  to  buy  for  a  laboratory.  Such  an  estab- 
lishment will  provide  working  space  for  approximately  150  people, 
and  more  could  be  accommodated  if  necessary,  depending  largely 
on  the  type  of  work  being  conducted.  The  cost  of  operation  and 
maintenance,  based  on  a  staff  of  sixt}-,  w^U  be  about  $20,000  per 
month. 

33  While  the  tyix*  of  building  described  may  not  appeal  in  all 
cases,  it  is  certainly  true  that  better  work  is  done  in  a  separate  build- 
ing provided  for  the  purpose  than  if  an  attempt  is  made  to  remodel 
an  old  building  or  provide  space  in  some  existing  building.  Labora- 
tories started  in  this  way  are  c(Mtain  to  develop,  if  at  all  successful, 
and  moving  is  very  expensive,  princi[)ally  because  it  interferes 
with  the  efficienc}'  and  production  of  the  establishment,  which  is  a 
direct  loss  due  to  the  high  salary  cost.  The  permanent  investment 
in  a  laboratory  building  and  equipment  is  smaller  than  the  salary 
investment,  and  any  enterprise  of  this  sort  should  be  planned  witb 
reference  to  the  fact  that  it  is  the  men's  time  and  accumulated  knowl- 
edge that  form  the  stock  in  trade. 

34  Not  only  does  the*  success  of  an  industrial  research  labo- 
ratory dei)end  upon  its  (Mjuipment  and  environment,  but  far  more 
defininitely  upon  the  capacity  and  ability  of  the  director,  and 
his  nnmediate  associates.  The  constant  problem  is  to  obtain 
hearty  cooperation  without  over-organization  and  without  in  any 
way  danqxining  the  enthusiasm  of  the  individual.  After  all,  the 
greatest    progress    in    science    has   l)een    made    through   individual 
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utilizing  cooperation  as  far  as  circumstances  in  each  instance 
may  warrant. 
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The  great  value  of  scientific  research,  both  to  the  industries  and  the  nation  at 
large,  is  now  generally  recognized.  The  industrial  research  laboratory  is  an  im- 
portant JacUjT  in  maintaining  the  supremacy  of  an  industry,  and  its  siuxess  depends 
to  a  considerabls  degree  upon  its  relation  to  the  other  departments  of  the  company 
with  which  it  is  associated.  In  this  paper  these  statements  are  discussed,  arid  the 
author  presents  his  views  regarding  the  establishment  and  function  of  industrial 
laboratories,  giving  in  connection  with  the  latter  three  annular  diagrams.  The 
form  and  operating  costs  of  industrial  laboratories  are  also  discussed. 

THE  triumphs  which  have  ah-eady  been  won  by  research  labora- 
tories are  common  knowledge.  The  incandescent-lamp  in- 
dustry, for  instance,  originated  in  the  United  States  with  the 
carbon-filament  lamp,  but  was  nearly  lost  to  this  country  when  the 
tungsten-filament  was  developed,  only  to  be  rescued  from  that 
danger  by  the  research  laboratory  of  the  General  Electric  Company, 
who  fought  for  the  prize  in  sight  and  developed  first  the  drawn- 
wire  filament  and  then  the  nitrogen  lamp;  and  we  may  be  sure 
that  if  the  theoretical  and  practical  work  of  the  research  laboratory 
of  the  General  Electric  Company  were  not  kept  up,  the  American 
manufacturers  could  by  no  means  rest  secure  in  their  industry,  as, 
undoubtedly,  later  developments  in  electric  lighting  will  come  and 
the  industry  might  be  transferred,  in  part  if  not  completely,  to  the 
originators  of  any  improvement.  Manufactiu'ing  concerns  and 
especially  the  powerful,  well-organized  companies  who  are  the 
leaders  of  industry  can,  of  course,  retain  their  leadership  for  a  num- 
ber of  years  against  smaller  and  less  completely  organized  com- 
petitors, but  eventually  they  can  insure  their  position  only  by  having 
in  their  employ  men  who  are  competent  to  keep  in  touch  with  and 

1  Director  of  the    Research  Laboratory  of    Eastman  Kodak  Company, 
Rochester,  N.  Y. 
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to  advance  the  subject,  and  the  maintenance  of  a  laboratory  staffed 
by  such  men  is  a  final  insurance  against  eventual  loss  of  the  control 
of  its  industry  by  any  concern. 

2  The  success  of  an  industrial  research  laboratory  depends  to 
a  considerable  extent  upon  its  position  in  the  organization  and  upon 
its  relation  to  the  other  departments  of  the  company  with  which 
it  is  associated. 

3  If  industrial  enterprises  had  been  organized  afresh  with  the 
research  laboratory  as  a  definite  part  of  the  organization,  it  is  prob- 
able that  by  this  time  some  general  opinion  would  have  been  formed 
as  to  the  position  which  the  laboratory  should  occupy,  but  in  fact 
nearly  all  industrial  research  laboratories  have  been  added  to  or- 
ganizations already  formed,  and  their  relations  to  the  other  depart- 
ments of  the  organization  are  usually  closely  associated  with  their 
origin. 

METHODS    OF   ESTABLISHING    LABORATORIES 

4  Laboratories  are  established  in  many  different  ways.  If 
there  is  a  technical  scientific  expert  in  the  executive  of  the  manu- 
facturing company  he  may  feel  the  need  of  a  laboratory  and  become 
its  director,  and  in  this  case  the  laboratory  will  necessarily  be  very 
closely  associated  with  the  work  of  the  executive  who  initiated  it. 

5  A  laboratory  may  also  be  established  under  a  separate 
director,  not  himself  associated  with  the  executive  officers  of  the 
company,  but  as  a  reference  department  for  the  executives,  and  in 
this  case  also  it  will  be  very  closely  associated  with  the  oflScers 
of  the  company  and  will  tend  to  be  concerned  more  with  questions 
of  policy  and  the  introduction  of  new  products  than  with  any  other 
of  the  problems  of  the  company. 

6  In  a  large  compan}'^  a  research  laboratory  may  be  estab- 
lished as  a  separate  department,  having  its  own  organization  and 
bemg  available  as  a  reference  department  for  all  sections  of  the  com- 
pany, in  which  vasv  its  activities  will  cover  a  very  wide  field,  but 
at  the  same  time  it  will  not  have  as  direct  an  influence  upon  the 
policy  of  the  company  as  will  happen  if  it  is  closely  associated  with 
one  or  more  of  the*  executive  officers. 

7  The  earli(»st  research  laboratories  grew  out  of  the  works 
testing  and  control  laboratories  and  were  therefore  responsible 
directly  to  the  works  manager.  More  recently,  laboratories  have 
generally  been  established  as  independent  departments  of  the  com- 
pany and  responsible  only  to  the  general  manager. 
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8  The  executive  official  to  whom  the  laboratory  should  re- 
port will  depend  upon  the  nature  of  the  work  to  be  done.  There 
may  be  industries  in  which  research  work  is  required  for  only  a  single 
department,  and  in  this  case  the  research  workers  should  be  re- 
sponsible to  the  head  of  that  department;  there  are  others  in  which 
the  interest  in  the  research  is  confined  to  the  works,  and  in  such 
cases  the  laboratory  should  be  responsible  to  the  works  manager; 
but  in  most  technical  industries  research  work  will  have  a  great 
bearing  not  only  on  the  methods  of  production  but  even  on  the 
general  poUcy  of  the  industry,  and  in  such  cases  it  is  necessary  that 
those  who  direct  research  should  be  in  touch  with,  and  responsible 
to,  the  executives  who  control  poUcy. 

9  The  position  of  the  research  laboratory  in  an  industrial 
organization  is  perhaps  best  determined  by  the  criterion  that  the 
research  department  should  be  responsible  to  the  officer  of  the 
company  who  is  in  charge  of  the  development  of  new  products. 
If  the  introduction  of  new  products  is  in  the  hands  of  the  works 
organization,  then  the  research  department  should  be  responsible 
to  the  works  manager;  if  there  is  a  definite  development  depart- 
ment, or,  if  new  products  are  introduced  through  the  agency  of 
some  definite  executive,  then  it  is  to  that  executive  that  the  re- 
search department  should  be  responsible.  The  research  laboratory, 
in  fact,  should  primarily  be  associated  with  development. 

FUNCTIONS   OP  THE   LABORATORY 

10  The  chief  functions  of  the  laboratory  are  as  follows: 

1  The  provision  of  information  regarding  the  technical  and 

scientific  matter  in  which  the  industry  is  interested,  and 
the  supply  of  this  information  in  a  form  suitable  for  the 
education  of  the  employees,  of  the  customers,  and  of 
the  general  pubUc. 

2  Service  in  the  form  of  the  provision  of  specifications  and 

standards  for  materials,  the  making  of  analyses  and 
tests,  assistance  to  the  works  in  regard  to  difficulties 
and  to  customers  in  the  relation  of  problems  arising 
from  the  use  of  the  product. 

3  The  development   of  new  processes  or   products,  utiUza- 

tion  of  by-products,  the  development  of  new  depart- 
ments of  the  industry. 

11  These  functions  may  be  expressed  by  means  of  annular 
diagrams  such  as  those  shown  in  Figs.  1,  2  and  3.     Fig.  1  shows 
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the  information  diagram.  The  information  originating  from  the 
library  and  from  the  research  staff  is  issued  in  the  form  of  ab- 
stractS;  reports,  scientific  publications  and  monographs,  and  first 
goes  to  the  executive,  manufacturing,  purchasing  and  sales  depart- 
ments for  their  information;  then  to  the  advertising  and 
educational  departments  to  be  placed  in  the  form  required  for 
publication  in  the  scientific  and  general  press. 

12  The  organization  of  the  development  work  is  shown  in 
Fig.  2,  where  the  work  is  shown  to  be  foimded  upon  pure  research 
done  in  the  scientific  department,  which  imdertakes  the  necessary 
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Fig.  1    Information  Diagram,    Functions  of  an  Industbial  Resbabcb 

Laboratory 


practical  research  on  new  products  or  processes  as  long  as  they 
are  on  the  laboratory  scale,  and  then  transfers  the  work  to  special 
development  departments  to  form  an  intermediate  stage  between 
the  laboratory  and  the  manufacturing  departments.  These 
development  departments  are  really  small  scale  manufacturing 
departments  which  may  be  operated  either  by  the  works  depart- 
ment or  by  the  laboratory;  but  which  are  controlled,  as  regards 
the  work  done  in  them  and  the  method  used,  by  the  laboratory 
itself,  being  run  as  experimental  departments  in  order  to  develop 
a  new  process  or  product  to  the  stage  where  it  is  ready  for  large 
scale  manufacture. 
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13  In  Fig.  3  the  service  diagram  shows  the  scientific  divisions 
as  the  operating  centers,  each  of  which  supports  and  controls  the 
necessary  service  departments,  which  prepare  specifications  and 
standards,  midertake  testing  and  anal3rsis,  the  investigation  of 
works  troubles,  complaints  of  customers,  and  suggestions  from 
the  sales  department,  the  results  of  which  are  communicated  to 
the  departments  interested. 

14  The  laboratory  organisation  will  therefore  consist  of  a 
section  of  administration  which  will  be  responsible  for  the  direction 
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Fig.  2    Deyelopiient  Diagram,  Functions  of  an  Industrial  Rxseabch 

Labobatort 

of  the  work,  the  control  of  accounts  and  the  issuing  of  reports;  a 
section  of  information,  which  will  operate  the  Ubrary,  prepare  ab- 
stracts of  the  Uteratiu^,  keep  in  relation  with  the  patent  depart- 
ment and  constitute  its  technical  wing,  and  prepare  reports  and 
pubUcations  of  all  kinds;  and  the  scientific  section,  which  wiU 
carry  on  the  operation  of  the  laboratory  work. 


FORMS  OF  ORGANIZATION 


15  There  are  two  forms  of  organization  possible  for  the  scien- 
tific work  of  the  laboratory.  For  brevity  these  may  be  spoken  of 
as  the  "  divisional "  system  and  the  ''  ceU  "  system.    In  the  divisional 
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Hystoin  the  organization  is  that  familiar  to  most  businesses.  The 
work  of  the  laboratory  is  classified  into  several  divisions;  physics, 
chemistry,  engineering,  and  so  on,  according  to  the  number  neces- 
Miry  to  cover  the  field,  and  each  of  these  divisions  has  a  man  of 
suiUble  scientific  attainments  in  charge  of  it.  In  a  large  division 
each  of  these  men  will  in  turn  have  assistants  responsible  for 
sections  of  the  division,  all  the  heads  of  divisions  finally  being 
n^sponsible  to  the  director  of  the  laboratory. 

10     rnder  the  alternative  or  cell  sj'stem  the  laboratory  consists 
of  a  number  of  investigators  of  approximately  equal  standing  in  the 
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the  direction  of  the  scientific  work,  it  will  keep  him  constantly 
informed  as  to  all  the  work  going  on  in  the  laboratory. 

COST   OF   RESEARCH    LABORATORY 

19  From  various  sources,  but  chiefly  from  the  convenient  list  of 
American  laboratories  given  by  Fleming,  there  can  be  found  the 
cost  of  a  research  laboratory  per  scientific  worker  employed,  at  the 
time  when  that  list  was  prepared.  It  might  seem  that  there  would 
be  very  great  variations  in  this,  but,  provided  that  the  laboratories 
are  all  of  the  physical  and  chemical  type,  there  is  a  surprising  agree- 
ment between  the  figures,  which  show  that  the  cost  of  building  and 


Fic.  4    The  Labohatory  op  the  Eastman  Kodak  Company 

equipment  for  a  laboratory  was  then  between  $3000  and  $4000  per 
man.  From  the  same  sources  the  annual  cost  of  maintenance  of 
such  a  research  laboratory  appears  to  be  slightly  lower  than  the  first 
cost.  Probably  S3500  per  man  is  a  fa  ir  estimate  of  the  cost  of  main- 
tenance, and  of  this  we  may  take  60  per  cent  as  representing 
salaries  and  wages  and  the  remainder  all  other  expenses.  These 
figures  must,  of  course,  now  be  increased  in  proportion  to  the  rise  in 
costs. 

20  As  laboratories  are  organized  and  experience  gained  in  the 
types  of  laboratory  suitable  for  different  industries  it  will  doubt- 
less be  possible  to  lay  out  definite  schemes  of  organization  for  a 
laboratory  suitable  for  the  requirements  of  any  industrial  under- 
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taking.  At  the  present  time,  however,  it  is  possible  to  do  this 
only  in  the  most  general  way,  and  it  is  necessary  to  consider  each 
case  independently,  taking  into  consideration  the  requirements  of 
the  particular  industry  involved. 

21  Fortunately  data  on  this  subject  are  being  accumulated 
at  the  present  time  and  the  whole  question  of  laboratory  organiza- 
tion is  being  studied  carefully  both  here  and  abroad.  In  this  country 
the  National  Research  Council  has  appointed  a  special  committee 
to  promote  industrial  scientific  research  and  this  body  is  now  en- 
gaged in  drawing  up  a  scheme  for  the  estabhshment  of  an  alloys 
research  laboratory  and  is  considering  other  lines  of  industrial  re- 
search all  of  which  will  surely  meet  with  the  approval  and  support  of 
The  American  Society  of  Mechanical  Engineers. 


No.  1601 

RESEARCH  WORK  ON  MALLEABLE  IRON 

Bt  Enbiqttb  Touceda*,  Albany,  N.Y. 
Non-Member 

The  author  presents  an  account  of  foiw  yeare  of  research  work  undertaken  for  the 
American  MaUeable  Castings  Association  as  a  plea  for  industrial  research  among 
manufacturers  and  as  a  striking  example  of  what  such  research  can  accomplish.  He 
sketches  the  organization  and  purpose  of  the  Association  and  shows  how  the  quality  of 
the  product  of  its  members  has  steadily  increased  since  the  beginning  of  the  research 
work,  MaUedble^iron  castings,  due  to  lack  of  uniformity  and  dependability,  were 
rapidly  being  replaced  by  other  materials.  There  were  many  fallacious  ideas  and 
theories  regarding  the  physical  properties  of  such  castings  and  the  methods  of  annealing 
them.  Records  of  tests  of  l-in.  bars  from  seven  different  concerns  made  by  the  author 
in  1911  showed  that  the  average  ultimate  strength  loas  39,882  W.  and  the  elongation 
under  5  per  cent,  A  report  dated  March,  1919,  to  the  members  of  the  AssocieUionf 
each  of  whom  regularly  submits  test  bars  from  some  one  heat  of  each  day's  runs,  showed 
that  44  per  cent  of  the  test  bars  submitted  during  that  month  had  an  ultimate  strength 
over  52,000  W.  and  an  elongation  of  14.67  per  cent,  indicating  the  progress  made  since 
research  work  was  undertaken. 

It  is  further  stated  that  the  average  of  test  bars  of  the  Association  from  January  1, 
1917,  to  March  31, 1919,  has  shown  an  ultimate  strength  of  51,000  lb.  and  an  elongation 
12.5  per  cent.  The  records  of  tests  show,  contrary  to  generally  accepted  theory,  that 
the  etongoHon  increases  with  the  ultimate  strength.  The  purpose  of  the  Association, 
however,  is  not  to  increase  ultimate  strength  and  elongation  but  to  increase  the  uni- 
formity of  a  product  upon  which  the  engineer  can  rely,  and  this  is  being  accomplished 
through  exhaustive  research  and  advice  to  members  Oirough  the  considting  engineer  of 
the  Association. 

A  description  is  given  of  the  process  of  manufacturing  malleable  iron,  of  the  air 
furnace,  and  of  the  annealing  ovens  and  the  annealing  process.  The  structures  of 
iron  containing  free  carbon  and  iron  containing  combined  carbon  are  shoum  by  micro- 
graphs and  the  metallurgy  of  cast  iron  is  carefuUy  explained  with  abundant  micro- 
graphs of  typical  structures. 

The  effects  of  the  time  element  in  cooling  through  the  critical  temperature,  of  stac- 
cessive  anneals,  of  varying  percentages  of  carbon,  sulphur,  silicon,  phosphorus  and 
manganese  and  of  subsequent  heating  to  high  temperatures  are  clearly  described  and 
Ultistrated.    Picture-frame  fractures  are  also  disciused. 

^  Consulting  Engineer,  Albany,  N.  Y. 


Presented  at  the  Spring  Meeting,  Detroit,  Mich.,  June  1919,  of  The 
American  Socibtt  of  Mechanical  ESnqineers,  29  West  39th  Street,  New 
York. 
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The  author  closea  by  exploding  three  popular  theories  with  regard  to  maUeabU 
iron.  He  shows  that  the  strength  of  malleable  iron  is  not  confined  to  its  skin  hut  that 
this  may  be  machined  off  without  destroying  strength,  if  the  quality  of  the  iron  iscuit 
should  be.  Secondly ^  fie  shows  that  it  is  possible  to  eliminate  the  carbon  throughout 
the  entire  specimen  and  not  merely  near  the  surface*  LasUy,  he  shows  that  thick  as 
well  as  thin  castings  can  be  annealed  successfully. 

TT  is  the  writer's  belief  that  three  factors  mainly  operate  to  darken 
the  vision  of  many  of  the  manufacturers  regarding  the  value  of 
research  work.  The  first  is  fundamental.  Stated  brutally,  it  is 
ignorance  as  to  its  possibilities.  Following  this  regrettable  fact  is 
their  obsession  to  the  thought  that  the  prime  and  essential  requisite 
for  success  lies  in  the  advertisement,  with  oftentimes  the  accent 
on  the  last  four  words.  The  third  factor  has  reference  to  the  extent 
to  which  research  has  been  discredited  through  the  emplojTnent  for 
that  purpose  of  men  not  qualified  through  temperament,  proper 
training  or  resourcefulness,  to  undertake  such  work  —  the  square 
peg  in  the  round  hole,  the  neophyte,  and  at  times  the  quack.  While 
the  revelations  born  of  the  world's  war  have  in  large  measure  done 
much  to  open  the  drowsy  eyes  of  the  manufacturer,  it  is  nevertheless 
certain  that  hard  and  diligent  work  still  rtmiains  to  be  done  before 
the  majority  will  Ik?  aroused  from  their  lethargy. 

CONDITION   OF  THE  INDUSTRY   PRIOR  TO  RESEARCH 

2  Prior  to  the  time  four  years  ago  that  research  work  was  under- 
taken in  the  interests  of  the  American  Malleable  Castings  Associa- 
tion, the  industry  was  in  a  more  or  less  chaotic  condition.  There 
had  Ikhmi  at  letkst  three  years  of  serious  business  depression,  ruinous 
competition  as  a  consequence  had  been  running  its  insensate  course, 
but  back  of  and  l)eyond  all  this,  was  the  damning  accusation  of  thei 
engiiuHT,  that  the  material,  except  in  the  case  of  a  limited  number 
of  concerns,  w:is  not  only  lacking  in  deixuidability,  but  of  low  strength 
when  de|HMulable.  In  niilway-car  fabrication  particularly,  the 
nuinl>or  of  nialloable-in.)n  castings  useil  had  dwindled  from  a  very 
lar^e  quantity  |K'r  car,  to  an  ahuost  insignificant  number  consisting 
mainly  of  uniiniH)rtant  details.  Malleable  c:ist  iron  was  rapidly 
Unnir  ivplaccd  by  the  stool  casting,  and  in  other  directions  as  well, 
tho  latter  was  on oroa oiling  on  the  legitimate  field  of  the  former,  and 
inoidontaliy  plaonm  it  in  an  exaggeratedly  false  position,  for  the 
n\ison  that  when  substitutions  woiv  nuule  the  {bitterns  were  re- 
designed auvi  niailo  nuioli  heavier  to  aooonumKlato  the  less-fluid 
easting  projHTties  o\  that  metal.     When  a  steel  c:usting  failed,  the 
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this  product  conclusions  drawn  from  experiments  made  on  white- 
heart  malleable  iron,  such  as  used  on  the  other  side. 

FORMATION   OF  THE  ASSOCIATION 

6  Among  the  various  manufacturers  of  malleable-iron  castings, 
at  the  time  referred  to,  were  some  twenty-five  who  were  progressive 
enough  to  understand  the  benefits  that  accompany  cooperation, 
and  that  one  might  better  have  an  intimate  friend  with  whom  to 
compete  than  an  enemy.  These  had  formed  an  association  that  had 
been  in  existence  some  ten  years  or  more.  The  association  had  as 
its  objectives  the  exchange  of  ideas  in  the  direction  of  business 
economy,  improved  works  practice,  the  study  of  proposed  foundry 
and  factory  enactments,  the  securing  of  more  favorable  insurance 
rates,  the  study  of  problems  relating  to  cost,  labor,  housing  and 
sanitation,  and  finally  the  forming  of  friendships  that  are  the  natural 
outcome  of  frequent  and  close  personal  contact.  It  is  to  these 
men  largely  that  credit  should  be  given  for  the  renaissance  of  the 
industry.  They  decided  to  enlarge  their  field  of  action  and,  irrespec- 
tive of  cost,  determined  to  go  the  full  road  along  the  lines  of  metal- 
lurgical research.  They  determined  as  well  that  every  statement 
made  as  to  progress  would  be  conservative  and  accompanied  by 
data  that  would  be  incontrovertible,  which  course  they  have  followed 
to  the  letter. 

7  The  preliminary  part  of  this  paper  will  be  descriptive  of  the 
steps  that  were  taken  to  bring  system  out  of  chaos,  the  second  will 
deal  with  some  metallurgical  details  of  the  malleable-iron  process, 
and  the  third  with  the  fallacies  that  have  been  handed  down  in  the 
manner  already  indicated.  The  first  step  taken  towards  systematiza- 
tion  was  to  make  a  hasty  survey  of  the  different  plants.  At  the 
conclusion  of  the  survey,  papers  were  written  by  the  consulting 
engineer  in  connection  with  matters  deemed  of  most  importance  at 
the  time  to  the  membcrshii>,  and  in  these  recommendations  were 
made  as  to  suggested  improvements  in  works  practice  generally. 
These  papers  were  sent  to  the  secretary",  who  had  them  printed  in 
uniform  bulletin  fonn  for  distribution.  In  these  bulletins  to  date 
a  very  wide  field  ha.s  been  covered,  as  they  contain  quite  complete 
details  in  regard  to  physical  proix?rtics  and  tests,  the  metallurgy 
of  the  process,  air-furnace  and  anncaling-ovcn  construction  and 
practice,  combustion,  special  investigations  of  difficulties  encountered 
from  time  to  time  by  the  various  members,  and  other  mattera  too 
numerous  to  mention. 
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METHOD   OF  PHYSICAL  TESTING 

8  When  the  research  work  was  started,  it  was  found  that  by 
far  the  majority  of  the  members  had  no  system  of  testing  the  qnaUty 
of  their  product,  aside  from  the  twisting  and  bending  of  a  casting, 
in  order  to  ascertain  its  ductiUty,  or  the  bending  over  of  test  lugs 
attached  to  castings.  Consequently  there  was  no  way  in  which 
could  be  compared  the  quaUty  of  product  of  one  member  with  that 
of  another.  To  be  candid,  there  was  available  no  information  of 
value  that  could  be  given  to  an  engineer  who  might  be  seeking 
information  of  this  character.  Mr.  Benjamin  Walker,  who  at  the 
time  was  vice-president  and  general  manager  of  the  Erie  Malleable 
Iron  Company,  of  Erie,  Pa.,  a  number  of  years  previous  to  this,  had 
devised  for  the  purpose  of  testing  the  quaUty  and  uniformity  of  his 
product,  what  he  called  a  test  wedge.  The  wedge  was  6  in.  long  by 
1  in.  wide,  tapering  from  ^  in.  at  its  base  to  iV  in.  at  its  other  end. 
His  practice  was  to  distribute  a  series  of  these  wedges  throughout 
the  annealing  oven,  and  at  the  conclusion  of  the  anneal  subject 
them  to  test  —  accomplished  by  holding  the  butt  end  of  a  wedge 
in  a  narrow-jawed  tongs,  placing  it  upright  on  an  anvil,  and  striking 
its  top  end  with  a  6-  or  8-lb.  sledge.  In  this  manner  the  thin  end  of 
the  wedge  would  gradually  curl  up  imder  these  repeated  blows,  and 
it  is  apparent  that  the  more  blows  the  wedge  would  stand  before 
fracture,  the  shorter  would  be  the  butt  left  in  the  jaws.  The  short- 
ness of  this  butt  he  considered  was  a  measure  of  the  metaFs  ductiUty. 

9  It  was  decided  that  an  attempt  would  be  made  to  standardize 
this  test  for  adoption  by  the*  Association.  With  this  end  in  view  a 
machine  (Fig.  1)  was  so  designed  that  a  weight  of  21  lb.  when  raised 
to  a  height  of  3.33  ft.  above  the  top  of  the  wedge,  when  placed  in 
position  for  test  on  the  anvil  of  the  machine,  would  be  automatically 
tripped  to  deUver  a  fairly  constant  blow  on  the  thin  end  of  the  wedge. 
The  blows  were  counted,  and  for  convenience  the  number  dehvered 
before  rupture  took  place,  was  recorded  as  the  blow  efidency  (as- 
sumed to  be  a  measure  of  toughness),  while  the  length  of  the  butt 
(assumed  to  be  a  measure  of  ductiUty)  was  measured  and  expressed 
in  terms  of  hvU  efficiency.  These  were  arbitrary  terms,  understood 
by  the  members,  and  intended  for  their  use  only.  It  wiU  be  noted 
that  the  test  is  one  of  great  severity,  for  the  reason  that  the  first 
blow  must  be  borne  by  a  section  but  sUghtly  larger  than  1  in.  by  tV 
in.,  and  equals,  expressed  in  pounds  of  static  pressure,  over  1350  lb. 
As  the  wedge  curls  and  consequently  shortens,  subsequent  blows 
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11  In  this  manner  it  is  possible  to  learn  just  how  each  member 
is  progressing,  and  if  it  is  considered  by  the  Research  Committee 
that  his  progress  has  not  been  as  rapid  as  it  should  have  been,  the 
consulting  engineer  is  requested  to  pay  him  a  visit  with  the  object 
of  aiding  him  more  quickly  to  better  his  condition. 

AVERAGE   PHYSICAL   PROPERTIES  PRIOR  TO   RESEARCH 

12  It  is  pertinent  at  this  point  to  present  in  as  fair  and  impartial 
a  manner  as  possible  a  comparison  of  the  physical  properties  of 
malleable  iron  manufactured  within  the  past  few  years  with  that 
made  in  the  period  prior  to  1913.  Before  entering  into  this  matter 
the  writer  wishes  to  go  on  record  as  stating  that  any  data  in  con- 
nection with  the  ultimate  strength  of  malleable  iron  is  valueless 
as  far  as  serving  to  show  its  real  worth,  unless  accompanied  by  infor- 
mation regarding  the  ductility  of  the  metal  as  measured  by  the 
elongation.  If  one  knows  how,  there  is  no  diflBculty  whatever  in 
uniformly  making  a  metal  of  85,000  lb.  ultimate  strength,  provided 
ductility  be  sacrificed  down  to  what  would  be  represented  by  a 
5  per  cent  elongation.  Further  on  the  structure  of  such  material 
is  shown.  In  the  past  there  have  been  occasional  records  of  tests 
that  have  run  somewhat  similar  to  these  figures,  and  such  tests  have 
been  quoted  by  others  in  different  articles,  but  in  the  light  of  present 
practice  this  is  not  considered  good  malleable  iron,  unless  it  is  to  be 
used  for  special  purposes  where  ductility  is  not  of  consequence  and 
a  high  ultimate  strength  is  imperative.  When  such  high  ultimates 
were  obtained  it  must  obviously  have  been  by  accident  rather  than 
design,  because  if  5  per  cent  elongation  was  a  rather  high  average 
at  the  time,  it  follows  that  it  would  have  been  accompanied  by  a 
high  ultimate  strength  had  it  been  known  how  to  obtain  it.  There 
are  still  stronger  reasons  for  making  this  statement.  For  many 
years  the  writer  has  had  an  unusual  opportunity  to'  learn  either  at 
first  hand  or  on  good  authority  what  character  of  product  most  of 
the  concerns  made,  and  aside  from  one  concern  who  had  always 
enjoyed  an  enviable  reputation  for  the  uniformity  and  exoellenoe 
of  its  product  and  another  verj'  large  company  whose  plants  were 
\ery  painstaking  in  their  methods  of  manufacture,  the  ordinary  nin 
of  malleable  iron  was  undoubtedly  inferior.  The  record  of  tests 
made  in  this  laboratorj'  during  the  period  mentioned  do  not  exceed 
three  hundred.  Thoy  do,  however,  represent  the  product  of  many 
different  concerns.    As  some  of  the  bars  were  of  square  section, 
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some  rectangular,  and  others  round,  it  is  plain  that  no  uniformity 
existed  in  their  dimensions.  The  latter  vary  anywhere  from  ^  to 
1  in.  in  diameter,  while  the  former  for  the  most  part  are  1  in.  square 
and  1  in.  by  §  in.  The  great  majority  of  these  tests  show  that 
the  ultimate  strength  was  under  39,000  lb.  per  sq.  in.,  while  the 
elongations  were  for. the  most  part  under  3.5  per  cent.  There  are 
instances  of  fairly  high  strength,  slightly  over  48,000  lb.,  while  the 
highest  elongations,  ran  7  per  cent  in  4  in. 

13  It  happens  that  the  writer  has  a  record  of  tests  made  in  1911 
on  bars  made  by  seven  concerns  that  were  deemed  at  the  time  to 
be  imquestionably  among  the  very  best  producers  of  malleable-iron 
castings.  These  foimders  were  each  asked  to  make  20  of  the  very 
best  bars  they  could  produce  for  test,  10  to  be  1  in.  in  diameter,  and 
10  to  be  §  in.  in  diameter.  In  these  tests  the  average  ultimate 
strength  of  the  70  bars  of  1  in.  diameter  is  39,882  lb.,  and  the  average 
elongation  exactly  5  per  cent.  The  lowest  ultimate  is  31,990  lb. 
and  the  highest  45,560  lb.,  the  lowest  elongation  1.7  and  the  highest 
9.8  per  cent.  In  the  |-in.  bars,  the  average  ultimate  is  41,693  lb. 
and  the  average  elongation  is  5.5  per  cent.  The  lowest  ultimate  is 
33,600  lb.  and  the  highest  47,430  lb.,  lowest  elongation  1.2  and 
highest  6.3  per  cent.  Inasmuch  as  each  of  these  seven  concerns 
were  informed  that  whaf  was  wanted  was  20  test  bars  that  would 
represent  the  very  best  product  they  could  make,  and  inasmuch  as 
these  manufactiu^rs  were  considered  among  the  best  of  the  pro- 
ducers, it  would  appear  that  the  writer  is  warranted  in  assuming  that 
the  foregoing  tests  would  represent  a  high  rather  than  a  low  average. 

14  Table  1  is  reproduced  from  Dr.  H.  M.  Howe's  book.  The 
Metallography  of  Steel  and  Cast  Iron,  pages  96  and  97.  In  the  first 
series  of  this  table  there  is  a  very  good  bar,  though  the  writer 
is  inclined  to  doubt  the  accuracy  of  the  figures  under  the  elastic 
limit  column.  In  the  second  there  is  a  bar,  sUghtly  better  than 
the  other.  The  one  with  8.2  per  cent  elongation  is  also  good. 
The  second  series  furnishes  a  guide  as  to  what  was  deemed  to  be 
unusually  good  malleable  iron  several  years  ago. 

THEORIES  OF  MALLEABLE  IRON 

15  In  Hatfield's  Cast  Iron  in  the  Light  of  Recent  Research, 
1912,  page  213,  is  a  table  containing  the  results  of  14  tensile  tests 
of  bars  1  in.  by  |  in.  in  section.  The  bars  run  very  uniformly  and 
the  material,  while  of  low  strength,  is  ductile.    The  latter  should 
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certainly  be  expected  in  bars  that  are  but  f  in.  thick.  The  lowest 
ultimate  strength  is  42,750  lb.  and  the  highest  51,200  lb.,  the  lowest 
elongation  10  per  cent  and  the  highest  15.3  per  cent.  Under  this 
table  appears  the  following:  "If  attempts  are  made  to  increase  the 
maximum  stress  obtained  from  such  iron,  the  elongation  would 
appear  to  have  to  be  sacrificed,  and  to  a  considerable  degree.  In 
illustration  of  this  the  following  records  are  given." 


Maximum  stress, 

Elongation, 

Reduction  of 

tons  per  sq.  in. 

per  cent  in  2  in. 

area,  per  cent 

18.9 

12 

9 

21.1 

13 

8 

24.0 

9 

8 

26.5 

7 

5 

27.8 

5.5 

3.5 

29.0 

5.0 

4.2 

34.3 

3.0 

2.5 

16  Under  this  table  the  following  words  appear:  "The  cause 
of  the  increase  in  tonnage  is  the  retention  of  increasing  proportions 
of  combined  carbon.  This  combined  carbon  stiffens  the  material 
and  incidentally  reduces  its  ductility."  The  writer  believes  that 
he  was  the  first  to  prove  and  furnish  indisputable  evidence  as  to  the 
falsity  of  the  statement  that  the  ductility  of  malleable  iron  decreased 
as  its  ultimate  strength  increased.  Wliile  Hatfield  is  correct  in 
assuming  that  the  ultimate  strength  is  increased  and  the  ductility 
decreased  with  an  increase  in  combined  carbon,  the  statements 
indicate  clearly  that  he  was,  at  the  time  at  least,  not  familiar  with 
the  manner  in  which  malleable  iron  can  be  obtained  having  the 
characteristics  of  high  strength  accompanied  by  high  ductility. 
It  can  b(^  stated,  that  in  normal  malleable  iron  as  made  today  the 
higher  the  strength  the  higher  will  l>e  the  ductility,  and  in  this 
particular  this  metal  Ls  unitjuc.  In  a  paper  read  by  Dr.  Richard 
Moldcnki*,  bc^fore  the  American  Foundrymen's  Association  in  1903 
can  be  found  these  words:  ''The  tensile  strength  of  malleable  castings 
should  run  hot  wren  42,0(K)  and  47,000  lb.  i)er  sq.  in.;  castings  showing 
only  3r),(K)0  lb.  arc  servi('eai)le  for  ordinary  work.  It  is  not  adnsabU 
to  run  bcynfid  r)-l,(K)0  11).  ]M}v  s(i.  in.  f(fr  the  n.s/7/c^/a?  is  reduced,  and  one 
of  the  valuable  propertic^s  of  the  malleable*  casting  impaired.  The 
elongation  of  a  piece  of  iiood  malleable  will  lie  between  2J  and  5| 
\)cr  cent.''     In   the   MecliMiiical   Kngine(*rs'   Handbook,  edited  by 
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Prof.  Lionel  S.  Marks  and  published  as  late  as  1916  appears  the 
following  by  the  same  author :  "These  castings  should  not  be  machined, 
as  the  interior  is  not  as  strong  as  the  metal  at  and  near  the  surface. 
Tensile  strength  35,000  to  48,000  lb.  per  sq.  in.  European  malleable 
cast  iron,  made  by  a  somewhat  different  process,  is  not  as  sensitive 
to  machining,  the  castings  which  are  thin  only,  are   practically 


TABLE   1    PROPERTIES  OP  MALLEABLE  CAST  IRON     (H.   M.   HOWE) 


Tensile 

strength, 

lb.  per 

sq.  in. 


Yield 
point, 
lb.  per 
HI.  in. 


Elongation 


per  cent 


inches 


Malleable  eastings.     Standard  Properties 


E.  Schoemann.     Open-hearth  furnace. 


W.  P.  Putman, 


I 


Kent,  Master  1.52  X  0.25  in 

Car  Builders'         I  2.0    X  0.78  in 

Association.  1891  |  1.54  X  0.88  in.  . .    . 

Sixe  of  8i>ecimen    [  1.52  X  1.54  in 

Kent 

Touceda.     Avg.  strength  of  commercial 


44,230 
48,640 
39,638 
50.849 

34,700 
25.100 
33,600 
28.200 
32,000 
41,000 


28,326 
41.792 

21.100 
15,400 
19.300 


3.9 
4.5 
7.03 
10.15 

2.0 
1.5 
1.5 
1.5 
2.0 


Malleable  castings.     Unusually  good  properties 


Contraction 
of  area, 
per  cent 


10.51 
20.92 


C.  H.  Gale 

■ I 

60.000 
70,000 

3  tests  13/16  in.  diam. 

55,100    1     

5.2 

5.5 

3  tests  13/16  in.  diam. 

64.500 

2.8 

1.3 

H.  R.  SUnford. 

2  tests,  13/16  in.  diam. 

69.100 

4.0 

2.6 

average  of 

2  tests,  13/16  in.  diam. 

56.700 

8.2 

8.4 

3  tests.  13/16  in.  diam. 

51.600 

7.0 

7.7 

42  tests,  13/16  in.  diam. 

49.810 

6.61 

6  23 

S.  B.  Chadsey. . 

{ 

45.810 
55,230 

6.25 
10.55 

4 

decarbonized  in  the  annealing  process,  whereas  in  the  America 
black-heart  malleable  iron  only  the  skin  is  decarbonized,  the  metal 
adjacent  for  about  J  in.  partially  so,  and  the  central  portions  contain 
the  full  carbon  percentage  of  the  original  hard  white  casting."  The 
writer  has  italicized  certain  parts  of  the  matter  quoted  in  order  to  de- 
vote if  possible  a  little  attention  to  these  parts  later  on.    It  is  beUeved 
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that  the  foregoing  fau*ly  sets  forth  the  state  of  affairs  as  to  physical 
properties  during  the  period  mentioned. 


IMPROVED   PHYSICAL  PROPERTIES  DUE  TO  RESEARCH 

17  Let  us  see  what  improvements  have  been  made  within 
recent  years,  that  is,  since  the  research  work  was  started  for  the 
Association.  We  will  not  select  the  best  month's  record,  but  will 
reproduce  in  part  the  very  last  report  sent  to  the  members,  that  is, 
the  record  for  March  1919. 

18  Table  2  covers  the  physical  tests  for  ultimate  strength  and 
elongation  on  bars  received  during  the  month  of  March  1919. 
It  would  be  impossible,  almost,  to  consider  the  figures  in  this  record 
and  fail  to  note  that  as  the  tensile  strength  increases,  so  does  the 
elongation.    These  monthly  records  have  been  kept  in  this  manner 

TABLE   2     ANALYTICAL  EXAMINATION    OF    PHYSICAL   TESTS  FOR  m^TIMATE 
STRENGTH  AND  ELONGATION  ON  TEST  BARS  SUBMITTED  DURING  MARCH  1919 


Limits  of  ultimate  strength 


Per  cent  of  bars 

Per  cent  eloncation 

0.40 

4.50 

0  88 

6.86 

2.79 

7.67 

6.47 

8.13 

10.29 

9.50 

17.16 

10.09 

17.95 

11.55 

44.06 

14.67 

Under  40.000  lb 

Between  40,000  and  42.000  lb. 
Between  42,000  and  44.000  lb. 
Between  44.000  and  46.000  lb. 
Between  46,000  and  48,000  lb. 
Between  48.000  and  50,000  lb. 
Between  50,000  and  52,000  lb. 
Over  52,000  lb 


for  four  years  or  over  and  there  is  no  exception  to  this  rule.  It  will 
be  noted  that  only  0.40  per  cent  of  the  total  bars  received  tested 
under  40,000  lb.  per  sq.  in.  As  a  matter  of  fact,  only  10.54  per  cent 
were  under  46,000  lb.,  while  44.06  |X}r  cent  stood  over  52,000  lb. 
with  an  average  elongation  of  14.67  per  cent.  The  best  individual 
record  showed  an  average  of  59,681  lb.  ultimate  and  21.47  per  cent 
elongation.  The  worst  was  39,942  lb.  ultimate  and  4.20  per  cent 
elongation.  The  latter  record  belongs  to  a  member  who  but  very 
recently  joined  the  Association,  and  bears  out  quite  well  the  thought 
that  the  writc^r  has  been  endeavoring  to  convey. 

19  The  inenihers  who  submitted  bars  classified  under  Railway 
Work  were  twenty-two  in  number.  The  average  ultimate  strength 
and  elongation  of  test  bars  submitted  by  the  eleven  members  having 
the  highest  averages  are  found  to  be  53,559  lb.  and  15.56  per  oent| 
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respectively.  Carrying  through  the  same  operation  with  the 
twenty-six  members  who  are  not  thus  classified,  it  is  foimd  that  the 
average  ultimate  strength  and  elongation  of  these  thirteen  are 
respectively  52,327  lb.  and  12.42  per  cent.  Taking  the  average  of 
these  twenty-four  members,  we  find  that  the  ultimate  strength  is 
52,943  lb.  and  the  elongation  is  13.99  or  practically  14  per  cent. 
Lest  our  intention  be  misunderstood,  it  should  be  explained  that 
our  effort  is  not  directed  toward  securing  an  increased  ultimate 
strength  and  elongation  so  much  as  uniformity  of  product.  The 
aim  is  to  secure  a  product  that  the  engineer  ^^411  readily  acknowledge 
possesses  excellent  ph^'sical  properties,  which  vary  but  little  from 
heat  to  heat.  Within  what  can  be  considered  quite  narrow  limits, 
this  is  what  these  particular  twenty-four  members  are  doing,  while 
most  of  the  others  are  not  far  behind.  It  may  also  be  of  interest 
to  state  that  from  January  1,  1917,  to  March  31,  1919,  the  average 
ultimate  strength  of  the  test  bars  of  the  Association  as  a  whole  has 
been  over  51,000  lb.  ultimate  and  the  elongation  12.50  per  cent. 


INFLUENCE   OF  WAR  CONDITIONS 

20  In  considering  the  last  statement  the  following  facts  should 
be  taken  into  accoimt.  War  conditions  during  1917  and  1918 
made  it  quit«  impossible  to  secure  appropriate  pig  iron  and  fuel. 
It  is  only  fair  to  state  that  most  of  the  companies  were  greatly 
handicapped  during  this  period.  It  was  solely  and  only  through 
an  intimate  knowledge  of  the  metallurgy  of  the  process  derived  from 
the  research  work  that  made  such  a  showing  possible.  Aside  from 
this  the  membership  has  been  and  is  constantly  growing  and  the 
total  average  is  and  for  some  time  to  come  will  be  necessarily  affected 
as  a  consequence,  as  it  takes  some  few  months  to  get  a  new  member 
in  line.  It  is  not  imfair  to  assume  that  a  still  better  showing  could 
have  been  made  had  the  times  been  normal,  and  had  the  membership 
been  confined  to  those  only  who  were  members  when  the  research 
work  was  first  started.  At  the  beginning  of  our  investigations  an 
elongation  of  10  per  cent  was  considered  to  be  an  indication  of  a 
superior  product.  As  our  knowledge  of  the  metallurgy  of  the 
process  increased,  accompanied  by  better  air-furnace  practice  and 
annealing-oven  conditions,  the  elongation  particularly  began  to  climb. 
An  elongation  of  20  per  cent  is  not  now  looked  upon  as  unusual; 
elongations  of  25  per  cent  occiir  with  considerable  frequency,  while 
we  have  had  numerous  bars  that  have  run  as  high  as  30  per  cent  and 
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several  of  31  per  cent,  which  for  an  untreated  cast-iron  product  we 
believe  to  be  quite  extraordinary. 


METALLURGY   OF  CAST  IRON 

21  The  raw  material  from  which  malleable-iron  castings  are 
made  is  pig  iron,  but  this  must  be  of  suitable  composition  for  the 
process.  The  usual  elements  or  "impurities"  (as  they  are  fre- 
quently called)  in  pig  iron  are  carbon,  phosphorus,  sulphur,  man- 
ganese and  silicon.  If  any  of  these  elements  combine  with  the  iron, 
or  combine  with  each  other  in  definite  proportion,  compounds  will 
be  formed  and  it  must  always  be  kept  in  mind  that  compoimds  have 
very  different  physical  properties  from  those  possessed  by  the  ele- 
ments that  form  them.  For  instance,  pure  iron  is  so  soft  that  it  is 
difficult  to  machine  it  in  such  a  manner  as  to  leave  a  nice  clean  sur- 
face, as  the  chips  have  a  tendency  to  shear  or  tear  ofiF  before  the  edge 
of  the  tool  has  cut  through,  while  graphite,  the  form  in  which  free 
carbon  exists  in  pig  iron,  is  certainly  vcrj-  soft;  and  still,  when  these 
two  unite  to  form  carbide  of  iron,  in  the  proportion  always  of  al)out 
6.67  per  cent  carbon  to  93.33  per  cent  iron,  they  yield  the  hardest 
substance  that  can  be  produced  from  iron  or  steel  b}"-  any  known 
method.  Now  it  happens  that  there  exists  a  preferential  and  reci- 
procal attraction  between  some  of  these  elements.  For  instance,  if  a 
piece  of  pure  siUcon  is  dropped  into  a  bath  of  pure  iron,  or  even  iron 
contaminated  with  phosphorus,  sulphur  and  manganese,  when  soli- 
dification takes  place  the  silicon  will  he  found  to  exist  in  the  iron  not 
as  such,  l)ut  united  with  it  to  form  a  definite  compound  called  sili- 
cide  of  iron,  because  any  tendency  it  has  to  remain  by  itself  is  over- 
come by  the  iron,  for  which  it  has  a  greater  attraction  than  for  any 
of  the  other  elements  present.  In  the  event  that  any  element  in  pig 
iron  remains  uncoml)ined,  that  is,  fails  to  unite  with  the  iron,  or 
with  any  of  the  other  elements  present,  then  the  element  is  said  to 
exist  "free." 

22  Co7)ipou7His  of  Iron.  In  the  absence  of  much  silicon^  carbon 
will  always  unite  with  the  iron  to  form  the  compound  called  carbide 
of  iron,  a  structural  constituent  known  as  cementite.  We  have 
already  stated  that  silicon  unites  with  iron  to  form  the  compound 
known  as  silieide  of  iron.  Phosphorus  in  commercial  pig  iron  suit- 
al>l(*  for  use  in  tin*  manufacture  of  malleable  iron  «ilwa\'s  combines 
with  the  iron  to  torni  the  eoin pound  phosphide  of  iron.  Sulphur 
and  manganese  have  a  nM'iproeal  attra<-tion  for  each  other,  greater 
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than  either  has  for  the  iron  or  the  other  elements,  and  in  consequence 
we  can  consider  that  the  conditions  are  always  such  commercially 
that  the  sulphur  and  manganese  will  unite  together  to  form  man- 
ganese sulphide.  Any  manganese  in  excess  of  this  requirement  will 
unite  with  the  carbon  to  form  what  we  will  at  present  call  manganese- 
iron  carbide  (manganiferous  cementite).  It  can  now  be  stated  that 
of  the  five  impurities  or  elements  referred  to,  none,  except  the  carbon, 
can  occm*  in  the  iron  in  the  free  state,  and  the  latter  can  never  exist 
free,  as  graphite,  in  whole  or  in  part,  unless  it  happens  that  there  is 
present  in  the  iron  an  amount  of  silicide  of  iron  sufiBcient  to  prevent 
the  formation  of  iron  carbide.  As  indicated,  silicide  of  iron  has  a 
tendency  to  break  up,  that  is,  render  imstable,  the  carbide  of  iron 
that  forms  during,  or  shortly  after  solidification,  causing  it  to  disso- 
ciate into  its  two  original  soft  constituents,  iron  and  carbon;  but  as 
we  will  see  later  on,  this  action  will  not  start  unless  a  certain  amount 
of  silicide  of  iron  be  present. 

23  Influence  of  Time  Element.  It  must  be  borne  in  mind  that 
all  reactions  are  governed  more  or  less  by  a  time  factor.  If  the 
pig  or  the  casting,  although  containing  high  silicon,  be  rapidly 
cooled  the  iron  may  become  rigid  so  quickly  that  the  carbon  will 
be  denied  the  time  to  separate  out  as  graphite  in  spite  of  the  presence 
of  an  amount  of  silicon  that  would  have  precipitated  the  carbon 
under  conditions  of  normal  cooling.  Sulphur,  on  the  contrary,  acts 
to  encourage  the  union  between  carbon  and  iron;  that  is,  it  acts  to 
stabilize  the  carbide  of  iron.  Inasmuch  as  sulphur  imites  with 
manganese  to  form  sulphide  of  manganese,  a  compoimd  of  the 
nature  of  slag  and  supposed  to  be  inert,  the  writer  fails  to  imderstand 
just  how  it  functions  to  stabilize  the  carbide.  He  acknowledges 
that  this  appears  to  be  the  case  even  when  there  is  present  at  times 
more  manganese  than  suflScient  to  satisfy  the  sulphur.  He  acknowl- 
edges also  his  ignorance  as  to  the  cause,  but  beUeves  that  the  sulphur 
does  not  unite  with  the  manganese  until  after  it  first  has  exerted  its 
influence  in  some  manner  unknown  on  the  carbon. 

24  Free  and  Combined  Carbon,  When  the  carbon  exists  free, 
it  occurs  more  or  less  imiformly  distributed  throughout  the  mass  of 
metal,  in  plates  of  varying  shape,  size  and  thickness  as  shown  in  the 
micrograph  of  Fig.  2.  When  in  this  condition,  the  fracture  of  the 
pig  iron  usually  will  be  coarsely  crystalline  and  very  black,  the  iron 
will  be  very  soft  and  easy  to  machine,  and  it  will  lack  high  strength. 
If,  on  the  other  hand,  the  carbon  is  present  entirely  in  the  combined 
form,  the  fracture  of  the  pig  will  be  white  and  vitreous,  it  will  be 
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impossible  to  machine  it  due  to  its  extreme  hardness,  and  while  it 
will  have  a  much  higher  ultimate  strength  than  when  the  carbon  is 
in  the  free  state,  it  will  be  brittle.  The  great  difference  in  structure 
when  the  carbon  is  combined  and  when  it  is  free  can  be  seen  by 
comparing  the  micrograph  of  Fig.  2  with  that  of  Kg.  3.  Between 
these  two  limits  it  is  possible  to  have  pig  iron  in  which  the  carbon 
will  exist  in  both  the  combined  and  graphitic  form  in  any  proportion 
of  the  total  carbon  content,  while  the  appearance  of  the  fracture, 
machinability  and  strength,  obviously  will  depend  upon  what  part 
of  the  total  carbon  content  remains  combined  and  what  part  remains 
graphitic.  If  then  we  see  a  sand-cast  pig  (one  that  has  cooled  nor- 
mally) whose  fracture  is  white  we  know  immediately  much  about  its 
physical  characteristics  and  a  few  things  about  its  composition; 
that  is,  we  know  that  it  is  extremely  hard  and  brittle,  that  its  silicon 
content  must  be  low,  and  that  all  the  carbon  must  be  in  the  combined 
form.  If,  on  the  other  hand,  the  fracture  is  very  black  and  coarsely 
crystalline,  we  will  know  that  the  iron  is  very  easy  to  machine, 
that  is  will  not  have  a  very  high  ultimate  strength,  that  the  silicon 
is  not  very  low  but  on  the  contrary  is  probably  quite  high,  and  that 
most  if  not  the  entire  amount  of  carbon  exists  in  the  free  state. 

25  Effect  of  Silicon,  The  foregoing  practically  signifies  that 
whether  the  carbon  will  be  in  the  combined  or  free  state  in  a  pig 
iron  or  a  casting  depends  primarily  upon  the  percentage  of  silicon 
present,  though  the  part  played  by  the  rate  of  cooling  must  also  be 
considered,  as  we  may  have  thick  or  thin  castings  or  castings  with 
thick  and  thin  sections.  Consequently,  through  the  control  of  the 
silicon,  the  condition  in  which  the  carbon  will  remain  in  the  iron  can 
be  determined.  As  the  control  of  the  siUcon  is  easy,  so  is  the  control 
of  the  condition  in  which  the  carbon  will  exist  in  the  casting. 

26  Ignoring  for  the  moment  the  influence  of  the  rate  of  cooling, 
it  has  been  stated  that  in  order  to  obtain  an  iron  that  will  be  white 
in  fracture,  the  silicon  must  be  low  enough  to  lack  a  tendency  to 
break  up  the  carbide  of  iron  into  its  original  two  components.  White 
iron  is  made  up  structurally  of  two  elemental  constituenta,  carbide 
of  iron  (cenientite),  and  carbonless  iron  (ferrite),  the  former  existing 
in  part  free,  and  the  remainder  forming  a  mechanical  mixture  in 
definite  proportion  with  all  of  the  carbonless  iron,  to  make  a  con- 
stituent to  which  the  name  pearlite  has  been  given.  In  Kg.  3  the 
white  constituent  is  the  cementitc  existing  free,  while  the  dark  areas 
arc  the  pearlite.  Many  years  ago  it  was  discovered  that  if  particles 
of  carbide  of  iron,  in  intimate  contact  with  carbonless  iron  of  the 


Fig.  2    MicBOGRAPH  Showinq  Free  Cabbon  in  Cast  Iron 


MicBOQRAPH  SHOwnta  Combined  Carbon  in  Cast  Ibon 
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character  referred  to,  were  maintained  at  a  temperature  of  bright 
redness  for  some  40  to  60  hours  and  then  allowed  to  cool  with  extreme 
slowness,  that  this  very  hard  constituent  could  be,  through  this 
treatment,  broken  up  into  the  two  very  soft  constituents  through 
whose  union  it  was  formed. 

PROCESS   OF  MAKING   MALLEABLE  CASTINGS 

27  It  can  now  be  stated  that  the  process  for  making  black-heart, 
malleable  castings  involves  two  steps.  The  first  step  consists  in 
making  a  casting  in  which  the  totalit}''  of  the  carbon  will  exist  as 
carbide  of  iron,  when  the  iron  will  have  a  structure  shown  in  Fig.  4, 
which  structurally  is  like  Fig.  3  but  which  contains  less  free  cemenf  ite, 
because  air-furnace  white  iron  has  an  average  carbon  content  of 
but  2.40  per  cent  as  against  an  average  of  3.50  per  cent  in  whit«  pig 
iron.  In  this  step,  then,  is  produced  a  casting  white  in  fracture, 
hard  and  as  brittle  as  glass.  The  second  step  consists  in  subjecting 
this  white-iron  casting  to  a  heat  treatment  such  as  will  Qerve  to 
break  up  this  hard  carbide  into  its  two  original  components,  both 
of  which  are  very  soft,  and  hence  from  a  whit€-iron  casting  we  can 
obtain  through  beat  treiitnient  one  that  possesses  the  properties  of 
strength,  toughness  and  ductility.  Fig.  5  shows  the  structure  of  a 
normal  well-annealed  piece  of  malleable  iron.  The  white  ground 
mass  is  the  carbonless  iron  (ferrite),  while  the  dark  continent  is 
the  carbon  that  precipitated  out  during  the  anneal.  If  Fig.  5  be 
compared  with  Fig.  4,  an  idea  will  be  gained  of  the  profound  change 
that  has  taken  place  in  the  structure  during  the  annealing  process. 

28  As  pre\'iously  pointed  out,  the  raw  material  for  the  manu- 
facture of  these  castings  is  pig  iron,  though  pig  iron  does  not  con- 
stitute the  entire  charge,  as  not  only  must  the  sprue  from  the  previous 
heats  be  melted,  but  it  is  more  than  likely  that  when  these  two  alone 
are  used  the  carbon  in  the  mixture  will  l>e  too  high  to  yield  a  white 
iron  of  suitable  composition  to  produce  the  strongest  product.  Con- 
sequent ly,  in  order  to  lower  the  carbon  to  the  necessary  limit,  steel 
or  other  voiy  low-carbon  scrap  must  Ixi  used  to  bring  about  that 
end.  In  by  far  the  greater  majority  of  cases  this  mixture  is  melted 
in  a  rtnerberatory  furnace,  commonly  known  as  an  air  furnace,  but 
the  cupola,  the  open-hearth  and  the  electric  furnace  can  be  and  are 
used  for  that  puri)ose.  Inasnnieh  as  the  iron  for  more  than  95  per 
cent  of  all  of  the  nialleal'le  eastings  produced  is  melted  in  the  air 
furnace,  we  will  confine^  ourselves  to  that  particular  apparatus. 
A  photof^raph  of  the  furnace  is  shown  in  Fig.  G. 
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DBSCBIPnON   OF  TBS  AIR  FURNACE 

29  The   furnace  consists  essentially  of   a  fire  pot,  hearth  and 
stack.     Some  furnaces  have  a  sohd  roof,  the  charge  being  "peeled 


Fia.  4    MiCBOOBAPH  or  Hakd,  Whits  Cabt  Iboh 


Fto.  5    MiCBoORAPH  OF  NoBMAL,  WbutAnnsaud  Maixbable  Ibon 

in"  throi^h  the  chai^g  door,  but  in  the  larger  number  of  cases 
the  roof  is  made  up  of  bungs  that  can  be  removed  durii^  repairs 
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and  a  sufficient  number  of  them  lifted  off  when  necessary  for  the 
purpose  of  admitting  the  charge.  While  a  few  of  the  furnaces 
operate  with  natural  draft,  most  of  them  use  a  forced  draft  of  from 
3  to  4  oz.  pressure.  Although  oil  is  advantageously  used  for  fuel 
in  a  few  instances,  where  its  cost  is  not  prohibitive,  bituminous  coal 
having  a  volatile  combustible  of  from  25  to  35  per  cent  is  the  heating 
^ent  used  by  the  majority.  In  order  to  bum  the  volatile  products 
of  the  coal,  as  well  as  the  CO  generated  from  it,  when,  as  should  be 
the  case,  a  deep  bed  of  coal  is  used,  secondary  air  is  admitted  through 
a  series  of  tuyeres  or  a  continuous  tuyere,  which  is  located  far  enough 
in  front  of  the  grate  bridge  wall  and  so  inclined  that  the  air  will 


Flo.  6    Typical  Air  Furnace 

enter  and  be  deflected  about  15  in.  from  the  base  of  the  bridge. 
In  this  miinner  a  maximum  temperature  of  about  2800  to  2950  d^. 
fahr.  can  be  eventually  obtained.  Considerable  time  and  thought 
have  been  expended  in  an  endeavor  to  see  if  it  would  not  be  possible 
to  regulafe  the  amount  of  sccondarj'  air  to  just  insure  perfect  com- 
bustion by  the  u.>^  of  a  C()i  recorder.  After  considerable  experi- 
mentation it  was  found  that  tlic  plan  was  <lefeatcd  by  the  inability 
of  the  recorder  to  act  with  .sufTicicnt  prom|)tness.  The  furnaces  vary 
in  capacity  from  about  7  tons  for  the  small  furnaces  to  35  tona 
for  the  larger  ones.  The  best  are  verj'  inefficient  and  in  practice 
the  fuel  ratio  b  about  three  of  iron  to  one  of  coal.  The  average 
practice  does  not  exceed  2.5  to  1,     In  numerous  cases  waete-heftt 
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boilers  are  used  and  while  this  conserves  heat,  it  obviously  does  not 
add  to  the  furnace  efficiency.  The  average  furnace  has  a  capacity 
of  about  15  tons. 

THE   CHARACTER  OF  THE  AIR-FURNACE   CHARGE 

30  It  has  been  explained  that  the  object  of  the  first  step  in  the 
process  is  to  obtain  white-iron  castings,  or  those  in  which  the  totality 
of  the  carbon  is  in  the  combined  form,  and  we  have  seen  that  this 
object  can  be  attained  through  a  control  of  the  silicon;  that  if  the 
silicon  is  high,  the  carbon  will  be  precipitated  in  the  iron  as  graphite, 
which  will  yield  a  gray-iron  fracture,  while  if  it  is  low,  the  carbon 
will  combine  with  the  iron  and  the  fracture  of  the  casting  will  be  white. 
As  pig  iron  in  which  all  the  carbon  is  combined  can  be  easily  made 
and  purchased,  it  would  appear  logical  to  assume  that  inasmuch  as 
the  sprue  which,  of  necessity,  forms  part  of  the  charge  must  be  white, 
why  not  use  this  character  of  pig,  when  all  that  will  have  to  be  done 
will  be  to  melt  the  charge,  superheat  it  to  a  temperature  that  will 
successfully  run  the  castings  and  let  it  go  at  that.  Actually  this  is 
what  is  done  when  the  inferior  cupola  product  is  made.  To  under- 
stand why  it  is  impractical  to  do  this  in  the  air  furnace,  it  is  necessary 
to  have  a  previous  knowledge  of  what  takes  place  in  this  apparatus 
during  the  melting  of  the  charge. 

OXIDATION   IN  THE  FURNACE 

31.  The  electric  furnace  is  the  only  apparatus  in  which  a  high 
temperature  can  be  attained  with  a  reducing  atmosphere.  A  high 
temperature  in  any  other  melting  furnace  consequently  impUes  an 
oxidizing  atmosphere.  This  in  turn  means  that  during  the  melting 
and  superheating  of  the  metal  in  the  air  furnace,  those  elements  in 
the  iron  that  will  oxidize  and  remain  oxidized  will  be  eliminated  to 
an  extent  that  will  depend  upon  the  time  the  charge  is  exposed  to 
the  oxidizing  influence  of  the  furnace  atmosphere.  Practically,  all 
of  the  constituents  are  oxidized  in  part,  but  only  four  remain  in  that 
condition.  These  four  are  the  iron,  silicon,  manganese  and  carbon. 
Oxidation  actually  starts  as  soon  as  the  charge  on  the  furnace  hearth 
begins  to  get  fairly  well  heated  up.  The  bulk  of  the  oxidation 
takes  place,  however,  just  as  the  iron  begins  to  melt,  for  at  this 
stage  the  molten  iron  as  it  runs  off  the  melting  sides  of  the  pig  is 
freely  exposed  to  the  oxidizing  furnace  gases,  and  presents  a  large 
surface  in  proportion  to  its  weight,  with  the  resultant  elimination  of 
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some  silicon,  manganese,  iron  and  carbon.  The  iron  is  oxidized  to 
ferrous  oxide,  the  manganese  to  manganous  oxide,  the  silicon  to 
siUca,  and  the  carbon  to  CO  which  escapes  as  a  gas.  As  the  silica 
has  acidic  properties,  while  iron  and  manganese  oxides  are  basic  in 
their  action,  they  will  unite  together  to  form  a  slag  consisting  of  a 
double  silicate  of  iron  and  manganese,  although  the  composition  of 
the  slag  as  tapped  is  much  more  complex,  being  modified  by  the 
sand  on  the  pig  and  sprue  and  the  unpreventable  erosion  of  the 
hearth  side  walls  and  bottom.  During  an  average  normal  heat 
there  will  be  a  loss  in  siUcon  of  0.35  per  cent  actual,  a  loss  in  carbon 
of  about  0.35  per  cent  actual,  and  an  average  loss  of  about  three- 
fifths  of  the  manganese. 

REASONS  FOR  NOT  USING  WHITE  PIG-IRON  CHARGE 

32  The  reason  why  it  is  impractical  to  use  white  pig  iron  can 
now  be  made  clear.  In  the  making  of  coke  pig  iron  in  the  blast 
furnace,  the  amount  of  silicon  and  sulphur  that  will  be  in  the  product 
is  largely  a  function  of  the  furnace  temperature.  When  this  is  low, 
there  will  be  produced  a  pig  in  which  the  silicon  will  be  low  and  the 
sulphur  high.  With  a  hot  furnace  the  conditions  are  reversed  and 
there  will  be  obtained  a  pig  high  in  silicon  and  low  in  sulphur.  As  a 
rule,  a  low-silicon  coke  pig  means  one  that  is  prohibitively  high  in 
sulphur,  but  even  if  this  were  not  the  case,  pig  of  this  character  could 
not  be  successfully  used  in  the  air  furnace  to  make  white-iron  castings 
for  the  manufacture  of  malleable  iron,  because  such  castings  must 
have  a  siUcon  content  between  certain  limits.  If  the  sihcon  is  too 
low,  then  on  annealing  we  will  fail  to  obtain  a  casting  whose  fracture 
will  be  normal.  If  then  we  ased  a  pig  as  low  in  siUcon  as  obtains 
in  the  case  of  white  pig  iron,  and  with  this  were  forced  to  use  35 
to  40  per  cent  of  sprue  that  must  of  necessity  be  still  lower  in  silicon 
than  the  charge  from  which  it  was  made,  then  we  would  obtain 
metal  too  low  in  this  element  to  yield  good  castings.  The  situation, 
however,  is  worse  than  this,  l)ccause  to  lower  the  carbon  to  the  neces- 
sary limit  steel  scrap  must  be  used,  which  contains  practically  no 
siUcon,  while  by  the  time  the  molten  metal  is  hot  enough  to  be 
tapped  from  the  furnace  0.35  per  cent  of  the  silicon  in  the  charge 
has  been  eliminated.  Fortunately  there  is  no  necessity  of  using 
whit€  iron,  because  it  is  a  |x»rfcctly  simple  o|X}ration  to  convert  pig 
iron  that  is  gray  in  fracture,  and  in  which  the  carlx)n  exists  mostly 
.•ee,  into  castings  in  which  all  of  the  carbon  is  combined. 
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CONTROL  OF  SILICON   CONTENT 

33  In  Fig.  7  can  be  seen  the  fractures  of  six  air-fumace  test 
sprues.  No.  1  of  gray  fracture  was  cast  very  shortly  after  the 
charge  was  completely  melted,  while  No.  6,  white  in  fracture,  was 
cast  when  the  metal  was  just  hot  enough  to  run  the  castings.  No. 
2  was  cast  about  25  min.  after  No.  1  and  the  others  at  succeeding 
equal  intervals.  In  comparing  the  fractures  in  the  order  in  which 
the  sprues  were  cast,  it  can  easily  be  seen  that  as  the  silicon  and 
carbon  content  in  the  bath  were  being  gradually  lowered,  the  graphitic 
carbon  lessened  by  degrees,  until  finally  the  siUcon  became  so  low 
that  it  no  longer  possessed  the  power  during  soUdification  to  drive 
the  carbon  out  of  combination  with  the  iron.  It  is  simply  a  matter 
of  holding  the  molten  iron  in  the  air  furnace  a  sufficiently  long  time 
to  eliminate  the  siUcon  down  to  a  point  where  the  amount  that 
remains  in  the  bath  will  be  insufficient  to  precipitate  any  carbon 
when  solidification  takes  place.  Irrespective  of  how  much  siUcon, 
within  reason,  were  in  the  charge,  it  would  be  possible  to  finally 
eliminate  enough  to  accomplish  this  object,  but  as  this  would  involve 
a  great  waste  of  fuel,  it  would  not  be  commercially  practical  to  do  it. 
The  logical  thing  to  do,  and  the  thing  that  is  done,  is  to  charge  a 
mixture  with  a  siUcon  content  just  high  enough  to  admit  of  the 
carbon  combining,  coincident  with  the  arrival  of  the  bath  to  pouring 
temperature.  While  too  high  a  siUcon  content  wiU  result  in  a  waste 
of  fuel  and  valuable  time,  too  low  a  siUcon  will  not  only  defeat  the 
obtaining  of  a  superior  product  but  the  castings  ordinarily  wiU  be 
unsound. 

PHOSPHORUS   CONTENT 

34  The  usual  practice  is  to  have  the  phosphorus  content  under 
0.20  per  cent,  but  if  aU  the  other  elements  are  correctly  proportioned 
and  the  white-iron  castings  correctly  annealed,  a  much  higher 
phosphorus  content  can  be  used  and  a  very  good  product  obtained. 
The  writer  is  convinced  that  in  the  absence  of  combined  carbon, 
considerable  Uberty  can  be  taken  with  this  element  in  sections  that 
do  not  exceed  |  in.  It  may  also  be  stated  that  there  seems  to  be 
no  advantage  to  the  quaUty  of  the  product  to  run  the  phosphorus 
as  low  as  0.10  per  cent,  while  there  is  a  disadvantage  in  so  doing  that 
results  from  a  lessening  fluidity  of  the  iron.  Inasmuch  as  a  pig  of 
0.20  per  cent  phosphorus  can  be  purchased  as  cheaply  as  one  con- 
taining 0.30  per  cent,  there  is  no  commercial  advantage  gained  in 
using  the  latter. 
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SULPHTJK  AND  MANGANESE   CONTENT 

35  In  considering  the  proper  sulphur  content,  we  must  at  the 
same  time  take  into  accoimt  the  manganese,  since  due  in  a  measure 
to  their  reciprocal  attraction  these  elements  imite  to  form  man- 
ganese sulphide,  as  already  explained.  Provided  the  sulphur  is 
properly  balanced  by  the  manganese,  one  need  not  fear  injury  from 
this  element  up  to,  say,  0.10  per  cent,  but  approaching  this  point 
and  beyond  it  to  0.12  per  cent  as  the  highest  limit,  great  care  must 
be  taken  not  only  to  see  that  it  is  properly  balanced  by  the  manganese, 
but  that  the  annealing  temperatm^  be  kept  low.  Just  how  low 
can  be  better  imderstood  when  the  rationale  of  the  annealing  process 
is  briefly  entered  into.  As  far  as  the  writer  has  been  able  to  ascer- 
tain, there  is  absolutely  no  advantage  to  be  gained  and,  as  a  matter 
of  fact,  considerable  disadvantage  in  striving  for  a  low  sulphur 
content  in  the  castings.  It  is  getting  increasingly  difficult  to 
piu-chase  malleable  pig  iron  that  will  average  much  below  0.65  per 
cent  in  manganese  and  it  is  not  easy  to  obtain  it  this  low.  When 
this  percentage  in  the  mixture  or  charge  is  exceeded,  it  is  quite  diflScult 
if  not  impossible  to  obtain  best  results,  unless  some  sulphur  be 
present  to  control  subsequently  its  action  through  the  formation  of 
sulphide.  Under  present  average  conditions  the  writer  would 
prefer  to  see  0.05  sulphur  in  the  product  than  one-half  that  amount. 

36  The  manganese  content  in  the  product  should  not  be  lower 
than  0.18  per  cent  nor  higher  than  0.36  per  cent,  the  former  when 
the  sulphur  is  at  its  low,  and  the  latter  when  it  is  at  its  high,  limit. 
This  does  not  mean  that  a  good  product  cannot  be  made  with  a 
slightly  lower  manganese  provided  the  silicon  is  not  abnormally 
low,  ot  with  one  sUghtly  higher,  but  as  a  departure  is  made  from 
the  figures  given,  greater  care  must  be  exercised  all  along  the  Une. 
An  excess  manganese  makes  the  material  very  sensitive  to  heat  and 
when  the  manganese  in  the  hard-iron  casting  is  high,  the  annealing 
temperature  must  be  kept  at  the  lowest  point  at  which  the  carbon 
can  be  precipitated. 

CARBON   CONTENT 

37  Concerning  the  desirable  carbon  content  for  the  hard-iron  cast- 
ings, the  writer  believes  that  the  higher  the  carbon  the  more  easily 
can  the  carbon  be  precipitated  in  the  anneal,  but  the  weaker  the 
product.  It  is  impossible  to  obtain  such  a  product  as  is  now  being 
turned  out  if  the  carbon  be  high.    In  looking  over  the  Uterature  of 
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even  recent  date  one  can  find  statements  to  the  effect  that  a  superior 
product  can  be  made  with  a  carbon  content  of  over  4  per  cent,  which 
is  further  evidence  in  regard  to  what  has  been  considered  a  superior 
product  by  some  authorities.  The  Uterature  of  the  subject  is  fraught 
with  just  such  statements  but  invariably  unaccompanied  by  data 
to  back  them  up.  To  cover  the  ground  briefly,  it  can  be  said  that 
the  lower  the  carbon,  up  to  a  point  at  which  the  carbon  can  be 
successfully  precipitated,  the  more  ductile  and  trustworthy  will  be 
the  castings.  If,  however,  the  carbon  is  run  too  low,  trouble  will 
l>c  experienced  from  lack  of  fluidity  and  in  complicated  castings 

TABI.E  3    CARBON   ANALYSIS  OF  TEST  BARS  OF  ELONGATION  OVER 
20   PER  CENT   AND   ULTIMATE  STRENGTH   OVER  52.000  LB. 


Total  carbon, 

Elongation, 

Total  carbon. 

Eloncation, 

l>cr  cent 

per  cent 

per  cent 

pa-  eent 

1.72 

21.00 

1.50 

20.50 

0.72 

20.31 

1.43 

21.09 

1.18 

22.00 

1.52 

22.66 

l.M 

23.00 

1.46 

21.88 

1.4rt 

21.00 

1.39 

21.09 

1.30 

20.00 

1.35 

21.50 

1.85 

22.00 

1.81 

25.78 

2.03 

20.31 

1.50 

20.31 

0.83 

25.00 

1.51 

21.00 

1.31 

25.50 

1.64 

90.50 

1.73 

21.00 

1.78 

20.60 

1.83 

22.00 

1.76 

20.00 

1.07 

20.50 

1.19 

21.00 

1.77 

20.00 

1.49 

23.60 

1.41 

2tV00 

1.62 

22.60 

1.55 

20  IX) 

1.70 

21.00 

1  01 

2l>  Oi> 

1.42 

20.50 

1.75 

25  iX* 

1.52 

22.50 

contraction  cracks  will  Ix?  in  evidence,  while  if  the  carbon  is  run 
still  lower,  a  stivly  fracture  will  exist  in  the  castings.  A  carbon 
oinitont  of  'J.;^.")  {HT  ivnt  in  the  hani  iron  will  yield  sufficient  fluidity 
for  nu>st  work  :uul  after  such  riMuovnl  of  the  carbon  as  will  take 
pluv  during  the  anneal  a  touch,  stn^nc:  pnxluct  will  result.  A  few 
lip:invs  in  this  ooniuvtion  will  prove  illuminating. 

ivS  'V:\h\c  1^  oontaii^s  the  carlxMi  analysis  of  many  ban  in  all  of 
\\\\w\\  il\o  douirntion  was  over  20  ix^r  ciMit  and  the  ultimate  strength 
over  ,VJ.lHH^  11  ^ 

i^i^  In  oiilor  that  thoix^  will  Iv  no  iloubi  :k>  to  the  reliaUlity  <tf 
tlic  carlHMi  licttMininations.  it  can  K"»  statt\l  that  the  drillings 
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secured  by  milling  off  the  metal  at  the  reduced  part,  the  milling 
cutter  passing  over  the  entire  cross-section  until  sufficient  drillings 
were  obtained  for  the  carbon  determinations  in  dupUcate.  The 
drillings  were  then  very  thoroughly  mixed.  The  carbons  were  run 
through  by  combustion  in  a  platinum  tube  with  all  precautions 
deemed  essential  for  trustworthy  work.  It  can  be  further  stated 
that  all  of  the  bars  were  regular  ones  sent  in  for  test  to  this  office, 
and  it  was  unknown  to  any  one  that  these  analyses  were  to  be  made. 

40  Without  practically  writing, at  too  great  a  length  on  the 
subject,  it  would  not  be  possible  to  cover  completely  certain  facts 
of  interest  in  connection  with  air-furnace  work,  proper  construction 
of  furnace,  furnace  operation  and  suggestions  for  further  improve- 
ment in  this  direction. 

ANNEALING   OF  HARD   IRON 

41  When  a  piece  of  air-furnace  hard  iron  is  gradually  heated, 
a  temperature  is  finally  reached  where  many  of  its  properties  are 
very  different  from  what  obtains  at  a  very  sUghtly  lower  temperature. 
It  will  cease  to  be  magnetic.  Its  structural  composition  will  be 
different.  The  size  of  the  crystals  will  be  much  finer  than  was  the 
case  under  this  particular  temperature.  It  can  be  carburized  be- 
yond its  original  carbon  content  if  packed  in  a  carbonaceous  material 
and  held  at  this  temperature  for  a  sufficient  length  of  time,  while 
if  packed  in  material  that  yields  oxygen  it  can  be  decarbonized 
almost  completely  if  the  piece  is  thin.  Also  the  carbide  of  iron 
can  be  broken  up  into  its  two  soft  constituents  at  the  temperature 
referred  to.  This  temperature  is  called  the  critical  temperature, 
or  critical  range,  and  for  air-furnace  hard-iron  castings  it  is  in  the 
vicinity  of  1440  deg.  fahr.  It  is  the  lowest  temperature  at  which 
hard-iron  castings  may  be  successfully  annealed.  This  statement 
must  be  modified  by  the  further  statement  that  in  an  oven  under 
perfect  control  this  temperature  is  the  one  that  would  be  selected. 
In  practice  it  would  not  be  safe  to  adhere  too  closely  to  it,  for  the 
reason  that  should  the  castings  while  being  held  "at  temperature" 
fall  under  the  critical  range,  it  would  undo  in  large  measure  what  had 
been  accomplished  above  it.  In  the  annealing  of  the  castings  one 
of  the  things  to  be  avoided  is  oscillating  temperatures,  or  tempera- 
tures alternating  above  and  below  the  critical  range.  For  this 
reason  it  is  necessary  to  select  a  temperature  some  100  to  150  deg. 
fahr.  above  the  critical,  say,  1550  deg.  fahr.  in  which  event,  even  if 
due  to  carelessness  the  temperature  does  drop  a  Uttle,  it  will  not  be 
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liable  to  fall  to  a  dangerous  point.  There  is  another  reason  why 
this  latitude  is  deemed  essential,  though  this  does  not  obtain  today 
to  the  extent  it  did  formerly,  due  to  the  improvement  in  oven  con- 
struction and  operation.  This  has  to  do  with  the  fact  that  in  lai^ge 
ovens  it  requires  considerable  ingenuity  to  arrange  flue  openings, 
drafts,  etc.,  in  such  a  manner  that  the  temperatures  in  all  parts  of 
the  oven  will  be  uniform,  for  which  reason  it  is  necessary  to  make 
sure  that  the  temperature  at  the  coldest  comer  is  somewhat  above 
the  critical  range,  which  will  serve  to  safeguard  oscillations  in  these 
locations. 

PREPARATION   OF  CASTINGS   FOR  ANNEALING 

42  In  order  to  anneal  the  hard-iron  castings  that  have  previously 
been  barreled  or  sand-blasted,  chipped,  gates  ground  oflF  and  in- 
spected, they  arc  packed  in  cast-iron  pots  where  they  are  surrounded 
by  an  oxidizing  packing.  The  packing  has  a  dual  function:  to 
furnish  oxj-^gen  through  whose  agency  the  castings  will  be  decar- 
bonized to  the  extent  that  is  possible,  and  to  avoid  kiln  warp,  that  is, 
prevent  the  castings  from  distorting.  The  pots,  or  stands,  are 
sectional  and  each  comprises  a  casting  which  forms  its  bottom, 
upon  wliich  four  or  five  sections  are  superimposed.  Elach  section 
consists  of  a  rectangular  or  circular  "ring"  by  which  name  they  are 
known,  whether  they  are  of  the  former  or  latter  shape.  These  rings 
are  about  li  in.  thick  and  vary  in  size  at  different  plants,  depending 
upon  the  dimensions  of  the  castings  to  be  annealed,  but  they  would 
average,  if  rectangular,  about  14  in.  by  24  in.  by  14  in.  high.  In  build- 
ing up  a  stand,  a  ring  is  placed  on  the  stand  bottom  and  then  care- 
fully filled  with  coastings  that  arc  surrounded  with  packing.  When  the 
ring  is  completely  filled,  it  is  hanmicred  on  the  sides  with  a  light 
sledge  in  order  that  the  packing  will  run  down  and  fill  in  all  voids. 
The  second  ring  is  then  placed  upon  the  first  one,  and  this  is  filled 
in  the  same  manner,  which  procedure  is  followed  until  the  stand  of 
four  rings  is  completed.  In  Fig.  8  can  \yo  seen  an  annealing  oven, 
partly  filled  with  stands  that  are  each  four  rings  high.  The  top  ring 
is  filled  with  (*astings  only  to  about  two-thirds  of  its  height,  for  if 
tluiy  w(M-o  brought  to  the  top  thoy  would  be  exposed  to  the  oven 
gasos.  Instead,  th(^  top  third  of  the  ring  is  filled  with  packing  and 
this  in  turn  is  covonMl  with  an  iron  plate.  The  top,  and  all  joints 
in  tho  stand,  are  then  mudded  or  luted  in  order  to  prevent  the  en- 
tran('(^  of  the  oven  ^ases,  after  which  the  stand  is  lifted  up  by  the 
charjring  truck  and  placed  in  position  in  the  oven. 
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DEBCBIPTtON  OP  ANNBAUNQ  OTGNS 

43  The  ovens  are  usually  of  rectangular  shape,  and  vary  in 
capacity  from  15  tons  for  a  very  small  oven  to  50  for  the  largest 
ones.  Their  average  capacity  is  about  25  tons.  The  usual  fuel  is 
bituminous  coal,  but  hard  coal,  powdered  coal  or  oil  are  used.  The 
matter  of  construction  must  be  dismissed  with  the  statement  that 
these  ovens  are  being  standardized  and  designed  with  a  determina- 
tion of  securing  uniformity  of  temperature  throughout,  and  a  great 
deal  of  study  and  experimentation  is  being  devoted  to  this  proposi- 
tion.    The  flues  are  not  only  being  properly  proportioned  for  the 
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draft  used,  but  the  flue  openings  so  dimensioned  that  the  beat  can 
be  drawn  to  any  part  of  the  oven  in  amounts  sufficient  to  equalize 
temperatures,  while  provision  is  made  whereby  they  can  be  easily 
kept  clean.  In  the  plants  of  the  Association  practically  all  of  the 
ovens  are  under  pyrometer  control,  and  equipped  at  a  central  station 
where  it  is  possible  at  any  moment  to  ascertain  the  temperature  at 
the  hottest  and  coldest  part  of  any  oven,  while  a  master  pyrometer  is 
used  as  a  check  on  those  that  are  permanently  located.  In  this 
manner  it  is  rather  difficult  for  things  to  go  wrong  without  detection. 
Air-^umace  and  annealing-oven  operations  have  also  developed  from 
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extremely  crude  methods  to  intelligent  control,  and  this  in  large 
measure  accounts  for  the  improvements  in  the  uniformity  of  the 
product. 

LENGTH   OF  ANNEALING  TIME   AND  TEMPERATURE  LIMITS 

44  In  annealing,  the  castings  are  brought  "to  temperature," 
that  is,  to  1550  deg.  fahr.  or  as  high  as  1600  deg.  fahr.  if  thought 
best,  as  rapidly  as  it  is  deemed  they  can  absorb  the  heat.  Too  great 
a  forcing  of  the  heat  during  this  period  is  avoided,  for  if  it  is  done 
the  rings  expand  much  more  rapidly  than  the  material  within  them, 
which  leaving  a  space  between  ring  and  contents  will  allow  the 
packing  to  bleed  down  from  the  top  towards  the  bottom  of  the 
stand,  lessening  the  compactness  in  the  upper  rings.  In  average 
practice  it  takes  about  48  hr.  for  the  oven  to  arrive  "at  tempera- 
ture." The  temperature  of  anneal  is  then  maintained  for  a  minimum 
of  48  hr.,  the  time  recommended  being  60  to  72  hr.  Firing  is 
then  stopped  and  the  oven  sealed  tight  in  order  that  the  castings 
wiU  not  cool  faster  than  from  8  to  10  deg.  per  hr.  while  passing 
through  the  critical  range.  To  safeguard  this  very  important 
detail,  this  rate  of  cooling  is  maintained  until  the  pyrometers  indicate, 
that  the  oven  temperature  is  less  than  1100  deg.,  for  on  cooling,  the 
castings  are  liable  to  be  some  200  deg.  higher  than  indicated  by  the 
pyrometer  in  the  oven.  After  the  temperature  has  been  lowered  to 
that  point  an  opening  is  made  in  the  front  of  the  oven  in  order  to 
allow  it  to  cool  more  rapidly,  for  the  reason  that  once  the  castings 
are  at  a  temperature  under  the  critical  range  no  change  can  take 
place  in  their  structural  composition,  so  the  only  remaining  pre- 
caution is  to  see  that  the  castings  do  not  cool  so  fast  that  inter- 
nal strains  Ciin  develop  in  them.  From  the  foregoing,  it  can  be 
readily  seen  that  the  average  length  of  anneal  occupies  about  seven 
(lays.  From  theoretical,  as  well  as  [)ractical  considerations,  the 
writiM-  (Ux\s  not  believe  that  there  is  a  possibilitj'  of  safely  lessening 
the  time  for  this  oiK?ration,  by  much  more  than  one  day  without 
taking  chances.  He  has  designed  an  oven  in  which  the  temperature 
of  I  (UK)  (le^.  can  W  easily  attained  in  25  hr.  and  he  is  aware  that 
when  the  composition  of  the  hard-iron  castings  is  such  that  the 
lianl  carbide  is  in  its  most  unstable  condition  that  even  less  than  48 
hr.  will  sullice  for  the  precipitation  of  the  carbon,  so  that  these 
two  iHM-ioils  can  be  reduced  somewhat,  but  danger  is  ever  present  if 
lilHMti(»s  :uv  taken  with  the  cooling  through  the  critical  range*  In 
order  tiien  to  safejxuard  the  consumer  as  well  as  his  own  reputatioD, 
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the  manufacturer  should  make  no  serious  attempt  to  shorten  the 
anneal  imduly.  The  annealing  capacity  should  be  such  as  to  make 
the  attempt  unnecessary.  If  it  is  made,  however,  then  the  pyrom- 
eter element  should  be  inserted  directly  into  the  center  of  the  pot, 
placed  for  that  purpose  in  contact  with  the  side  wall  of  the  oven, 
in  order  better  to  determine  when  the  castings  have  actually  arrived 
"at  temperature"  and  the  moment  when  he  can  commence  to 
record  the  time  the  temperature  can  be  started  on  its  downward 
course,  which  procedure  will  enable  him  to  operate  more  closely  and 
accurately. 

A  CONVERSION  RATHER  THAN  AN  ANNEALING   PROCESS 

45  From  what  has  preceded  it  should  be  evident  that  the 
second  step  in  the  manufacture  of  these  castings  should  not  be  known 
as  an  annealing  process,  but  more  appropriately  as  a  conversion 
process.  The  dominant  function  of  an  anneal  is  to  obliterate  coarse 
crystallization  or  an  unsuitable  one,  and  replace  it  by  the  most 
suitable  that  it  is  possible  to  produce  in  the  object  treated,  and 
iDcidentally  remove  internal  stresses.  Annealing  does  not  imply 
structural  changes  in  the  piece  when  cold,  aside  from  grain  size  and 
grain  refining.  In  the  anneaUng  of  maUeable-iron  castmgs  the 
dominant  object  is  to  convert  white,  hard  iron,  in  which  all  of  the 
carbon  is  combined,  into  a  soft,  tough,  ductile  iron  in  which  no 
part  of  the  carbon  is  in  that  state.  In  order  to  achieve  this,  it  is 
necessary  to  maintain  for  a  suflBcient  length  of  time  a  temperature 
just  in  excess  of  the  critical  range,  which,  as  has  been  pointed  out, 
coincides  closely  with  that  at  which  grain  refining  occurs,  so  it 
happens  that  during  the  conversion  both  objects  can  be  practically 
attained. 

STRUCTURAL  CONSTrTUENTS  IN  IRON  AND   STEEL 

46  Before  briefly  entering  into  the  rationale  of  the  annealing 
operation  and  subsequently  taking  up  certain  facts  in  detail  con- 
cerning the  finished  product  and  the  conditions  that  influence  the 
appearance  of  the  fracture  and  physical  properties,  some  particulars 
regarding  the  structural  constituents  in  iron  and  steel  should  be 
presented  in  order  that  the  exposition  may  be  intelligently  followed. 
Steel  and  iron  crystalUze  upon  soUdification,  and  if  a  piece  is  properly 
polished  and  etched,  the  crystaUine  boundaries  can  be  developed 
and  seen  under  proper  magnification.     If  a  sample  of  pure  iron  is 
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thus  treatetl,  its  struttural  compositions  is  considered  to  coasist  of 
100  per  cent  forrite,  becaiL'^e  the  latter  name  has  been  given  to  iron 
which  contains  no  carbon.  (See  Fig.  9.)  If  the  iron  were  contami- 
natwl  witli  tlin  other  four  impurities  to  which  we  have  alluded,  it 
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wdiilil  .•'till  be  I'riri^iilcrcd  to  consist  of  100  per  cent  ferrite.  For 
('x;iniplc,  ftTiili' h:is  till' imiiHTtyof  disscilvinn silicon  and  its  physical 
pnjpiiiics  iMn  Ijc  cliiinjri'cl  tlicnliy,  under  which  conditiui  however 
it  woiikl  .•'lill  remain  fi-rritc. 
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47  Effed  of  Varying  Proportions  of  Carbon.  We  have  already 
seen  that  when  carbon  is  added  to  pure  iron  it  unites  with  it  to  form 
carbide  of  iron  in  definite  proportion,  to  which  compound  has  been 
given  the  name  cementite.  It  happens,  however,  that  cementite 
on  forming  invariably  insists  upon  mechanicaUy  mixing  with  ferrite, 
in  the  proportion  of  about  12  per  cent  of  the  former  to  88  per  cent 
of  the  latter,  and  will  never  exist  free  imless  there  is  a  deficiency'  of 
ferrite  to  satisfy  it  in  accordance  with  the  above  ratio.  As  the 
carbon  ocmtent  in  iron  is  gradually  increased  from  zero  up  to 
about  0.90  per  cent,  structures  are  obtained  in  which  obviously  the 
percentage  of  ferrite  decreases  from  100  per  cent  to  zero,  while  the 
pearlite  increases  from  zero  to  100  per  cent.  Any  carbon  steel 
therefore  that  contains  less  than  about  0.90  per  cent  of  carbon 
consists  of  free  or  excess  ferrite  and  that  amount  of  pearUte  that  the 
carbon  content  was  able  to  make.  Fig.  10  shows  a  steel  which 
contains  about  0.20  per  cent  of  carbon,  the  white  constituent  being 
the  ferrite  and  the  dark  the  pearUte.  Under  a  carbon  content  of 
0.90  per  cent,  however,  while  not  all  of  the  ferrite  will  be  used  up  by 
the  cementite  to  form  pearUte,  all  of  the  latter  will  be,  so  that  none 
of  it  can  under  these  conditions  remain  free,  for  it  will  all  be  used 
up  in  forming  the  mechanical  mixture  with  ferrite,  which  in  a  slowly 
cooled  steel  will  consist  of  alternate  layers  of  these  two  constituents 
in  the  definite  proportion  of  12  per  cent  cementite  and  88  per  cent 
of  ferrite.  When  a  steel  contains  about  0.90  per  cent  carbon  we  find 
through  calculation  that  it  will  form  12  per  cent  of  cementite,  and 
as  the  remainder  of  the  material  must  be  ferrite  and  figures  to  88 
per  cent,  such  a  steel  must  contain  100  per  cent  of  this  mechanical 
mixture,  to  which  the  name  pearUte  has  been  given,  the  appearance 
of  which  in  malleable  iron  can  be  seen  in  Fig.  11.  All  carbon  steels, 
therefore,  in  which  the  carbon  is  less  than  0.90  per  cent  consist  of 
pearUte  and  some  excess  ferrite  existing  as  such.  If  the  steel  con- 
tains more  than  0.90  per  cent  of  carbon,  then  its  structural  composi- 
tion consists  of  pearUte  and  the  amoimt  of  cementite  that  was 
formed  in  excess  of  what  was  required  to  make  pearUte,  the  pearUte 
growing  less  and  the  excess  cementite  greater  with  each  increase  in 
carbon  content.  Fig.  12  represents  the  structure  of  a  steel  con- 
taining about  1.10  per  cent  of  carbon,  the  white  rivers  being  the 
free  cementite  and  the  dark  ground-mass  the  pearUte.  The  structural 
composition  of  both  air-furnace  white  iron  and  white  pig  iron  there- 
fore consists  of  pearUte  and  excess  cementite,  the  former  shown  in 
Fig.  4  and  the  latter  in  Fig.  3,  the  white  constituent  being  the  excess 
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cementite  and  the  dark  the  pearlite.  While  these  constituents  are 
stable  under  the  critical  range,  on  passing  through  and  over  it  they 
undergo  a  change,  and  a  new  one  is  formed  called  austenite. 

48  Austenite,  This  constituent  differs  greatly  from  the  others 
that  we  have  considered,  particularly  in  the  fact  that  it  is  of  indefinite 
composition;  that  is,  no  matter  how  poor  in  carbon  the  product 
may  be,  or  how  rich,  we  will  obtain  austenite  on  passing  over  the 
critical  range,  for  in  the  former  case  we  obtain  an  austenite  lean  in 
carbon  and  in  the  latter  one  rich  in  carbon.  In  order  that  carbon 
may  be  precipitated  during  the  anneal,  the  iron  must  be  in  the 
austenitic  condition,  and  if  it  were  not  for  the  fact  that  austenite  is 
of  indefinite  composition  the  precipitation  of  the  carbon  would  not 
be  possible.  The  mechanism  of  the  operation  can  be  made  clear  by 
stating  that  during  the  anneal,  as  soon  as  the  hard  iron  attains  its 
austenitic  condition,  graphitization  starts  with  considerable  slowness, 
the  austenite  crystals  rejecting  some  of  their  carbon  in  a  minute 
nucleus  and  in  so  doing  becoming  leaner  in  carbon.  This  operation 
continues  "at  temperature"  until  the  austenite  is  practically  carbon- 
less and  the  carbon  nuclei  have  balled  up  and  grown  through  a 
segregation  of  the  carbon  into  nodules.  Coincident  with  this  opera- 
tion some  of  the  carbon  diffuses  out  of  the  iron  due  to  the  oxidizing 
action  of  the  pot  atmosphere,  which  fact  in  turn  would  not  be  possible 
were  it  not  that  the  austenite  was  of  indefinite  composition.  It  is 
a  well-known  fact  that  it  is  not  possible  to  heat  any  iron  product, 
for  such  operations  as  rolling,  forging,  annealing  or  hardening,  in 
an  oxidizing  atmosphere  without  surface  decarbonization.  In  these 
operations,  however,  the  material  is  as  a  rule  exposed  to  a  temperature 
exceeding  that  of  the  critical  range  for  a  comparatively  short  interval 
of  time,  while  in  the  case  of  the  annealing  of  malleable  iron  we  have 
seen  that  the  shortest  time  to  which  the  product  is  subjected  "to 
temperature"  is  48  hr.  so  that  diffusion  has  ample  opportunity 
to  exert  a  very  pronounced  influence  on  the  carbon  content. 

49  That  diffusion  takes  i)lacc  right  to  the  center  of  such  sections, 
as  are  generally  found  in  quite  the  heaviest  malleable  castingSy  the 
writer  has  demonstrated  in  many  instances,  and  when  the  niechanism 
of  the  operation  is  considered,  it  can  be  seen  that  this  could  hardly 
i)e  otherwise  as  the  principle  involves  the  simple  fact  that  if  we 
liavo  a  layer  of  iron  with  a  lower  carbon  content  than  its  contiguous 
layer,  carbon  from  the  latter  will  diffuse  into  the  former  until  equi- 
librium is  established  between  the  two.  As  the  surface  of  the 
casting  during   the   anneal   is   being   continually  impoverished   in 
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carbon,  there  must  be  a  travel  of  the  carbon  from  the  center  toward 
the  surface,  for  it  is  correct  to  assume  that  once  the  process  is  started 
that  part  of  the  section  from  the  surface  to  the  center  consists  of  an 
infinite  number  of  layers,  each  sUghtly  lower  in  carbon  than  its 
contiguous  one.  The  underlying  principles  in  the  manufacture  of 
cement  steel,  and  in  case-hardening  are  just  the  opposite  of  those  in- 
volved in  the  anneal,  and  there  is  abundant  proof  that  the  carbon 
can  diJGfuse  into  the  iron  right  to  the  center  of  the  section.  As  the 
rate  at  which  the  pot  atmosphere  acts  to  remove  the  carbon  from 
the  inunediate  surface  and  the  rate  of  diiGfusion  of  carbon  from  one 
layer  to  another  is  not  the  same,  we  can  expect  to  see  an  almost 
carbon-free  surface  rim  or  frame  in  the  section.  It  can  be  stated 
that  were  it  not  for  the  fact  that  the  precipitation  of  the  carbon  was 
taking  place  coincident  with  its  elimination,  all  of  the  carbon  could 
be  removed  from  the  iron. 


MATERIALS  FOR  PACKING  ANNEALING   POTS 

50  In  connection  with  the  material  used  as  a  packing,  con- 
siderable could  be  written  if  time  permitted.  The  object  to  attain 
is  to  secure  one  that  will  evolve  oxygen  just  as  fast  as  the  carbon 
can  be  eliminated,  and  no  faster.  If  one  is  used  that  is  too  strong 
in  this  particular,  then  the  surface  of  the  casting  will  be  attacked 
and  we  will  have  scaled  castings,  which  are  very  troublesome  and 
costly  to  clean.  In  addition  to  this  we  wiU  run  into  another  trouble 
that  will  be  referred  to  later.  If,  on  the  other  hand,  it  is  too  inert, 
we  will  fail  to  eliminate  suflScient  carbon  and  will  not  obtain  the 
highest  degree  of  ductiUty.  The  usual  packing  consists  of  a  pre- 
dominating proportion  of  inert  material,  such  as  ground  air-  or 
blast-furnace  slag,  pulverized  firebrick,  etc.,  to  which  has  been  added 
iron  oxide  in  some  form,  such  as  rolling-mill  scale,  hammer  scale, 
etc.  With  a  correctly  sized  inert  packing  it  is  possible  to  secure 
excellent  results,  provided  the  voids  are  of  such  capacity  as  will 
contain  the  right  proportion  of  air  to  furnish  oxygen  for  the  reaction. 
This  scheme  is  in  a  measure  rather  difficult  to  operate  uniformly 
unless  after  each  anneal  the  packing  is  again  sized. 

51  It  is  the  practice  in  some  plants  to  anneal  without  packing 
in  what  are  known  as  muffle  ovens.  Provided  precautions  are 
taken  to  have  a  tight  muffle  and  the  latter  is  well  filled  with  castings 
to  allow  of  its  holding  but  Uttle  air  before  the  muffle  is  sealed,  very 
good  results  can  follow,  provided  further  that  the  carbon  in  the 
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hard-iron  casting  is  low.  As  a  matter  of  fact  very  creditable  results 
can  be  obtained  from  castings  that  are  very  low  in  carbon  (not  so 
low  as  to  prevent  carbon  precipitating)  even  if  no  carbon  is  eliminated, 
which  means  that  the  lower  the  carbon  content  in  the  hard-iron 
castings,  the  less  dependent  one  need  be  in  connection  with  the 
extent  of  carbon  elimination.  This  matter  is  rather  important  in 
some  instances  where  a  reUable  grade  of  malleable  that  can  be 
machined  at  very  high  speed  is  desired.  A  rim  of  decarbonized 
iron  can  be  so  soft  that  in  some  machining  operations  the  metal 
will  crumble  and  tear  in  front  of  the  tool  edge  and  generate  so  much 
heat  that  it  will  be  softened.  Many  samples  have  been  sent  to  this 
office  with  the  statement  that  the  material  was  hard,  which  when 
examined  were  found  to  possess  the  character  of  skin  referred  to. 
The  skin  was  dead-soft,  and  the  castings  proved  hard  to  machine, 
due  to  the  reasons  stated.  The  general  worth  of  a  casting,  its 
machinability  and  peculiar  physical  characteristics  depend  so  much 
upon  the  structural  make-up  of  the  finished  product,  that  some 
time  must  be  devoted  to  a  consideration  of  the  factors  that  act  to 
prevent  either  the  structure  or  fracture  or  both  from  being  normal. 

APPEARANCE  OF  FRACTURE   OF  TEST  PIECES 

52  It  takes  a  lengthy  experience  before  one  can  tell  from  the 
fracture  of  the  iron  what  may  have  caused  its  abnormal  condition, 
which  is  one  directionin  which  great  progress  has  been  made.  When 
a  normal,  well-annealed  piece  of  malleable  iron  is  subjected  to  a 
steady,  direct  pull  in  a  testing  machine,  a  point  is  reached  at  which 
the  crystalline  grains  of  which  it  consists  are  elongated  permanently, 
the  stretch  continuing  imtil  fracture  takes  place.  If  the  fracture  is 
examined  it  will  be  seen  that  the  grains  have  elongated  into  finely 
pointed  spines  which  gives  what  is  called  a  "tooth"  to  the  fracture. 
When  light  falls  obUquely  on  such  a  fracture,  there  is  produced 
a  play  of  colors  that  yields  a  sheen  caused  by  a  reflection  from  the 
points  and  sides  of  the  spines  and  the  shadows  that  fall  between 
them.  As  the  grains  in  the  decarbonized  rim  are  more  ductile  than 
the  rest  of  the  metal  in  the  section,  they  will  elongate  to  a  greater 
extent,  and  if  the  fracture  is  held  in  certain  directions  to  the  lig^t, 
the  width  of  the  decarbonized  rim  can  be  seen  by  contrast,  its  color 
appearing  under  those  conditions  a  little  lighter  than  the  rest  of  the 
section.  (Sec  Fig.  13.)  This  explanation  is  made  and  entered  into 
because  such  a  rim  or  border  must  not  be  confused  with  and  mmt^lrftti 
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for  the  character  of  fracture  that  has  a  well-defined  frame,  that  is,  a 
border  having  not  only  a  sharp  line  of  demarcation  between  it  and 
the  core  of  metal  which  it  surrounds,  but  an  appearance  wholly 
distinct  from  it.    If  the  writer  were  asked  to  pass  judgment  as  to 


Fio.  J3    Fractures  Showing  Width  or  Decarbonizisd  Rdi 

the  quality  of  a  piece  of  malleable  iron,  based  upon  either  the  appear- 
ance of  its  fracture,  or  what  would  be  shown  by  a  polished  and 
etched  section  under  magnification,  he  is  positive  that  he  could 
render  a  more  reliable  opinion  in  the  case  of  the  former  than  would 


Fio.  14    Fbacttibes  Dub  to  Low  Silicon  Accoufanied  bi  Low  Carbon 

AND  Manganese 

obtain  in  the  case  of  the  latter.  The  reason  lies  in  the  fact  that 
even  in  a  non-ductile  product  it  is  possible  to  have  an  absolutely 
normal  structure,  one  which  consists  of  a  matrix  of  ferrite,  throughout 
which  are  uniformly  distributed  nodules  of  free  carbon,  such  as  shown 
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in  Fig.  4,  while  if  the  fracture  is  as  has  been  described,  a  normal 
structure  at  least  can  be  predicted.  If  the  ferrite  is  not  ductile, 
then  the  crystalline  grains  will  not  elongate,  with  the  result  that  we 
obtain  a  structural  appearance  that  would  be  interpreted  by  those 
not  familiar  with  the  facts  as  belonging  to  a  piece  that  had  been 
insufficiently  annealed.  It  has  already  been  stated  that  when  the 
silicon  ie  too  low  a  steely  fracture  will  result,  and  also  that  the  metal 
is  liable  to  be  unsound.  In  making  this  statement  the  writer  is 
assuming  that  the  silicon  b  low,  not  because  too  little  was  used  in 
the  charge,  but  low  due  to  exce.isive  elimination  in  the  air  furnace. 


Fig.  15    Micdograph  of  Specimen  with  0.33  per  cent  Silicon  and 
0.0S9  PER  CENT  Manqanese 

In  such  cases  tlic  low  silicon  will  be  accompanied  by  low  carbon  and 
manganp,sc.  Such  fractures  are  shown  in  Fig.  14.  In  Fig.  15  can 
lie  scon  the  structure  of  a  piece  that  had  a  silicon  as  low  as  0.33  and  a 
manganese  of  0.089  per  cent.  The  fracture  of  this  piece  was 
uniformly  bright  and  coarsely  crystalline.  It  had  no  frame.  Tlie 
structure  eonsi.it«  of  a  matrix  of  pearlite  and  throughout  it  are 
(list riliu ted  particles  of  undecomposed  hard  carbide  (cenwDtife) 
and  small,  well-rounded  nodules  of  gmphite,  or  temper  carbOD,  Bfl 
llijit  rarbon  is  called  which  separates  out  during  an  anneoL  TTie 
laslinK  friPKi  wliirh  (his  piece  was  taken  was  in  an  oveo  in  wbidi 
caslings  of  cmirt  coni|K>sitinn  annealed  perfectly,  and  the  | 
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of  the  particles  of  undecomposed  carbide  simply  means  that  the 
amieal  was  not  carried  on  for  a  sufficiently  long  time  for  this  char- 
acter of  product.  The  casting,  however,  would  have  been  very 
inferior  even  if  all  of  the  carbide  had  been  broken  up. 

PICTURE-FRAME   FRACTURES 

53  Very  frequently  low  silicon-carbon-manganese  of  certain  com- 
positions will  3deld  what  are  known  as  picture-frame  fractures,  such 
as  are  shown  in  Fig.  16,  which  are  typical  and  have  the  following 
composition:  Silicon,  0.54;  phosphorus,  0.162;  sulphur,  0.053; 
manganese,  0.108;  total  carbon,  2.01.  This  piece  when  polished 
and  etched  showed  the  following  characteristics:  a  decarbonized 
surface  border,  an  inner  ring  of  coarsely  laminated  pearUte,  and 
within  this  a  core  corresponding  in  structure  to  that  of  normal 


Fig.  16    Picturb-Fhame  Fracittie  in  Low-Silicon-Cahbon-Manganese 

Specimen 

malleable  iron.  Fig.  17  shows  the  decarbonized  border  surrounding 
the  pearUtic  ring.  Fig.  18  the  structure  of  the  pearUtic  ring,  and 
Fig.  19  the  core  within  the  pearUtic  ring.  It  is  the  presence  of  this 
ring  of  pearlite  whose  ductiUty  is  so  much  less  than  that  of  the 
metal  in  either  the  decarbonized  border  or  core  that  produces  on 
fracture  the  sharp  line  of  demarcation  between  frame  and  core. 
While  in  this  particular  fracture  the  frame  is  fier>'  bright  and  finely 
crj'stalline  and  the  core  black,  there  are  picture-frame  fractures 
that  show  various  color  characteristics  of  frame  and  core,  but  it 
will  be  found  that  invariably  the  frame  has  its  pearUtic  ring  of 
greater  or  less  breadth.  The  pearUte  is  not  always  coarsely 
laminated,  but  as  a  rule  has  the  appearance  and  consists  of  an  amount 
of  pearUte  that  would  correspond  to  a  0.35  per  cent  or  0.45  per  cent 
normalized  carbon  steel. 
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54  If  the  sulphur  in  the  hard  iron  is  unduly  high  and  particularly 
if  not  well  balanced  by  the  manganese,  the  casttogs  will  almost 
invariably  show  a  picture  frame  on  fracture,  and  especially  is  this 
true  if  the  temperature  of  anneal  is  too  high  for  such  a  composition. 
If  the  manganese  is  too  high  and  not  well  balanced  by  the  sulphur, 
the  same  result  will  follow.  In  each  case  there  is  an  appearance 
to  the  frame  and  core  indicative  of  which  is  which.  The  frames 
shown  in  Fig.  20  are  rather  typical  of  the  latter.  In  this  case  the 
frame  is  dove-colored,  while  the  core  is  black  but  sparkling. 

55  While  time  is  not  available  to  enter  into  a  full  discussion  of 
what  has  been  discovered  in  regard  to  picture-frame  fractures,  there 
are  some  points  that  can  be  recorded.     There  are  some  compositions 


that  unquestionably  have  frame-producing  tendencies.  These  com- 
positions will  not  produce  a  frame  when  annealed  in  an  atmosphere 
that  is  not  oxidizing.  The  surface  structure  of  the  hard  iron  has 
nothing  to  do  with  the  problem  as  the  writer  has  had  }  in.  ground 
off  of  one  side  of  hard-iron  samples  and  upon  annealing  the  frame 
was  in  evidence  equally  on  all  sides.  It  is  beheved  that  the  following 
facts  are  pertinent  to  the  situation:  Not  only  do  certain  composi- 
tions affect  the  ductility  of  ferrite,  but  the  same  is  the  case  with 
a  pearlitic  structure.  We  can  have  ferrite  that  will  elongate  into 
very  long  spines  and  ferrite  that  will  fail  to  elongate  at  all.  We 
can  have  a  pearlitic  grain  that  can  be  ductile  and  those  that  are  not. 
The  forgoing  is  stated  because  the  writer  believes  that  whether  or 
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not  a  frame  will  be  produced  in  the  fracture  depends  upon  the 
breadth  and  ductility  of  the  pearlitic  ring,  because  a  sUght  pearlitic 
ring  can  be  present  within  a  decarbonized  border  without  a  picture- 
frame  fracture  being  produced.  It  is  his  belief  that  whether  there 
will  be  a  pearlitic  ring  or  not  depends  upon  the  rate  of  surface 
decarboniaation,  as  compared  with  the  rate  at  which  a  dissociation 
of  the  cementite  takes  place.  When  conditions  are  such  that  there 
will  exist  a  region  between  the  decarbonized  surface  border  and  the 
core  that  will  have  a  carbon  content  of  about  0.90  per  cent,  equi- 
librium seems  to  be  established  in  this  region,  and  if  any  carbon 


Fig.  22    MicaoaBAPH  of  Malleabij:  Ison  of  High  Ultimate  Strength 

passes  from  this  region  to  the  decarbonized  border  it  is  replenished 
by  carbon  from  the  core. 

THE   PEARLITIC  RING 

56  The  writer  believes  that  such  is  the  case,  and  is  of  the  opinion 
that  perhaps  the  samples  shown  in  Fig.  21  may  have  a  bearmg  on 
the  case.  A  well-annealed  bar  was  cut  into  eight  pieces.  A  section 
from  the  first  piece  was  poUshed  and  etched,  and  the  other  pieces 
all  packed  together  and  given  another  anneal.  The  second  specimen 
was  then  prepared  like  the  first.  The  remaining  six  were  then 
given  a  third  anneal,  and  the  third  piece  poUshed,     As  this  procedure 
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was  continued,  it  follows  that  the  eighth  bar  had  eight  separate  and 
complete  anneals.  It  will  be  noted  that  this  very  faint  pearlitic 
ring  which  shows  whitish  and  very  faint  in  the  once-annealed  bar, 
is  very  distinct  and  well  defined  in  the  second  and  that  it  is  wider 
and  further  in  toward  the  center.  It  will  be  seen  that  with  each 
anneal  the  pearlitic  ring  has  widened  and  has  a  smaller  periphery. 
As  it  was  found  that  wdth  each  anneal  the  total  carbon  content 
decreased,  it  is  plain  that  once  the  pearUtic  ring  has  formed,  it  does 
not  act  as  a  seal  for  the  passage  of  carbon  from  core  to  surface  and 
that  the  width  of  the  pearUtic  ring  is  buUt  up  and  added  to  more 
quickly  from  the  core  than  it  is  robbed  of  carbon  by  the  decarbonized 
border.  The  matter  can  be  sunmied  up  as  follows:  If  conditions 
are  such  that  a  region  containing  about  0.90  per  cent  or  less  carbon 
is  formed,  this  region  while  permitting  carbon  to  migrate  or  diffuse 
through  it  will  at  the  same  time  be  incapable  of  having  its  carbon 
precipitated.  Under  proper  conditions  the  region  can  alter  its 
position  and  increase  in  extent.  For  such  a  region  to  have  a  start 
it  is  essential  that  there  be  a  very  substantial  difference  in  carbon 
content  in  two  parts  of  the  section. 

STBUCTURE   OF  HIGH-STRENGTH  MALLEABLE  IRON 

57  Malleable  iron  of  very  high  strength  accompanied  by  a 
ductility  that  can  be  considered  good  enough  for  certain  purposes, 
has  already  been  alluded  to.  While  no  effort  has  been  made  to 
exploit  this  product  as  yet,  it  would  appear  to  the  writer  that  there 
is  a  very  large  field  in  which  it  could  be  used  to  advantage.  In 
Fig.  22  can  be  seen  the  structure  of  a  sample  that  stood  an  ultimate 
strength  of  84,000  lb.  and  had  an  elongation  of  5.20  per  cent.  This 
material  can  be  made  with  uniformity  and  it  is  beUeved  from  experi- 
ments that  have  been  under  way  for  some  time  that  a  90,000  lb. 
ultimate  and  a  10  per  cent  elongation  might  be  uniformly  maintained. 
It  will  be  noted  that  the  structure  consists  of  a  ground  mass  of 
pearlite,  in  which  are  more  or  less  uniformly  distributed  nodules  of 
temper  carbon.  The  structure  readily  explains  why  the  product  is 
of  high  strength. 

EFFECTS   OF  HEATING   MALLEABLE   IRON 

58  As  it  is  frequently  necessary  to  heat  the  finished  product  for 
the  purpose  of  straightening  it,  for  galvanizing  and  other  purposes, 
it  may  prove  instructive  to  see  what  happens  when  an  annealed 
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piece  of  malleable  iron  is  heated  up  to  and  beyond  the  critical  range. 
Ten  pieces  were  cut  from  a  normal,  well-annealed  malleable-iron 
bar.  Fig.  23  shows  the  structure  of  this  bar  at  X200.  The  ten 
pieces  were  then  placed  in  an  annealing  oven  in  the  writer's  laboratory 
that  can  be  controlled  with  great  accuracy.  When  the  pyrometer 
registered  1250  d^.  fahr.,  one  piece  was  withdrawn  and  allowed  to 
cool  in  the  air.  When  the  temperature  reached  1300  deg.  fahr. 
another  piece  was  withdrawn.  The  other  pieces  were  withdrawn  at 
temperatures  of  1350, 1400, 1450, 1475, 1500, 1550, 1600  and  1675d(«., 
respectively,  Fig,  24  showing  structure  at  1400  deg.,  F^.  25  at  1450 


Fid.  32    Example  of  Large  MALLBABLE-IitoN  Castlvo 

deg..  Fig.  26  at  1475  deg..  Fig.  27  at  1500  and  Fig.  28  at  1675  deg. 
All  of  these  micrographs  were  taken  at  a  magnification  of  200  diam- 
eters. It  is  apparent  that  no  change  has  taken  place  in  the  struc- 
ture up  to  1400  deg.,  but  that  somewhere  between  1400  and  1450 
deg.  the  8tructiu«  starts  to  alter  in  appearance.  An  examination  of 
Figs.  25  to  28  shows  that  increased  amounts  of  pcarlite  result  as 
the  temperature  is  increased,  and  that  in  Fig.  28  nearly  all  of  the 
temper  carbon  has  been  dissolved.  It  follows  that  for  straightening, 
brazing  and  other  operations  that  necessitate  the  heating  of  a 
malleable-iron  casting,  the  temperature  used  should  be  well  under 
1400  deg.  fahr. 


138  RESEARCH  WORK  ON  MALLEABLE  IRON 

59  In  order  to  obtain  some  idea  of  the  mechanism  of  what 
takes  place,  micrographs  at  a  magnification  of  750  diameters  were 
taken  of  the  crystalline  bomidaries  of  pieces  corresponding  to  Figs. 
25,  26  and  27,  which  are  shown  in  Figs.  29,  30  and  31.  It  would 
appear  that  as  the  carbon  is  dissolved  the  solution  takes  place  through 
the  amorphous  iron  in  the  crystalline  boundaries,  a  fact  that  the 
writer  has  not  heretofore  seen  mentioned.  This  is  possibly  the 
manner  in  which  the  carbon  starts  to  diffuse  into  iron  during  cementa- 
tion. What  might  be  written  in  connection  with  the  numerous 
observed  facts  pertaining  to  this  product  would  fill  many  pages. 
The  writer  has  lacked  time  to  even  take  up  the  matter  on  which 
he  has  written  in  the  way  in  which  he  would  have  liked  to  have 
presented  the  subject,  but  he  believes  that  enough  has  been  covered 


Fig.  33    Example  of  Abuse  Malleable  Castznos  will  Withstand 

to  illustrate  that  through  research  and  tlirough  that  means  only 
can  the  manufacturer  make  real  and  permanent  progress. 

60  For  the  benefit  of  those  who  labor  under  the  impression 
that  malleable  iron  is  a  product  unsuited  for  any  but  small  castings, 
Fig.  32  is  shown.  One  casting  of  which  the  writer  has  a  photograph 
is  5  ft.  long,  23  in.  high  and  some  of  its  sections  are  3  in.  thick. 
That  the  metal,  when  well  made,  can  stand  great  abuse  is  illustrated 
in  Fig.  33;  while  the  problem  in  regard  to  disproportionate  sections 
that  confronts  the  manufacturer,  coupled  with  intricacy  of  design, 
and  too  often  the  intricacy  of  ill  design,  is  well  illustrated  in  Figs. 
34  and  35.  Irrespective  of  how  good  the  metal  may  be,  as  shown 
by  plu'sical  tests  on  bars  and  wedj^es,  patterns  are  furnished  so 
outrageously  out  of  proportion  that  the  good  qualities  of  the  metal 
can  easily  be  destroyed  and  i{)0  frequently  the  metal  is  blamed 
when  the  design  is  at  fault.    These  troubles  are  overcome  as  far  as 
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poeaible  by  a  thorough  study  of  the  best  method  of  gating  the  casting, 
in  order  that  no  evidence  of  shrink  will  be  present  in  any  part. 
Research  has  made  considerable  advance  in  this  direction  and  well- 
placed,  n-ell-proportioned  shrink  heads  are  now  generally  used.    Not 


Fig.  34    Example  of  Castiko  of  Disfropohtionate  Sectioxs 

infrequently,  in  the  case  of  such  castings  as  the  ones  referred  to, 
the  sprue,  runners  and  heads  weigh  about  as  much  as  the  casting. 


COllUOJI   FALLACIES 

61   Before  taking  up  the  matter  of  fallacies,  which  during  the  past 
few  years  have  been  pretty  well  exploded  although  some  still  linger 


Fig.  3c    Example  of  Cabtino  of  Disproportionate  SEcnoHB 

in  the  minds  of  a  few  of  the  engineers  and  consumers,  the  writer  would 
like  to  make  some  further  remarks  by  way  of  explanation  concerning 
what  was  stated  in  the  first  part  of  this  paper  in  connection  with  the 
literature  of  the  subject.  Enough  has  been  shown  to  make  clear 
the  fact  that  in  order  to  make  a  good  quahty  of  malleable  iron, 


140 


RESEARCH  WORK  ON  MALLEABLE  IRON 


it  is  absolutely  necessary  that  the  white-iron-casting  composition 
be  correct.  Many  very  interesting  and  laborious  researches  have 
been  made  in  connection  with  the  precipitation  of  the  carbon  during 
the  anneal  and  in  numerous  other  directions  on  hard-iron  samples 
whose  physical  properties  would  be  so  low  as  to  be  worthless  when 
annealed,  due  to  their  impossible  composition.  Had  the  same  work 
been  done  by  the  eminent  men  who  have  carried  through  the  experi- 
ments rcfcrn^d  to  on  a  hard-iron  composition  that  was  normal  in  all 
particulars  except  in  connection  with  the  particular  element  they 
were  inv(\s(igating,  the  metallurgist  in  this  particular  field  would 
have  been  greatly  l>enefitod  and  his  path  made  easier. 

02  The  fallacies  that  have  l)ecn  handed  down  and  accepted  by 
many  of  the  engineers  and  consumers  as  true,  are  numerous,  but 


TABLE   4     TESTS  OF   MALLEABLE-IRON   BARS   WITH   DECARBONIZED 

SKIN    REMOVED 


Mark 

Ultimate  Btrength, 
lb.  per  8q.  in. 

Per  cent  elonc*tion 
in  2  in. 

12-2-1 

52.084 

17.60 

12-3-1 

47.182 

1 

10.00 

12-3-2 

51,107 

( 
1 

17.50 

12-1-1 

56,732 

14.00 

12  r>-i 

46.482 

7.00 

12-.V2 

52,246 

23.00 

12-6-1 

47.889 

19.00 

12-7-1 

48.080 

F 

18.00 

12-7-2 

49.610 

18.00 

the  following  only  will  be  toucheii  ujwn  as  they  are  the  most  im- 
portant : 

a  The  strength  of  malleable  iron  lies  in  the  skin.    When  it 
has  been  reinoved  the  remainder  of  the  metal  is  found 
to  he  very  inferior  and  not  dependable. 
//   Durintc  the  anneal,  the  elimination  of  the  carbon  is  con- 
fined to  the  surface,  aiul  the  amount  removed  from  the 
rest  of  tin*  s(M'ti4»ii  is  inennsecjuential. 
c  ^\'llen  the  section  of  a  castiiii:  excee<ls  I  in.  in  thickness^ 
it  cannot  1»(*  ann(\ile<l  thnni^hout. 
t)3    ( '(Micernintr  itiMn  (7.  the  «iata  in  TaM(»  4  will  prove  of  value. 
Nine  reiiular  test  i>ars  were  niacliiiMMl  until  the  clecarlx)niEed  surface 
was  remove.  1.     'I1ie<t^  bars  were  all  I'nMn  jJitYerent  heats  and  marked 
as  indicated  in  tht^  table. 
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64  As  the  writer  did  not  have  duplicates  of  these  bars,  he  was  un- 
able to  make  a  comparison  between  the  machiaed  and  the  bars  as  cast 
and  lacked  time  to  nm  through  a  set  for  illustration,  but  the  experi- 
ment should  be  unnecessary  in  any  event  in  view  of  the  above.     It 


is  obvious  and  must  be  acknowledged  that  the  metal  in  the  decar- 
bonized skin  is  more  ductile  than  the  coi'e,  so  when  a  bar  fails  it  must 
be  conceded  that  it  is  the  core  that  has  parted  first,  for  the  reason 
that  the  metal  in  the  skin  has  not  at  the  instant  of  fracture  reached 


142  RESEARCH  WORK  ON  MALLEABLE  IRON 

its  maximiiin  elongation.  Aside  from  the  foregoing  we  have  the 
practical  evidence  that  presents  itself  in  the  case  of  the  automobile 
industry  in  which  thousands  of  tons  of  machined  malleable-iron 
castings  are  used  annually  on  parts  that  receive  in  service  great 
abuse,  such  as  wheel  spindles,  etc.  On  the  other  hand,  the  writer 
not  only  admits  that  when  the  skin  is  machined  off  some  malleable- 
iron  castings  the  remaining  part  is  worthless,  but  admits  as  well  that 
the  castings  would  be  such  with  the  skin  on.  This,  imfortunately, 
will  continue  to  be  the  case  imtil  the  purchasing  agents  cease  to 
shop  around  and  a  contract  is  made  on  price  as  the  basis  rather 
than  quality. 

65  Taking  up  item  6,  the  writer  can,  without  encumbering  this 
paper  with  the  large  amount  of  data  he  has  on  the  subject,  prove 
the  falsity  of  this  contention.  In  the  figures  quoted  in  Table  3 
for  bars  of  over  52,000  lb.  ultimate  strength  and  over  20  per  cent, 
elongation,  there  will  be  noted  two  bars,  one  of  which  has  a  carbon 
content  of  0.72  per  cent  and  the  other  of  0.82  per  cent.  Aside  from 
this  there  are  fourteen  with  a  carbon  content  of  1.50  and  under.  In 
Par.  39  an  explanation  is  given  of  the  manner  in  which  the  drillings 
were  taken  for  analysis.  It  has  already  been  pointed  out  that  the 
carbon  in  the  hard  iron  must  be  kept  up  to  a  certain  figure,  failing 
which  the  castings  will  not  only  misrun,  but  contraction  cracks  will 
spoil  them.  If  we  assume,  in  the  case  of  the  first  two  bars  referred 
to,  that  the  carbon  was  reduced  by  one-half,  then  in  the  bar  that 
had  but  0.72  per  cent  carbon,  the  carbon  in  the  hard  iron  from  which 
it  was  cast  must  have  been  1.44  per  cent,  and  we  all  know  that  it 
would  be  almost  impossible  to  run  such  work,  say  nothing  about 
subsequently  annealing  it.  In  a  |-in.-diamet«r  annealed  bar  such  a 
low  carbon  content  is  unusual,  but  it  proves  the  point  that  is  being 
made,  nevertheless.  The  writer  has  polished  the  section  of  two  f-in.- 
bars  and  has  photographed  them  at  about  seven  diameters.  These 
are  shown  in  Figs.  36  and  37.  They  will  furnish  a  fairly  good  idea  as 
to  how  the  carbon  is  distributed  throughout  the  section,  and  indicate 
that  the  carlx)n  does  not  vary  by  uniform  gradation  from  surface  to 
center,  but  in  one  region  can  vary  slightly  from  what  it  may  be  in 
another.  This  does  not  signify  that  in  the  regions  of  highest  carbon 
content  the  carbon  lias  not  been  lowered  through  diffusion  into  its 
contiguous  region,  for  many  investigations  have  shown  that  this  is 
just  what  do(*s  happens. 

66  Item  c  can  be  disproved  in  a  few  words.  We  know  that  in 
order  to  break  up  the  hard  carbide  in  whit^  iron  it  is  simply 


JSi^^l-f 
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that  the  casting  be  not  only  heated  until  the  iron  is  in  an  austenitic 
eonditioni  but  maintained  at  that  temperature  for  a  certain  interval 
ol  time.  To  state  that  thick  castings  of  white  iron  cannot  be  an- 
nealed is  to  state  that  they  cannot  be  brought  to  a  uniform  tem- 
perature throughout  and  maintained  at  that  temperature.  Such  a 
daim  would  be  an  absurdity. 


No.  1682 

INDUSTRIAL  PERSONNEL  RELATIONS 

By  Arthur  H.  Young,*  Chicago,  III. 
Non-Member 

npHE  present  focusing  of  attention  on  personnel  relations  will 
result  in  a  new  era  in  industry  —  as  much  an  epochal  change 
as  we  have  had  through  various  fundamental  causes  heretofore; 
such  as  the  change  from  the  original  craftmanship  to  larger  shop 
organization,  made  possible  by  power  development,  power  trans- 
mission, changes  wrought  by  methods  of  communication,  and  re- 
finement of  the  methods  of  transportation,  the  era  of  consoUdation 
of  interests,  and  so  on,  and  one  has  to  stop  and  wonder  why  at  last 
we  have  come  to  the  consideration  of  the  human  factor. 

We  have  probably  had  as  great  a  refinement  as  would  produce 
any  revolutionary  changes  in  machinery  and  methods  and  prac- 
tices in  everything  except  that  relating  to  the  human  factor.  All 
of  us  have  witnessed  the  birth  and  the  growth  and  the  final  develop- 
ment of  the  safety  movement,  and  more  recently,  too,  of  employ- 
ment management. 

I  refer  to  these  two  developments,  particularly,  as  factors  in 
personal  relations  of  today,  and  illustrating  how  rapidly  changes 
are  coming  about.  I  think  it  was  only  back  in  1906  that  the  first 
organized  effort  in  safety  was  made.  It  is  generally  credited  to  the 
South  Chicago  plant  of  the  Illinois  Steel  Company,  under  the  leader- 
ship of  Mr.  R.  J.  Young.  He  was  a  sort  of  genius  who  suddenly 
discovered  that  accidents  were  preventable  —  that  it  was  no  longer 
necessary  to  kill  and  maim  men  as  a  part  of  the  making  of  steel. 

DEVELOPMENT  OF   THE    SAFETY   MOVEMENT 

At  first  not  much  attention  was  paid  to  his  proposition,  but  it 
rapidly  gained  support,  due  to  its  humanitarian  appeal,  its  evangeli- 

*  Manager,  Industrial  Relations  Department,  International  Harvester 
Company. 

Address,  slightly  condensed,  delivered  at  the  Industrial  Relations  Session 

of  the  Spring  Meeting,  Detroit,  Mich.,  June  17,  1919,  of  The  American  Society 

OF  Mechanical  Engineers. 

For  discussion  see  p.  186. 
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cal  aspect.  The  first  attack  was  naturally  very  largely  along  me- 
chanical lines  —  the  removal  of  projecting  set  screws  and  other 
parts  of  revolving  machinery,  the  railing  of  platforms,  the  guarding 
of  gears,  changes  in  construction,  marking  of  aisle  spaces,  and  all 
such  things. 

A  very  disappointing  result  was  had,  because  at  the  end  of  two 
or  three  years,  after  several  hundred  thousand  dollars  had  been  spent, 
at  that  particular  plant  accidents  had  not  been  reduced  over  20 
per  cent,  and  generally  speaking,  today  safety  engineers  rate  the 
mechanical  factor  or  the  correction  of  engineering  practices  as  not 
contributing  more  than  20  per  cent  to  the  possible  efficiency  of  the 
safety  movement. 

It  was  immediately  discovered  that  the  real  problem  was 
psychologically  to  teach  a  naturally  careless  man  to  become  habitu- 
ally careful,  and  that  more  than  75  per  cent  of  our  accidents  were 
preventable  by  a  correction  of  habits  of  thought  —  of  thinking 
safety  all  the  time.  To  illustrate:  It  is  perfectly  natural  to  cross 
a  street  just  exactly  as  a  chicken  does  —  to  look  neither  to  the  right 
nor  the  left,  but  step  right  out  from  the  curb;  and  it  is  only  by  a 
process  of  education  that  we  learn  to  pause  at  the  curb  and  look  up 
and  down  the  street  and  then  walk  into  the  middle  of  the  street 
and  then  glance  again,  and  finally  to  cross  the  street.  That  is  a 
process  of  education  which  will  prevent  accidents,  and  it  was  what 
was  immediately  arrived  at  in  industrial  safety  engineering. 

The  shaping  up  of  that  problem  brought  its  immediate  solu- 
tion, and  brought  into  play  a  most  interesting  development  from 
the  laboratory  of  safety  engineers.  There  were  movies,  bulletin 
boards,  mass  meetings,  and  finally  the  formation  of  public  safety 
councils,  the  introduction  of  the  study  of  safety  in  the  schools. 
Its  serious  consideration  by  civic  poUce  departments  and  other 
parts  of  society  is  really  the  product  of  the  industrial  safety  engi- 
neer, because  he  reaUzed  that  in  order  to  make  a  man  think  safety 
all  the  time  it  was  necessary  to  work  on  him  not  only  while  he  was 
in  the  shop,  but  at  home  as  weU.  He  carried  his  message  to  the 
man  in  the  shop  through  the  children  whom  he  encountered  at 
school,  and  during  the  hours  that  he  was  walking  to  and  from  the 
plant  or  riding  to  and  from  the  plant  by  pubUc  safety  bulletins  and 
so  had  a  continuous  propaganda  working  24  hours  a  day  in  order  to 
make  him  think  safety. 

Immediate  results  were  achieved.  Taking  again,  for  example, 
the  South  Chicago  plant  of  the  Illinois  Steel  Company,  with 


ABTHT7B  H.  YOUNG  147 

I  happen  to  be  familiar,  back  in  1906  the  frequency  of  fatal  acci- 
dents in  that  plant  was  47  during  the  year,  or  about  one  a  week. 
By  1913  that  rate  had  dropped  to  7,  and  it  has  since  stayed  at  about 
that  figure. 

As  in  fatal  accidents,  so  in  the  less  serious  accidents,  the  fre- 
quency rate  dropped  in  the  same  proportion;  and  in  the  Illinois 
Steel  Company,  there  has  been  a  reduction  in  the  frequency  of 
accidents  to  employees  on  duty  of  over  85  per  cent  since  the  1906 
rate.  That  was  duplicated  in  nearly  every  plant  of  the  United 
States  Steel  Corporation,  and  in  thousands  of  other  industrial  con- 
cems^as  well. 

There  have  been  a  nimiber  of  by-product  results  which  have 
directly  contributed  to  the  growth  of  personnel  movements  and 
industrial  relations,  as  we  term  them  today,  coming  out  of  this 
safety  movement.  In  the  first  place,  it  was  found  that  not  only 
did  this  human  interest  conserve  lives,  but  that  it  was  a  paying 
proposition;  originally  it  was  an  interest  in  the  cause  of  humani- 
tarian principles,  and  safety  was  regarded  as  somewhat  of  a  fad  by 
a  great  many  employers. 

After  a  suflScient  period  of  experience  on  which  to  establish 
definite  figures,  it  was  found  that  safety  was  really  "good  business." 
The  Steel  Corporation  has  published  the  most  interesting  figures 
along  this  line,  showing  a  net  saving  almost  exactly  equal  to  the 
cost  of  the  safety  work,  or  100  per  cent  on  the  investment. 

There  is  a  striking  unanimity  in  the  form  of  organization  for 
efficient  safety  work.  The  original  movement  in  1906  resulted  in 
the  formation  of  shop  committees;  as  soon  as  it  was  realized  that 
the  problem  was  one  of  education  of  the  workman  and  that  his 
interest  must  be  aroused,  means  were  sought  to  turn  the  problem 
over  directly  to  him,  and  I  believe  the  first  safety  conmiittees  were 
organized  at  the  South  Chicago  plant  of  the  Illinois  Steel  Company. 

Shop  committees  —  the  workmen  themselves  —  were  given 
charge  of  the  safety  work.  It  was  their  duty  to  investigate  the 
cause  of  each  accident,  fix  its  responsibility,  and  make  recommenda- 
tions for  a  prevention  of  its  recurrence.  In  addition,  they  were  to 
make  regular  inspections  of  the  plants,  and  by  their  foresight  and 
recommendations  were  to  prevent,  as  far  as  possible,  the  recurrence 
of  accidents. 

Some  form  of  a  shop  committee  is  almost  unanimously  used  by 
safety  workers  today  in  all  industrial  establishments  of  any  size. 
It  may  be  of  the  workmen  themselves,  it  may  be  workmen  in  one 
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committee  reporting  also  to  a  committee  of  foremen,  or  it  may  be 
a  joint  committee,  or  it  may  be  a  joint  committee  of  workmen,  fore- 
men and  officers  of  the  company,  but  the  successful  safety  program 
of  today  includes  shop  committees. 

In  addition  to  the  definite  return  on  a  cash  basis  of  the  safety 
work,  there  have  been  several  interesting  by-produipts.  The  first 
is  the  reduction  of  labor  turnover.  The  Steel  Corporation's  reports, 
recently  published,  show  that  since  1906  they  prevented,  roughly, 
25,000  fatal  or  serious  accidents.  Thoy  rate  as  serious  any  accident 
which  disables  a  man  more  than  35  days,  or  results  in  a  permanent 
disability,  such  as  the  loss  of  a  thumb,  or  an  eye,  or  other  member 
of  the  body. 

It  is  reasonable  to  assume  that  s:uch  an  injury  would  require 
the  replacement  of  the  trained  worker,  and  Captain  Fisher  and 
other  writers  on  the  subject  have  given  some  interesting  figures  as 
to  the  cost  of  replacement  of  trained  workers.  They  vary  anywhere 
from  $10  to  $100,  depending  somewhat  on  the  way  it  is  figured, 
and  somewhat  on  the  worker.  Of  course  it  is  fair  to  say  that  steel- 
mill  workers  are  rather  well  trained,  and  probably  $100  as  the  cost 
of  replacing  a  trained  man  with  an  inexperienced  man  is  not  an 
over-estimate.  If  we  multiply  25,000  prevented  replacements  of 
trained  workers,  because  of  the  efficiency  of  a  safety  movement,  by 
$100  we  hiwe  a  substantial  by-product,  due  to  reduced  lalx)r  turnover 
through  efficient  safety  work. 

There  was  also  another  manifestation.  As  is  generally  known, 
the  Steel  Corporation  lias  been  facing  a  suit  for  dismemberment. 
While  the  hearings  were  on  several  years  ago  there  appeared  volun- 
tarily a  number  of  old  employees  who  petitioned  that  the  corpora- 
tion l)e  not  dissolved,  l>ecause  that  would  mean  a  return  to  the  days 
of  ruthless  competition  when  they  did  not  have  standardized  safety 
programs.  Of  course,  no  one  knows  what  effect  that  action  had  on 
the  decision,  but  it  presented  concrete  evidence  of  the  boosting  of 
the  morale  of  flu*  workers  through  safety  work. 

THK    QIJKSTION    OF    EMPLf)YMKNT   MANAGEMENT 

Turning  for  a  moment  to  employment  management,  I  wiU 
cite  i\u)  circumstances  of  my  first  employment.  At  the  age  of  thir- 
t(»on  years  I  w(*nt  to  work  in  a  steel  mill  during  vacation  time  and 
reported  to  the  eiiginecM*  who  turned  me  ov(t  to  his  assistant.  The 
assistant  said,  "Do  you  know  anything  about  oiling?"  Being 
thirteen  years  old,  naturally  I  knew  everything  about  anything. 
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He  said,  "AD  right,  here  is  the  cylinder  oil,  and  there  is  the  beeswax 
and  some  sand.  Here  is  a  ladder.  Go  to  it!"  And  that  was  the 
extent  of  my  instruction  in  oiling. 

I  well  remember  the  first  day.  An  emery-wheel  explosion 
occurred.  It  was  frequent  in  those  days,  just  as  frequent  as  crane 
runway  accidents  were,  and  those  things  that  are  not  heard  of  any 
more. 

The  third  day  we  had  a  fire  caused  by  an  overheated  bearing. 
I  discovered  the  fire  when  it  first  started,  threw  a  bucket  of  sand 
on  it,  and  put  it  out. 

I  still  have  distinctly  a  feeling  of  horror  as  I  think  of  the  days 
that  I  climbed  on  a  rickety  ladder,  unsafe  as  imsafe  could  be,  up  to 
a  high-speed  shaft.  In  those  days  we  oiled  while  the  machinery 
was  in  motion,  and  the  high-speed  pulley  on  one  side  of  me  without 
any  protection  whatsoever,  and  couplings  and  collars  on  the  shaft, 
had  projecting  set  screws  and  bolts  galore.  There  was  absolutely 
no  thought  given  to  safety. 

I  also  think  of  the  possibility  of  a  great  financial  loss  through 
the  neglect  properly  to  educate  a  new  man  in  a  rather  important 
and  dangerous  job.  If  that  fire  had  not  been  discovered  within  the 
first  five  minutes  it  would  have  swept  through  the  shop. 

PROCEDURE   OF  A   PRESENT-DAY   EMPLOYMENT   MANAGER 

Contrast  such  methods  with  the  employment  program  in  effect 
in  many  shops  today.  In  every  well-managed  institution  there  is 
an  employment  manager,  not  necessarily  known  by  that  title,  but 
functioning  as  such,  to  whom  a  request  to  fill  the  vacancy  of  oiler 
would  be  referred.  In  those  days  if  there  had  been  a  vacancy  the 
assistant  engineer  would  have  gone  to  the  gate  and  picked  a  man 
from  the  waiting  crowd,  and  a  crook  of  a  finger  would  have  put 
that  fellow  on  the  pay  roll.  The  paymaster  would  have  been  in- 
formed that  this  man  was  oiling. 

Today  there  would  be  a  process  of  selection.  Instead  of  the 
group  hanging  around  at  the  gate,  there  would  be  a  well-furnished 
employment  office  with  a  waiting  room,  and  when  the  request  for 
an  oiler  was  received  by  the  employment  manager,  he  would  go 
out  and  seek  a  man  who  had  some  experience  or  who  was  adaptable 
for  that  position,  and  he  would  also  know  in  full  the  duties  and  just 
what  specifications  he  would  have  to  meet  in  getting  the  right  man 
for  that  job. 

If  the  man  whom  he  chose  were  a  foreigner  that  man  would  be 
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interviewed  across  a  desk  by  a  man  who  could  talk  in  his  own  lan- 
guage, and  be  invited  to  tell  in  full  his  past  experience.  K  he  lied 
about  it,  that  would  show  up  in  the  replies  to  the  letters  of  investiga- 
tion that  are  sent  out  as  a  rule. 

I  am  not  one  of  those  who  believe  that  the  employment  man- 
ager is  the  final  judge  of  the  fitness  of  a  man  for  the  job;  that  rests 
wholly  in  his  performance  on  the  job,  and  the  foreman  is  probably 
the  final  judge  there,  but  certainly  the  employment  manager  can 
by  intelligent  first  sifting,  by  coarse  sifting,  get  rid  of  many  palpably 
undersirable  applicants.  The  appUcant  who  seems  after  that  sift- 
ing to  be  the  man  for  the  position  would  then  be  given  a  complete 
physical  examination,  not  necessarily  to  reject  him  if  physically 
impaired,  but  to  make  sure  that  he  would  not  be  assigned  to  a  job 
that  would  further  injure  him  if  he  had  any  physical  disabiUty. 

If  he  were  acceptable  after  that  physical  examination  he  would 
probably  be  told  something  of  the  policies  of  the  company;  be  given 
an  introduction  to  his  employer  —  the  corporation  —  and  be  told 
of  its  safety  program  and  handed  a  book  of  rules  of  conduct.  He 
would  probably  be  told  that  this  rule  book  was  made  up  by  the 
Safety  Committee,  employees  in  the  shop,  and  that  if  he  did  not 
fully  understand  it  and  wanted  to  quiz  anybody  on  it  he  had  only 
to  seek  the  nearest  old-timer  who  had  been  concerned  in  the  revision 
of  the  book,  and  he  would  be  given  full  and  complete  information. 
Undoubtedly,  he  would  have  greater  respect  for  the  rules  when  he 
learned  that  they  were  made  by  the  men  themselves. 

Then  he  would  be  told  of  the  promotional  opportunities,  — 
that  it  was  the  policy  of  the  company  to  promote  from  the  ranks, 
not  to  hire  anybody  at  a  given  wage  unless  they  were  satisfied  that 
nobody  then  in  their  employ  at  a  lower  wage  could  be  promoted  to 
fill  that  vacancy.  He  would  be  quizzed  particularly  as  to  his  ambi- 
tion. What  did  he  want  to  be?  He  would  not  necessarily  be  put 
upon  the  job  as  an  oiler  permanently,  but  in  an  efficient  filing  system 
for  recording  applications  his  ambition  would  be  registered.  If  he 
aspired  to  be  a  machinist  and  had  stated  that  he  had  had  certain 
experience  as  a  bench  hand  and  was  attending  night  school,  that 
would  be  recorded;  and  later,  when  a  machinist  was  desired,  prefer- 
ence would  bo  given  those  applications  from  employees  already  in 
the  scTvice.  Probably  at  tliat  time  the  employment  manager  would 
send  for  tliitj  chap  and  say  to  him,  "When  you  first  went  to  work 
here  six  months  ago  you  were  put  on  as  oiler.  I  understand  you  are 
still  doing  it,  and  you  said  you  wore  going  to  night  school  to  learn 
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to  read  blueprints  and  take  up  manual  training,  and  so  on.  Just 
how  proffieient  are  you  as  a  machinist?  Now  I  have  a  vacancy 
and  you  might  be  of  use."  And  possibly  he  would  be  fitted  into 
that  job. 

When  he  was  hired  there  would  be  entered  on  his  employee's 
record  card  a  pretty  complete  history  of  him,  his  social  condition, 
whether  married  or  single,  how  many  children  he  had,  just  how 
many  dependents  he  had,  where  he  was  bom,  his  age,  his  schooling, 
his  military  service,  if  any,  whom  to  notify  in  case  of  sickness,  result 
of  physical  examination  and  so  on,  for  statistical  purposes  and  then 
he  would  be  sent  to  the  job  on  sort  of  a  personally  conducted  tour. 
He  would  be  taken  by  an  agent  of  the  employment  oflBce,  watchman, 
or  special  guide,  and  first  shown  the  gate  nearest  his  work  so  that 
any  unnecessary  hazard  of  traveling  through  a  long  plant  might  be 
avoided  in  coming  to  work. 

In  the  meantime,  if  he  were  a  single  man  he  would  be  assisted 
in  getting  a  proper  boarding  house.  If  he  were  a  married  man, 
temporarily  located  in  a  boarding  house,  the  employment  agency 
would  probably  show  him  a  map  of  the  vicinity  of  the  plant  and  the 
desirable  residential  districts  for  his  type,  and  give  him  a  list  of 
reputable  real  estate  men  as  an  assistance  to  him  in  locating  per- 
manently, and  show  him  the  street-car  lines  whereby  he  might  best 
get  to  work.  Finally,  when  delivered  to  the  foreman  for  whom  he 
was  to  work,  he  would  be  introduced  by  his  own  name  and  learn  the 
name  of  his  foreman.  Nowadays,  the  worker,  whether  he  be  foreigner 
or  American  bom,  is  introduced  to  his  foreman  by  name  and  the 
guide  makes  sure  that  they  understand  each  other. 

The  foreman  probably  repeats  "John  Sobrinski  —  did  I  get  it 
right?  Well,  my  name  is  John  Smith.  I  am  your  foreman."  And 
the  last  word  of  the  personal  guide  is,  "The  labor  supervisor  par- 
ticularly requests  you,  Mr.  Foreman,  to  give  this  man  any  special 
instructions  necessary  in  the  particular  hazards  of  his  job."  And 
then  and  there  the  foreman,  either  himself  or  through  a  fellow- 
workman,  tells  this  man  something  about  his  job,  and  introduces 
him  by  name  also  to  one  or  two  of  his  neighboring  workmen,  so  they 
will  know  each  other,  and  the  man  can  go  to  his  fellow-workmen 
and  seek  and  get  information. 

Some  employment  agents  go  still  further,  and  during  the  proc- 
ess of  hiring  a  worker  give  him  a  movie  show  picturing  the  com- 
plete operation  of  the  plant  —  taking  it  from  the  receipt  of  the 
raw  material,   through  the  various  manufacturing  processes,   on 
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through  shipphig,  just  as  general  as  it  may  be  or  just  as  complete 
as  it  may  1x5  in  the  space  of  time  available,  and  increasingly  that 
time  available  is  lengthening. 

We  used  to  brag  in  employment  management  about  hiring  a 
man  in  a  minute,  or  half  a  minute,  or  in  a  number  of  seconds,  or 
about  the  number  we  could  put  to  work  in  a  year.  But  that  has 
clianged;  now  we  are  beginning  to  boast  of  taking  an  hour  and  a 
half,  and  even  a  week  and  a  half  to  put  a  man  properly  on  his  job. 

Now,  it  needs  no  more  tlian  an  appreciation  of  that  contrast 
to  bring  to  mind  how  well  sold  a  man  may  be  on  his  job,  how  much 
he  may  be  made  to  feel  tliat  he  is  a  constructive  part  of  that  estab- 
lishment, if  he  is  put  to  work  by  the  modern  method,  as  contrasted 
with  the  fonner.  If  when  he  is  put  on  the  job  the  foreman  calls  his 
attention  to  the  movie  pictures  of  the  particular  operation  that  he 
is  engaged  in,  and  if  it  only  be  wheeUng  cinders  away  from  the  central 
boiler  plant  —  if  he  is  told  at  the  time  tliat  that  is  the  central  boiler 
plant  that  furnishes  the  power  to  run  the  plant  that  does  the  things 
that  he  saw  in  the  movies  and  tliat  these  cinders  are  the  refuse  from 
the  boiler  tliat  generates  all  that  power  —  then  and  there  he  links 
himself  to  the  plant  as  a  constructive  force,  as  an  important  part 
of  that  machine.  This  is  very  necessaiy  if  we  are  going  to  settle 
this  unrest  that  we  now  feel. 

The  unrest  in  industry  today  is  evidence  of  a  social,  a  poUtical 
unrest  that  must  be  met  freely,  frankly  and  squarely,  and  corrected. 
In  fact,  it  is  manifested  as  Bolshevism  in  its  ultraradical  form.  It 
is  no  less  than  tliat.  Probably  when  the  liistory  of  the  Bolshevik 
movement  in  Russia  is  finally  writt^^n,  and  we  know  just  what  its 
causes  wore,  it  may  be  found  that  a  large  contributing  cause  was 
the  fact  tluit  the  citizc»ns  of  that  country  had  no  part  whatever  in 
their  government.  Things  were  done  at  them  and  far  them,  but 
never  by  them.    Th(»y  were  never  taken  "in  on  the  know." 

Whil(»  it  is  ix)ssible  tliiit  their  condition  as  citizens  of  that  coun- 
try under  despotism  was  as  good,  their  living  conditions  and  all 
otlier  conditions  just  as  fine  as  they  themsi*lves  might  have  done 
throuj^h  demoeracy,  th(*y  never  had  that  filling  because  they  had 
not  been  consulted.  It  is  simply  a  staU'inent  of  basic  psychology 
to  siiy  thiit  we  are  only  mildly  inten^sted  in  the  tilings  that  other 
j)('o|)le  are  doinj»:  for  us,  but  we  an*  intensely  interested  in  the  thinge 
that  we  are  doing  for  oui'sclves. 

Cloing  just  a  little  further,  if  we  luive  seen,  as  in  the  safety 
movemrnt,  the  efiieiency  that  may  Ix^  gauied  through  consulting 
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the  workmen  themselves  on  such  a  matter  of  common  interest,  is 
it  not  perfectly  logical  to  go  to  the  men  themselves  for  consulta- 
tion on  other  problems  of  mutual  interest  —  recreation,  sanita- 
tion, health,  and  then  the  controversial  matters  of  hours  and 
wages? 

It  has  been^stated  by  Professor  Hoxie  that  naturally  the  aims 
and  purposes  of  employee  and  employer  are  antagonistic;  that 
the  employer  seeks  long  hoiu^  and  low  wages  as  a  means  to  a  low 
cost  of  output,  and  that  conversely  the  employee  is  constantly 
seeking  shorter  hours  and  higher  wages,  which  must  necessarily 
mean  a  decreased  output. 

There  is  abimdant  experience  in  the  industrial  world  today  to 
show  that  the  reduction  from  twelve  to  ten  hours  in  the  length  of 
time  employees  are  working  has  not  decreased  production  —  that 
the  reduction  from  ten  to  eight  hours  has  been  accomplished  in  fac- 
tories without  any  decrease  in  the  output,  and  that  today  reductions 
are  being  made  from  nine  to  eight  hours  without  any  decrease  in 
the  output.  Shorter  hours  do  not  necessarily  mean  reduced  output. 
Neither  do  higher  wages  necessarily  mean  increased  cost,  if  they 
mean  a  higher  standard  of  li\ang,  a  better  mental  and  physical 
development.  I  firmly  believe  that  there  is  a  common  ground  upon 
which  employer  and  employee  can  meet  for  the  consideration  of 
their  problem,  and  it  need  not  be  a  controversial  affair  either  in 
the  consideration  of  wages  and  hours  any  more  than  any  considera- 
tion of  safety  or  health  or  recreation  or  plant  canteens  or  anything 
of  the  kind.. 

THE    INTERNATIONAL   HARVESTER   COMPANY  ^S   PLAN   OF 

EMPLOYEE    REPRESENTATION 

Our  plan  is  known  as  the  Harvester  Industrial  Council  plan  of 
employee  representation,  and  wjis  offered  to  the  employees  of  the 
company  on  March  12  of  this  year.  It  was  a  frank  invitation  to 
them  to  participate  in  the  determination  of  the  policy  of  the  com- 
pany on  all  matters  of  mutual  interest,  including  wages  and  hours, 
on  an  equal  basis.  They  were  invited  to  elect,  by  secret  ballot, 
one-half  of  the  membership  of  a  works  council  whose  function  was 
to  determine  the  policy  of  the  company  on  the  various  items  I  have 
enumerated.  The  management  appointed  the  other  half  of  the 
membership.  A  guarantee  of  equal  participation  was  had  by  the 
adoption  of  a  unit  ballot  system.  There  are  only  two  ballots  cast. 
A  majority  of  the  employees'  section  determines  their  attitude  and 
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casts  a  unit  ballot,  as  also  does  the  majority  of  the  management 
representatives. 

These  unit  ballots  have  the  same  value,  regardless  of  the  num- 
ber present  on  each  side.  The  employees  are  guaranteed  the  right 
to  a  free  performance  and  a  free  action  in  all  of  their  activities  as 
employee  representatives.  If  there  is  any  question  of  discrimina- 
tion on  their  part,  they  may  appeal  directly  to  the  president,  and 
if  not  satisfied  with  his  adjudication  of  the  matter,  it  may  then  be 
arbitrated  upon  the  selection  of  an  arbitrator,  mutually  agreeable, 
whose  decision  would  be  binding  upon  both  parties. 

The  plan  was  not  put  into  effect  at  any  plant  which  did  not 
vote  by  considerable  majority  for  it.  It  was  first  offered  at  the 
seventeen  American  and  three  Canadian  plants.  It  was  adopted 
at  seventeen  and  failed  of  adoption  at  three.  The  day  after  the 
failure  to  adopt  at  these  three  plants  petitions  were  circulated  ask- 
ing for  another  ballot  and  an  opportunity  of  coming  under  the  plan. 
The  statement  was  made  that  the  employees  did  not  fully  under- 
stand the  plan  on  the  previous  day  because  it  was  written  only  in 
English.  We  have  since  published  it  in  foreign  languages  because 
the  employee  representatives  find  it  exceedingly  difficult  to  convince 
foreign-bom  employees  of  the  exact  meaning  of  a  certain  clause  if 
they  themselves  have  to  translate  it. 

An  error  was  also  made  in  the  form  of  ballot.  The  ballot  stated 
"For  adoption.  Against  adoption."  Some  very  good  friends  on 
the  outside  of  the  plant  who  were  working  against  the  plan  told 
many  foreigners  to  vote  on  the  bottom  line.  When  they  saw  the 
phrase  "Against  adoption"  it  did  not  mean  anything  to  them  and 
they  voted  according  .to  instructions  on  the  bottom  line. 

There  was  no  positive  effort  on  the  part  of  the  company  to 
"sell"  the  plan.  It  was  simply  a  dignified  announcement.  Each 
employee  was  furnished  with  a  copy  of  the  plan  with  a  short  r^umd 
of  a  facsimile  of  the  ballot,  and  asked  to  indicate,  after  three  days 
of  consideration,  his  wish  for  or  against  it.  At  the  present  time 
the  plan  is  in  operation  in  nineteen  of  the  twenty  plants  erf  the 
Harvester  C\)mpany. 

Aiu^thor  fumianiontAl  included  in  the  plan  is  the  guarantee  of  the 
pn^tootion  of  tho  employee  against  any  discrimination  because  of 
r«iv  or  st^\  or  inomN^rship  in  any  religious  body  or  kbor  organiia- 
lion. 

VVNOriON   OF  THE   WORKS   COUNCIL 

I1v  txuu^iion  of  tho  works  council  is  limited  to  the  determina- 
v,^-  ,n;  ^^o  |x^Ux\\  ol  tho  cinnpany  with  reference  to  wages,  houTB, 
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recieation,  health,  sanitation,  restaurants,  and  other  matters  of 
mutual  interest.  A  policy  having  been  determined,  its  execution 
Ues  wholly  with  the  management.  But  the  manner  of  execution 
being  open  to  question  at  any  time,  it  may  be  brought  up  through 
the  works  coimcil.  In  other  words,  we  have  given  to  the  employees 
equality  in  participation  in  the  legislative  and  judicial  functions, 
but  not  with  reference  to  the  executive.  That,  we  believe,  still  Ues 
wholly  with  the  superintendent  and  foreman,  and  it  is  further  ac- 
cented in  the  procedure  in  bringing  matters  before  the  works  council. 

The  plan  states  that  any  employee  desiring  to  bring  a  matter 
before  the  works  coimcil  shall  present  it  first  to  the  secretary,  who 
shall  ascertain  whether  it  has  been  presented  to  the  superintendent 
through  the  regular  channels.  If  this  has  not  been  done,  he  shall 
see  that  it  is  done  promptly.  If  the  adjudication  of  the  matter  by 
the  superintendent  is  not  satisfactory  to  the  employee  or  employee 
representatives,  it  then  and  then  only  comes  before  the  works  coun- 
cil. It  must  be  presented  in  writing  by  the  secretary  to  all  members 
of  the  council  at  least  three  days  before  a  regular  meeting.  The 
decision  of  the  works  council  is  final  and  binding. 

When  it  agrees  upon  a  matter  —  and  it  can  only  fimction 
through  an  agreement  because  the  two  ballots  cast  in  opposition  to 
each  other  completely  deadlock  the  decision  of  the  works  council 
—  it  is  forwarded  to  the  superintendent  for  execution.  In  case 
the  council  deadlocks,  it  is  then  in  order  to  reopen  a  discussion  or 
propose  an  alternative  or  compromise  resolution.  If  the  deadlock 
still  continues  the  matter  is  then  referred  to  the  president  of  the 
company,  the  highest  executive  oflScer,  who  is  given  ten  days  in 
which  to  propose  a  settlement  acceptable  to  the  majority  of  the 
employee  re^presentatives. 


THE   GENERAL  COUNCIL 

If  he  fails  to  do  that  within  the  following  five  days  he  may  elect 
to  put  it  into  arbitration  direct,  and  arbitration  is  by  mutual  con- 
sent before  a  disinterested  and  non-partisan  arbitrator,  if  one  can 
be  chosen.  If  not,  each  side  selects  one.  If  they  agree,  the  matter 
is  settled  and  their  decision  is  final  and  retroactive.  If  they 
cannot  agree  and  choose  a  third  arbitrator,  a  majority  of  the  three 
is  binding  on  both  parties;  or  the  president  may  elect  to  throw  it 
before  a  general  council  —  provisions  being  made  that  by  such  a 
reference,  or  in  the  event  that  a  matter  is  introduced  into  a  works 


156  INDUSTRIAL  PERSONNEL  RELATIONS 

council  which  is  common  to  more  than  one  other  plant,  the  presi- 
dent may  indicate  the  other  plants  which  are  interested,  and  call  a 
general  council  of  those  plants,  whereupon  the  works  council  origi- 
nating the  proposition  ceases  its  consideration  of  the  matter. 

In  a  general  council  the  employee  representatives  of  each  of 
the  plants  designated  by  the  president  send  at  least  two  of  their 
representatives.  For  a  general  council  they  select  one  for  each 
thousand  employees  or  a  major  fraction  thereof,  but  in  no  case  less 
than  two.  The  president  names  a  number  of  management  repre- 
sentatives, not  greater  than  the  total  of  employee  representatives, 
who  function  exactly  as  the  works  council  in  regard  to  the  method 
of  ballot,  etc. 

Provision  is  made  that  either  council  may  be  recessed  *at  any 
time  and  the  employee  representatives  and  management  employees 
be  privileged  to  withdraw  and  canvass  their  factions.  In  a  general 
council  a  recess  may  be  taken  to  enable  the  plant  representatives 
to  consult  with  the  other  members  of  their  works  council.  Pro- 
vision is  also  made,  in  order  to  do  this,  that  the  superintendent  shall 
convene  the*,  works  council  in  whole  or  any  part  of  the  employee 
represeiita,tives  for  conference  with  the  representatives  who  have 
been  elected  to  the  general  council.  The  traveling,  hotel  and  other 
expenses  of  the  representatives  are  paid  while  in  the  performance 
of  this  work. 

After  consultation  with  their  plants  upon  a  matter  pending,  the 
general  council  may  be  reconvened,  and  decision  is  then  binding 
upon  all  plants  affected.  Pro\dsion  is  made  that  all  employees 
serving  on  the  works  councils  shall  be  paid  for  the  time  they  are  so 
serving.  They  are  privileged  to  call  l>efore  them  any  employee  of 
the  plant  to  give  testimony  in  a  case  under  consideration,  and  the 
time  of  the  employee  so  summoned  is  paid. 

Provision  is  made,  however,  that  in  case  it  is  not  acceptable  to 
the  employ(»e  representatives  to  receive  their  money  from  the  com- 
pany, th(*3^  are  at  liberty  to  arrange  for  a  pro  rata  assessment  of 
tlu»  enipl()3'(H\s  directly.  That  was  Ix^cause  of  the  objection  which 
had  been  made  by  organized  labor  and  other  students  of  the  subject 
to  the  gcncTal  plan  of  paying  employee  represtMitatives  while  serv- 
ing as  such. 

Copies  of  tlu^  plan  arc  available,  and  no  less  than  658  specific 
r(»qu(»sts  for  tluMu  havi*  conu*  from  other  industrial  establishments, 
from  colleges  and  universiti(\s,  from  individuiils,  and  from  various 
sources. 
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RESULTS  ACCOMPLISHED   BY   WORKS   COUNCILS 

We  have  been  most  agreeably  surprised  at  the  splendid  results 
accomplished  through  these  works  councils  since  March  12,  but 
siuprised  only  at  the  rapidity  with  which  they  were  accomplished, 
because  there  was  no  question  in  our  minds  as  to  the  ultimate  result. 

There  were  elected  by  the  employees  148  representatives  in  the 
19  different  plants.  The  average  age  of  those  employees  is  38  years 
and  10  months.  They  are  mature.  One  hundred  and  twenty-seven 
of  them  are  married,  and  only  21  are  single.  Their  average  length 
of  service  is  7  years  and  7  months,  so  they  are  relatively  old-timers 
and  mostly  sedate  married  men.  One  hundred  and  two  of  them  are 
native-bom  Americans,  and  46  are  foreign-bom  naturaUzed  citizens. 

Ninety-seven  per  cent  of  all  of  the  employees  who  were  present 
and  eligible  actually  voted  for  or  against  the  plan  when  it  was  pro- 
posed for  adoption.  The  results  at  the  various  plants  ranged  from 
an  almost  imanimous  vote  for  it  to  a  vote  of  sixty  to  forty  against 
it  in  two  of  the  plants.  One  or  two  of  the  plants  showed  only  a 
scant  majority  for  the  plan,  considering  the  number  of  men  involved, 
and  we  were  somewhat  puzzled  at  the  time  as  to  just  what  the  result 
would  be.  For  instance,  at  one  plant  the  majority  on  the  whole 
plan  was  only  200,  and  in  one  particular  department  —  we  will  say 
the  malleable  foundry  —  the  vote  was  265  against  the  plan  and 
125  for  it.  And  we  thought  that  those  125  should  be  the  only  ones 
who  would  participate  in  the  subsequent  nominations  and  election, 
and  we  might  then  have  a  condition  where  only  65  of  them  would 
elect  a  representative  for  practically  400  men,  which  we  could  not 
feel  was  true  representation.  We  were  very  much  relieved,  however, 
to  learn  that  98  per  cent  of  all  of  the  employees  present  and  eligible 
actually  voted  at  the  nominations. 

In  the  department  just  mentioned  every  man  working  on  that 
day  —  nearly  400  of  them  —  participated  in  the  nominations,  and 
again  in  the  elections.  On  the  final  ballot  for  elections  a  nominat- 
ing ballot  was  provided  first  in  order  that  the  elective  representa- 
tive might  have  at  least  a  majority  vote  of  his  constituents.  It  can 
easily  be  seen  that  if  we  had  a  department  of  300  men  and  only 
one  elective  ballot  and  there  were,  say,  30  candidates  running 
pretty  evenly,  possibly  a  man  with  only  25  or  30  votes  would  win 
the  election.  The  nominating  ballot  makes  it  sure  that  at  least  a 
majority  will  be  had  by  the  successful  candidate. 

The  average  vote  cast  for  the  successful  candidates  at  all  plan  ts 
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was  68  per  cent  of  the  total,  so  that  the  winning  candidates  repre- 
sented, or  were  elected,  by  more  than  two-thirds  of  their  constitu- 
ents. With  a  single  exception,  every  local  plant  superintendent 
has  written  in  response  to  an  inquiry  that  if  he  had  been  permitted 
to  select  the  employee  representatives  he  would  not  have  been  able 
to  choose  a  more  satisfactory  and  more  truly  representative  group 
than  did  the  employees  by  their  own  secret  ballot. 

The  Harvester  Company  has  always  operated  under  the  open- 
shop  principle,  but  a  number  of  union  men  have  been  elected  as 
employee  representatives  and  are  serving  on  works  councils.  Our 
experience  shows  that  these  men  appreciate  as  readily  as  non-union 
employees  the  constructive  possibiUties  of  the  plan  and  there  is  no 
indication  that  their  participation  in  the  cooperative  activities  of 
the  council  is  not  fully  as  satisfactory  as  that  of  the  non-union 
representatives. 

One  of  the  first  results  under  the  plan  was,  naturally  enough, 
a  demand  at  several  of  the  plants  for  shorter  hours  and  increased 
wages.  As  one  old-timer  said,  it  looked  very  much  as  if  the  com- 
pany was  giving  a  sort  of  a  Christmas  party  when  it  passed  around 
those  booklets  saying  that  the  works  council  would  determine  wages 
and  hours. 

With  a  single  exception  these  requests  were  withdrawn  volun- 
tarily by  the  employee  representatives  upon  presentation  of  the  man- 
agement's side  of  the  case,  which  was  to  the  effect  that  this  was 
not  an  opportune  time  for  such  action  —  that  the  agricultural- 
implement  business  was  a  competitive  industry.  The  management 
was  able  to  show  that  wages  and  rates  were  as  high  or  higher  than 
in  similar  industries  in  the  vicinity,  and  that  only  through  construc- 
tive work  in  this  council,  through  a  greater  efficiency  in  the  reduc- 
tion of  the  costs,  would  it  be  enabled  to  pay  higher  wages  and  still 
remain  in  a  competitive  market.  If  the  employees  were  willing  to 
do  their  part  the  management  would  do  its  part,  exchange  figures 
with  them  and  show  exactly  what  conditions  were  at  any  time. 
When  it  would  be  felt  that  the  time  had  come  to  consider  it  again, 
this  would  be  done. 

Thus  far  under  the  ** Harvester  Industrial  Council"  plan  the 
works  councils  have  been  able  to  reach  mutually  satisfactory  con- 
clusions on  all  matters  proposed  with  a  single  exception.  That 
exception  was  in  reference  to  a  demand  for  a  wages  and  hours  re- 
vision, afToctiiig  about  25  per  cent  of  the  employees  of  one  of  the 
plants.    The  proposition  as  put  up  by  the  employee  representatives 
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did  not  meet  the  approval  of  the  local  management.  After  an 
extended  discussion  that  was  wholly  friendly  and  frank,  the  ballot 
of  the  works  coimcil  resulted  in  a  tie.  This  was  probably  due  to 
"an  agreement  to  disagree,"  because  both  sides  felt  that  the  matter 
was  one  which  could  well  be  referred  to  the  president  for  settlement 
and  were  entirely  willing  that  this  course  should  be  followed. 

Automatically  the  matter  came  before  the  president  who  was 
able  to  make  a  compromise  oflFer  to  the  employee  representatives 
which  met  with  their  entu-e  approval  and  at  a  special  meeting,  held 
four  days  after  the  original  action  had  been  taken  in  the  works 
coimcil,  the  proposal  of  the  president  had  received  the  unanimous 
approval  of  the  employee  representatives  and  the  matter  was  settled 
to  the  satisfaction  of  all  concerned.  In  fact,  it  has  resulted  in  a 
marked  advance  in  the  morale  of  the  plant  and  the  friendly  attitude 
of  the  employees  toward  the  council  is  doubtless  more  firmly  estab- 
lished by  the  manner  in  which  this  matter  was  handled. 

Probably  75  per  cent  of  the  actual  business  of  the  works  council 
is  transacted  outside  of  the  regular  meetings.  Many  suggestions 
or  complaints  have  been  brought  to  the  attention  of  employee 
representatives  and  referred  by  them  direct  to  the  foreman  or  super- 
intendent, who  have  promptly  cared  for  the  matter  to  the  com- 
plete satisfaction  of  all  concerned.  This  has  been  particularly  true 
with  reference  to  correction  of  ventilating  equipment,  improvement 
of  shop  practice,  more  convenient  time  of  the  weekly  payday,  occa- 
sional reviews  of  piece-work  rates  and  similar  matters.  This  fimc- 
tioning  of  the  council  has  been  of  especial  value  in  acquainting  the 
employees  with  the  principles  of  time  and  motion  studies,  the  rea- 
sons for  adoption  of  certain  shop  rules,  etc. 

The  employees  have  universally  seemed  appreciative  of  the 
opf)ortimity  to  familiarize  themselves  with  the  facts  as  to  any  situa- 
tion and  have  been  exceptionally  fair  in  passing  judgment  after 
complete  discussion.  They  have  displayed  particular  interest  in 
production  problems  and  seem  to  realize  that  the  basis  of  larger 
returns  to  them  for  their  labor  lies  in  an  increased  production  and 
more  eflBicient  operation  of  the  shops. 

Some  of  our  plants  are  in  the  middle  west  side  of  Chicago, 
right  in  the  heart  of  the  radical  district.  Another  in  particular  is 
out  on  the  far  south  side,  where  probably  you  have  read  of  race 
riots  in  Gary  and  Indiana  Harbor  and  that  vicinity. 

I  believe  firmly  that  there  is  a  well-organized  propaganda  on 
foot  to  start  Soviet  organizations  in  this  country,  and  to  play  up 


160  INDUSTRIAL  PERSONNEL  RELATIONS 

the  rebellious  spirit  in  the  foreign  element  in  the  vicinity  of  some 
of  our  shops. 

The  foreign  members  of  one  of  our  works  councils  desiring  to 
meet  this  movement,  asked  for  information  which  enabled  them 
to  get  up  a  report  showing  the  participation  of  the  foreign-lx>rn 
employees  in  military'  service  of  this  country.  They  drew  parallel 
columns  of  the  number  of  foreign-born  employees  per  thousand  of 
the  men  at  the  plant;  and  the  number  of  each  nationality  per  thou- 
sand who  engaged  in  the  military  program.  The  average  for  the 
whole  plant,  of  all  the  employees  engaged  who  went  into  military' 
service  was  22  per  cent.  It  was  much  higher  at  the  other  plants. 
The  average  of  all  the  foreigners  was  22.2  per  cent,  practically  the 
same,  but  particularly  the  average  of  the  Polish  people  against 
whom  sentiment  had  been  directed,  and  against  whom  a  definite 
campaign  was  being  waged  in  playing  up  their  racial  spirit,  was 
30  per  cent.  The  average  participation  of  the  Poles  was  greater 
than  that  of  the  Americans.  Then  they  drew  some  conclusions: 
that  the  foreigner,  while  he  was  not  a  citizen,  and  therefore  not 
hound  b}'  the  same  ties  as  the  American,  had  contributed  almost 
the  Siime  to  the  military'  program,  and  individual  nationalities  to  a 
greater  extent  than  had  the  Americans;  that  his  contribution  had 
really  been  much  greater  from  the  fact  that  he  was  not  a  citizen, 
not  bound  by  those  ties;  and  they  drew  the  conclusion  that  the 
anti-foreign  sentiment  which  was  being  engendered  was  all  wrong 
and  not  justified  by  facts. 

Now,  that  was  done  in  the  works  council  committee  on  publicity 
without  any  instigation  by  the  management  whatsoever.  It  was 
the  thought  of  the  m(»n  themselves  as  a  metho<l  of  competing  with 
this  insidious  and  destructive  propaganda. 

RKSPONSIBILITIES    VNDERTAKEX    BY    WORKS   COUN'CILS 

^^^*  had  a  restaunint  which  was  not  very  satisfactory.  It  was 
losing  nion(\v  for  us  and  not  getting  the  n^sults  which  we  wanted. 
We  turned  it  over  to  the  works  council  and  the  patronage  has  trebled 
since  that  time*.  It  no  longer  shows  a  deficit.  It  was  frankly  and 
friM'ly  turntMl  over  to  the  men  to  manage.  They  hire  their  own 
manager,  they  mike  th »ir  own  rules,  they  s?t  th *ir  own  prices,  and 
they  have  leanictj  something  about  the  n»staurant  business  that  we 
wantt'tl  them  to  know,  and  sonu^thing  of  its  trials  and  tribulations, 
and  we  have  "snld"  the  proposition  entiivly. 

There  have  biM.*n  one  or  two  n»quests  for  ivinstatement  of  dis- 
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charged  employees.  There  are  functionalized  employment  bureaus 
and  all  recommendations  for  men  on  the  part  of  foremen  are  reviewed 
at  the  employment  oflSce.  There  are  no  restrictions  in  oifr  plan  as 
to  what  may  come  before  the  works  coimcil.  In  two  cases  —  the 
only  cases  thus  far  that  have  been  presented  —  the  works  council 
by  unanimous  vote  upheld  the  decision  of  the  employment  manager 
and  refused  to  reinstate  the  employee  who  thought  he  had  a  just 
grievance. 

The  safety  program  has  been  rejuvenated.  We  thought  we 
were  getting  up  efficient  bulletins  and  we  thought  we  were  carrying 
our  message  all  the  way  down  the  line.  We  thought  that  our  safety 
program  was  satisfactory,  and  we  couldn't  go  much  farther  with  it. 
Since  the  inauguration  of  the  works  council,  however,  our  accident- 
frequency  rate  has  steadily  fallen  month  by  month.  The  character 
of  the  bulletins  has  changed  somewhat.  They  are  written  in  shop 
parlance,  and  by  the  men  on  the  safety  committees. 

The  sub-committee  organization  activities  of  the  works  council 
have  been  wonderfully  well  arranged  by  the  employees  themselves 
without  any  action  of  the  management.  They  have  unanimously 
said  that  they  do  not  want  a  grievance  conmiittee.  They  do  not 
want  any  committee  on  wages  and  hours.  Those  are  subjects  that 
they  want  to  come  out  for  a  full  discussion  in  the  works  coimcil, 
and  their  reasoning  was  somewhat  along  these  lines:  They  said, 
"If  we  had  a  grievance  committee  which  only  went  to  the  boss  on 
controversial  matters,  he  couldn't  help  but  get  down  on  us  a  little 
bit,  and  believe  that  we  never  think  of  anything  except  how  to  make 
trouble.  And  we  don't  want  to  have  that  put  up  to  just  one  or  two 
men,  we  want  the  whole  council  to  work  on  that;  and  thien,  too,  we 
have  this  feeling  that  if  a  man  comes  to  us  with  a  grievance  or  a 
request  for  piece-work  revision,  or  revision  of  prices  or  hours,  we 
don't  ourselves  want  to  say  to  him,  *Well,  you  go  over  in  the  black- 
smith department  and  see  John  Doe,  because  he  is  on  that  committee. 
We  don't  want  to  have  anything  to  do  with  that.'  Those  are  things 
they  want  us  to  get  into,  and  if  we  do,  we  want  to  do  it  to  our  com- 
plete satisfaction." 

The  sub-committee  activities,  so  far  as  grievances  and  hours 
and  wages  have  been  concerned,  are  always  taken  up  by  the  council 
as  a  whole,  and  it  has  meant  that  no  one  or  two  individuals  sat 
themselves  up  as  business  agents  in  the  plant. 

The  question  has  been  asked  how  much  of  this  himian  relations 
problems  Ues  within  the  field  of  the  mechanical  engineer.     Engi- 
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neering,  to  my  mind,  has  been  the  consideration  of  an  exact  science, 
and  these  matters  of  personnel  in  the  industrial  sense  are  not  re- 
ducible to  stable  factors  at  all.  In  the  whole  scale  of  industrial 
relations  we  are  always  dcahng  with  the  human  being  —  a  body 
with  a  mind,  a  creative  force,  and  a  soul,  and  therefore  not  reducible 
to  any  sort  of  stabiUty  as  regards  its  valuation.  You  can't  get  up 
any  sort  of  a  formula  which  will  solve  a  given  condition,  and  repeat 
on  it.  And  I  don't  believe  the  personnel  problem  ever  should  be 
treated  as  a  science  and  coldly  analyzed  or  formulated. 

I  beUeve  that  its  direction  and  its  constant  progress  should  be 
made  by  men,  not  necessarily  technical  in  their  education,  although 
we  do  need  the  assistance  of  every  bit  of  science  that  can  be  brought 
to  bear,  but  more  particularly  men  who  are  given  over  to  the  idea 
of  real  service. 

There  are  many  employment  managers  functioning  today  in 
splendidly  furnished,  mahogany-Uned  offices,  and  who  receive  the 
requisitions  from  foremen  for  help  and  who  analyze  the  jobs'  speci- 
fications quite  technically,  and  select  by  means  of  phrenology,  and 
goodness  knows  how  many  other  "ologies,"  applicants  from  the 
waiting  line,  if  there  is  such  a  thing,  or  by  scientific  advertising,  if 
the  waiting  line  is  not  there,  and  possibly  fill  those  jobs. 

But  I  believe  the  work  is  best  done  by  men  who  forsake  the 
oflSce  and  don't  hire  through  an  employment  window  but  get  out 
and  interview  a  man  across  a  desk,  and  look  upon  him  as  another 
human  being,  one  who  is  coining  into  a  strange  land,  into  a  strange 
company,  and  make  him  thoroughly  at  ease;  who  will  sell  him  his 
job  as  a  constituent  part  of  a  great  assembly,  who  will  look  after 
him,  not  in  an  apparently  disinterested  way,  but  in  an  atmosphere 
of  good-fellowship  after  he  goes  to  work,  and  who  will  look  upon 
his  problems  with  a  light  of  experience  and  know  exactly,  or  nearly 
exactly,  what  his  thoughts  are,  what  his  suspicions  are  —  and  those 
I  do  not  thuik  can  be  had  by  a  science  as  well  as  by  experience. 

I  think  the  employment  engineer  of  today  —  the  personnel 
manager  of  today  —  should  first  of  all  be  chosen  on  personality. 
That  is  certainly  more  than  fifty  per  cent  of  the  necessary  make-up. 
He  should  be  of  an  engaging  i)crsonality,  a  man  who  can  converse 
with  other  men  and  get  them  in  turn  to  converse  with  him;  who 
has  a  synipat luetic  oar;  who  has  a  certain  poise;  and  withal,  who  is 
a  good,  keen  judge  of  human  nature;  and  then  on  top  of  that,  as 
nmch  technical  training  as  he  may  have. 
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At  the  Anmud  Meeting  of  the  Society  of  1912,  a  re-part  vxu  presented  by  the 
SuXhCcmmittee  on  AdnwnietraHon,  of  which  the  late  James  M.  Dodge  was  Chair- 
man, and  L.  P.  Alford,  Secretary,  on  The  Present  Stale  of  the  Art  of  Industrial 
Management.  This  report  was  replete  with  information  upon  the  broad  aspect 
of  the  management  problem  as  it  then  existed  in  the  industries  of  the  country. 

During  the  seven  years  which  have  intervened  since  the  preparation  of  this 
report,  the  question  has  been  studied  from  many  different  angles  and  has  come  to 
be  viewed  in  quite  a  different  light  from  that  in  which  it  was  regarded  when  the  original 
report  was  prepared.  In  consequence,  the  Committee  on  Meetings  and  Program 
appointed  Mr.  Alford  a  committee  of  one  to  prepare  the  following  new  report  upon 
the  subject  for  presentation  at  the  Session  on  Industrial  Relations  al  the  Detroit 
meeting. 

This  report  not  only  comprises  a  review  of  the  new  aspects  of  the  problem  which 
have  recently  developed,  but  also  a  historical  summary  of  the  progressive  stages  in 
the  development  of  industrial  relations  since  the  period  immediately  following  the 
Civil  War.  It  has  proved  to  be  inevitable  that  after  any  great  economic  disturbance 
like  that  produced  by  the  CivU  War,  or  the  present  period  of  unrest  following  the 
world  conflict  in  Europe,  there  should  be  unrest  and  uncertainty  in  the  field  of  labor 
and  employment;  and  it  thus  seems  appropriate  at  this  time  to  outline  briefly  the 
most  important  transitions  which  have  occurred  in  this  field,  beginning  with  the 
time  of  the  Civil  War  and  including  the  situation  which  now  exists,  so  similar  in 
character,  but  greatly  amplified. 

TN  the  presidential  address  made  to  this  Society  in  1882  is  the 
following  remarkable  statement  of  the  responsibility  of   engi- 
neers in  solving  the  problems  involved  in  the  relations  of  employers 
and  employees: 

In  singular  and  discreditable  contrast  with  all  the  gains  in  recent  and  current 
practice  in  engineering,  stands  one  feature  of  our  work  which  has  more  importance 
to  us  and  to  the  world,  and  which  has  a  more  direct  and  controlling  influence 
upon  the  material  prosperity  and  the  happiness  of  the  nation  than  any  modem 
invention  or  than  any  discovery  of  science.  I  refer  to  the  relations  of  the  em- 
ployers to  the  working  classes  and  to  the  mutual  interest  of  labor  and  capital. 

^  Report  prepared  at  request  of  Committee  on  Meetings  and  Program. 


Plresented  at  the  Spring  Meeting,  Detroit,  Mich.,  June    1919,  of   The 
Amxbican  Socibtt  of  Mechanical  Engineebs. 
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It  is  from  us,  if  from  any  body  of  men,  that  the  world  should  expect  a  complete 
and  satisfactory  practical  solution  of  the  so-called  "Liabor  problem."  More  is 
expected  of  us  than  even  of  our  legislators.    And  how  little  has  been  accomplished. 

2  Dr.  Thurston  was  speaking  of  conditions  as  they  were  a  full 
generation  ago,  yet  his  words  are  as  true  today  as  they  were  then. 
The  world  is  looking  to  the  engineers  for  leadership  in  these  matters 
"and  how  little  has  been  accomplished." 

3  The  topic  of  industrial  relations  is  so  complex  and  far-reaching 
that  any  treatment  within  the  space  of  a  professional  paper  must 
of  necessity  be  restricted  to  certain  aspects  of  the  problems.  So 
in  attempting  to  outline  the  present  position  of  the  body  of  fact  that 
is  comprehended  in  the  term  "industrial  relations,"  the  scope  will 
be  limited  to  a  survey  of  the  more  important  developments  of  the 
last  thirty  or  thirty-five  years,  and  to  a  statement  of  a  few  of  the 
more  outstanding  tendencies  revealed  by  events  of  the  immediate 
present. 

4  To  shorten  the  paper,  certain  of  the  supporting  facts  have 
been  largely  grouped  in  two  appendices  or  are  referred  to  in  foot 
notes.  Free  use  has  been  made  of  the  writings  and  work  of 
others  and  an  earnest  attempt  has  been  made  to  give  due  credit, 
but  in  the  examination  of  many  sources  of  information  it  may  be 
unwittingly  that  violations  of  courtesy  have  crept  in.  If  such  are 
discovered,  the  author  hopes  that  the  situation  will  be  viewed 
leniently  in  the  face  of  the  difficulty  of  compressing  into  a  limited 
number  of  pages  a  discussion  of  a  subject  of  such  complexity,  and 
one  on  which  such  a  tremendous  mass  of  literature  has  been  produced. 
Many  have  supplied  information  of  value  in  personal  letters  and 
such  assistance  is  gratefully  acknowledged. 

5  Before  we  can  attempt  to  outUne  the  status  of  industrial  rela- 
tions it  is  necessary  to  define  what  we  mean  by  the  term.  To  that 
end  this  statement  is  offered: 

Industrial  relations  comprises  thai  body  of  principle,  practice 
and  law  growing  out  of  the  interacting  human  rights,  needs  and 
aspirations  of  all  who  are  engaged  in  or  dependent  upon  producHve 
industry, 

6  It  will  be  observed  that  this  definition  does  not  include  di- 
rectly the  feelings  of  uneasiness  and  unrest  among  industrial  workers, 
but  \Tiews  them  as  the  expression  of  real,  or  fancied,  rights  or  needs, 
and  considers  strikes  and  lockouts  as  but  the  assertion  of  the  same 
or  similar  claims.    On  the  other  hand,  the  definition  does  include  not 
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only  the  interests  of  employers  and  employees  who  are  actually  en- 
gaged m  industry,  but  Ukewise  of  others  who  are  dependent  upon 
productive  industry  for  the  satisfaction  of  some  of  their  needs,  or 
for  the  safeguarding  of  some  of  their  rights. 

7  From  the  viewpoint  that  industrial  relations  comprises  a 
body  of  principle,  practice  and  law  operating  in  productive  indus- 
try it  is  a  major  subject  for  examination  by  this  Society,  for  the 
members  of  The  American  Society  of  Mechanical  Engineers  are 
drawn  largely  from  the  great  group  of  responsible  executives  in  in- 
dustry. It  is  clearly  a  function  of  this  Society  to  enUghten  its  mem- 
bership in  regard  to  matters  that  so  vitally  concern  manufacturing 
and  production  as  the  one  under  consideration. 

8  Furthermore,  now  is  a  particularly  appropriate  time  for 
such  a  study  as  we  are  in  a  period  that  promises  to  yield  develop- 
ments of  the  highest  importance.  In  this  respect  the  present  is 
similar  to  the  decade  1880  to  1889,  during  which  time  several  of  the 
important  methods  and  practices  that  have  been  worked  out  in 
industrial  relations  had  their  beginnings. 

9  To  extend  this  comparison  of  times,  the  Civil  War  period  was 
one  of  prosperity  in  America  and  Europe  and  of  growth  of  labor 
organization.  The  years  from  1865  to  1869,  the  half  decade  imme- 
diately following  the  close  of  the  Civil  War,  are  referred  to  in  our 
history  as  the  period  of  reconstruction.  After  1870  there  set  in  a 
long  period  of  business  depression  which  culminated  in  the  financial 
panic  of  1873  and  continued  until  about  1879.  During  this  time 
there  was  a  decline  in  trade  unionism.  Beginning  with  about  1880 
there  was  a  recovery  which  brought  business  prosperity,  high  wages, 
a  decrease  in  unemployment  and  an  enlargement  of  trade  unionism. 
Dming  the  80's  there  were  many  hard-fought  strikes,  widespread 
labor  unrest,  and  frequent  and  insistent  demands  upon  the  part  of 
workers  in  industry. 

10  At  the  present  time  we  are  witnessing  the  payment  of  higher 
wages  than  were  ever  before  known  in  this  country,  there  is  a  general 
feeling  of  imeasiness  and  unrest  throughout  our  entire  industry, 
labor  is  making  many  demands,  and  strikes  are  so  frequent  and 
widespread  that  it  is  doubtful  if  a  single  member  of  this  Society  has 
not  at  least  been  inconvenienced  during  the  present  year  by  the 
temporary  cessation  of  some  function  of  industry  upon  which  he  is 
in  some  degree  dependent. 

11  But  this  comparison  carries  further.  During  the  80's  there 
were  developed  and  put  into  use  two  practices  expected  to  mitigate 
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or  help  solve  the  labor  difficulties  of  that  time,  namely,  profit  sharing 
and  methods  of  wage  payment  intended  to  give  the  worker  a  direct 
share  in  the  benefits  of  increased  production.  At  the  present  time 
we  are  seeing  another  heightening  of  interest  in  profit  sharing  and 
the  widespread  installation  of  the  so-called  shop-committee  system. 
Thirty  years  ago  and  today  are  similar  periods  of  experimentation 
in  industrial  relations. 

12  So  we  cannot  avoid  the  conclusion  that  times  of  labor  unrest 
are  productive  of  new  plans  and  methods  that  attempt  to  satisfy 
the  needs  and  harmonize  the  rights  of  those  who  are  engaged  in 
industry.  And  it  is  reasonable  to  expect  that  the  period  we  are  now 
in  will  mark  the  rise  of  new  methods  and  practices  that  will  properly 
belong  in  the  classification  of  industrial  relations. 

13  Although  the  beginnings  of  the  development  of  industrial 
relations  took  place  during  the  80's  of  the  last  century  the  situation 
in  industry  did  not  become  acute  in  the  United  States  imtil  about 
1905.  That  date  fixes  approximately  the  time  when  the  evils  of 
absentee  directorate  of  large  corporations  came  into  prominence. 
Many  of  our  great  industrial  consolidations  had  taken  place  before 
1905  and  the  owners  had  put  into  effect  a  system  of  control  and 
management  arbitrarily  determined  in  a  few  of  our  large  cities,  prin- 
cipally New  York  City,  while  the  plants  of  these  corporations  were 
spread  throughout  the  country. 

14  It  is  frequently  stated  that  the  necessity  for  establishing 
industrial  relations  today  is  the  growth  of  the  factory  system  wherein 
all  personal  contact  is  lost  between  owner  or  manager  and  the  worker. 
While  this  is  true,  it  does  not  sum  up  the  entire  loss.  In  the  system 
of  absentee  directorate  there  are  other  evils  as  well,  and  these  taken 
together  have  set  up  situations  where  there  have  been  clashes  over 
the  rights,  needs  and  aspirations  of  those  who  belong  to  the  class  of 
employers  and  those  who  form  the  great  group  of  employees.  These 
losses  in  fitness  for  control  may  be  stated  in  this  wise: 

a  The  loss  of  personal  contact  and  relationship  that  formerly 

existed  between  the  master  and  his  skilled  workmen  and 

apprentices 
b  The  loss  due  to   the  lack  of  personal   knowledge  of  the 

work  being  done  on  the  part  of  present-clay  directors  and 

mana<2:crs 
c  The  loss  due  to   the   lack  of   personal  knowledge  of  the 

tools  and  equipment  used  in  production  on  the  part  of 

present-day  managers 


L.  P.  ALFOBD  167 

d  The  loss  of  the  direct  oversight  of  saving  and  conserving 

materials  and  human  eflfort  on  the  part  of  present-day 

managers 
e  The  withdrawal  from  productive  work  of  the  families  of 

the  directors  and  managers 
/  The  loss  of  equality  of  li\dng    conditions    between    the 

families  of  the  directors  and  managers  and  the  workers. 

15  The  eflfect  of  these  losses  in  creating  a  situation  where  there 
may  be  a  clash  of  interests,  and  failure  on  each  side  to  understand 
and  appreciate  the  other,  is  brought  home  when  we  contrast  the 
human  relationships  in  the  days  of  craftsmanship  with  those  of  the 
factory  system.  In  former  times  the  employer  or  master  knew  how 
to  do  all  parts  of  the  work  himself,  had  in  fact  done  so  with  his 
own  hands,  was  in  personal  contact  with  all  of  the  tools,  equipment 
and  materials  used  in  his  shop,  had  complete  personal  oversight  of 
everything  that  was  done,  and  held  a  relationship  of  almost  father 
to  son  with  his  apprentices  who,  in  many  cases,  lodged  and  boarded 
in  the  master's  home  and  were  ser\'ed  by  the  master's  wife  and 
daughters.  Not  only  did  the  master  instruct  his  apprentices  in  the 
requirements  and  skill  of  the  trade,  but  he  likewise  set  them  the 
example  of  right  Uving.  All  of  the  activities  of  the  master  opened 
to  the  apprentice  as  he  became  able  to  exercise  them.  There  was 
a  complete  community  of  interest  between  the  master,  his  family, 
his  workmen,  their  famiUes  and  his  apprentices. 

16  By  contrast,  in  American  industry  today  far  too  often  the 
owners  and  directors  live  hundreds  and  thousands  of  miles  away 
from  the  workers  in  their  plants,  under  entirely  different  conditions, 
as  var}dng  as  New  York  City  and  a  Massachusetts  mill  town  or  a 
Middle-West  factory  community.  All  exact  knowledge  one  of  the 
other  is  lacking,  there  is  no  community  of  interest  or  purf)ose,  and 
no  assurance  that  a  f)olicy  determined  uf)on  in  the  directors'  room 
will  meet  the  needs  and  rights  of  the  workers  in  some  far  distant 
locaUty. 

17  It  is  the  creation  of  this  situation  of  absentee  directorate 
that  has  done  much  to  focus  attention  upon  the  necessity  of  develop- 
ing a  body  of  principles,  practice  and  law  to  satisfy  the  needs  and 
safeguard  the  rights  of  all  who  are  engaged  in  or  dependent  upon 
American   industry'. 

18  Examination  reveals  six  major  lines  of  development  amid 
the  various  methods,  plans  and  systems  that  have  been  tried  in 
seeking  to  work  out  better  industrial  relations.    These  are: 
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a  Profit-sharing  plans 

b  Methods  of  wage  payment 

c  Methods  and  laws  to  reduce  the  hazards  in  industry  and 
mitigate  the  effects  of  injuries  and  occupational  diseases 

d  Employment  management 

e  Declaration  and  enforcement  during  the  period  of  war  of 
three  rights  of  workers,  namely,  collective  bargaining, 
restricted  hours  of  labor  and  the  living  wage.  Declaration 
of  these  same  rights  and  others  in  the  Treaty  of  Peace. 

/  Systems  for  mutual  or  joint  control  by  employers  and 
employees. 

19  A  controlling  reason  for  considering  these  six  lines  of  develop- 
ment is  their  actual  or  promised  permanence  and  widespread  accept- 
ance and  application.  For  this  same  reason  it  does  not  seem  perti- 
nent to  the  purpose  of  this  paper  to  devote  space  to  welfare  methods, 
industrial  betterment,  suggestion  boxes  or  systems,  shop  gardens, 
factory  bands,  dances,  ministrels,  glee  and  athletic  clubs,  employees' 
loans,  benefit  associations,  pensions  and  many  other  activities  that 
properly  classify  under  our  definition  of  industrial  relations.  With- 
out doubt  successful  appUcations  of  every  one  of  these  activities 
can  be  mentioned,  and  likewise,  without  doubt,  experiences  can  be 
pointed  out  where  they  have  had  a  beneficial  effect  in  promoting 
satisfactory  conditions  and  assisting  to  develop  a  "spirit  of  the 
organization."  It  is  more  than  likely  that  many  of  these  activities 
will  always  find  a  place  in  industry,  but  none  of  them  seem  to  be 
a  major  line  of  development,  and  in  fact  all  classify  imder  welfare 
work  or  industrial  betterment,  which  have  fallen  into  disrepute  be- 
cause of  the  motive  of  charity  or  paternalism  that  has  inspired  them 
in  many  places. 

20  The  element  of  failure  in  all  these  agencies  is  the  lack  of 
removal  of  the  fear  of  unemployment.  For  the  fundamental  cause 
of  industrial  unrest  is  the  dread  of  losing  the  opportunity  to  work 
and  thereby  secure  the  necessities  of  life,  or  of  I)eing  cut  off  from 
deserved  promotion. 

PROFIT   SHARING 

21  Profit  sharing  has  Ixjcn  mentioned  as  one  of  the  lines  of 
development  that  become  i)rominent  during  the  period  ending  in 
1889.  Approxiiiiiitc^ly  32  firms  that  put  into  effect  some  form  of 
profit-sharing  plan  during  this  i)eriod.^  A  few  of  these  were  mer- 
cantile establishments,  but  all  were  large  employers  of  labor. 

»  See  Profit  Sharing  Between  Employer  and  Emplo>-ec,  N.  D.  Gilman,  1889. 
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22  Not  only  is  there  reason  to  believe  that  these  attempts  were 
inspired  by  conditions  of  industrial  unrest,  but  there  is  direct  testi- 
mony to  this  efifect  in  two  cases.  The  Globe  Tobacco  Company, 
of  Detroit,  Mich.,  entered  into  an  agreement  in  regard  to  its  profit- 
sharing  plan  in  1886  with  the  district  board  of  the  Knights  of  Labor; 
and  the  plan  of  the  H.  O.  Nelson  Company,  of  St.  Louis,  Mo.,  which 
was  annoimced  on  March  20  of  that  year,  was  an  outgrowth  of  the 
great  raikoad  strike,  strikes  m  the  building  trades  and  the  move- 
ment for  the  eight-hoiu"  working  day. 

23  Within  the  past'  six  months  a  number  of  large  industrial 
plants  in  this  coimtry  have  announced  or  put  into  efifect  profit-shar- 
ing plans,  so  we  seem  to  be  having  a  repetition  of  what  took  place 
during  the  80's  of  the  last  century. 

24  It  is  worth  while  to  point  out  that  although  profit  sharing 
was  put  into  efifect  in  a  number  of  American  industries  a  generation 
ago,  it  has  never  had  widespread  adoption.  This  fact  may  cause  us 
to  question  its  efifectiveness  as  a  promoter  of  good  industrial  rela- 
tions. Several  reasons  are  recognized  for  this  situation:  Payment  of 
gains  under  profit-sharing  plans  are  deferred  and  so  lack  an  imme- 
diate appeal;  the  gains  do  not  come  dbectly  nor  entirely  from  the 
efiforts  of  the  workers,  but  are  dependent  upon  the  hazards  of  the 
enterprise;  the  amoimt  distributed  to  any  individual  worker  is 
equivalent  to  an  increase  of  only  a  few  cents  an  hour  for  the  year; 
the  amount  shared  by  each  person  among  the  owners  and  managers 
is  many  times  greater  than  that  received  by  each  workman. 

25  Plans  for  stock  participation  have  the  same  purpose  and 
value  as  those  for  profit  sharing. 

METHODS  OF  WAGE   PAYMENT 

26  The  pioneer  work  that  has  since  yielded  the  science  and 
practice  of  industrial  management  was  performed  during  this  same 
period  of  industrial  unrest,  that  is,  from  1880  to  1889.  During  this 
decade  Mr.  Henry  R.  Towne  presented  two  papers  before  this 
Society  that  have  been  frequently  referred  to  as  the  beginnings  of 
the  literature  of  industrial  management.  The  first  was  read  in 
1886.  In  it  Mr.  Towne  called  the  attention  of  his  fellow-engineers 
to  the  need  of  a  study  of  the  financial  and  profit-making  aspects  of 
shop  management.  He  urged  his  associates  to  become  "economists" 
because  the  engineer  is  one  who  essentially  efifects  economy.  His 
second  paper  was  presented  in  1889  and  in  it  was  described  a  gain- 
sharing  plan  that  Mr.  Towne  had  appUed  in  his  own  shop.    The 
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object  was  to  enable  his  employees  to  share  the  profits  of  the 
business,  depending  upon  gains  in  efficiency  as  shown  by  careful 
accounting. 

27  Influenced  by  his  study  of  the  epidemics  of  strikes  during  the 
same  decade,  Mr.  F.  A.  Halsey  originated  his  premium  plan  of  wage 
payment  that  was  disclosed  to  this  Society  in  a  professional  paper 
read  at  the  Providence  meeting  in  1891.  In  a  recent  letter  written 
by  Mr.  Halsey  to  the  author  the  activities  of  the  Knights  of  Labor 
and  the  great  street-car  strike  in  New  York  City  are  mentioned  as 
two  of  the  events  that  influenced  him  to  study  the  possibility  of 
some  form  of  wage  payment  that  would  reward  the  worker  for 
increased  effort  and  production. 

28  This  same  decade  was  the  period  of  the  work  of  Dr.  Fred- 
erick W.  Taylor,  which  later  on  gave  to  this  Society  several  papers 
outlining  his  system  of  shop  management.  It  will  be  recalled  that 
a  part  of  his  methods  was  a  system  of  wage  payment  known  as  the 
* '  differential  system. ' ' 

29  Since  that  time  several  other  methods  of  wage  payment 
have  been  originated  and  developed,  so  that  today  we  recognize 
some  half  a  dozen  that  have  more  or  less  extensive  application. 
Each  one  has  been  developed  with  the  purpose  of  improving  the 
relationships  between  employer  and  employee  in  regard  to  the 
division  of  the  earnings  and  profits  of  industry,  or  to  provide  an 
extra  reward  for  extra  productive  effort. 

THE   "safety-first"   MOVEMENT  AND  WORKMEN'S  COMPENSATION 

30  About  1910  American  juries  began  to  award  large  sums 
in  suits  for  personal  damages,  where  the  plaintiff  had  been  injured 
by  machinery  or  otherwise  in  industry.  Employers  turned  to  lia- 
bility-insurance  companies  to  defend  these  suits  and  settle  with 
their  employees,  thus  bringing  an  outside  party  between  them  and 
their  workers.  Appreciation  of  the  hazards  in  industry  and  the 
hardships  endured  by  incapacitated  workmen  and  their  families, 
not  only  during  the  period  of  recovery  from  the  injury  itself  but 
|)crhaps  throughout  the  life  of  the  wage  earner  due  to  decreased 
earning  power,  gave  rise  to  the  "safety-first"  movement  and  the 
enactment  of  workmen's  compensation  laws. 

31  It  is  interesting  to  note  that  the  safety-first  movement  was 
fostered  largely  by  men  residing  west  of  Pittsburgh,  many  of  whom 
were  in  the  employ  of  large  corporations  where  directorates  were  in 
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New  York  City.  Furthermore  it  was  from  the  outset  a  young  man's 
movement.  Here  and  there  a  few  progressive  firms  paid  generous 
compensation  voluntarily  before  laws  were  passed  making  this 
practice  compulsory.  Mr.  John  L.  Henning  instituted  such  a  plan 
in  1904  in  a  mining  operation  in  Louisiana  of  which  he  was  chief 
engineer.  This  is  the  earliest  attempt  of  this  kind  in  the  United 
States  that  has  reached  the  author's  attention. 

32  In  the  enactment  of  compensation  laws  the  rights  and  needs 
of  the  community  were  recognized.  An  entirely  different  view  of  the 
legal  relationship  of  employer  and  employee  was  taken  than  that 
which  had  existed  before,  and  which  was  smnmed  up  in  the  expres- 
sion "master  and  servant."  The  responsibility  for  the  injuries  was 
placed  squarely  upon  the  industry  through  the  employer,  and  in 
boards  and  conmiissions,  machinery  was  set  up  to  make  sure  that 
employees  would  receive  the  compensation  to  which  they  were 
entitled.  There  are  now  39  states  which  have  compensation  laws. 
The  first  was  New  Jersey  and  the  effective  date  was  July  4,  1911. 

33  But  the  safety-first  movement  has  yielded  much  more  than 
this  group  of  legal  enactments.  There  has  grown  up  a  large  body 
of  practice  in  regard  to  safeguarding  machinery  and  working  spaces, 
establishing  and  operating  first-aid  rooms  and  factory  hospitals, 
toward  improving  the  heating,  ventilation  and  sanitary  conditions 
in  factories,  removing  or  mitigating  conditions  tending  toward  occu- 
pational disease,  providing  medical,  dental  and  nursing  service  for 
the  families  of  employees,  establishing  medical  examinations  before 
employment  and  at  stated  intervals  thereafter,  teaching  personal 
hygiene  to  employees  and  their  families,  and,  in  fact,  a  complete 
new  outlook  in  regard  to  the  health  and  physical  welfare  of  all  who  are 
engaged  in  industry.     Through  it  all  there  has  been  a  moral  motive. 

34  The  movement  has  also  brought  into  being  two  strong 
organizations,  the  National  Safety  Council  and  the  Workmen's 
Compensation  Bureau.  In  addition  there  is  an  association  of  phy- 
sicians who  are  engaged  in  industrial  practice. 

35  The  American  Society  of  Mechanical  Engineers  has  contrib- 
uted to  this  development  through  taking  the  initiative  in  preparing 
several  safety  codes  or  standards.  It  is  estimated  that  the  safety- 
first  movement  of  the  past  ten  years  has  reduced  the  number  of 
annual  fatal  accidents  in  the  United  States  from  35,000  to  22,000 
with  a  corresponding  lessening  of  maiming  and  disabling  accidents. 
This  line  of  development  is  the  most  significant  of  all  from  the  view- 
point of  the  interests  of  the  conununity. 
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EMPLOYMENT  MANAGEMENT 

36  Since  1916  there  has  come  into  prominence  what  is  now 
recognized  as  a .  new  profession  in  industry,  that  of  employment 
management.  It  comprehends  in  its  broadest  interpretation  the 
establishment  of  all  policies  and  direction  of  all  of  the  functions  hav- 
ing to  do  with  personnel.  It  has  taken  over,  expanded  and  developed 
the  former  work  of  hiring  and  discharging,  has  sought  to  reduce 
labor  turnover  and  has  fostered  and  directed  those  activities  which 
are  usually  comprehended  under  the  term  welfare. 

37  The  oldest  organized  employment  department  of  which 
the  author  has  knowledge  has  been  in  operation  about  nineteen 
years  in  the  plant  of  the  B.  F.  Goodrich  Company,  Akron,  Ohio. 
In  1907  Mr.  H.  F.  J.  Porter  in  a  discussion  of  a  paper  presented 
before  this  Society  called  attention  to  the  evils  of  labor  turnover 
and  outlined  some  methods  that  he  had  taken  for  its  reduction. 
In  1914  Mr.  Magnus  W.  Alexander  presented  a  striking  address 
before  a  convention  of  the  National  Machine  Tool  Builders'  Asso- 
ciation in  which  he  gave  statistics  gathered  from  some  twelve  metal- 
working  plants  revealing  the  tremendous  amount  of  the  turnover 
of  labor  and  its  excessive  cost.  A  small  group  of  men  in  and  around 
Boston,  Mass.,  worked  on  this  problem  of  employment  for  a  number 
of  years  and  as  early  as  1910  organized  the  Boston  Employment 
Managers'  Association. 

38  But  the  movement  did  not  gain  headway  until  about  1916 
when  it  was  ready  for  the  truly  marvelous  expansion  that  has  taken 
place  during  the  period  of  the  war.  The  April  1919  issue  of 
Personnel,  the  official  Bulletin  of  the  National  Association  of 
Employment  Managers  lists  27  employment  managers'  associations. 
In  addition,  a  National  Employment  Managers  Association  was 
formed  in  May  1918.  No  other  line  of  development  in  industrial 
relations  has  had  the  rapidity  of  growth  of  employment  manage- 
ment. But  the  impelling  motive  has  not  been  entirely  that  of 
fostering  good  industrial  relations,  although  that  result  has  como  in 
many  cjises  where  the  work  has  been  well  done.  The  major  reason 
in  the  minds  of  most  industrial  executives  in  establishing  employ- 
ment departments  has  been  to  secure  employees  during  the  period 
of  labor  scarcity  and  to  find  out  why  men  leave.  Another  impetus 
to  the  movement  came  through  the  action  of  the  United  States 
Government  in  insisting  that  such  departments  should  be  installed 
in  plants  manufacturing  munitions,  war  supplies  and  ships.    To 
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meet  the  demand  for  trained  managers  a  nimiber  of  colleges  and 
miiversities  established  six-week  courses  in  employment  management 
imder  the  direction  of  the  War  Department.  Since  the  signing  of 
the  armistice  several  of  these  have  been  modified  and  put  on  what 
will  probably  prove  to  be  a  permanent  basis. 

DECLARED    RIGHTS   IN    INDUSTRIAL   RELATIONS 

39  As  a  war  measure  President  Wilson  by  proclamation  created 
a  National  War  Labor  Board  to  establish  principles  and  poUcies  in 
regard  to  the  employment  and  utilization  of  labor  during  the  period 
of  war,  more  particularly  in  war  industries,  and  to  set  up  machinery 
for  considering  and  adjusting  grievances.  At  the  outset  this  Board 
declared  three  rights  of  labor:  The  right  to  organize  and  bargain 
collectively;  the  right  to  a  limited  number  of  hours  of  labor;  the 
right  to  a  living  wage. 

40  The  Peace  Treaty  written  at  Versailles  recognizes  these 
three  rights  and  several  other  principles  that  are  of  "special  and 
urgent  importance."    Appendix  No.  1  gives  the  text. 

41  The  recognition  of  these  rights  is  a  great  step  in  the  develop- 
mentr  of  industrial  relations,  and  they  can  never  be  abrogated  in 
American  industry.  The  same  situation  is  reflected  in  British  con- 
ditions as  shown  by  the  summary  of  the  report  of  the  Employer's 
Industrial  Commission  of  the  United  States  Department  of  Labor. 

MUTUAL  OR  JOIXT   CONTROL 

42  The  sixth  major  line  of  development  has  to  do  with  control 
in  industry.  Students  of  the  present  condition  of  unrest  have  pointed 
out  that  the  fundamental  is  a  "struggle  for  control,"  the  opposing 
forces  being  the  owners  and  the  workers.  The  expression  "industrial 
democracy"  is  frequently  used  as  describing  a  state  that  is  about  to 
come,  or  is  now  being  ushered  in.  The  parallel  between  our  poUtical 
democracy  and  the  expected  industrial  form  is  sometimes  put  in  this 
wise:  The  slogan  that  gave  birth  to  this  nation  and  brought  our 
poUtical  democracy  was,  "No  taxation  without  representation." 
The  parallel  slogan  expressive  of  the  movement  to  bring  industrial 
democracy  is  "No  control  without  representation." 

43  The  method  that  is  being  followed  to  put  this  ideal  into 
practice  is  the  shop  committee.  It  is  a  new  development.  Approxi- 
mately 106  firms  in  this  country  have  some  form  of  representative 
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shop  committee.  The  oldest  was  put  into  effect  in  1903  and  most 
of  them  were  started  in  1918.  Bridgeport  alone  has  44  plants 
where  this  system  is  in  force.  The  plan  installed  by  Mr.  H.  F.  J. 
Porter  in  1903  in  the  plant  of  the  Nemst  Lamp  Company  in  Pitts- 
burgh was  described  by  him  in  an  article  published  in  The  Engine- 
ering Magazine  in  August  1905.  The  shop  committee  was  made  up 
of  secretly-elected  employees  under  the  chairmanship  of  the  shop 
superintendent.  Conditions  in  the  plant  that  might  be  bettered  for 
the  employees  were  discussed,  and  the  committee  evidently  func- 
tioned as  a  safety-first  committee  as  well  as  a  representative  shop 
committee. 

44  Without  doubt  the  success  of  the  safety  committees  with 
which  there  has  been  some  six  or  seven  years  of  experience  has 
paved  the  way  in  many  plants  for  the  representative  shop  committee. 
In  fact,  a  prediction  of  this  development  is  found  in  a  paper  presented 
before  this  Society  in  1915  written  by  Mr.  W.  H.  Cameron.^ 

45  A  general  classification  of  these  shop  committee  plans 
yields  three  types: 

46  The  first  sets  up  an  organization  roughly  paralleling  the 
Cabinet,  Senate  and  House  of  Representatives  of  the  United  States 
Government.  The  Cabinet  may  consist  of  some  or  all  of  the  direc- 
tors or  higher  executives  of  the  plant.  The  Senate  may  consist  of 
all  or  a  portion  of  the  foremen,  while  the  House  of  Representatives 
is  a  body  secretly  elected  by  the  employees. 

47  A  second  type  divides  the  workers  in  the  plants  into  divisions, 
each  having  a  definitely  determined  and  equal  number  of  employees, 
not  necessarily  defined  according  to  craft  or  occupation.  Any  one 
division  may  include  employees  from  several  trades  and  doing 
varying  kinds  of  work.  E^ach  division  secretly  elects  its  own  repre- 
sentative and  these  representatives  coming  together  form  the  shop 
committee.  This  plan  is  simple,  but  is  not  adapted  to  industries 
where  there  is  a  high  degree  of  organization  or  where  the  workers 
naturally  divide  into  a  series  of  recognized  trades. 

48  The  third  plan  is  the  one  adopted  by  the  National  War 
Labor  Board  and  installed  under  its  direction  in  a  number  of  plants 
making  war  materials.  Its  essential  features  are  outlined  in  the 
following  official  statement  of  procedure  for  election: 

Shop  committees  shall  be  selected  to  meet  with  an  equal  or  lesser  number  of 
representatives  to  be  selected  by  the  employer.    Each  department  or  section  of 

*  The  Attitude  of  the  Employer  Towards  Accident  Prevention  and  Woric- 
men's  Compensation,  W.  H.  Cameron,  Trans.  Am.  9oc.  M.  E.,  voL  37,  p.  90S. 
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ibe  diop  shaQ  be  entitled  to  one  oommitteeman  for  each  one  hundred  employees 
employed  in  the  department  or  section.  If  in  any  department  or  section  there 
riiafl  be  eoq^lojrees  in  excess  of  any  even  hundred,  then  an  additional  oommittee- 
man  may  be  dected,  providing  the  additional  employees  beyond  the  even  hundred 
ahaU  be  fifty  or  more;  if  less  than  fifty  no  additional  representation  shall  be 
allowed.  As  an  example:  In  a  department  or  section  emplojring  330  men,  three 
eommitteemen  will  be  dected;  in  a  department  employing  375  men,  four  oom- 
mitleemea  will  be  dected. 

49  In  plants  where  shop  committees  have  been  in  operation 
for  some  time  a  wide  variety  of  topics  has  come  up  for  discussion 
and  determination.  One  grouping  lists  some  fort^^-two  different 
kinds  of  matters,  of  which  only  one  was  wages.  The  plans  are  too 
new,  however,  to  estimate  the  extent  of  the  effect  they  may  have 
in  developing  good  industrial  relations.  But  a  sufficient  amount 
of  experience  has  already  been  accumulated  to  indicate  that  the 
appUcation  of  the  ideas  of  joint  consideration  and  control  on  the 
part  of  employers  and  employees  will  produce  favorable  results. 
To  reach  a  workable  basis  the  employer  must  voluntarily  limit  his 
own  authority  and  agree  to  conduct  his  business  by  the  rule  of  rea- 
son and  even-handed  justice  as  interpreted  by  the  representative 
shop  committee  that  he  may  set  up.  The  plan  seems  to  restore, 
so  far  as  possible  in  a  large-scale  business,  the  simple  and  effective 
relationship  that  used  to  exist  between  the  master  and  skilled  work- 
man, and  which  largely  exists  even  today  between  the  small  employer 
and  his  half-dozen  employees. 

50  A  rather  more  formal  mechanism  for  establishing  representa- 
tion in  industry  is  the  protocol  sj-^stem  worked  out  in  the  coat  and 
suit  trade  in  New  York  City,  and  which  has  been  appUed  in  a  few 
other  instances  in  similar  trades. 

51  From  one  \'iewpoint  the  rapidly  developing  movement  to 
put  shop  committees  into  effect  in  the  United  States  is  a  confession 
on  the  part  of  employers  and  those  who  have  the  responsibihty  for 
industrial  enterprises  that  they  have  already  lost  some  of  their 
control.  Under  such  condition  there  is  a  readiness  to  experiment. 
From  another  \4ewpoint  it  is  an  earnest  attempt  to  find  a  basis  of 
democratic  cooperation  in  the  control  of  industry. 

52  A  parallel  movement  has  taken  place  in  Great  Britain  lead- 
ing to  the  proposal  to  establish  Industrial  Councils,  through  which 
the  British  Government  may  promote  effective  cooperation  between 
the  organized  employers  and  workers,  believing  that  representative 
government  in  industry  will  foster  good  relations. 
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DEVELOPMENT   OF  MOTIVES 

53  After  having  sketched  these  six  Unes  of  development  in 
improving  industrial  relations  and  in  building  up  a  great  body  of 
principle,  practice  and  law,  it  is  wise  to  examine  some  of  the  pre- 
dominating motives. 

54  One  that  came  into  play  eariy  and  brought  to  the  front 
those  practices  and  activities  summed  up  under  the  headings  wel- 
fare work  and  industrial  betterment  was  the  motive  of  altruism. 
The  successful  manufacturer,  taking  the  part  of  the  autocratic 
benefactor,  enjoyed  the  swelling  of  the  heart  and  feeling  of  personal 
gratification  that  came  to  him  when  he  arranged  for  the  spending 
of  money  to  provide  conveniences  and  benefits  for  his  employees, 
as  bathrooms,  restaurants,  flower  gardens,  reading  rooms,  rest 
rooms,  and  the  like.  But  workers  are  quick  to  resent  favors  if  they 
are  substituted  for  justice,  and  the  welfare  movement  as  such  has 
very  properly  been  discredited  and  has  practicaUy  disappeared, 
although  many  of  its  activities  have  been  retained  but  inspired  by 
a  different  and  proper  motive. 

55  The  safety-first  movement  from  its  inception  was  influenced 
by  engineers  who  saw  the  essential  economy  in  preserving  the  life 
and  limb  of  the  workers.  The  employers  translated  this  engineer- 
ing economic  viewpoint  into  the  commercial  motive  "it  pays." 
Selfish  though  this  was  and  is,  nevertheless  it  was  neither  charitable 
nor  paternalistic,  and  because  the  movement  had  a  firm  basis  in 
soimd  industrial  economics  and  in  morals  it  has  met  with  deserved 
and  widespread  success. 

56  But  even  this  engineering-commercial  motive  is  inadequate 
to  provide  the  impetus  for  the  developing  of  the  industrial  relations 
that  we  all  hope  for.  It  does  not  comprehend  the  interests  of  all 
who  are  dependent  upon  and  must  be  served  by  productive  industry; 
so  many  of  the  leaders  of  thought  on  industrial  matters  have  de- 
clared and  emphasized  another  motive,  saying  that  it  must  pre- 
dominate and  prevail  else  we  will  never  have  the  development  that 
we  need.  This  is  the  one  of  service,  Mr.  H.  L.  Gantt,  in  an  article 
in  the  May,  1919,  issue  of  Industrial  Management,  presents  the  motive 
of  service  as  applied  in  bis  own  consulting  work.  Once  it  becomes 
active  we  can  hope  for  the  working  out  of  a  new  body  of  principle 
and  practice  in  regard  to  industrial  relations  that  will  bring  far  happier 
conditions  than  any  we  have  yet  experienced. 
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INTERESTS  IN  INDUSTRY 


57  'V^th  this  development  of  motive  has  been  a  broadening 
of  the  recognition  of  those  who  are  interested  in  the  proper  carrying 
on  of  industry  itself.  In  the  early  days  the  expression  "master  and 
man"  or  the  legal  "master  and  servant"  siunmed  up  these  interests 
and  relationships,  but  as  industry  developed  and  the  clash  of  rights, 
needs  and  aspirations  became  apparent  the  famiUar  term  became 
"capital  and  labor,"  used  more  particularly  to  denominate  antago- 
nistic forces.  In  fact,  this  term  is  used  very  generally  at  the  present 
time,  although  it  has  been  pointed  out  that  there  can  be  no  con- 
flict between  capital  as  such  and  labor,  for  we  cannot  conceive  of  a 
man  fighting  with  accumulated  wealth  represented  in  the  physical 
means  of  production.  So,  to  clarify  thinking  some  authors  have 
insisted  that  we  should  use  the  term  "capitalists  and  laborers"  in- 
stead of  capital  and  labor.  Point  is  given  to  this  contention  by  a 
quotation  from  a  speech  delivered  by  President  Lincoln  before  the 
Wisconsin  Agricultural  Society  in  1859:  "Labor  is  prior  to,  and  in- 
dependent of,  capital  —  in  fact,  capital  is  the  fruit  of  labor,  and  could 
never  have  existed  if  labor  had  not  first  existed.  Labor  can  exist 
without  capital,  but  capital  could  never  have  existed  without  labor." 

58  The  next  development  of  interests  brought  consideration  of 
the  needs  and  rights  of  the  public,  which  depends  upon  the  proper 
carrying  on  of  industry  for  much  of  its  well-being.  This  thought 
brought  a  new  grouping  —  "capitalists,  laborers  and  the  public." 
Quite  recently  in  studies  of  industrial  relations  some  writers  have 
included  five  parties,  namely:  The  capitalists  who  supply  the 
materials  and  means  for  production;  the  laborers  who  supply  pro- 
ductive capacity;  the  managers  who  provide  direction  and  control; 
the  community  in  which  the  industry  is  located  and  upon  whose 
operation  its  welfare  to  a  certain  extent  depends;  and  the  public 
that  purchases  the  articles  and  goods  produced. 

59  There  is  more  than  ample  reason  for  including  the  interests 
of  the  community  and  public  in  any  such  classification.  The  laws 
regulating  the  hours  of  labor  for  women  and  children,  for  the  elimi- 
nation of  hazards  in  industry,  and  for  compensation  for  industrial 
accidents  are  but  one  expression  of  the  rights  of  the  community 
as  well  as  the  worker  in  the  operation  of  industry. 

60  Before  justice  can  be  framed  in  the  form  of  law  there  must 
have  been  developed  a  body  of  general  principles.  It  is  evident 
that  the  principles  underlying  industrial  relations  are  now  in  a 
process  of  rapid  formulation.     It  is  probable  that  before  long  our 
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courts  will  have  to  pass  upon  an  increasing  number  of  industrial- 
relations  controversies.  Such  matters  are  justiciable  today;  they 
were  not  twenty  years  ago.  We  may  look  forward  to  a  time  when 
controversies  in  regard  to  such  rights  will  become  just  as  justiciable 
as  any  controversy  in  regard  to  property.  It  is  possible  that  when 
this  time  comes  it  will  be  properly  referred  to  as  the  era  of  industrial 
democracy. 

61  Three  tendencies  in  this  development  of  industrial  relations 
seem  to  be  new  though  they  are  not  novel. 

62  The  first  is  the  acceptance  of  the  motive  of  service,  which  on 
moral  grounds  declares  for  recognition  of  the  rights,  needs  and  aspi- 
rations of  every  one  engaged  in  or  dependent  upon  industry.  It  is 
the  engineering  viewpoint  rendered  unselfish. 

63  The  second  is  the  wilUngness  to  consider  workers  in  groups. 
By  training  and  experience  the  engineer  has  only  been  willing  to 
look  upon  workers  as  individuals.  Two  of  the  governing  principles 
that  have  brought  modem  industry  to  its  present  heights  are  the 
division  of  labor  which  minutely  subdivides  the  job,  and  the  selec- 
tion and  adaptation  of  the  worker  which  individualizes  him  and 
attempts  to  fit  him  to  some  particular  task,  tool  or  machine.  This 
is  the  viewpoint  of  specialization  which  deals  only  with  units. 

64  But  in  industrial  relations  the  workers  must  be  considered 
in  groups  or  in  the  mass.  This  is  the  viewpoint  of  the  industrial 
psychologist  as  contrasted  with  that  of  the  technical  engineer,  and 
the  latter  has  been  slow  to  understand  that  his  methods  of  sub- 
division and  specialization  cannot  be  used  successfully  in  dealing  with 
the  problems  of  industrial  relations.  Much  has  been  said  about 
fostering  cooperation,  but  little  progress  has  been  made.  A  reason 
for  this  situation  is  found  in  the  lack  of  understanding  on  the  part 
of  industrial  executives  that  to  build  morale  or  the  spirU  of  the  organi- 
zation their  working  people  must  be  appealed  to  in  the  mass  and 
not  as  individuals. 

65  The  development  of  the  safety  committees  began  to  open 
the  eyes  of  industrial  executives  as  to  what  might  be  accomplished 
once  employees  as  a  body  had  a  chance  to  express  their  desires 
and  opinions.  The  present  movement  to  establish  shop  committees 
will  carry-  this  experience  further  and  into  new  aspects  of  the  prob- 
lems of  industrial  relations.  The  experience  so  gained  will  show 
tlie  possibilities  and  advantages  of  discarding  the  individualistic 
viewpoint  of  the  engineer.  It  will  also  bring  the  passing  of  arbi- 
trary and  autocratic  decisions. 
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66  The  third  tendency  is  toward  mutual  or  joint  control,  toward 
mutuality  and  the  working  out  of  representation.  It  is  an  expression 
of  democratic  ideals. 

67  From  the  experience  of  the  past  and  in  the  face  of  the  ten- 
dencies and  forces  now  operating  we  may  confidently  expect  a  greater 
development  in  industrial  relations  during  the  inunediately  forth- 
coming years  than  in  any  preceding  equal  period  of  time.  May 
engineers  accept  their  entire  responsibiUty  and  perform  fully  their 
duty  in  working  out  proper  solutions  of  the  problems  presented! 
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The  general  principles  in  regard  to  labor  incorporated  in  the 
German  Peace  Treaty  signed  at  Versailles  and  found  in  Part  XIII, 
Section  11,  Article  427,  are  as  follows: 

The  High  Contracting  Parties,  recognizing  that  the  well-being,  physical, 
moral,  and  intellectual,  of  industrial  wage  earners  is  of  supreme  international 
importance,  have  framed,  in  order  to  further  this  great  end,  the  permanent 
machinery  provided  for  in  Section  1  and  associated  with  that  of  the  League  of 
Nations. 

They  recognize  that  the  differences  of  climate,  habits,  and  customs  of 
economic  opportunity  and  industrial  tradition,  make  strict  uniformity  in  the 
conditions  of  labor  difficult  of  immediate  attainment.  But,  holding  as  they  do, 
that  labor  should  not  be  regarded  merely  as  an  article  of  commerce,  they  think 
that  there  are  methods  and  principles  for  regulating  labor  conditions  which  all 
industrial  communities  should  endeavor  to  apply,  so  far  as  their  special  circimi- 
stances  will  permit. 

Among  these  methods  and  principles,  the  following  seem  to  the  High  Con- 
tracting Parties  to  be  of  special  and  urgent  importance. 

First:  The  guiding  principle  above  enunciated  that  labor  should  not  be 
regarded  merely  as  a  commodity  or  article  of  commerce. 

Second:  The  right  of  association  for  all  lawful  purposes  by  the  employed 
as  well  as  by  the  employers. 

Third:  The  payment  to  the  employed  of  a  wage  adequate  to  maintain 
a  reasonable  standard  of  life  as  this  is  understood  in  their  time  and  country. 

Fourth:  The  adoption  of  an  eight-hour  day  or  a  forty-eight  hour  week 
as  the  standard  to  be  aimed  at  where  it  has  not  already  been  attained. 

Fifth:  The  adoption  of  a  weekly  rest  of  at  least  twenty-foiu*  hours,  which 
should  include  Sunday  wherever  practicable. 

Sixth:  The  abolition  of  child  labor  and  the  imposition  of  such  limitations 
on  the  labor  of  young  persons  as  shall  permit  the  continuation  of  their  education 
and  assure  their  proper  physical  development. 

Seventh:  The  principle  that  men  and  women  should  receive  equal  re- 
muneration for  work  of  equal  value. 
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DISCUSSION 

The  following  excerpts  from  the  general  discussion  on  Industrial 
Relations  apply  to  the  preceding  papers,  Nos.  1692  and  1693. 
An  extended  account  of  the  discussion  of  these  papers  was  given  in 
Mechanical  Engineering  for  July  1919. 

Fred  J.  Miller  was  of  the  opinion  that  the  industrial  problem 
resolved  itself  mainly  into  the  establishment  of  a  business  relation 
between  employer  and  employee  of  such  a  character  as  usually 
exists  between  any  other  classes  of  people  who  do  business  together 
—  relations  which  must  be  mutually  and  permanently  satisfactory 
to  each  side  involved. 

The  employee  must  feel  that  he  is  doing  at  least  as  well  as  he 
could  do  with  another  employer  in  the  same  line,  and  the  employer 
must  feel  that  he  is  doing  about  as  well  as  he  could  with  any  other 
body  of  employees. 

A  business  relation  implies,  also,  the  right  of  either  party  to 
present  a  proposition  at  any  time  for  a  change  in  the  tenns  of  that 
relation.  It  should  be  agreed  that  in  any  negotiations  regarding  the 
terms  of  employment,  either  side  may  have  the  right  to  be  repre- 
sented by  a  representative  of  its  own  choosing.  In  these  days  of 
large  corporations,  the  owners  of  a  business  have  chosen,  under 
the  name  of  officers,  superintendents,  foremen,  and  so  on,  men  who 
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represent  them  in  all  negotiations  concerning  the  business  relation 
that  should  exist  between  employer  and  employee.  Nobody  dis- 
putes the  rights  of  the  owners  to  select  such  representatives  of  their 
own  choosing,  and  if  a  business  relation  between  employer  and 
employee  is  to  exist,  the  employees  should  have  exactly  the  same 
right  to  choose  their  representatives.  These  may  constitute  a  com- 
mittee of  their  own  number  or  they  may  be  union  representatives; 
but  so  long  as  they  are  chosen  by  the  employees  they  should  be 
treated  as  their  representatives  and  allowed  to  state  their  case. 

When  an  employer  has  sat  down  for  a  discussion  across  the 
table  with  representatives  of  that  sort,  whether  they  be  employees 
of  his  own  or  union  representatives,  or  what,  and  views  have  been 
expressed  candidly  and  freely  as  man  to  man,  it  will  often  be  found 
that  many  of  the  difficulties  which  may  have  been  anticipated  will 
disappear;  in  fact,  that  thereafter  there  is  no  difficulty  whatsoever. 

Forrest  E.  Cardui;i40.  We  have  at  the  present  time  two  con- 
flicting ideas  of  what  constitutes  industry.  One  of  these  is  based 
on  the  old  idea  of  competition  between  all  men  for  the  good  things 
of  life.  It  falls  back  on  the  proposition  that  the  primary  purpose 
of  industry  is  to  make  money  for  the  capitalist  or  owner.  Incidently 
it  furnishes  a  means  of  livelihood  to  the  worker  and  in  doing  so 
affords  the  capitalist  or  owner  an  opportunity  to  secure  a  commod- 
ity which  he  desires,  namely,  service  in  exchange  for  wages.  The 
owner  has  the  primary  rights  and  privileges  and  the  entire  control, 
while  the  worker  is  put  in  the  position  of  competing  with  his  fellow 
workers  in  order  to  dispose  of  a  perishable  commodity,  service,  sus- 
ceptible only  to  the  operation  of  the  laws  of  supply  and  demand. 

Now  we  are  coming  to  a  point  of  view  which  regards  the  pri- 
mary purpose  of  industry  as  service  to  the  community  and  con- 
tributory to  the  general  welfare  of  the  nation;  while  the  general 
welfare  of  the  capitalists,  owners,  managers  and  employees  who 
are  engaged  in  the  industry  becomes  secondary. 

Our  present-day  attitude  of  mind  on  questions  of  capital  and 
labor  is  such  that  we  regard  industry  as  passing  from  the  competi- 
tive to  the  cooperative  basis;  from  the  idea  of  the  entire  and  exclusive 
control  by  the  owner  to  the  idea  of  joint  control,  primarily  in  the 
interests  of  the  community.  In  this  we  base  our  ideas  on  the  theory 
of  a  democratic  government  which  demands  equal  rights  and  privi- 
leges for  all  men. 

The  defects  of  the  competitive  system  we  have  all  seen  and  will 
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continue  to  see  as  long  as  it  remains  such,  which  it  is  liable  to  do  for 
some  time  to  come.  They  are  (1)  that  labor  is  under  no  moral  obliga- 
tion either  to  the  community  or  to  the  employer  to  give  its  best,  or 
to  cooperate  for  a  joint  benefit;  and  (2)  labor  believes  that  it  is 
compelled  to  adopt  forms  of  organization  and  methods  of  procedure 
which  emphasize  the  fighting  power  of  the  union  and  which  develop 
inefficiency  rather  than  efficiency  and  a  spirit  of  antagonism  rather 
than  a  spirit  of  cooperation.  The  men  in  charge  of  the  activities  of 
the  union  are  dependent  for  their  support  upon  fostering,  at  least, 
a  reasonable  amount  of  friction,  so  that  they  may  have  something 
to  do  and  may  point  with  pride  to  their  achievements.  Before  we 
can  do  away  with  this  spirit  we  must  substitute  something  which 
will  assure  to  the  workmen  a  larger  measure  of  the  good  things  of 
life  and  larger  measure  of  control  in  the  things  in  which  he  is 
interested. 

This  can  only  come  about  gradually  and  as  the  result  of  eco- 
nomic education  of  the  workingman  who  must  understand  what 
he  is  to  strive  for,  what  kind  of  men  he  must  elect  to  take  care  of 
his  interests,  and  that  efficiency  nuist  l)e  the  l)asis  for  any  increase 
in  his  material  welfare. 

Otto  P.  Geier.*  There  is  great  need  today  for  trained  indus- 
trial physicians  who  will  not  be  satisfied  simply  to  be  called  in  as 
specialists,  but  who  will  actually  make  a  contribution  to  the  solu- 
tion of  some  of  the  very  difficult  problems  that  are  facing  industry 
today.  When  we  take  into  account  that  there  is,  perhaps,  a  billion 
dollars'  worth  of  loss  in  this  country  per  year,  at  least  half  of  which 
is  preventable  by  proper  medical  supervision  in  industry,  then  the 
problem  that  looms  up  for  solution  by  the  industrial  physician,  an<l 
by  engineers  and  managers,  is  worth  talking  about. 

Industrial  Relations  means  to  me  that  feeling  of  responsibility 
which  the  farseeing  management  has;  that  in  having  large  units  of 
society,  such  as  industry,  in  its  charge  it  has  all  the  responsibilities 
that  a  comnmnity  has  toward  large  groups;  that  it  must  exercise  all 
the  care  in  regard  to  the  matters  of  health  and  sanitation  and  safety, 
and  all  the  things  that  naturally  come  up,  and  perhaps  the  thing 
that  has  not  been  stressed  today  sufficiently  Ls  the  matter  of  housing 
—  the  matter  of  living  conditions. 

Many  of  you  know  a  man  out  in  the  field  today,  who  is  a  per- 

^  Director   Employees'   Service   Department,    Cincinnati    Milling   Machine 
Co.,  Cincinnati,  Ohio. 
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sonal  service  man,  who  is  in  overalls,  and  going  from  plant  to  plant 
in  this  country  trying  to  find  out  what  workmen  are  thinking  about. 
I  recently  spent  about  five  or  six  hours  with  him  to  find  out,  if  possi- 
ble, what  his  reaction  had  been  as  a  result  of  about  four  months  in 
overalls,  working  in  coal  mines,  in  steel  mills,  and  doing  the  things 
that  other  men  do  who  earn  their  money  by  the  sweat  of  their  brow. 
Perhaps  the  thing  that  he  stressed  more  than  anything  else 
was  the  fact  that  in  spite  of  all  the  talk  that  we  have  had  about 
sanitation,  safety  and  medical  examinations,  we  haven't  even 
scraped  the  surface.  We  are  not  getting  this  message  across  to  the 
workmen,  and  we  haven't  begun  to  realize  how  much  we  can  do 
for  them  by  actually  caring  for  their  health.  Living  conditions  are 
the  things  that  are  making  men  start  this  unrest,  and  they  are  com- 
ing to  the  factory  in  the  morning  tired  and  miserable  and  ill  at  ease 
with  everybody  and  the  world  at  large. 

Boyd  Fisher^  said  that  he  was  interested  in  presenting  the 
social  and  economic  justification  for  the  type  of  plan  which  Mr.  Alford 
had  described  and  Mr.  Young  enlarged  upon,  whereby  the  struggle 
for  control  in  industry  might  to  some  extent  be  compromised. 

The  problem  of  the  maladjustment  of  capital  and  labor  is  of 
interest  because  such  maladjustment  reduces  production.  The 
public  is  interested  because  lessened  production  increases  the  cost 
of  commodities;  and  the  manager,  engineer  and  capitalist  alike  are 
interested  because  profits  depend  on  rate  of  output. 

As  to  labor,  the  speaker  said  that  it  had  occurred  to  him  that 
one  of  the  reasons  why  labor  willfully  restricts  and  limits  output, 
although  it  is  one  of  the  partners  of  production,  is  because  it  is  the 
one  holding  the  least  advantageous  position  in  the  apportionment 
of  the  production,  and  in  formulating  the  rules  by  which  that  appor- 
tionment is  made. 

This  is  due  to  the  fact  that  those  who  undertake  industry  pay 
off  all  of  the  other  factors  of  industry.  They  pay  rent  and  interest, 
they  pay  the  makers  of  the  tools  and  suppliers  of  material,  they 
pay  the  managers  and  they  pay  labor,  and  then  they  keep  what  is 
left. 

These  factors,  other  than  labor,  are  mostly  beyond  the  control 
of  those  who  imdertake  industry.  The  manufacturer  cannot  con- 
trol rent,  for  example,  and  even  his  paid  managers  have  a  bargain- 
ing power  fixed  in  part  by  market  conditions  and  in  part  by  their 
^  Consulting  Engineer  in  Management,  362  Burlingame  Ave.,  Detroit,  Mich. 
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ability  to  stay  out  of  the  market  if  the  price  offered  does  not  suit 
them.  Labor,  on  the  other  hand,  has  no  such  advantage  and  has 
to  come  into  the  market  without  suflScient  resources  and  reserves 
and  take  what  the  market  conditions  provide.  So  it  has  been,  at 
least,  in  the  past. 

Inasmuch,  therefore,  as  capital  has  to  pay  ofif  all  of  the  other 
factors  at  prices  over  which  it  has  no  full  control,  at  figures  that 
must  be  satisfactory  to  the  other  factors  before  the  bargain  is  made, 
and  does  not  have  to  pay  off  labor  in  accordance  with  a  bargain 
that  is  satisfactory  to  labor,  capital  is  often  able  to  derive  an  advan- 
tage at  the  expense  of  the  workers  in  industry. 

Mr.  Young  has  proposed  a  method  whereby  labor  can  advantage 
itself  equally  with  the  other  factors,  so  that,  in  a  sense,  it  can  say 
whether  it  will  or  will  not  stay  out  of  the  market.  It  can  protect 
itself  and  get  a  fundamentally  right  bargain,  which  is  the  first  step 
toward  the  basic  need  of  the  public  in  relation  to  industry,  namely, 
to  increase  production.  For  with  such  protection  labor  has  no 
just  grounds  for  attempting  to  restrict  output. 

L.  W.  Wallace  ^  said  that  labor  problems  have  always  existed 
and  are  likely  to  continue  to  arise  as  long  as  humanity  is  constituted 
as  it  is.    He,  therefore,  wanted  to  sound  this  warning: 

"I  do  not  anticipate  that  at  this  time  or  at  any  future  period 
there  will  be  evolved  a  panacea  that  will  forever  solve  any  and  all 
problems  that  may  arise  between  employer  and  employee.  This 
is  no  more  possible  than  that  a  plan  can  be  evolved  whereby  there 
will  be  no  more  wars  between  nations.  Some  form  of  industrial 
democracy  on  the  one  hand  and  a  league  of  nations  on  the  other 
will  unquestionably  be  an  agency  of  great  value  and  influence,  but 
these  agencies  within  themselves  will  not  eliminate  labor  troubles 
nor  make  impossible  future  wars.  In  fact,  no  instrumentality  or 
agency  will  accomplish  much  unless  there  be  behind  them  and  dis- 
seminated throughout  every  fiber  and  thread  the  spirit  of  fairness, 
honesty  and  justice. 

**In  all  sincerity  the  principle  of  the  *  Golden  Rule'  must  obtain: 
do  unto  your  employee  as  you  would  have  him  do  unto  you.  I 
believe  it  is  the  duty  of  the  employer  first  to  demonstrate  that  he 
is  operating  on  tliis  principle.  It  is  his  responsibility  to  engender 
into  the  minds  of  the  employees  perfect  confidence,  absolute  warm- 
heartedness and  cordial  respect  for  him. 

^  Director  Red  Cross  Institute  for  the  Blind,  Baltimore,  Md. 
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"It  is  also  my  conviction  that  no  man  will  ever  succeed  as  a 
leader  of  men  and  solve  the  industrial  problems,  miless  he  has  a 
large  store  of  hmnan  sympathy  in  his  heart.  Unless  we  are  sym- 
pathetic, we  are  cold  and  indifferent  to  those  matters  that  are  near- 
est and  dearest  to  men.  We  are  apt  to  be  impatient  with  hmnan 
weaknesses,  we  are  apt  to  make  demands  that  are  unfair  and  un- 
reasonable, and  we  are  apt  to  be  cruel  in  our  decisions  and  rash  in 
our  actions.  Unless  the  principles  enunciated  are  carried  out,  no 
satisfactory  results  will  be  obtained,  whether  the  plan  is  a  committee 
system,  an  industrial  democracy  system,  or  a  House  and  Senate 
plan.  The  plan  or  the  machinery^  whereby  you  are  to  operate  is  not 
nearly  so  important  as  the  motive  that  prompts,  the  ideals  that  pre- 
vail and  the  sincerity  that  obtains." 

Sam  H.  Libby  stated  that  they  had  had  a  cooperative  com- 
mittee in  operation  at  the  Sprague  Electric  Works  since  last  De- 
cember. Ninety  per  cent  of  the  2000  employees  voted  to  try  the 
plan,  which  is  much  like  that  described  by  Mr.  Young.  In  the 
Sprague  committee,  however,  the  elected  members  number  about 
two  to  the  hundred,  with  chairman,  vice-chairman  and  secretary. 
Three  members  were  elected  to  each  of  six  sub-committees  and  on 
the  sub-conmiittees  the  management  appointed  three  other  mem- 
bers, making  six  members  each.  These  sub-committees  each  selected 
a  chairman,  which  in  every  case  proved  to  be  an  appointed  repre- 
sentative, showing  the  confidence  of  the  men  in  the  proposition. 
Mr.  Libby  described  at  length  some  of  the  practical  workings  of  the 
committee. 

Richard  A.  Feiss,  as  the  result  of  a  discussion  introduced  by 
Mr.  Young  as  to  the  extent  to  which  the  question  of  management 
is  an  engineering  problem,  contended,  strongly  that  it  is  strictly 
such  and  that  one's  views  should  be  big  enough  to  make  engineering 
stand  for  the  things  with  which  the  engineer  has  to  deal  today 
rather  than  for  the  mere  word  "engineering''  as  defined  in  the  old 
dictionaries.  He  contended  that  primarily  mechanical  engineering 
is  production.  The  purpose  of  a  machine  is  to  produce  and  the 
machine  itself  must  be  produced  in  the  process  of  manufacture. 
Many  times  an  engineer  has  seen  the  best  theoretically  designed 
machine  go  to  pieces  in  the  hands  of  the  average  workman,  because 
it  had  been  forgotten  that  a  man  had  to  control  the  machine  and 
its  production,  and  that  its  successful  operation  could  not  be  de- 
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termined  solely  by  the  working  drawings  on  which  it  is  based.  How, 
then,  can  one  say  that  a  problem  affecting  the  man  whose  labor  is 
assisting  in  production,  or  perhaps  being  replaced  by  a  machine 
which  is  designed,  does  not  present  what  is  distinctly  and  directly 
an  engineering  problem?  Again,  we  note  that  the  running  of  two 
or  three  machines  in  a  group  is  much  more  complicated  than  the 
running  of  one.  It  must  be  evident  that  the  questions  of  the  man 
and  the  machine  cannot  be  separated  and  that  their  relationship 
is  so  essential  in  securing  production  that  the  question  of  labor  and 
its  management  is  distinctly  an  engineering  problem. 

All  works  councils  and  other  plans  to  develop  the  relationship 
between  the  management  and  men  are  merely  part  of  the  general 
scheme  needed  to  develop  and  improve  the  conditions  of  the  worker 
in  order  to  make  him  a  more  contented  and  better  workman  with  a 
view  to  enhancing  production.  None  of  these  plans  in  themselves 
will  do. 

The  solution  to  th  problem,  which  is  variable  from  time  to 
time,  depends  upon  taking  into  consideration  every  factor  with  a 
clear  vision  as  to  one's  own  objects  and  the  ultimate  relationship 
to  be  established.  It  has  been  well  said  that  there  are  no  panaceas. 
It  should  be  said  however,  from  one  point  of  view  that  there  is  one 
panacea,  viz.  truth.  It  is  necessary  to  study  and  realize  the  truth 
on  the  part  of  the  management  and  to  give  full  publicity  in  every 
possible  way  to  the  truth  in  the  plant  and  outside  of  the  plant  in 
order  to  educate  workmen  and  public  at  large  and  bring  them  closer 
to  the  realization  of  the  mutual  problem  evolved  in  industry.  And 
the  ultimate  solution  of  the  industrial  problem  depends  upon  our 
ability  to  see  and  to  make  others  see  the  truth. 

H.  F.  J.  Porter  (written).  In  his  admirable  paper  Mr.  Alford 
makes  mention  of  my  article  in  the  Engineering  Magazine  for 
August,  1905,  which  presents  a  fairly  clear  idea  of  my  installation 
of  a  factor}'  committee  in  the  plant  of  the  Nernst  Lamp  Company, 
in  Pittsburgh,  in  the  winter  of  1903-4,  which  I  understand  was  the 
pioneer  installation  of  its  kind  in  this  country.  In  1905  I  presented 
a  paixir  before  The  American  Society  of  Mechanical  EIngineers 
entitled  The  Realization  of  Ideals  in  Industrial  Engineering/  in 
wliich  I  referred  to  the  merits  inlierent  in  enlisting  the  interest  of 
the  human  element  regarding  matters  afifecting  it  in  the  manage* 
ment  of  an  industrial  plant.      The  basis  for   this   paper  was  the 

^  Trans.  Am.  Soc.  M.  E.,  Vol.  27,  page  343. 
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experience  obtained  with  my  shop  committee  in  the  Nernst  Lamp 
Company. 

When  I  took  charge  at  the  Nerast  plant  I  decided  to  install  the 
suggestion  system  used  successfully  by  the  National  Cash  Register 
Company,  but  disliking  the  method  of  handling  all  such  features 
for  the  management,  I  determined  to  have  the  suggestions  passed 
on  first  by  a  committee  of  the  employees  themselves  and,  therefore 
requested  the  latter  to  elect  by  secret  ballot  a  representative  to  it 
from  each  department.  The  committee  so  formed  elected  its  own 
chairman  and  secretary  and  all  suggestions  were  collected  from 
the  boxes  by  the  secretary  and  prepared  by  him  for  the  committee. 

Among  the  questions  considered  by  the  committee  were  the 
following: 

Wage  Payment,  the  premium  system  being  finally  adopted. 

Permanency  of  Employment.  The  committee  considered  the 
taking  on  and  laying  ofiF  of  all  employees  and  succeeded  in  stabiliz- 
ing the  working  organization,  lowering  the  labor  turnover  developing 
functions  now  accorded  to  an  employment  manager. 

Sickness  and  Accident  Prevention,  resulting  in  suggestions  for 
safety  and  the  appointment  of  a  nurse  in  charge  of  an  emergency 
hospital  and  a  visiting  physician. 

Fire  Drill.  There  had  been  a  panic  due  to  a  false  alarm  of  fire 
in  the  factory  before  I  took  charge,  which  led  to  the  development 
of  a  factory  fire  drill.  I  found  to  my  surprise  after  a  canvass  of 
representative  factories  of  the  country  that  further  than  developing 
a  fire-fighting  brigade  for  handling  the  hose,  etc.,  no  such  thing  as 
a  fire  drill  existed  anywhere.  The  fire  drill  at  the  Nernst  plant  was 
the  first  established  anywhere,  which  at  a  given  signal  would  take 
the  employees  out  of  a  factory  building  in  quick  time. 

Mr.  Alford  refers  to  the  fact  that  my  shop  committee  was  com- 
posed of  workmen  and  foremen  and  that  the  superintendent  pre- 
sided. The  first  committee  was  formed  wholly  of  working  men  and 
women  but  as  they  were  advanced  to  positions  in  the  management 
and  the  employees  reelected  some  of  them  to  office,  some  foremen 
were  on  the  committee  and  the  superintendent  was  made  chairman. 
There  was,  however,  a  second  committee  representing  the  man- 
agement composed  of  heads  of  departments  and  of  which  I  was  the 
chairman. 

The  second  shop  conmiittee  which  I  installed  was  in  the  Nelson 
Valve  Company's  plant  in  Philadelphia  in  1907.  Here  we  had  a 
shop  conmiittee  of  workers  only  and  an  advisory  board  composed 
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of  foremen  and  the  superintendent.  These  committees  met  weekly, 
first  separately  and  then  together.  I  think  this  arrangement  will 
be  found  to  give  the  greatest  satisfaction. 

Mr.  Alford  mentioned  in  his  paper  that  it  does  not  seem  per- 
tinent to  devote  space  to  certain  activities  that  classify  under  the 
definition  of  industrial  relations.  I  feel  that  he  minimizes  the  im- 
portance of  some  of  these  features,  particularly  the  suggestion 
system,  benefit  associations  and  pensions,  which  seem  to  me  to  be 
of  as  vital  importance  as  profit  sharing,  methods  of  wage  payment, 
the  safety  first  movement,  employment  management,  mutual  or 
joint  control,  etc. 

Scientific  Management,  always  diflScult  to  install  in  a  factory 
under  autocratic  management,  goes  in  as  a  matter  of  course  under 
committee  management. 

Cyrus  McCormick,  Jr.  ^  (written)  I  disagree  profoundly  with 
Mr.  Alford^s  statement  that  "students  of  the  present  condition  of 
unrest  have  pointed  out  that  the  fundamental  is  a  struggle  for  con- 
trol, the  opposite  forces  being  the  owners  and  the  workers."  The 
idea  underlying  employee  representation  is  not  a  question  of  class 
struggle,  but  rather  of  removing  class  distinction.  It  is  a  construc- 
tive endeavor  to  secure  added  benefits  which  are  not  granted  by  our 
present  system,  rather  than  a  restricted  effort  to  prevent  the  spread 
of  ills  incident  to  industrial  warfare.  It  may,  it  is  true,  prevent  the 
spread  of  these  ills,  but  if  it  cannot  at  the  same  time  ameliorate 
conditions,  it  must  philosophically  be  regarded  as  a  failure.  The 
first  two  principles  of  employee  representation  hereinafter  described 
prove  these  points. 

Employee  representation,  if  it  is  to  succeed,  must  include  a 
practical  application  of  the  following  fundamental  principles: 

a  There  must  be  full  representation  for  employees  concern- 
ing working  conditions,  protection  of  health,  safety, 
wages,  hours  of  labor,  recreation,  education,  and  the 
like.  This  statement,  of  course,  involves  a  recognition 
of  the  right  of  collective  bargaining.  It  assumes  that 
the  workers,  individually  and  as  a  group,  are  intellectu- 
ally capable  of  maintaining  their  share  in  the  joint  dis- 
cussion with  chosen  representatives  of  the  management. 

b  Joint  conference  between  men  and  management.    It  is  not 

*  Works  Manager,  International  Harvester  Co.,  Chicago,  HI. 
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sufficient  to  grant  the  employees  merely  the  right  to 
discuss  their  own  affairs.  This  discussion  must  take 
place  with  the  management  or  its  representatives.  If 
any  subject  can  be  brought  out  into  the  open  where  it 
can  be  tested  by  the  clash  of  men's  minds  and  where 
honest  opinions  are  exchanged  in  free  and  frank  dis- 
cussion, a  happy  solution  of  any  debated  point  cannot 
be  long  delayed.  The  fundamental  point  is  to  get  to- 
gether; to  talk  things  over;  to  debate  them;  and  so  to 
imderstand  each  other's  opinions  and  points  of  view. 

c  Shop  committees  differ  only  in  the  basis  of  representation. 
The  great  point  is  to  secure  a  sufficient  representation  to 
build  the  plan  upon  an  essentially  democratic  foundation. 

d  Employee  representation  must  include  an  easy  channel  of 
approach  from  the  lowest  workmen  to  the  highest  official 
in  the  company  whereby  the  former  can  appeal  to  the 
justice  of  big  minds.  In  this  way  it  is  to  be  hoped  that 
personality  can  be  reintroduced  into  industry  without 
depriving  industry  of  the  efficiency  of  broad  organization. 

e  There  must  be  no  discrimination  on  account  of  race,  sex, 
political  or  religious  affiliation,  or  membership  in  any 
labor  or  other  organization.  This  is  an  essential  tenet 
of  democracy,  and  if  it  is  not  included  in  the  groundwork 
of  any  plan  of  committee  representation,  that  committee 
cannot  succeed. 

/  Finally,  there  must  be  executive  supervision  for  the  plan. 
In  this  way  the  experience  gained  from  day  to  day  can 
\ye  collected  and  coded  into  a  working  principle  for  the 
future.  The  handling  of  labor  problems  is  becoming  the 
work  of  specialists,  and  as  the  years  progress  the  special- 
ist in  labor  matters  will  be  more  and  more  important 
even  than  he  is  at  present.  Certainly  this  is  not  an 
engineering  problem  in  the  narrow  use  of  the  word 
"engineering,"  nor  is  it  a  problem  for  psychologists  or 
sociologists.  It  is  rather  an  attempt  to  translate  hu- 
manity into  the  language  of  modern  industry.  The 
whole  problem  must  be  looked  at,  not  merely  on  ethical, 
but  also  on  economic  grounds,  and  the  future  develop- 
ment of  Industrial  Relations  will,  it  is  believed,  depend 
upon  a  satisfactory  solution  of  this  dual  view  of  the 
problem. 
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Mack  Gordon  ^  (written).  Although  the  shop  committee  and 
collective  bargaining  outside  of  trade-union  control  are  compara- 
tively new  and  untried  methods  in  management,  some  conclusions 
can  be  drawn  from  the  limited  experience  at  hand. 

If  the  worker  does  not  understand  clearly  what  are  the  func- 
tions of  the  shop  committee,  and  what  his  part  is  to  l)e,  it  will  not 
have  his  confidence,  which  Ls  essential. 

How  Ls  this  confidence  to  be  built  up?  The  management  must 
make  up  its  mind  absolutely  to  turn  over  to  the  workers  the  right 
of  bargaining  with  it  on  any  matter  whatsoever  that  pertains  to 
the  workers*  interests,  such  as: 

a  Wages.  The  quantity  to  be  produced  for  those  wages. 
The  method  of  determining  what  the  quantity  to  be 
produced  shall  be,  such  as  time  study.  Individual 
requests  for  increase  in  pay 

b  Hours  of  work 

c  Any  rules  or  regulations  affecting  the  conduct  of  the  worker 

d  HLs  right  to  a  hearing  in  case  of  discharge. 

More  than  five  years'  experience  has  proved  that  the  workers 
are  reasonable.  As  long  as  there  is  confidence  in  the  committee  and 
in  the  honesty  of  the  management,  they  will  remain  so.  They  do 
not  ask  for  impossible  things  and  when  they  do  it  is  only  because 
of  lack  of  knowledge  as  to  conditions.  A  frank  and  honest  discus- 
sion will  soon  dissipate  the  misunderstanding. 

However,  the  mere  existence  of  a  shop  committee  that  can 
present  grievances,  ask  for  increases  in  pay,  changes  in  hours,  review 
of  discharges,  etc.,  is  not  enough.  When  the  committee  finds  some- 
thing wrong  and  asks  that  it  be  remedied,  in  the  most  important 
cases,  the  conditions  can  only  be  remedied  by  a  change  of  manu- 
facturing policy,  or  of  methods  of  management.  The  management 
must  be  willing  and  able  to  make  these  improvements.  If  it  cannot, 
the  mutual  confidence  that  is  so  necessary  will  be  dissipated,  due  to 
the  lack  of  ability  to  satisfy  the  workers.  It  is  in  this  phase  of  the 
situation  that  scientific  management  can  help  to  solve  the  problem. 

WiLLARD  G.  Aborn  ^  (written).  In  the  first  place  the  employer 
must  be  entirely  convinced  that  the  employee  committees  can  and 
shall  work  out  to  the  mutual  l:)enefit  of  all  concerned.  Fair-minded- 
ness on  the  part  of  the  employer  and  a  willingness  at  the  Ix^ginning 

^  Consultant,  226  Marion  Bldg.,  Cleveland,  Ohio. 
«  619  West  113th  St.,  New  York  City. 
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to  go  more  than  half  way  to  convince  his  employees  that  he  is  ear- 
nestly endeavoring  to  bring  about  a  mutually  beneficial  condition 
is  a  necessary  preliminary  to  the  successful  inauguration  of  such  a 
scheme. 

There  have  been  and  always  will  be  dissatisfied  radical  workers 
in  every  plant,  whose  influence  increases  or  decreases  in  proportion 
as  the  fairness  of  the  employer  decreases  or  increases.  Therefore, 
by  all  means,  in  instituting  these  committees,  reduce  the  influence 
of  these  radicals  by  giving  the  rationals,  who  are  about  80  per  cent, 
entire  freedom  in  the  selection  of  their  representatives;  in  other 
words,  remove  all  possible  suspicion  of  undue  influence  at  the  elec- 
tions by  arranging  that  they  shall  be  directly  under  the  supervision 
of  the  workers  themselves  or  their  representatives.  Do  not  permit 
any  official  or  foreman  to  in  any  way  dominate,  interfere,  or  even 
suggest,  except  as  they  may  be  called  upon  by  the  workers  for 
advice. 

Ejections  without  nominations  seem  desirable  and  have  worked 
out  extremely  successfully  where  used,  in  that  conservative  em- 
ployees of  long  service  in  the  plant  have  almost  invariably  been 
elected.  Also  the  time  required  is  much  less  and  the  result  is  really 
more  democratic. 

Department  committees  of  three  are  also  recommended  for  the 
reasons  that  three  are  more  constructive  than  one  and  when  repre- 
senting their  own  department  only  have  intimate  personal  knowl- 
edge on  any  subject  affecting  their  constituents. 

Welcome  joint  discussion  on  any  matter  pertaining  to  the  plant 
—  in  fact,  if  necessary  or  desired,  originate  matters  for  discussion 
so  that  the  committees  may  function  and  the  workers'  interest  in 
the  plant  welfare  be  stimulated.  Those  who  have  had  dealings 
with  committees  know  that  there  is  nothing  much  more  dead  than 
a  non-working  committee.  Joint  meetings  of  employer  and  em- 
ployees' committee  should  be  held  frequently  enough  to  keep  up 
a  Uve  interest.  Allowing  the  committeemen  to  honestly  feel  that 
they  are  originating  and  inaugurating  matters  for  common  good 
will  tend  to  keep  their  enthusiasm  aUve  and  working. 

Guy  p.  Miller^  (written).  Although  the  plan  of  Industrial 
Relations  adopted  by  the  Bridgeport  Brass  Co.  has  been  in  opera- 
tion only  nine  months  the  results  have  been  far  greater  than  antici- 
pated.   About  100  meetings  of  committees  have  been  held  during 

^  General  Manager,  Bridgeport  Brass  Co.,  Bridgeport,  Conn. 
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this  time,  at  25  per  cent  of  which  hours  and  wages  have  been  dis- 
cussed, and  in  no  case  has  the  conclusion  reached  been  other  than 
unanimous  and  entirely  satisfactory  to  the  employees  and  the 
management.  Every  employee  has  an  opportunity  to  be  heard 
whenever  he  has  a  grievance,  which  enables  the  company  to  adjust 
little  things  which  cause  annoyance  and  to  explain  other  things  to 
the  satisfaction  of  the  men.  In  order  to  get  the  greatest  benefit  out 
of  these  committees,  the  safety  and  sanitation  work,  as  well  as  the 
work  of  the  sick  benefit  association  with  the  insurance  features, 
have  been  turned  over  to  them.  Joint  committees  are  also  handling 
recreational  and  athletic  activities  in  all  plants  of  the  company. 

Every  three  or  four  months  an  evening  meeting  of  all  the  com- 
mittees is  held  with  a  dinner  in  our  cafeteria,  and  I  explain  the  gen- 
eral condition  of  the  business  and  ask  for  expressions  from  the  men, 
which  has  helped  cement  the  spirit  of  confidence  which  has  been 
established.  No  plan  will  be  successful  which  fails  to  instill  confi- 
dence, but  as  soon  as  the  men  are  confident  that  the  management 
will  give  them  a  square  deal  they  will  go  half  way. 

Many  feel  that  agitators  may  gain  control  of  the  committees 
and  organize  them  as  union  representatives,  but  I  am  convincetl 
that  this  danger  is  not  to  be  feared  as  long  as  the  management  has 
the  confidence  of  the  employees,  and  when  this  is  gone  no  plan  can 
be  successful. 

P.  J.  Reillt  ^  (written).  The  work  of  industrial  engineers 
and  employment  managers  must  be  supplemented  by  a  new  type 
of  foreman  —  one  who  has  been  trained  for  his  foremanship.  In- 
formation that  will  assist  foremen  to  administer  their  departments 
more  effectively  should  be  organized  and  presented  to  them  in  a 
form  that  will  make  the  material  readily  available.  The  philosophy 
behind  any  rules  of  organization  which  foremen  are  expected  to 
enforce  should  be  explained  so  that  they  can  enforce  such  rules 
without  appearing  arbitrary.  Regular  meetings  for  foremen  should 
be  held  for  the  discussion  of  problems  affecting  the  planning  of 
work,  the  quahty,  quantity,  and  economy  of  production,  the  han- 
dling of  new  workers  and  the  promotion  of  deserving  older  workers. 
Such  meetings  are  effective  in  the  enUghtenment  of  foremen  so  that 
they  are  in  entire  accord  with  the  management's  policies  in  each  of 
these  fields.    Much  can  be  done  in  the  development  of  foremen  by 

^  Head  of  Personnel  Division  of  the  Retail  Research  Association,  225  Fifth 
Ave.,  New  York. 
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relieving  them  from  duty  in  their  department  for  short  periods  so 
that  they  can  work  under  the  direction  of  the  employment  manager, 
the  industrial  engineer,  or  the  master  mechanic. 

Opportunity  should  be  given  to  foremen  to  attend  special  courses 
on  industrial  management,  or  to  visit  other  factories  that  they 
may  get  the  broadening  which  so  many  of  our  foremen  badly  need. 

If  the  industrial  leaders  will  give  them  the  chance,  the  foremen 
will  learn  to  treat  help  with  a  degree  of  human  sympathy  that  will 
result  in  better  team  work.  They  will  develop  more  patience,  judg- 
ment and  tact,  and  will  eventually  realize  that  men  under  them  will 
produce  best  when  their  heads  and  hearts  are  in  their  work  as  well 
as  their  hands. 

D.  G.  Stanbrough  (written).  With  reference  to  the  develop- 
ment of  the  personal  relations,  this  is  a  matter  of  organization.  The 
foreman,  in  the  minds  of  the  workmen,  represents  the  management, 
and  consequently,  if  we  are  to  be  successful  in  maintaining  personal 
relations,  it  becomes  necessary  that  we  develop  a  high  class  of  fore- 
manship,  and  this  instruction  work  must  be  done  by  executives 
familiar  with  the  broad  policies  of  the  business  and  who  have  had 
the  necessary  practical  experience  to  enable  them  to  talk  to  the 
foreman  from  the  foreman's  viewpoint. 

The  foreman  must  be  a  man  of  the  proper  amount  of  personal 
kindness  and  should  be  able  to  understand  the  psychology  of  man- 
agement. Such  foremen  will  be  found  among  every  class  of  workers, 
or  at  least  potential  foremen  of  this  caliber,  and  to  develop  such 
men  it  goes  without  saying  that  the  factory  executive  must  have 
the  proper  viewpoint. 

I  want  to  take  particular  issue  with  the  closing  paragraphs  in 
the  paper.  I  do  not  think  that  we  can  ever  hope  for  any  real  meas- 
ure of  success  if  we  are  to  consider  workers  in  groups  or  masses. 
You  cannot  build  morale  by  appeal  to  masses.  I  believe  that  the 
appeal  must  be  made  to  the  individual,  through  the  organization 
line.  The  spirit  of  organization  can  be  strongly  built  up  if  each  indi- 
vidual worker  feels  that  the  management  is  conscious  of  his  efforts 
and  that  the  appeal  is  to  him  personally.  Even  in  a  large  organiza- 
tion much  can  be  done  by  the  executive  in  knowing  his  men.  At  least 
he  can  know  a  few  men  in  each  department,  and  through  them  the 
spirit  can  be  communicated  to  the  organization. 

John  L.  Henning  (written).  As  Mr.  Alford  states,  the  loss  of 
personal  contact  is  one  of  the  contributing  causes  of  present  unrest; 
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but  if  employers  will  use  the  engineer  to  the  fullest  extent  and  per- 
mit him  to  take  some  responsibility  in  handling  labor  questions  he 
will,  I  believe,  demonstrate  that  his  so-called  fault  of  dealing  with 
labor  from  an  individualistic  viewpoint  may  be  turned  to  a  very 
good  account.  He  will  use  a  little  more  human  sympathy  in  dealing 
with  labor,  which  after  all  is  simply  a  collection  of  human  beings 
who  inherently  have  the  same  "rights,  needs  and  aspirations"  as 
the  employer  and  those  dependent  upon  their  product  of  industry. 
Referring  to  Mr.  Alford's  conclusions  as  to  the  reasons  for  the 
apparent  failure  of  remedies  heretofore  applied,  I  have  proved  to 
my  own  satisfaction,  in  a  small  way,  that  reasonable  assurance  of 
a  permanent  job  is  the  greatest  single  weapon  against  unrest  and 
Bolshevism.  The  moment  uncertainty  as  to  tenure  of  job  and  rat^s 
of  pay  is  introduced  into  a  workman's  mind  he  is  ready  to  believe 
almost  anything,  and  you  cannot  expect  a  worker  in  any  class  to 
save  for  a  home  when  he  has  no  or  only  small  assurance  of  the 
regularity  and  permanency  of  his  work. 

William  M.  Leiserson  ^  wrote  saying  that  the  tendency  of  the 
engineers  is  to  consider  workers  only  as  individuals,  while  the  ''in- 
dustrial psychologist"  holds  that  they  must  be  dealt  with  in  the 
mass.  On  the  other  hand,  the  economist,  who  has  been  studying 
labor  problems  and  industrial  relations  for  more  than  a  hundred 
years,  takes  a  broader  view  based  on  a  study  of  the  labor  problem, 
its  history,  and  its  causes  and  manifestations  under  different  sys- 
tems of  industry. 

The  economist,  he  continued,  analyzes  industrial  relations  and 
finds  not  one  problem  requiring  individualistic  or  collective  handling, 
but  two  sets  of  problems,  one  requiring  dealing  with  each  worker 
as  an  individual,  the  other  necessitating  dealing  with  wage-earners 
iis  a  chiss.  The  first  of  these  may  \)c  called  the  personal  relations  in 
industry,  tlie  second,  the  economic  or  governmental  relations.  The 
personal  relations  include  such  subjects  as  recruiting,  selecting,  hir- 
ing, training,  placing  and  promoting  workers,  looking  after  their 
health,  safety,  comfort  and  welfare.  These  problems  are  indi- 
vidual problems;  they  are  technical  questions  that  must  be  de- 
cided by  technical  experts  like  the  engineer  or  the  physician.  The 
second  set  of  relations,  however,  has  to  do  with  bargaining,  wages, 
hours,  shop  government  and  discipline.  These  (luestions  are  essen- 
tially controversial.  They  cannot  lx»  decided  l)y  technical  experts. 
*  Working  Conditions  Service,  U.  S.  Dept.  of  Labor,  Washington,  D.  C. 


DISCUSSION  201 

They  are  matters  of  opinion  requiring  decision  by  a  democratic 
majority. 

Failing  to  catch  the  economist's  fundamental  analysis  of  the 
problem,  engineers,  employment  experts  and  industrial  managers 
are  wont  to  group  all  industrial  relations  together  and  to  include 
the  fixing  of  just  rates  of  pay  in  the  managers'  function.  Accurate 
records  of  individual  production  and  fairness  and  square  dealing 
with  employees,  they  think,  will  assure  justice  to  the  workers.  This 
may  be  true  as  far  as  injustices  between  individuals  within  a  plant 
are  concerned  under  a  general  scale  of  remuneration  that  is  already 
fixed,  but  it  overlooks  entirely  what  President  Wilson  has  called 
the  progressive  improvement  in  the  condition  of  the  wage  earner, 
the  raising  of  the  scale  of  all  so  that  labor  may  receive  a  very  much 
larger  share  of  the  product  of  industry  than  it  gets  today. 

H.  L.  Gardner  ^  wrote  outlining  in  detail  the  personal  quali- 
fications of  the  employment  manager,  his  duties  and  the  functions 
of  the  employment  department.  He  said  that  the  manager  should 
be  a  broad-gage  man,  perferably  a  high  executive  or  an  oflBcer  of 
the  concern,  for  which  he  preferred  the  title  ''service  manager." 
He  should  be  of  sufficiently  large  caliber  to  ''sit  in"  with  the  officers 
or  a  committee  responsible  for  all  relations  between  employer  and 
employee;  and  being  thus  constantly  apprised  of  general  problems 
and  accepted  poUcies  he  can  then  organize  and  direct  his  depart- 
ment to  coordinate  with  all  other  service  departments  and  activities. 

Interviewing  is  perhaps  the  keynote  of  his  work,  and  with  the 
right  viewpoint  and  with  practical  knowledge  of  plant  operations 
and  conditions  he  can  be  of  tremendous  influence  in  building  the 
right  kind  of  working  force.    Continuing,  Mr.  Gardner  wrote: 

"One  of  the  more  abstract  functions  of  Employment  Manage- 
ment deserves  detailed  attention.  If  we  are  to  offer  a  satisfactory 
substitute  for  the  decreased  personal  contact  in  industry,  the  fore- 
men are  the  channels  through  which  we  must  work.  To  the  work- 
men, the  foremen  are  the  personification  of  the  manager  and  the 
company;  it  seems  vital  that  such  representation  should  harmonize 
with  the  general  policies  of  the  concern,  yet  too  little  has  been  done 
to  develop  this  contact  and  to  insure  the  desired  results.  To  my 
mind,  one  of  the  most  important  services  which  employment  man- 
agement can  render,  and  one  which  has  a  most  important  influence 

*  Manager  Personal  Relations  Sec,  E.  I.  DuPont  de  Nemours  Co.,  Wil- 
mington, Del. 
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on  industrial  relations;  lies  in  securing  real  cooperation  of  foremen 
through  understanding  of,  and  sympathy  with,  employment  methods 
of  attack  on  the  common  problems  of  personnel  and  production. 
This  may  soimd  too  theoretical,  but  it  is,  in  fact,  a  tangible  problem, 
and  quite  possible  of  surprisingly  satisfactory  solution. 

*'At  the  risk  of  repeating  certain  thoughts  which  I  emphasized 
at  the  National  Association  of  Employment  Managers  Convention 
in  Cleveland,  I  would  criticize  the  average  employment  department 
as  too  selfish.  We  too  frequently  devise  theoretical  solutions  for 
the  existing  problems  and  impose  them  on  the  plant  without  suffi- 
cient sympathy  for  the  other  fellow's  opinions  and  troubles.  Com- 
plete success  demands  that  the  employment  department  thoroughly 
acquire  the  general  plant  viewpoint  and  merge  its  individual  activi- 
ties into  the  broader  service  program." 

Mark  M.  Jones  ^  (written).  Functions  in  industry  can  be 
arranged  according  to  many  very  interesting  classifications.  The 
five  M's  —  money,  methods,  materials,  machines  and  men  —  have 
appealed  to  me  as  a  simple  classification.  Engineers  will  recognize 
that  in  our  progress  on  the  fifth  M  —  men,  we  have  from  an  ad- 
ministrative standpoint  reached  a  point  of  about  30  in  case  we 
consider  progress  on  the  other  four  M's  —  money,  methods,  ma- 
terials, and  machines  —  as  being  at  70,  with  100  the  ideal. 

Employment  management  as  a  part  of  Industrial  Relations 
has  as  its  object  the  administration  of  recruiting,  selecting,  placing, 
transferring,  promoting,  and  releasing  workers  on  an  engineering 
basis.  It  seeks  to  apply  the  labor  policy  of  the  enterprise  so  far  as 
it  may  affect  those  functions  named.  Its  effectiveness  is  only  limited 
by  the  strength  of  the  belief  of  the  management  in  the  value  and 
possibilities  of  such  a  service. 

Employment  management  is  distinctly  a  "service"  function. 
It  is  an  aid  to  production  and  a  department  for  the  purpose  must 
always  be  operated  with  the  proper  understanding  of  the  import- 
ant part  it  plays  in  turning  out  the  finished  product. 

A  well-organized  employment  department  surrounds  the  initial 
contact  of  the  worker  with  those  activities  which  influence  him  favor- 
ably and  contribute  definitely  toward  the  final  object  of  production. 
It  pro\ades  a  proper  reception  place  and  courteous  treatment 
while  the  applicant  is  being  studied.  It  studies  him  from  mental, 
moral,  physical,  financial  and  social  standpoints  with  the  object  of 
^  Director  of  Personnel,  Thomas  A.  Ediaon  Industries,  Orange,  N.  J. 
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placing  him  where  he  can  work  to  his  own  best  interests.  The  employ- 
ment manager  knows  definitely  that  an  individual  cannot  work  to  the 
best  interests  of  the  enterprise  unless  he  is  working  to  his  own  best 
interests.  The  interests  of  worker  and  business  are  identical.  From 
the  standpoint  of  proper  placement  there  is  no  divergence.  From  the 
standpoint  of  effectiveness,  however,  men  must  be  weighed  more 
carefully  and  a  more  exact  method  of  so  doing  remains  to  be 
developed. 

If  during  the  coming  months  engineers  will  have  in  mind  just 
one  need  of  this  field,  namely,  the  same  recognition  and  study  of 
the  fifth  M  —  men  —  as  of  the  other  factors  in  production,  they 
can  do  much  in  assisting  American  industry  toward  the  great  ideal 
of  industrial  nations,  which  is  that  of  ''increasing  individual 
production." 

Mr.  Alford's  Status  of  Industrial  Relations  is  a  timely  sum- 
mary of  past  and  present,  full  of  valuable  data  and  epitomized  in 
a  warning  to  be  heeded. 

Harrington  Emerson  (written).  I  have  been  requested  to 
contribute  to  the  discussion  by  notes  on  Wage-Payment  Plans  as 
one  of  the  problems  of  modem  industry. 

Wages  are  but  a  phase  of  a  much  deeper  problem.  On  the  one 
side  are  the  necessities  of  life,  to  live  morally,  to  have  health,  time 
for  study  and  industrial  improvement,  and  to  have  opportunity; 
on  the  other,  what  the  earnings  will  afford,  and  again  also  the  market 
rate  for  similar  services.  An  empirical  equiUbrium  is  struck.  Not 
as  high  wages  as  an  ideal  life  would  require,  but  often  more  than 
the  earnings  justify. 

But  what  I  recognize  is  that  three  conditions  enter  into  work 
and  wages:  (1)  Thebasichourly  wage,  however  determined;  (2)  the 
equivalent  in  output  for  the  hourly  wage;  and  (3)  the  special  excel- 
lence of  the  worker.  Of  these  the  third,  the  individual  excellence  of 
the  worker,  is  the  most  important. 

The  great  truth,  as  yet  only  partially  recognized,  is  that  the 
superior  worker  is  worth  so  much  more  than  the  average  or  inferior 
worker  that  any  amount  of  care  and  supervision  and  all  the  extra 
pay  required  to  secure  him  is  a  good  and  pa3dng  investment. 

From  this  conviction  it  is  evident  that  I  am  wholly  out  of 
sympathy  with  so-called  profit-sharing,  which  repudiates  individu- 
ality and  makes  of  business  a  kind  of  providence  that  rains  on  the 
just  and  the  unjust  alike. 
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There  is  no  connection  between  profit  and  skill  and  effort.  The 
product  of  the  highest  skill  may  be  sold  at  a  loss,  the  product  of 
malingerers  may  be  sold  at  high  profit. 

The  extra  wage  paid  for  individual  competence  is  not  a  dole, 
a  gratuity,  a  present.  It  should  be  a  measured  and  full  equitable 
compensation  for  a  measured  delivery. 

There  are  current  wages  so  low  as  to  be  dishonest.  There  are 
also  current  wages  so  high  as  to  be  dishonest. 

Starting  with  a  basic  hourly  rate,  increased  yield  should  com- 
mand higher  pay  as  long  as  unit  costs  drop.  An  increase  in  wages 
that  increases  unit  costs  (unless  money  is  falling  in  value)  Ls  robbing 
the  three  other  divisions  of  the  community. 

The  problem  always  is  so  to  lower  costs  as  to  increase  output, 
to  lower  unit  costs  yet  to  pay  more  per  hour,  to  give  greater  security 
and  volume  of  investment  yet  to  lower  interest  and  dividend  rates, 
so  to  compensate  executives  as  to  stimulate  them  to  secure  the  best 
combinations  of  men,  materials  and  machines,  thus  again  lowering 
unit  costs  and  adding  to  the  common  fund. 

Fundamentals,  not  expedients,  underlie  all  real  solutions  of 
the  wage  problem. 

R.  G.  A.  Phillips*  (written).  To  my  mind  industrial  rela- 
tions problems  came  into  being  along  with  the  **Big  Business"  idea 
and  I  think  it  well  and  timely  that  we  give  these  various  problems 
serious  thought  and  study. 

In  our  industrial  relations  work  at  the  works  of  the  American 
Multigraph  Company  the  biggest  topic  of  the  day  is  our  industrial 
democracy.  Therefore,  although  it  comes  last  in  point  of  things 
done,  it  ranks  first  in  order  of  importance. 

In  our  case  Industrial  Democracy  was  no  ''spur-of-the-moment 
idea."  It  is  a  subject  we  have  been  studying  almost  as  long  as  we 
have  been  in  business.  Our  active  interest  dates  back  about  five 
years  —  we  have  been  all  that  time  progressing  toward  our  goal. 
It  took  about  a  year  and  a  half  of  constant  study  before  the  final 
plan  with  its  constitution  became  a  fact.  It  took  definite  shape 
toward  the  end  of  February  1919,  and  finally  on  March  1  the  plan 
was  put  up  to  the  employees. 

Since  then  wo  have  had  many  incidents  that  have  made  us 
wish  we  had  started  sooner.    For  instance,  I  will  refer  to  some  of 
the  minutes  of  the  congress  meetings  and  pick  out  suggestions  that 
wore  approved  by  the  senate  as  being  wise  and  necessary. 
^  Vice-President,  The  American  Multigraph  Co.,  Qcveland,  Ohio. 
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Educational  Committee:  Suggestion  that  certain  employees 
be  taught  what  the  Multigraph  does  so  they  might  do 
their  work  with  greater  understanding.  (Assemblers  and 
final  inspectors). 

Produdion  Control  Committee:  Suggested  rearrangements  of 
departments  that  will  produce  greater  results. 

Suggestion  Committee:  Presented  about  fifty  new  ideas,  the 
principal  one  of  which  will  result  in  considerable  saving 
in  handling  of  tools,  etc. 

Sales  Cooperation  Committee:  Working  all  the  time  with  Sales 
Department.  Pushing  manufacturing  and  keeping  up 
standards.  Latest  job  the  reduction  of  time  taken  to 
fill  and  ship  foreign  orders  about  80  per  cent. 

Sanitation  and  Safety  Committee:  Always  at  work.  Producing 
great  results.  Total  suggestions  adopted  to  date,  about 
65. 

Recreation  Committee:  Managed  several  dances,  an  indoor 
baseball  league,  bowling  league  and  all  gymnasium  classes. 

Spoiled-Work  Committee:  Very  active.  Reported  last  week 
on  correcting  a  condition  that  reduced  scrap  and  increased 
production  on  a  certain  part  about  150  per  cent. 

Shop  Training:    Managed  all  class  work  during  season  just 

finished.    Promoted  mathematics  classes  (two  each  week 

after  hours)  and  a  big  general  shop  eflBciency  class  that 

met  every  Friday  night  having  an  average  attendance 

of  150. 

Industry  has  got  to  begin  to  get  all  the  effort  it  is  buying.    It 

should  no  longer  be  satisfied  with  the  services  of  the  hands  of  its 

workers  —  the  brains,  too,  must  be  induced  to  participate.     This 

matter  of  brain  and  hand  cannot  be  commanded  either  —  it  must 

be  more  of  a  pull-together  effort.    We  think  we  are  headed  that 

way  through  our  Industrial  Democracy. 

C.  B.  AuEL  (written).  It  seems  almost  certain  that  the  six 
lines  of  development  listed  by  Mr.  Alford  will  go  a  long  way,  if 
fairly  universally  adopted,  toward  lessening  industrial  unrest;  but, 
they  will  hardly  eliminate  it  since  the  fundamental  cause  for  this 
unrest  as  admitted  by  the  author  is  fear  of  unemployment,  and 
methods  of  overcoming  it  have  not  been  included.  Some  persons 
may  point  out  in  opposition  to  this  statement  that  during  the  recent 
period  of  tremendous  industrial  activity,  labor  imrest  was  perhaps 
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at  a  maximum;  but,  in  answer  to  this  it  may  be  said  this  unrest  was 
quite  abnormal,  due  very  largely  to  war  conditions,  and  was  more- 
over aggravated  by  employers  practically  bidding  against  one 
another  in  the  labor  market,  with  the  very  natural  consequence 
that  labor  tended  to  oscillate  to  and  fro,  wherever  wages  were  high- 
est, or  in  the  contrary  event  to  insist  on  wages  being  brought  to  the 
high  level. 

One  very  important  item  the  author  has  omitted  from  his  ILst 
is  ^^Americanization,*'  which  has  been  carried  on  by  many  corpora- 
tions for  a  number  of  years  past,  principally  through  the  medium 
of  schools  for  their  employees;  but,  fine  as  is  the  work  already  done 
by  them,  the  task  is  so  huge  that  it  needs  to  be  supplemented  by 
greater  efforts  on  the  part  of  the  various  states  if  real  headway  is 
to  be  made.  In  Pennsylvania,  for  example,  one  authority  has  an- 
nounced that  with  a  population  of  8,000,000,  there  are  1,500,000 
foreigners  over  the  age  of  10  years  and  of  these  half  a  million  cannot 
read  or  write  English,  while  a  third  of  a  million  cannot  read  or  write 
any  language,  but  what  is  worse  than  these  statements  is  the  further 
fact  that  the  half-miUion  that  cannot  read  or  write  English  increased 
to  this  figure  from  a  quarter-million  in  the  short  space  of  10  years. 
Illiteracy  is  a  fertile  field  for  the  propagation  of  every  kind  of  **Lsm" 
and  it  seems  astonishing  that  a  condition  like  this  should  exist  in 
any  state  in  our  Union,  and  doubtless  a  similar  situation  exists  in 
certain  other  states. 

D WIGHT  T.  Farnham  (written).  At  the  close  of  the  paper 
Mr.  Alford  opens  a  question  whose  just  solution  will,  I  believe, 
within  the  next  ten  years  tax  to  the  utmost  the  ability  and  resource- 
fulness of  our  financial,  economic,  ethical  and  engineering  minds. 
The  fact  that  the  International  Harvester  Company  had  hardly 
installed  their  "industrial  democracy"  plan  before  they  were  del- 
uged with  recommendations  for  rate  raises  illustrates  this  trend. 
When  their  committeemen,  however,  were  taken  to  the  company's 
l)ooks  and  shown  that  the  business  could  not  continue  if  their  de- 
mands were  granted,  unreasonable  demands  for  the  most  part 
ceased.  From  the  standpoint  of  human  relations,  then,  the  first 
general  principle  necessary  in  order  to  establish  a  sincere  industrial 
democracy  would  seem  to  be  the  possession  of  profits  which  will 
survive  the  light  of  public  opinion. 

The  fair  division  of  the  rewards  is  the  question  which  we  face, 
and  it  will  call  for  the  development  of  the  general  principles  under 
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which  controversies  may  be  adjudicated.  The  first  step  is  perhaps 
the  establishment  of  a  fair  retmn  upon  capital  which  is  so  invested 
as  to  be  reasonably  secure.  The  next  step  in  logical  order  to  insure 
stability  would  then  be  the  determination  of  adequate  sinking  funds 
to  make  reasonably  certain  steady  dividends  from  each  sort  of  busi- 
ness. Setting  up  such  reserves  would  take  investment  in  industrials 
out  of  the  gambling  class  and  would  make  them  attractive  at  a  6  or 
7  per  cent  return  instead  of  having  to  offer  chances  of  15  to  20  per 
cent  in  order  to  sell  stock. 

One  of  the  rocks  upon  which  profit  sharing  has  in  the  past  gone 
to  pieces  has  been  its  call  upon  the  workers  to  share  in  the  sacrifice 
during  dividendless  periods.  The  other  has  been  the  determination 
of  the  share  to  which  labor  is  entitled.  The  solution  of  such  ques- 
tions requires  first  the  scientific  analysis  which  the  engineering 
mind  is  best  qualified  to  make. 

What  Mr.  Alford  describes  as  the  second  great  tendency  in 
the  development  of  industrial  relations  —  the  willingness  to  con- 
sider the  workers  in  groups  —  I  interpret  as  not  so  much  a  plea  for 
an  imderstanding  of  mass  psychology  as  a  plea  for  that  knowledge 
which  brought  the  ancient  Greeks  to  the  belief  that  he  who  imder- 
stood  l^e  was  all-powerful.  Every  age  has  had  its  interpreter  of 
motives  which  actuate  humanity.  Today  the  human  psychologist 
is  an  industrial  psychologist.  We  applied  the  mind  of  the  engineer 
first  to  materials,  then  to  machines.    Now  we  have  reached  labor. 

C.  E.  Knoeppel  (written).  Through  organization  and  spe- 
cialization in  industry,  relationships  have  each  year  become  more 
and  more  complex,  so  that  today  this  great  problem  of  human 
contact  is  by  far  the  most  important  confronting  us,  and  my  pre- 
diction is  that  from  now  on  Industrial  Relations  will  be  considered 
the  keystone  of  the  industrial  structure. 

I  am,  therefore,  pleased  indeed  to  see  that  The  American  Society 
of  Mechanical  Engineers  is  giving  this  matter  of  Industrial  Rela- 
tions the  prominent  place  it  occupies.  If  the  engineering  world  does 
not  give  the  subject  attention,  where  will  the  initiative  come  from? 
From  the  workers?  No.  From  the  employers?  No.  I  say  "no'' 
in  both  cases  advisedly,  because  in  the  last  analysis  each  side  is 
generally  suspicious  of  the  other's  motives  when  suggesting  im- 
provements having  to  do  with  human  relationships. 

The  world-wide  tendency  toward  socialism  and  revolution  in 
ideas,  if  not  in  acts,  is  due  not  so  much  to  desire  for  political  changes 
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as  to  a  demand  for  economic  changes.  What  the  great  masses  of 
people  want  are  homes,  food,  farms,  clothes,  jobs,  wages  which 
balance  cost  of  living,  participation,  representation  in  affairs,  oppor- 
tunity for  self-expression  and  development. 

The  gigantic  convulsion  the  world  is  now  going  through  seems 
to  me  to  be  a  protest  against  the  way  modern  society  is  organized, 
against  much  in  the  present  plan  of  man-to-man  contact.  The 
purpose  of  the  coming  era,  as  I  see  it,  is  to  find  the  right  basis,  and 
this  the  people  the  world  over  will  do,  regardless  of  the  strife  and 
bloodshed  necessary  to  its  accomplishment. 

John  Younger  (written).  I  would  heartily  endorse  the 
thought  expressed  in  Par.  63  and  64  —  that  the  workers  should  be 
considered  in  groups;  and  while  it  is  true  that  the  tendency  is  for 
their  operations  to  be  sub-divided  to  a  point  of  intense  specializa- 
tion, yet  a  process  similar  to  that  of  establishing  workshop  limits 
can  be  used  and  limits  placed  on'  such  specialization  so  that  the 
men  inside  these  particular  limits  fall  into  groups. 

The  trade  unions  of  England  feel  that  the  problem  of  employ- 
ment is  not  solely  for  the  employer  to  solve,  but  that  they  also 
have  a  share  in  the  proper  solution.  With  this  object  in  view,  Ruskin 
Hall  was  founded  many  years  ago  at  Oxford,  being  practically  a 
branch  of  Oxford  University  but  reserved  exclusively  for  students 
of  all  ages  sent  by  the  different  trade  unions. 

This  college  has  specialized  on  economic  and  sociological  prob- 
lems and  questions  of  employment,  capital  and  labor.  These  are 
studied,  of  course,  as  disinterestedly  as  possible  with  a  slight  natural 
bias  towards  the  viewpoint  of  labor. 

It  is  my  belief  that  the  training  of  men  in  this  work  is  distinctly 
beneficial  and  cannot  help  but  give  more  intelligent  cooperation  in 
the  human  problems  of  manufacturing  interests,  and  I  would  sug- 
gest that  the  workings  of  Ruskin  College  and  its  results  be  studied 
very  carefully  by  capitalists  and  laborers. 
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CENTRAL-STATION  HEATING  IN  DETROIT 

By  J.  H.  Walker,*  Detroit,  Mich. 
Non-Member 

This  paper  discusses  the  general  problem  of  the  utUtzaiion  of  the  heat  ordinarily 
discharged  to  the  condensing  water  in  a  central  electric  generating  station.  The 
impossibiliiy  of  its  complete  utUizalion  for  the  purpose  of  heating  buildings  and  the 
difficulties  in  the  way  of  even  its  partial  utilization  are  pointed  out,  with  particular 
reference  to  conditions  existing  in  Detroit. 

The  development  of  the  central  heating  system  of  The  Detroit  Edison  Company 
is  traced,  showing  how  the  use  of  exhaust  steam  for  heating  was  abandoned  in  favor 
of  live  steam.  The  reasons  why  it  is  more  commercially  expedient  under  the  existing 
local  conditions  to  supply  live  steam  to  the  healing  system  and  to  generate  all  electric 
current  in  the  condensing  stations  are  also  fuUy  brought  out. 

The  latter  part  of  the  paper  describes  some  interesting  features  of  the  central 
heating  system  in  Detroit,  such  as  the  boiler  plants,  distributing  system,  under- 
ground pipe  and  tunnel  construction,  consumers^  installations  and  meters.  Special 
mention  is  also  made  of  distribution  losses,  condensation  return  lines,  and  the 
method  of  transmitting  steam  through  feeders  at  high  velocities  and  with  large 
pressure  drops. 

The  paper  concludes  with  a  discussion  of  the  advantages  of  central  heating 
service  and  of  the  obstacles  to  its  under  use  and  points  out  the  possibility  of 
operating  individual  plants  in  combination  with  the  central  plant. 

f\NE  of  the  natural  results  of  the  groupmg  together  of  human 
^^  beings  m  civiUzed  communities  is  the  existence,  in  our  cities, 
of  central  plants  for  the  generation  and  distribution  of  heat  to  sur- 
rounding buildings.  The  advantages  of  central  heating  service  to 
the  user,  over  the  alternative  of  operating  a  heating  plant  in  his  own 
building,  are  comparable  to  those  accompanying  any  other  public 
service.  To  the  community  also  a  properly  operated  central  heating 
plant  is  a  distinct  asset,  commercially  and  economically. 

2  Started  in  a  limited  way  about  forty  years  ago,  the  central 
heating  industry  has  grown  steadily,  though  not  with  the  rapidity 
of  some  other  utiUties,  until  at  the  present  time  there  are  between 
two  and  three  hundred  enterprises  operating  as  public  utiUties  in 
cities  of  all  sizes  in  most  of  the  northern  states  and  doing  an  annual 

*  The  Detroit  Edison  Company. 
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gross  business  estimated  at  from  ten  to  fifteen  million  dollars.  The 
capital  invested  is  perhaps  thirty  to  forty  million  dollars.  As  media 
for  distributing  the  heat,  both  hot  water  and  steam  are  used,  but 
because  of  the  impracticability  of  metering  hot  water  service  and 
because  of  the  better  adaptability  of  steam  to  the  requirements 
of  the  average  building  the  trend  of  progress  is  toward  the  latter. 
Further  development  of  the  business  now  hinges  mainly  upon  the 
possibility  of  the  establishment  of  the  proper  relationship  between 
the  selling  price  and  the  cost  of  the  service  so  as  to  insure  adequate 
return  upon  invested  capital.  In  many  instances  this  relationship 
is  not  satisfactory  at  present,  chiefly  because  the  actual  cost  and 
the  value  of  the  service  are  not  fully  appreciated.  The  engineering 
practicabiUty  has  been  amply  demonstrated;  and  that  there  is  a 
pronoimced  economic  demand  for  the  service  is  beyond  question. 

8  The  central  heating  business  is  closely  allied  with  the  elec- 
tricity supply  business  and  in  most  cities  is  carried  on  directly  or 
indirectly  by  the  electricity  supply  companies.  The  task  of  supply- 
ing the  demand  for  heating  service  falls  quite  naturally  to  the 
electric  company  because  of  the  partial  similarity  in  the  methods  of 
production  and  distribution  of  the  two  commodities;  and  furthermore 
the  ability  to  offer  to  its  prospective  customers  both  electric  and 
heating  service,  with  the  consequent  entire  elimination  of  any  sort 
of  power  plant  from  the  customer's  building,  is  of  great  advantage 
to  an  electric  company  doing  business  in  a  large  city. 

4  Other  reasons  for  the  combining  of  the  two  utilities  are  the 
economies  in  the  consumption  of  fuel,  and  to  some  extent  in  the 
investment  costs,  which  are  sometimes  made  possible  by  the  physical 
combination  of  the  electric  and  heating  plants. 

THE   UTILIZATION   OP    EXHAUST    HEAT 

5  The  heat  carried  away  by  the  condensing  water  in  the  central 
electric  stations  of  the  United  States,  equivalent  to  about  60  per 
cent  of  the  total  fuel  burned  by  them,  is  one  of  the  more  obvious 
(although  not  by  any  means  the  greatest)  sources  of  waste  of  the 
country's  fuel  resources.  Like  many  other  similar  losses  this  one 
exists,  not  because  its  reduction  is  theoretically  impossible  but  be- 
cause it  is  seldom  conunercially  practicable.  But  while  commercial 
considerations  have  always  dictated  certain  practices  in  the  utiliza- 
tion of  fuel  in  the  past  and  will  continue  to  do  so  in  the  future,  the 
increasing  cost  of  coal  and  the  present  impulse  towards  its  conserva- 
tion now  direct  attention  to  some  of  the  fundamental  problems. 
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6  This  great  quantity  of  heat,  rejected  at  low  temperature  from 
the  generating  units,  may  be  considered  as  a  by-product  of  electricity 
supply  and  as  such  it£  rate  of  production  will  depend  upon  the 
rate  of  production  of  electricity,  the  primary  product.  Since  neither 
electrical  energy  nor  heat  can  be  stored  to  any  great  extent,  it  is 
necessary  for  the  complete  recovery  of  the  by-product  heat  that  the 
demand  for  it  be  equivalent,  hour  by  hour,  and  day  by  day,  to  the 
rate  of  electricity  supply.  The  warming  of  the  interior  of  buildings 
is  a  natural  means  of  making  use  of  this  heat,  but  the  great 
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diversity  in  the  rates  of  use  of  the  two  commodities  renders  impossible 
even  an  approximately  complete  utilization  of  the  by-product  heat. 
The  lack  of  agreement  in  the  rates  of  use  of  electricity  and  heat  from 
week  to  week  throughout  the  year  is  illustrated  in  Fig.  1,  in  which  the 
1918  load  curves  for  electrical  and  heating  service  in  Detroit  are 
plotted  to  a  percentage  scale  with  the  maximum  point  on  each  curve 
taken  as  100  per  cent. 

7  The  possibility  of  establishing  a  better  relation  between  the 
rates  of  use  is  rather  slight.  The  rate  of  heat  supply  is  largely 
fixed  by  unalterable  climatic  conditions.  The  use  of  electricity  for 
lighting  is  also  governed  by  natural  elements.  The  demand  for 
electricity  for  industrial  use,  which  now  constitutes  a  major  fraction 
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of  the  output  of  most  central  stations,  is  not  governed  by  these 
factors  and  is  the  only  kind  of  load  whose  characteristics  could 
conceivably  be  adjusted  to  suit  the  requirements  for  exhaust  heat, 
but  even  this  could  probably  not  be  done  to  any  practicable  extent. 

8  Another  important  obstacle  to  the  full  use  of  this  by-product 
heat  through  the  warming  of  buildings  is  due  to  the  great  develop- 
ment of  the  central  electric  stations  which  in  many  industrial  centers 
in  the  United  States  have  so  increased  in  size  that  the  amount  of 
exhaust  heat  which  would  be  available  as  a  by-product  is  greatly  in 
excess  of  that  which  it  would  be  commercially  feasible  to  distri!)ut^ 
for  the  heating  of  buildings.  For  example,  in  1918  the  central 
electric  generating  stations  in  Detroit  pro<luced  approximately 
774,000,000  kw-hr.  of  electricity.  The  exhaust  steam  which  would 
have  been  available  if  discharged  at  pressures  above  atmosphere 
and  which  could  have  been  utilized  for  heating,  considering  the 
winter  months  only,  would  have  amounted  to  over  9,000,000,000  lb. 
This  is  five  times  the  quantity  actually  distributed  in  the  existing 
central  heating  system  of  the  city,  which  entirely  covers  the  only 
portion  of  the  city  in  which  the  heating  load  is  sufficiently  dense  to 
render  the  laying  of  distribution  mains  commercially  justifiable. 
For  because  of  the  great  investment  cost^s  the  distribution  of  heat 
by  the  medium  of  steam  is  feasible  only  in  the  districts  of  relatively 
great  density  of  load,  which,  in  most  of  our  cities,  comprise  only  the 
business  district  and  the  very  l)est  residence  districts.  Nor  are  the 
economies  to  be  gained  by  using  by-product  heat  sufficient  to  enlarge 
this  area  appreciably.  The  central  heating  business  in  the  average 
American  city  could  keep  pace  with  the  electricity  supply  business 
only  if  the  density  of  population  were  far  greater  than  is  compatible 
with  present  standards  of  living. 

9  Thus  it  is  apparent  that  the  exhaust  heat  from  central 
electric  stations  can  at  best  l)e  utilized  for  heating  only  during  the 
times  when  heat  is  required  and  then  only  in  so  far  as  it  can  be 
commerciallv  (listril)uted.  But  there  are  certain  obstacles  which 
stand  in  the  way  of  its  utilization  even  to  this  extent  —  obstacles 
which  arise  primarily  from  the  difficulty  of  transmitting  steam  over 
long  distances. 

SYSTEMS   OF  CENTRAL  HEATING 

10  Assuming  that  a  central  heating  load  exists  and  is  to  be 
supplied  by  the  electric  company,  there  are  in  general  three  methods 
by  which  this  can  be  done: 
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a  The  heating  load  can  be  served  from  a  condensing  generat- 
ing station  so  designed  that  steam  is  available  for  heating 
at  pressures  above  atmospheric  after  partial  expansion 
in  the  electric  generating  units,  the  remainder  of  the 
steam  used  for  current  generation  being  fully  expanded 
and  condensed  at  high  vacuimi 

b  Separate  heating  plants  may  be  built  in  locations  near 
the  heating  load  and  equipped  with  non-condensing 
generating  units  which  will  generate  current  only  to  the 
extent  of  the  requirements  for  exhaust  steam  for  heating, 
the  remainder  of  the  electricity  being  produced  in  a 
condensing  station 

c  The  heating  system  may  be  supplied  entirely  with  live 
steam  from  boiler  plants  located  near  the  center  of  the 
heating  load. 

11  It  may  so  happen  that  the  natural  location  for  the  main 
generating  station  serving  a  city  is  near  the  heating  load,  and  if  this 
is  the  case,  the  first  method  is  preferable.  In  such  a  plant  the  use 
of  bleeder  turbines,  designed  so  that  steam  can  be  extracted  from  the 
intermediate  stages  after  partial  expansion,  offers  great  advantages. 
This  arrangement  has  been  successfully  carried  out  in  some  instances 
and  is  probably  the  nearest  possible  approach  to  ideal  conditions, 
since  the  duplication  of  equipment  is  reduced  to  a  mininmm. 

12  Often,  however,  a  consideration  of  land  values  or  of  railroad 
connections  requires  that  the  main  condensing  station  be  located  at 
such  a  distance  from  the  heating  load  as  to  preclude  the  possibility 
of  transmitting  steam  from  it.  This  is  the  case  in  Detroit  as  will  be 
seen  from  Fig.  2.  The  Delray  plant  and  the  Connors  Creek  plant, 
the  two  main  generating  stations  operated  by  The  Detroit  Edison 
Company,  are  respectively  3^  and  4^  miles  from  the  heating  district. 
A  condensing  plant,  located  on  high-priced  land  near  the  heating 
district  and  with  inconvenient  railroad  connections,  or  none,  would 
be  necessary  if  this  first  method  were  to  be  used.  To  such  a  plant, 
built  for  electricity  supply  and  consequently,  for  reasons  previously 
stated,  burning  more  coal  than  a  plant  built  solely  for  heating,  this 
matter  of  proper  railroad  faciUties  is  particularly  important.  Here 
again  enters  the  matter  of  the  transmission  of  steam,  for  seldom 
could  the  bleeder-turbine  plant  be  located  as  favorably  with  reference 
to  the  heating  load  as  could  Uve  steam  plants,  and  the  additional 
investment  in  transmission  lines  must  therefore  be  charged  against 
this  plan. 
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13  The  size  of  the  pipes  required  to  transmit  a  given  quantity 
of  steam  over  a  given  distance  decreases  as  the  density  of  the  steam 
and  the  amount  of  pressure  drop  along  the  pipe  increase.  The 
most  economical  method  from  the  standpoint  of  investment  costs 
would  be  to  extract  steam  from  the  high-pressure  stages  of  the 
turbine;  but  the  amount  of  electricity  which  could  be  generated 
per  pound  of  steam  would  then  be  reduced.  The  relative  values  of 
these  factors  for  an  assumed  river-front  bleeder-turbine  plant  in 
Detroit  are  illustrated  by  the  curves  m  Fig.  3.  Curve  A  shows  the 
total  credit  for  the  saving  in  coal  and  boiler  capacity  which  could  be 
allowed  such  a  bleeder-turbine  plant  located  on  the  river  front  and 


Fig.  2    Map  SHOwma  Location  of  Detroit's  Heating  District  and 

Electric  Generating  Stations 


serving  the  existing  Detroit  heating  system.  Curve  B  shows  the 
total  of  the  additional  investment  charges  due  to  the  higher-priced 
land  on  which  the  plant  would  be  built,  plus  the  investment  charges 
and  line  losses  involved  in  transmitting  the  steam  from  this  river- 
front plant  to  the  centers  of  the  heating  load.  Even  at  higher 
extraction  pressures  the  bleeder  plant  would  not  be  justified  under 
Detroit  conditions  Ixjcause  of  its  unfavorable  location  with  respect 
to  the  heating  load. 

14  The  second  plan  above  mentioned,  namely,  the  building  of 
plants  located  near  the  heating  load  and  generating  current  only  to 
the  extent  of  the  exliaust-st<*am  requirements,  involves  somewhat 
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difTereat  factoni.  In  this  case  the  capacity  of  the  generating  units 
will  be  detennined  by  the  heating  requirements  and  the  electricity 
generated  by  them  will  be  the  by-product.  An  essential  requirement 
for  the  success  of  this  plan  is  that  the  relation  of  these  generating 
unita  to  the  electrical  system  as  a  whole  be  such  as  to  allow  their 
loads  to  be  adjusted  without  restriction  according  to  the  momentary 
requirements  for  exhaust  steam. 

15  The  value  of  such  current  as  the  heating  plant  will  produce 
will  be  detennined  tai^ly  by  the  cost  of  producing  an  equal  amount 


Pressure  of  Exfracfed&team-Lb.&j^ 


in  the  condensing  stations.  If  the  condensing  stations  do  not 
produce  current  at  an  extremely  low  cost  and,  if  other  conditions 
are  not  unfavorable,  this  plan  may  prove  very  attractive  and  is  in 
fact  the  most  widely  used  method  of  combining  the  electrical  and 
steam-heating  plant.  But  unfavorable  conditions  surrounding  the 
production  of  this  relatively  small  amount  of  current  may  render 
its  cost  unattractive.  The  size  of  such  generating  units  as  might  be 
installed  in  the  heating  plant  may  be  so  insignificaDt  compared  to 
the  large  size  of  the  units  in  the  condensing  plant  that  the  investment 
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in  the  main  station  is  not  measurably  reduced  and  the  smaller  units 
are  therefore  additional  investment.  The  investment  in  steam- 
distribution  mains  is  also  much  greater  than  when  steam  at  higher 
pressures  is  used. 

16  Thus  it  may  in  some  cases  prove  in  the  end  more  commer- 
cially expedient  to  omit  entirely  the  generation  of  current  in  the 
heating  plant. 

17  In  Detroit  many  of  these  conditions  conspire  to  make  the 
use  of  exhaust  steam  for  heating  unattractive.  Generating  units 
exhausting  into  the  heating  mains  were  operated  in  one  of  the  heating 
plants  for  several  years  but  this  practice  has  since  been  definitely 
abandoned  and  the  heating  system  is  now  being  supplied  with  live 
steam.  Current  generation  is  limited  to  the  output  of  small  house- 
service  turbo-generators  whose  exhaust  is  utilized  to  heat  the  feed- 
water.  The  history  of  the  central  heating  industry  in  Detroit  is 
one  of  steady  progress  toward  this  method  of  live-steam  operation. 

DEVELOPMENT  OF  CENTRAL  HEATING  IN  DETROIT 

18  The  immediate  motive  which,  in  1903,  led  to  the  establish- 
ment of  the  central  heating  industry  in  Detroit  was  the  possibility 
of  obtaining  a  high  thermal  efficiency  in  the  generation  of  electricity 
through  the  utilization  of  the  exhaust  steam.  The  generating  plant 
from  which  steam  was  first  suppUed  for  heating  had  previously 
dfscharged  its  exhaust  to  the  atmosphere.  Owing  to  the  building, 
at  this  time,  by  The  Detroit  Edison  Company,  of  a  large  condensing 
plant,  the  smaller  plant,  with  several  others,  would  have  been  shut 
down,  but  the  possibility  of  selling  the  exhaust  steam  made  it  appear 
desirable  to  continue  the  generation  of  current  there  to  the  extent 
of  the  exhaust  steam  requirements.  Also,  since  the  plant  was  located 
in  a  district  served  with  direct  current,  the  loss  involved  in  converting 
an  equivalent  amount  of  alternating  current  received  from  the  main 
plant  to  direct  current  would  be  saved  for  such  current  as  might  be 
generated  there.  The  plant  was  in  a  high-class  residence  district 
and  tlie  heating  service  proved  very  popular,  but  the  actual  overall 
economy  of  the  plant  was  not  as  great  as  had  been  anticipated. 

19  A  year  later  the  construction  of  a  central  heating  plant  was 
begun  in  the  business  district  of  the  city.  This  second  project  was 
undertaken,  not  a^j  a  means  of  disposing  of  exhaust  steam,  but  for 
the  express  purt)o8e  of  supplying  the  demand  for  central  heating 
service  among  the  owners  of  downtown  buildings,  who  were  con- 
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sideling  shutting  down  their  plants  and  purchasing  electric  servdce. 
The  downtown  plant  was  built  primarily  as  a  heating  plant,  and 
thou^  provision  was  made  for  electric  generating  units  they  were 
never  installed  and  the  heating  mains  were  supphed  with  steam  from 
the  boilers  through  reducing  valves. 

20  With  the  development  of  the  large  condensing  generating 
stations  the  generation  of  current  in  the  heating  plants  grew  less 
and  less  attractive  and  when  a  third  heating  plant  became  necessar>% 
because  of  increasing  demand  for  steam  heat,  no  provision  was  made 
for  electric  generators.  The  same  practice  was  followed  when,  in 
1916,  the  original  exhaust-st.eam  plant  was  rebuilt;  and  when  the 
steam-distribution  sj'stem  of  another  compwmy  which  had  been 
engaged  in  the  generation  of  electricity  and  the  distribution  of 
exhaust  steam  in  the  business  district  was  purchased  by  The  Detroit 
Edison  Company,  the  new  plant  which  was  built  to  supply  this 
district  was  also  designed  as  a  heating  plant  only.  The  entire 
combined  distribution  system  is  now  being  supplied  with  live  steam 
from  the  boilers  through  reducing  valves. 

21  Since  there  are  no  generating  units  exhausting  into  the 
heating  mains  the  pressure  carried  in  them  is  not  limited  by  considera- 
tions of  back  pressiue.  On  those  sections  of  the  system  formerly 
supphed  with  exhaust  steam  at  from  2  to  5  lb.  pressure,  the  pressure 
now  maintained  ranges  from  5  to  15  lb.  and  is  being  increased  from 
year  to  year,  toward  the  upper  limit  permitted  by  the  strength  of 
the  pipes.  The  pressure  on  the  section  originally  designed  as  a  Uve- 
steam  system  is  about  30  lb.  Because  of  the  increased  capacity  of 
the  distribution  system  at  higher  pressures,  due  to  the  greater  density 
of  the  steam  and  the  greater  allowable  pressure  drop,  these  higher 
distribution  pressures  are  desirable. 

22  The  steam  is  dehvered  to  the  network  of  mains  through 
connections  made  at  the  plants  and  also  through  feeders  radiating 
from  the  plants  and  delivering  steam  to  certain  ''  feeding  points  " 
in  the  distribution  network,  the  method  being  similar  to  the  feeder 
and  main  method  employed  in  electricity  distribution  systems. 


REASONS   FOR  USING   LIVE   STEAM   IN  DETROIT 

23  The  supplying  of  hve  steam  to  the  heating  system  and  the 
abandonment  of  the  generation  of  current  in  the  heating  plants 
is  commercially  justifiable,  even  though  such  current  would  be 
generated   at   a  high   thermal  efficiency.     The   underlying  reason 
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for  this  is  that  there  exist  certain  unfavorable  conditions  which 
outweigh  the  thermal  advantage  and  make  the  total  cost  of  such 
current  higher  than  the  generating  cost  at  the  large  and  eflScient 
main  generating  stations. 

24  In  considering  the  cost  of  generating  current,  when  the  heat 
in  the  exhaust  is  recovered,  it  should  be  borne  in  mind  at  the  outset 
that  the  amount  of  coal  consumed,  though  small,  is  not  by  any 
means  negligible  as  compared  to  that  consumed  in  a  condensing  sta- 
tion. For  each  kilowatt-hour  so  generated  there  would  be  extracted 
from  the  steam,  if  the  conversion  were  100  per  cent  eflScient,  its 
heat  equivalent,  3415  B.t.u.  Taking  into  account  mechanical  and 
electrical  losses  in  the  generating  unit  and  the  losses  involved  in 
generating  steam  from  the  coal,  the  actual  number  of  heat  units 
devoted  to  the  generation  of  electricity  is  not  less  than  6700  B.t.u.  per 
kw-hr.  This  is  27  per  cent  of  the  corresponding  figure  for  the 
Connors  Creek  plant  (a  condensing  station)  which  in  1918  generated 
its  total  output  at  an  average  of  20,900  B.t.u.  in  the  coal  per  kw-hr. 
of  output.  So  that  at  the  outset,  the  additional  fuel  which  would 
have  to  te  burned  in  the  heating  plants  if  current  were  generated, 
would  be  over  one-quarter  of  the  amount  required  to  produce  the 
equivalent  amount  of  current  at  the  Connors  Creek  plant. 

25  One  of  the  principal  elements  of  cost  which  miUtates  against 
current  generation  in  the  heating  plants  is  the  attendance  labor, 
which,  because  of  the  low  load  factor  and  small  size  of  any  generating 
units  which  might  be  installed  there,  is  much  higher  per  kw-hr.  gen- 
erated than  in  the  large  stations  where  the  size  of  the  units  and 
the  load  factor  are  much  greater. 

26  But  the  really  deciding  factors  are  the  investment  charges. 
The  change  of  policy  involving  the  final  abandonment  of  exhaust-steam 
heating  was  made  in  1916,  with  the  rebuilding  of  the  Willis  Avenue 
heating  plant,  the  original  exhaust-steam  plant.  At  this  time  the 
electrical  load  in  Detroit  was  increasing  rapidly  and  several  new 
turbo-generator  units  were  being  purchased.  At  the  Willis  Avenue 
heating  plant  the  existing  and  future  exhaust-steam  requirements 
would  have  called  for  a  generating  unit  of  about  2000  kw.  capacity. 
The  unit  purchased  at  that  time  for  the  Connors  Creek  plant  was 
the  45,000-kw.  machine  which  has  since  been  put  into  service. 
Would  the  existence  of  small  generating  units  in  the  heating  plants, 
aggregating  altogether  possibly  4000  kw.,  actually  reduce  the  number 
of  machines  in  the  Connors  Creek  plant  at  that  time  or  at  any  future 
time,  if  the  latter  were  to  increase  in  steps  of  this  magnitude? 
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Regardless  of  theoretical  cousideratioos,  as  a  matter  of  fact  it  actually 
would  not  have  done  so  and  it  became  clearly  evident,  therefore, 
that  any  investment  in  generating  units  in  the  heating  plants  must 
be  reckoned  as  additumal  investment  and  the  cost  of_]any  electricity 
generated  by  them  must  include  the  fixed  charges  on  that  investment 
and  could  not  be  credited  with  having  saved  any  investment  else- 
where.    The  relatively  insignificant  proportion  of  the  total  system 


Fia.  4    Load  Cubves  Showinq  Possible  £k.ECnuc  Output  of  Heating 
Pi-iNT  AS  Compared  with  Output  of  Main  Station 

load  which  could  be  borne  by  a  unit  in  the  Willis  Avenue  plant  is 
strikingly  illustrated  in  Fig.  4. 

27  The  small  size  of  the  unit  and  its  low  load  factor  would  make 
these  investment  charges  relatively  high  per  kilowatt-hour  generated. 
Furthermore,  while  the  chief  advantage  of  the  heating-plant  generat- 
ing units  would  lie  in  their  ability  to  avoid  conversion  losses  by 
generating  direct  current  required  for  the  downtown  district,  this 
advant^e  coidd  not  be  completely  made  use  of  because  of  the  lack 
of  coordination  between  the  heating  and  electrical  loads  of  that 
district,  which  would  make  it  necessary  to  convert  some  of  the 
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direct  current  back  to  alternating  current  for  transmission  to  some 
other  district  or  else  would  reduce  the  load  factor  of  the  unit. 

28  For  a  quantitative  economic  study  of  the  subject  the  Willis 
Avenue  heating  plant  offers  a  favorable  example,  for  it  had  been 
operated  as  a  generating  plant  and  the  distribution  mains  had  been 
designed  for  exhaust  steam  pressures.  Based  on  the  performance 
of  the  old  engine-driven  units,  there  would  have  been  generated 
by  the  2000-kw.  turbo-generator  which  it  was  proposed  to  install 
in  the  new  plant  about  6,000,000  kw-hr.  per  year. 

29  In  accordance  with  the  considerations  which  have  been  men- 
tioned, the  proposed  turbo-generator  installation  should  be  charged 
with  its  operating  and  maintenance  costs  including  labor,  supplies, 
and  the  fuel  equivalent  of  the  energy  produced.  It  should  also  be 
charged  with  the  fixed  charges  on  the  unit  itself  and  on  the  building 
space  occupied.  Based  on  the  fairly  stable  pre-war  prices  existing 
in  1916,  these  items  might  be  conservatively  estimated  as  follows, 
neglecting  the  disadvantage  due  to  the  lack  of  coordination  between 
steam  and  electrical  loads. 

Charges  Against  Generating  Unit  —  Operation  and  Maintenance: 

Labor  —  3  oilers $  3,360 

Supplies,  etc 200 

Fuel  cost  —  1221  tons  at  $2.66 3,247 

Maintenance 200 

$7,007 
Fixed  Charges  (Additional  Items  Only) : 

2000-kw.  turbo-generator  at  $15  per  kw $30,000 

Installation  cost,  wiring  and  piping 4,000 

Building  and  foundations 10,000 

$44,000 

Depreciation  at  4  per  cent ]  ,760 

lleturn  on  investment  at  6 J  per  cent 2,860 

Total  charge  against  turbine $11,627 

30  The  turbo-generator  nmst  of  course  be  credited  with  the  cost 
of  generating  an  equivalent  amount  of  energy  at  the  main  plant, 
of  transmitting  it  to  the  heating-plant  district,  and  of  converting 
it  to  direct  current,  since  these  costs  would  be  incurred  if  the  turbo- 
g(»nerator  were  not  installed. 

31  The  production  cost  of  electric  current  generated  by  a 
central  station  consists  of  two  parts,  the  demand  or  ''readiness  to 
serve''  component  and  the  ^'energy'*  component.  The  former  may 
be  defined  as  that  portion  of  the  total  production  cost  which  would 
be  incurred  if  no  electricity  were  actually  delivered,  but  if  the  plant 
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were  merely  held  in  readiness  to  deliver  the  loads  actually  sustained 
— held,  in  other  words,  with  steam  pressure  up,  turbines  and  auxiliaries 
in  motion,  a  sufficient  number  of  boilers  banked  and  the  operating 
crew  on  duty.  The  energy  component  may  be  considered  as  that 
part  of  the  total  cost  which  is  directly  proportional  to  the  amount 
of  energy  dehvered.  Although  the  exact  separation  of  these  com- 
ponents is  impossible,  the  distinction  between  them  is  none  the  less 
real  and  is  generally  recognized. 

32  In  the  present  case  the  heating-plant  generating  unit  can  be 
credited  only  with  energy  component,  since  it  is  not  to  be  considered 
as  having  reduced  the  size  or  number  of  units  in  the  main  generating 
plant.  The  energy  component  may  fairly  be  considered  as  including 
75  per  cent  of  the  fuel  cost,  50  per  cent  of  the  cost  of  maintenance  of 
plant  equipment  and  that  part  of  the  labor,  such  as  coal  handling, 
which  may  be  considered  as  depending  upon  the  amount  of  electricity 
generated,  and  amounting  in  this  case  to  9  per  cent. 

33  The  actual  combined  efficiency  of  transmission  to  the  heating- 
plant  district  and  of  conversion  to  direct  current  is  approximately 
80  per  cent,  so  that  to  deliver  6,000,000  kw-hr.  of  direct  current  to 
the  heating-plant  district  there  would  be  generated  at  Connors 
Creek  7,500,000  kw-hr. 

34  The  credit  which  can  be  allowed  to  the  heating  plant  for  the 
current  which  it  would  generate  would  then  be  as  follows: 

Fuel  — 4112  tons  at  $2.08 $9,786 

Wages 285 

Maintenance 617 

Total  credit  allowable $10,688 

35  This  credit  of  $10,688  compared  with  the  larger  figure  of 
$11,627  which  is  to  be  charged  against  the  heating  plant  unit,  thus 
indicating  that  the  generating  of  current  in  the  heating  plant  would 
not  be  justified  under  pre-war  price  conditions. 

36  The  foregoing  study  is  based  only  upon  conditions  in 
the  plant  itself  and  no  mention  has  been  made  of  the  effect  upon 
the  distribution  system  when  exhaust  steam  is  distributed.  It  is 
common  practice  in  exhaust-steam  systems  to  carry  a  back  pressure 
of  from  2  to  15  lb.  At  these  pressures  the  specific  volume  of  the 
steam  is  high  and  the  allowable  pressure  gradient  throughout  the 
system  is  very  limited,  making  it  necessary  to  install  much  larger 
pipes  than  is  the  case  when  live  steam  at  high  pressures  is  used,  and 
consequently  increasing   the    investment.     While   it   is   true   that 
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turbines  have  been  built  for  exhaust  pressures  up  to  30  lb.,  the 
electrical  energy  which  can  be  extracted  per  pound  of  steam  under 
such  conditions  is  reduced  and  the  cost  per  kilowatt  of  turbine 
capacity  is  increased;  furthermore,  in  the  method  of  feeder  operation 
which  is  actually  employed  and  which  has  proved  of  inestimable 
value,  the  pressure  of  delivery  to  the  feeders  is  much  higher  than 
this. 

37  The  method  of  live-steam  operation  was  adopted  in  Detroit 
before  the  recent  great  advance  in  the  price  of  coal.  The  present 
high  price  of  coal  makes  exhaust-steam  operation  appear  somewhat 
more  favorable  and  it  is  of  course  conceivable  that  at  some  future 
date  a  very  high  coal  price  may  compel  a  change  of  poUcy.  But 
with  the  cost  of  underground  lines  also  increasing,  the  saving  in 
distribution  investment  will  probably  continue  to  be  sufficient  to 
justify  a  continuation  of  the  present  methods. 

38  Most  of  the  foregoing  facts  apply  only  in  cases  where  the 
generating  capacity  in  the  heating  plant  is  negligible  in  comparison 
with  the  main  generating  stations.  If  this  is  not  the  case,  if  the 
discrepancy  in  size  is  not  great  so  that  investment  in  the  main  plants 
is  actually  saved,  or  if  the  additional  current  required  from  the 
condensing  station  is  actually  not  produced  at  a  relatively  low  cost, 
then  the  situation  may  be  entirely  changed,  and  there  are  many 
instances  of  this  in  the  United  States.  The  consideration  of  the 
steam-transmission  investment,  when  low-pressure  steam  is  used  is 
often  controlling,  however,  and  is  being  increasingly  well  recognized. 

DISTRIBUTION   SYSTEM 

39  The  popularity  of  the  heating  service  in  Detroit  has  led  to 
its  development  on  an  extensive  scale.  The  present  distribution 
system  covers  an  area  about  2  miles  long  and  half  a  mile  wide 
which  includes  the  entire  central  shopping,  business,  and  financial 
districts  and  a  small  portion  of  the  residence  district.  About 
2,700,000  sq.  ft.  of  radiation,  Ix^sides  numerous  water  heaters  and 
cooking  fixtures,  are  served.  The  distribution  sj'stem  contains 
about  20  miles  of  underground  mains  and  2  miles  of  tunnels.  The 
four  boiler  plants  which  supply  steam  to  the  system  contain  17,470 
rated  boiler  horsepower,  and  they  delivered  in  1918  nearly  two  billion 
pounds  of  steam  to  the  system.     Over  1700  consumers  are  served. 

40  The  distribution  mains  and  the  buildings  served  are  shown 
in  Fig.  5.     Though  originally  built  in  three  distinct  sections,  the 
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system  is  now  a  practically  continuous  network,  and  the  plants  are 
so  much  interconnected  that  the  load  can  readily  be  shifted  from 
one  to  another.  In  the  spring  and  early  autumn  two  of  the  four 
plants  serve  the  entire  area. 

BOILER   PLANTS 

41  The  four  boiler  plants  which  supply  steam  to  the  heating 
system  are  shown  in  Fig.  6.  They  are  equipped  with  water- 
tube  boilers  and  underfeed  stokers  and  are  of  modem  design 
throughout.  Their  location  in  the  central  district  of  the  city 
necessarily  restricts  the  amount  of  land  which  they  may  occupy 
and  demands  a  suitable  type  of  architecture,  absolutely  smokeless 
operation,  and  extreme  cleanliness  in  the  handling  of  coal  and  ashes'. 

42  A  cross-section  of  the  Congress  Street  plant,  the  newest  of 
the  four,  is  shown  in  Fig  7.  It  is  dpsigned  to  contain  eventually 
four  l300-hp.  boilers  and  two  2600-hp.  boilers  of  the  "W"  type.  In 
the  effort  to  reduce  the  amount  of  attendance  lalx)r  at  this  plant  the 
auxiliaries  are  located,  for  the  most  part,  on  the  boiler-room  floor 
so  as  to  1x5  within  convenient  reach  of  the  few  men  constituting 
the  operating  crew.  Coal  is  hauled  from  bunkers  at  the  railroad 
sidings  to  the  plant  in  drop-bottom  buckets  of  5  tons  capacity, 
which  are  lifted  by  a  crane  and  emptied  into  overhead  hoppers 
from  which  the  coal  is  distributed  by  belt  conveyors  to  the  boiler 
bunkers.  Ash-handling  equipment  is  practically  nil,  the  boilers  being 
set  at  a  sufficient  elevation  to  allow  wagons  to  be  driven  beneath  the 
hoppers. 

43  Because  of  the  fact  that  only  a  relatively  small  amount  of 
condensation  is  returned  to  the  plants,  careful  treatment  of  the 
raw  water  is  necessary.  The  feedwater  flows  through  live-steam 
purifiers,  ofx^rating  at  boiler  pressure,  in  which  the  scale-forming 
materials  are  precipitated.  In  addition,  sodium  carbonate  is  fed  in 
automatically  graduated  amounts  to  reduce  the  slight  amount  of 
hard  scale-forming  material  which  finds  its  way  into  the  boiler. 
Although  Detroit  water  is  not  a  bad  boiler  water,  these  precautions 
are  necessary  because  of  the  large  percentage  of  make-up  water 
and  the  rather  high  rates  of  steaming  at  which  the  boilers  are 
s()inetiin(\s  drivc^n. 

44  Tlu^  auxiliaries  are  almost  entirely  motor  driven.  The 
current  is  supplicMl  by  a  ToO-kw.  turbo-generator  unit  exhausting 
into  an  op(Mi  fi^dwater  heater.     The  load  carried  on  this  generator  b 
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adjusted  according  to  the  requirements  for  exhaust  steam  for  heating 
the  feedwater  and  any  excess  current  generated  is  delivered  to  the 
outside  electric-distribution  system.  Conversely,  if  the  electricity 
requirements  of  the  plant  exceed  the  output  of  the  generator,  current 
is  drawn  from  the  outside  supply.  Exhaust  steam  is  thus  made 
available  for  heating  the  feedwater  and  the  advantages  of  motor- 
driven  auxiliaries  are  also  secured.  Moreover  the  turbo-generator 
constitutes  a  source  of  electricity  supply  for  the  plant  in  case  of 
local  interruption  of  the  outside  service. 

45  Steam  is  generated  at  a  pressure  of  130  lb.  gage.  This 
pressure  is  chosen  in  order  to  provide  for  considerable  pressure 
drops  in  the  outgoing  feeders  as  calculated  for  present  conditions. 
It  may  be  raised  to  160  lb.  at  some  future  date.  The  outgoing  steam 
lines  leave  the  plant  through  a  tunnel  shaft. 

FEEDERS 

46  Because  of  the  great  increase  in  connected  load  the  transmis- 
sion capacity  of  the  distribution  network,  most  of  which  was  installed 
several  years  ago,  is  now  quite  inadequate.  To  have  raised  the 
pressure  throughout  the  sjrstem  would  have  increased  its  capacity; 
but  the  S3rstem  pressure  was  permanently  limited  by  the  fact  that 
most  of  the  underground  fittings  are  of  a  low-pressure  pattern,  and 
temporarily  by  the  fact  that  in  those  sections  of  the  system  formerly 
suppUed  with  exhaust  steam  the  customers'  installations  are  not 
provided  with  reducing  valves.  Instead  of  attempting  to  change 
these  conditions,  which  would  have  involved  the  reconstruction  of 
much  of  the  distribution  network,  the  less  expensive  plan  was  adopted 
of  running  feeders  from  the  plants  to  various  centers  of  distribution. 
In  selecting  the  pipe  sizes  for  feeders,  advantage  is  taken  of  the 
difference  between  boiler  pressure  and  distribution  pressure,  and 
the  size  of  the  pipe  is  so  chosen  that  at  times  of  maximum  load  much 
or  even  all  of  this  pressure  drop  will  take  place  in  the  pipe  itself. 
The  diameter  and  the  cost  of  the  pipe  line  are  thus  materially  reduced. 
In  operation,  the  pressure  of  the  steam  delivered  to  the  feeder  is 
raised  or  lowered  as  required  by  the  adjustment  of  a  reducing  valve 
at  the  plant,  in  order  to  maintain  a  constant  pressure  at  the  center 
of  distribution  which  the  feeder  supplies.  The  pressure  existing 
at  this  center  of  distribution  l<?  recorde<l  at  the  plant  by  a  long-distance 
gage,  electrically  operated. 

47  The  velocity  of  the  steam  flow  in  the  feeders  at  times  of  heavy 
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load  is  very  high.  Velocities  as  great  as  75,000  ft.  per  min.  have 
been  measured.  This  high  velocity  does  not  appear  to  be  at  all 
objectionable,  however,  there  being  no  apparent  erosion  of  the 
pipe  and  no  hammer,  or  objectionable  vibration.  The  fact  that 
the  steam  is  in  a  superheated  state  because  of  the  pressure  drop  is  an 
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advantage  in  these  respects.  Feeders  are  constructed  with  long  radius 
bends  and  where  the  connection  is  made  to  the  distribution  mains 
the  diameter  of  the  pipe  is  gradually  increased  by  special  taper  fittings 
BO  as  to  reconvert  a  portion  of  the  velocity  head  to  static  pressure. 
48  A  considerable  pressure  gradient  is  also  allowed  to  take 
place  in  the  distribution  mains  as  well  as  in  the  feeders;  but  this  is 
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relatively  small,  since  the  upper  limit  is  fixed  by  the  allowable  work- 
ing pressure  of  the  older  mains.  The  more  recently  laid  mains 
are  capable  of  withstanding  a  working  pressure  of  125  lb.  and  the 
gradient  in  the  mains  can  therefore  be  increased  at  some  future 
date.  From  a  standpoint  of  safety,  however,  the  desirability  of 
carrj-ing  pressures  in  excess  of  alxiut  50  lb.  on  tlie  service  connections 
to  buildings  is  questionable  until  further  development  in  pres-^^ure- 
reducing  apparatus  is  made. 

49  This  method  of  steam  distribution  is  obviously  an  adaptation 
to  pre\'iously  existing  conditions  and  would  doubtless  U*  mollified 
if  an  entirely  new  system  were  being  laid  out. 

UNDERGROUND   CONSTRUCTION 

50  The  distribution  mains  range  in  size  from  20  in.  near  the 
stations  to  4  in.  at  the  outskirts  of  the  system.  The  original  under- 
ground pipes  were  laid  in  a  segmental  wood  casing  bound  with 
wire.  This  construction  has  been  fairly  successful  under  favorable 
soil  conditions,  but  the  concrete  conduit  shown  in  Fig.  8  has  been 
found  to  Ije  superior  in  many  resi)ect<?  and  has  been  used  exclusively 
for  several  vears  in  all  new  construction.  In  this  construction  the 
pipe  is  insulated  with  a  standard  tliickness  of  pipe  covering  and 
surrounded  with  an  envelope  of  concrete  poured  over  a  wooden  form, 
leading  an  air  space  around  the  pipe.  Proper  underdrainage  is  of 
course  essential. 

51  The  longitudinal  expansion  and  contraction  of  the  pipe,  due 
to  changes  in  its  temperature,  are  absorbed,  in  the  earlier  construc- 
tion, by  means  of  expansion  fittings  of  the  copper-diaphragm  type. 
In  recent  construction  a  slip  joint,  consisting  of  a  brass  sleeve, 
sliding  in  a  packed  gland,  has  been  used.  The  use  of  slip  joints 
decreases  somewhat  the  cost  of  the  pipe  line  as  they  will  absorb 
more  travel  ami  can  l>e  placed  at  wider  inter\'als  than  the  diaphragm 
fitiinir. 

52  The  underground  mains  have  not  l)een  laid  sufficiently  long 
to  permit  of  an  accurate  estimate  of  their  life.  The  oldest  lines 
laid  in  worn!  casing  have  now  been  in  servii*e  15  years  and,  while 
the  casing  in  many  places  has  deterioratevl  considerably,  in  other 
places  it  is  in  fairly  pootl  condition.  The  concrete  construction, 
dating  back  10  years,  seems  to  have  dotoriorateil  verj-  little.  The 
only  repairs  or  replacements  which  have  bi^en  made  to  date  have 
Jjeen  made  necessary-  by  external  corrosion  of  the  pipe  arising  from 
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some  outside  and  local  cause  such  as  a  water-pipe  leak.  An  average 
life  of  20  years  for  the  wood  log  construction  and  30  years  for  the 
concrete  construction  would  seem  to  be  a  very  conservative  estimate. 
Soil  conditions  in  that  part  of  the  city  where  the  heating  mains 
are  laid  are  particularly  favorable,  the  soil  being  very  well  drained. 
Manholes  are  located  at  intervals  of  about  one  city  block  (300  to 
400  ft.),  to  house  the  shp  joints,  valves  and  bleeder  traps, 

53  In  the  heart  of  the  business  district  the  pipes  are  in  tunnels, 
of  which  there  are  about  2  miles,  lying  from  25  to  40  ft.  below  the 
street  level.  In  cross-section  they  are  similar  to  a  horseshoe  and 
are  built  of  brick,  with  concrete  floors.     (Fig.  9.)    For  the  most 
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|)art  they  are  about  6  ft.  in  height  and  6  ft.  wide.  The  tunnels  are 
ventilated  by  suction  fans  which  draw  a  small  amount  of  air  through 
them  continuously  and  much  larger  amounts  when  it  becomes  neces- 
sary for  men  to  work  in  them.  Their  temperature  ranges 
between  90  and  130  deg.  fahr.  When  two  or  more  pipes  are  to  be 
laid  under  a  street  in  a  congested  district  it  has  proved  desirable 
to  build  a  tunnel  to  avoid  the  inconvenience  to  the  pubUc  attendant 
upon  tearing  up  the  street,  either  for  the  original  construction  work 
or  for  subsequent  changes.  The  tunnel  permits  of  ready  access  to 
the  pipes  at  any  time,  and  since  it  is  far  below  any  other  structures, 
no  obstructions  are  met  with.  Tunnel  construction  is  exceptionally 
simple  in  Detroit  where  the  subsoil  is  a  blue  clay  nearly  impervious 
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to  water  and  well  adapted  to  tunneling  operations.  The  co3t  oF 
tunnel  construction  is  high  but  the  advantages  gained  are  com- 
pensatorj'- 


Fid.  9    Tunnel  Conhtkuctios  yok  Steam  Links 


DISTRIBL'TION   LOSSES 

54   Distribution  losses  from  various  sources   are    consideiftble. 
Heat  losses  from  the  mains  are  the  principal  item.     This  Iobb  can  be 
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controlled  within  limits  in  designing  the  system  by  the  application 
of  the  proper  amoimt  of  insulation,  so  as  to  produce  the  most  economi- 
cal relation  between  heat  loss  and  investment  costs.  Besides  the 
condensation  losses  in  the  mains  and  service  connections,  there  are 
losses  due  to  the  leakage  of  steam  from  consmners'  piping  and  air 
values,  and  loss  due  to  the  escape  of  unmetered  condensation,  and 
the  slip  of  meters.  About  80  per  cent  of  the  steam  delivered  by 
the  plants  is  metered  as  condensation  in  the  consumers'  buildings. 
This  figure  compares  favorably,  considering  the  nature  of  the  busi- 
ness, with  the  efficiency  of  electrical  distribution.  In  1918,  for 
example,  the  ratio  between  the  electrical  plant  output  and  the 
consmners'  meter  readings  for  the  Detroit  district  was  83  per  cent, 
the  large  items  of  loss  being  transmission,  transformation  and 
conversion. 

CONDENSATION  RETURN  LINES 

55  The  condensation  from  the  buildings  heated  is  returned 
to  the  plants  only  to  a  very  limited  extent.  In  the  tunnels  it  is 
necessary  to  install  a  return  line  to  receive  the  discharge  from  the 
traps  on  the  steam  lines,  and  wherever  possible  the  condensation  is 
drained  from  the  adjacent  buildings  to  this  line.  It  is  difficult  and 
costly,  however,  in  many  cases,  to  arrange  a  gravity  discharge  from 
the  building  basements  to  the  tunnel,  and  the  cost  of  installing  and 
operating  pmnps  to  handle  the  condensation  would  more  than  offset 
the  value  of  the  heat  and  the  feedwater  which  would  be  salvaged. 

56  In  the  districts  not  served  from  tunnels,  all  of  the  condensa- 
tion is  wasted  to  the  sewers.  Even  with  the  present  high  cost  of 
coal,  return  lines  would  scarcely  be  a  profitable  investment.  Further- 
more, they  are  short-lived,  and  any  leakage  from  them  is  disastrous 
to  adjacent  steam  lines.  The  proper  method  of  salvaging  the  heat 
in  the  condensation  is  by  means  of  an  economizing  coil  in  the  con- 
sumer's building. 

consumers'  installations 

57  The  consumer's  equipment  includes,  besides  the  usual  radia- 
tors and  piping,  a  pressure-reducing  valve,  which  reduces  the  service 
pressure  to  the  lower  pressure  required  for  heating,  and  a  trap,  whose 
function  is  to  discharge  the  water  of  condensation  from  the  system. 

58  Any   existing    steam-heating    system   can   be   adapted   for 
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service  by  making  a  few  minor  changes.  A  hot-water  system  can  be 
served  with  steam  by  substituting  for  the  fuel-burning  water  heater 
a  surface  heater  in  which  the  water  in  the  system  is  heated  by  the 
steam.  A  hot-air  system  can  be  adapted  to  the  use  of  steam  by 
substituting  steam  coils  for  the  furnace  and  using  the  same  duct 
system,  though  this  is  rarely  done. 

59  Economizing  coils,  utilizing  the  heat  in  the  condensation,  are 
recommended  by  the  Company  but  not  required.  They  are  seldom 
installed  in  any  but  the  largest  buildings  as  few  consumers  car(» 
to  make  the  necessary  investment  even  though  a  demonstrated  saving 
can  be  made.  In  some  buildings  the  condensation  is  passed  through 
a  surface  heater  which  preheats  the  water  used  for  lavatory  purposes, 
and  this  seems  to  be  the  most  satisfactory  form  of  economizer  for 
large  buildings. 

60  The  consumer's  installation  is  the  least  reliable  factor  in  the 
maintenance  of  uninterrupted  and  satisfactory  service.  Boiler 
plants  can  be  and  are  designed  and  operated  so  as  to  be  extremely 
reliable.  A  distribution  system,  if  properly  laid  out,  with  ample 
capacity  and  duplicate  feeding  routes,  can  be  operated  so  that 
the  steam  supply  to  a  building  is  practically  never  interrupted. 
But  the  consumer's  piping  system,  and  the  special  appliances 
attached  to  it,  operated  by  persons  unfamiliar  with  mechanical 
apparatus  are  a  frequent  source  of  trouble.  Tagging  of  the  valves 
to  indicate  their  proper  operation,  distribution  of  printed  instruc- 
tions and  other  educational  measures  are  employed  with  varying 
success,  and  the  service  is  on  the  whole  much  more  reliable  than 
that  obtained  from  the  ordinary  individual  plant.  A  "trouble 
service''  is  maintained  day  and  night  to  insure  immediate  attention 
to  minor  repairs  and  adjustments  of  consumers'  equipment. 

61  The  regular  heating  season  covers  8  months  of  the  year, 
though  summer  service  for  cooking  and  water  heating  is  supplied 
to  a  few  consumers  conveniently  located.  Cool  weather  in  September 
usually  makes  necessary  the  commencement  of  service  before  the 
contract  date  of  October  1.  It  has,  in  fact,  been  started  in  August. 
Steam  was  originally  sold  to  some  extent  for  power  purposes  but 
this  service  is  now  practically  discontinued. 

METERS 

62  With  the  exception  of  a  numl)er  of  calibrated  steam  jets  used 
in  cooking  fixtures,  the  steam  is  sold  entirely  on  a  condensation 
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basis,  the  condeDsation  flowing  from  the  system  through  a  meter 
and  thence  to  the  Company's  return  line  or  to  the  sewer. 

63  The  art  of  metering  condensation  was  comparatively  new 
when  the  Company  commenced  operations  and  althoi^h  many 
advances  have  been  made,  it  has  not  yet  reached,  and  probably 
never  will  reach,  the  standards  of  reliability  and  accuracy  of  electrical 
metering.  The  troubles  experienced  are  lai^ly  mechanical;  but 
there  are  certain  fundamental  obstacles  in  the  way  of  their  entire 
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elimination.  The  operating  conditions,  because  of  excessive  tempera- 
ture, moisture,  and  dirt  are  severe,  and  the  allowable  size  and 
cost  of  the  meter  are  limited. 

64  The  meter  first  used  in  Detroit  was  of  the  tilting  type,  con- 
sisting of  a  rectangular  pan  of  two  compartments  hung  on  knife- 
edge  or  ball  bearings,  the  compartments  filling  alternately  and, 
when  full,  tipping  the  pan  so  as  to  bring  the  opposite  compartment 
to  tiie  filling  position.    In  1907  a  revolving  meter  was  devised. 
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consisting  of  a  drum  of  four  compartments  which  filled  and  dumped 
Buccessively,  the  drum  being  revolved  by  the  weight  of  the  water. 
This  meter  was  fairly  successful  and  a  few  of  that  design  are  still  in 
use,  but  a  greatly  improved  design  of  revolving  meter,  operating  on 
the  same  general  principle  (Fig.  10),  was  originated  in  1909  by  Hans 
Resert  and  is.being  used  at  present,  with  shght  modifications. 

LOAD   CHARACTERISTICS 

65  The  daily  boiler-plant  load  curves  vary  considerably  both 
in  magnitude  and  in  shape  with  different  outdoor  temperatures.     In 
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moderate  weather  steam  is  used  in  many  buildings  only  for  a  few 
hours  in  the  mommg,  resulting  in  a  decided  peak  at  that  time  with 
'  a  steady  decrease  in  load  throughout  the  remainder  of  the  day. 
On  the  very  coldest  days,  however,  the  heat  is  used  continuously 
throughout  the  24  hrs.,  in  most  buildings,  giving  a  daily  load  factor 
on  such  days  of  between  85  and  95  per  cent.  This  is  illustrated  in 
Fig.  11.  The  monthly  sales  of  steam  are  very  closely  proportional 
to  the  difference  between  70  dcg.  fahr.  and  the  average  outside 
temperature.     The  annual  load  factor  is  about  35  per  cent. 

06  The  load  curves  of  the  individual  buildings  show  these  same 
general  characteristics  although  different  types  of  buildings  have 
markedly  different  daily  load  curves.     In  Fig.  12  are  shown  the 
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load  curves  erf  three  buildings  of  different  types.  The  high  peak, 
in  the  case  of  the  theater,  was  caused  by  the  throwing  on  of  the 
fan  system.  The  steam  in  the  office  building  was  shut  off  at  night, 
while  in  the  hotel  it  was  used  continuously. 

67  Detroit  rates  at  the  present  time  take  no  account  of  varying 
load  factor  though  this  is  done  in  some  other  cities  in  an  approximate 
way.  Possibly  future  progress  in  the  art  of  metering  will  lead  to 
the  general  establishment  of  rate  schedules  having  a  demand  com- 
ponent as  well  as  a  consumption  charge. 

ADVANTAGES   OP   CENTRAL  HEATING  SERVICE 

68  The  existence  of  a  central  heating  system  in  a  city  holds 
certain  distinct  commercial  and  economic  benefits  to  the  consumer, 
the  electric  company,  and  the  community  in  general. 


Fio.  12    Ttpical  Load  Curves  op  Lwitiduai.  Conbombbs 

69  In  a  residence  district  the  simplification  of  domestic  ar- 
rangements, the  eliniinatioD  of  smoke  and  of  the  dirt  and  annoyance 
resulting  from  the  handling  of  coal  and  ashes,  and  the  availability 
at  all  times  of  any  desired  amount  of  heat,  when  coal  is  high  priced 
and  scarce,  are  factors  of  such  real  merit  that  they  are  reflected  in 
higher  land  and  rental  values.  The  scarcity  of  domestic  labor  in 
American  homes  and  the  steady  trend  toward  more  luxurious  stand- 
ards of  living  are  yearly  increasing  the  value  of  these  advantages  to 
the  consumer.  The  high  cost  of  underground  mains  compared  to 
the  amount  of  steam  which  can  he  sold  in  an  area  of  detached  resi- 
dences, however,  makes  this  the  least  desirable  class  of  service. 

70  The  owner  of  the  medium-sized  commercial  building  is  par- 
ticularly appreciative  of  the  service  since  by  so  arranging  the  piping 
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that  the  heat  used  by  his  various  tenants  is  metered  separately 
and  paid  for  directly  by  the  tenants,  he  is  entirely  relieved  of 
this  burden.  In  the  large  downtown  store  or  oflBce  building, 
the  elimination  of  coal  and  ash  handling  is  a  very  tangible  ad- 
vantage and  the  space  saved  by  the  exclusion  of  boilers  has  a 
measurable  rental  value. 

71  To  the  community  at  large  the  elimination  of  smoke  and 
soot,  the  better  handling  of  coal  and  ashes,  and  the  reduction  in 
manual  labor,  are  distinct  economic  benefits. 

72  The  ability  of  the  service  to  displace  the  individual  plant 
in  residences  and  business  buildings  rests  upon  the  value  of  these 
factors  and  upon  the  savings  which  are  possible  through  the  more 
economical  purchase,  handling  and  utilization  of  coal  in  the  large 
central  stations  as  compared  with  the  wastefulness  of  the  small 
individual  plant. 

73  The  obstacles  to  the  wider  use  of  the  service  are  the  burden 
of  the  investment  in  the  distribution  system  and  the  losses  which 
necessarily  accompany  the  distribution  of  heat.  Both  of  thase 
factors  are  of  greater  moment  in  an  area  of  detached  residences, 
and  consequently,  the  most  favorable  field  is  in  the  more  densely 
loaded  business  districts. 

74  That  central  heating  service  in  general  can  compete  at 
profitable  rates  with  the  individual  plant  is  sometimes  questioned. 
Its  ability  to  do  so  must  rest,  in  the  last  analysis,  upon  a  proper 
appreciation,  by  the  consumer,  of  the  intangible  advantages  which 
have  been  mentioned.  The  improvement  in  standards  of  hving 
and  the  general  progress  toward  cleaner  cities  are  undoubtedly 
serving  to  increase  the  value  of  these  advantages. 

COMBINATION   WITH   INDIVIDUAL  PLANTS 

75  In  some  of  the  larger  cities  operating  companies  have  been 
formed  which  take  over  and  operate  existing  boiler  plants  in  down- 
town buildings  and  supply  steam  for  heating  the  buildings  in  which 
they  arc  located  and  often  adjoining  buildings.  This  plan  owes  its 
existence  to  the  fact  that  the  gain  in  economy  of  the  central  station 
over  the  individual  plant  is  less  in  the  case  of  large  buildings  where 
the  boiler  plants  are  often  of  considerable  size  and  can  be  operated 
with  fair  efficiency,  and  also  to  the  fact  that  the  cost  of  installing 
of  distribution  mains  in  such  districts  would  be  very  high.  By  re- 
lieving the  building  owner  of  the  burden  of  operating  the  plant,  the 
operating  company  performs  a  service  of  measurable  value. 
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76  Some  of  the  chief  advantages  of  the  central  heating  service 
are  defeated  by  this  plan,  however,  since  the  dirt,  smoke,  and  labor 
nuisances  still  exist.  By  combining  such  existing  plants  with  an 
efficient  central  station  and  operating  them  only  in  the  coldest 
weather,  advantage  can  be  taken  of  their  capacity  to  reduce  the 
size  of  the  main  boiler  plant,  and  of  the  feeders  and  distribution 
mains.  Possibly  this  plan  will  be  the  ultimate  solutioq  in  some  of 
the  larger  cities.  It  may  be  described  as  a  relatively  cheap  invest- 
ment, with  relatively  high  operating  costs,  to  take  care  of  occasional 
peak  loads,  while  the  more  costly  and  efficient  central  plant  and 
street  pipes  take  care  of  the  body  of  the  annual  load  curves  with 
obvious  economic  possibilities. 


DISCUSSION 

August  H.  Kruesi  emphasized  the  importance  of  the  author's 
statement  of  the  reasons  for  using  live  steam  in  Detroit  which 
showed  that  the  additional  fuel  necessary,  if  current  were  generated 
as  a  by-product  of  heating,  would  be  one-quarter  of  that  which 
would  be  used  in  a  condensing  steam  plant.  The  reason  was  the 
great  improvement  in  the  performance  of  large  turbo-generators. 
In  the  plants  with  which  he  was  associated,  he  said,  they  charged 
13.5  per  cent  of  the  steam  passing  through  the  engines  and  turbines 
to  power  and  the  remainder  to  heating,  and  he  thought  that  10  to 
13  per  cent  a  more  representative  figure  of  ordinary  industrial  prac- 
tice than  the  27  per  cent  which  prevailed  under  the  conditions  at 
Detroit.  In  such  a  case  the  by-product  plant  should  receive  a  greater 
credit,  that  is,  the  author's  item  of  $10,688  should  be  doubled,  and 
the  return  on  the  investment  of  an  exhaust-steam  heating  plant 
would  be  in  the  neighborhood  of  25  per  cent. 

The  Author,  in  answer  to  a  question,  stated  that  the  use  of 
exhaust  steam  for  district  heating  had  been  definitely  abandoned  in 
Detroit  four  years  ago  and  repeated  that  the  underlying  reason  for 
giving  it  up  was  that  current  could  not  be  generated  in  the  heating 
plants  as  cheaply  as  in  the  main  generating  station,  this  being  due 
to  the  fact  that  the  small  generating  units  installed  in  the  heating 
plants  must  necessarily  be  reckoned  as  additional  investment  since 
they  certainly  would  not  reduce  the  number  of  generating  units  in 
the  larger  plants. 

In  his  closure,  the  author  emphasized  the  fact  that  the  paper 
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was  intended  to  describe  the  conditions  existing  in  Detroit  and  did 
not  imply  that  the  use  of  exhaust  steam  for  central  heating  was  not 
generally  feasible.  It  was  true,  however,  that  these  conditions  might 
ultimately  be  reached  in  many  other  cities,  for  with  the  increasing 
size  and  efficiency  of  condensing  generating  plants  it  wiU  become 
more  difficult  for  central  heating  stations  to  produce  electricity  which 
can  compete  in  cost  with  that  produced  by  the  condensing  station. 
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THE  PRODUCTION  OF  LIBERTY  MOTOR 
PARTS  AT  THE  FORD  PLANT 

By  W.  F.  Vbrnbb,  Detroit,  Mich. 
Member  of  the  Society 

This  paper  deals  with  the  prodvctwn  of  Liberty  motor  cylinders  and  conneding- 
rod  crankehaft  hearings  as  carried  on  at  the  Ford  Motor  Company's  plant  at  Detroit. 
The  contract  made  with  the  United  States  Government  called  for  5000  motors  and 
these  were  to  be  produced  at  the  rate  qf  50  per  day  of  eight  hours.  To  do  thiSj 
important  developments  in  the  methods  of  manufacture  were  brought  about  by  the 
Production  Department  of  the  Ford  Motor  Company. 

One  of  these  was  the  method  of  producing  cylinders  from  tubing.  Six  opera- 
tions were  necessary  and  the  author  describes  them  in  detail.  The  methods  employed 
to  produce  oonnecting^od  crankshaft  bearings  likewise  resulted  in  a  great  saving  of 
time.  Twenty-one  operations  were  found  necessary  for  this  work  and  a  complete 
description  of  each  is  given.  The  paper  concludes  with  an  explanation  of  the 
method  of  installing  bearings  in  the  upper  and  lower  haloes  of  the  Liberty  motor 
crankcase. 

/^N  November  22,  1917,  the  Ford  Motor  Company  entered 
into  a  contract  with  the  United  States  Government  to  build 
5000  Liberty  motors.  The  contract  was  accepted  at  a  time  when 
Ford  cars  were  being  manufactured  at  the  rate  of  3500  per  day 
and  to  change  over  from  their  production  to  that  of  Liberty  motors 
was  by  no  means  a  minor  undertaking.  The  manufacture  of  Lib- 
erty motors  differs  in  many  essentials  from  the  manufacture  of  the 
ordinary  type  of  motor  used  for  automobiles,  and  of  the  14,000 
tools  used  on  Ford  car  production  only  987  were  adaptable  to  the  pro- 
duction of  Liberty  motors. 

2  It  was  estimated  that  350,000  sq.  ft.  of  floor  space  would  be 
required  to  produce  50  Liberty  motors  per  day  of  eight  hours.  The 
ultimate  space  required  was  550,000  sq.  ft.  As  no  floor  space  was 
available,  this  necessitated  the  dismantling  and  removing  of  several 
thousand  machines  and  the  rearrangement  of  over  50  per  cent 
of  the  regular  plant  equipment.    The  new  arrangement  was  so  made 
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as  to  allow  an  entire  building  for  the  production  of  Liberty  motors. 
This  permitted  the  concentration  of  production  and  therefore  maxi- 
mum  efficiency  and  production  in  the  shortest  time,  and  since  pro- 
duction in  the  shortest  time  possible  was  the  great  issue,  no  expense 
was  spared  in  this  shop  rearrangement. 

3  The  shifting  of  labor  from  standard-car  production  to  Liberty 
motor  production  was  gradual.  No  labor  trouble  was  experienced 
as  the  curtailment  in  regular  products  released  enough  labor  for 
the  production  of  Liberty  motors.  Table  1  shows  the  growth  in 
the  number  of  men  employed  in  the  Liberty  Motor  Department. 


TABLE    1 


SHOWING    GROWTH   OF   FORCE   BUILDING   LIBERTY   MOTORS 
AT   FORD    MOTOR   CO.   WORKS 


Date 


Nov.  22,  1917. 
Feb.  2,  1918.  . 
March  1.  1918, 
April  1,  1918  . 
May  1.  1918.. 
June  1, 1918.. 
July  1.  1918. . 


No.  of  Men  Employed 


0 
675 
779 
1.550 
2,450 
3.412 
5.141 


Date 


Au£.  1, 1918. 

Sept.  5.  1918. 

Oct.  1.  1918. 
I  Nov.  1.  1918. 
\\  Deo.  1,  1918. 
i  Jan.  2,  1919. 


No.  <^  Men  Employed 


7.976 

9,390 

10.653 

11.288 

826 

543 


4  In  accordance  with  the  terms  of  the  contract  deliveries  were 
planned  as  follows: 

-       April  1918 200 

May  1918 800 

June  1918 1000 

July  1918 1000 

August  1918 1000 

September  1918 1000 

Total 5000 

5  This  schedule  was  subsequently  revised  with  instruction  from 
the  Government  to  attain  a  maximum  production  of  100  motors 
per  day  in  anticipation  of  an  order  for  7000  additional  motors. 
The  schedule  was  revised  to  obtain  a  production  of  2500  motors 
per  month  by  December  1918. 

G  Production  was  fast  approaching  the  goal  when  the  armistice 
was  signed,  as  evidenced  by  Fig.  1,  which  shows  the  pnxluction  of 
Liberty  motors  at  the  works  of  the  Ford  Motor  Company  for  the 
period  from  November  1917,  to  December,  1918.  As  is  invariably 
the  case  in  any  new  undertaking,  the  production  of  these  motors 
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was  retarded  by  many  factors  which  it  was  the  eflfort  of  the  engmeers 
to  eliminate.    Among  the  predominating  ones  were  the  following: 
a  Orders  for  raw  material  could  not  be  placed  immediately 

on  account  of  incomplete  detailed  specifications 
b  There  were  many  changes.     For  a  period  of   14  months, 
1013  changes  were  authorized:    March  1918  showing  167, 
April  109  and  May  115;  then  tapering  off  to  December 
1918  which  showed  only  eight  changes.    These  changes 


2800 


Hov.  Oec.  Jan.  Feb.  Mar.   Apr.  May. June. July  Aug.  Sept.  Oct  Nov.    Dec. 
- Months, 1918 J 


Months,  ldlT>|<- 


Fig.  1    Production  op  Liberty  Motors  at  the  Ford  Motor 

Company's  Plant 


represent  Government  changes  and  do  not  include  those 
made  by  Ford  Motor  Company  in  dies,  jigs  and  fixtures 
which  averaged  from  three  to  five  for  each  of  the  above 
c  Material  specifications  were  constantly  revised 
d  Shortage  of  fuel,  especially  with  sub-contractors 
6  Railroad  embargoes  delayed  shipment  on  shop  machines 

and  raw  materials 
/  A-4  priority  on  shop  machinery  instead  of  A-1 
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g  Lack  of  acceptable  thread  gages 

h  Lack  of  actual  shop  experience  by  Government  inspectors. 
The  faUing  off  in  production  in  November  was  of  course  due  to  the 
signing  of  the  armistice.  On  the  day  the  armistice  was  signed,  the 
highest  mark  was  reached  in  the  number  of  motors  assembled  in  one 
day,  namely,  seventy-five. 

METHOD   OF  PRODUCING   MOTOR  CYLINDERS 

7  Several  major  and  important  developments  were  brought 
about  by  the  Production  Department  of  the  Ford  Motor  Company. 
First  among  these  was  the  cylinder  forging  made  from  tubing. 
This  method  resulted  in  an  enormous  saving  when  considering  the 
cost  of  machining  a  cylinder  from  a  soUd  forging  and  also  the  cost 
of  making  a  solid  forging.  The  Liberty  motor  cylinder  was  forged 
from  a  high-carbon  steel  tube  5f  in.  outside  diameter,  4f  in.  inside 
diameter  by  39f  in.  mill  length,  and  completed  in  six  operations  as 
follows: 

Operation  A  —  Cut-off 

Operation  B  —  Close  head 

Operation  C  —  Form  the  head 

Operation  D  —  Rough-drill  bosses  for  inlet-  and  exhaust-valve 

ports 
Operation  E  —  Upset  and  form  flange 
Operation  F  —  Heat-treat 

8  Operation  A  —  Cvi-Off.  The  tube  was  heated,  at  the  point  at 
which  it  was  to  be  cut  to  about  1200  deg.  fahr.,  in  a  specially  de- 
signed rectangular  gas  furnace  having  a  series  of  circular  openings 
along  two  sides,  and  through  which  the  tubes  were  inserted.  The 
capacity  of  the  furnace  (Fig.  2)  was  such  that  the  successive  tubes 
were  heated  sufficiently  for  cutting  within  the  time  required  for  the 
cutting  operation.  Once  started,  the  operation  was  continuous 
with  a  production  rate  of  150  tubes  per  hour  per  machine. 

9  Upon  removing  the  tube  from  the  furnace  it  was  placed  in 
the  shearing?  die  of  a  press  equipped  with  a  special  punch  and  die. 
The  tube  was  then  fitted  with  an  arbor  so  constructed  that,  as  the 
punch  of  the  press  sheared  the  outer  wall  of  the  tube,  the  arbor 
transmitted  tlic  shearing  power  to  the  lower  wall,  thus  shearing 
the  whole  witliout  distorting  the  tulje.  The  punch  and  die  were 
set  on  the  press  so  that  the  end  of  the  tube  was  cut  at  an  angle  of 
19  deg.  with  the  center  line  of  the  tube,  to  the  required  length  of 
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20}  in.  at  one  side  of  the  angle  and  19}  in.  at  the  other  side.    This 
angular  cut  was  essential  to  Operation  B. 

10  Operation  B  —  Close  Head.  It  was  considered  for  a  long 
time  next  to  impossible  to  forge  a  Liberty  motor  cylinder  from  a 
tube  on  account  of  the  manufacturing  difficulties  encountered  in 
closing  the  head.  When  the  end  of  the  tube  to  be  closed  was  cut  at 
right  angles  to  the  center  line,  it  was  found  unsatisfactory  due  to  cold 


Fia.  2    Gab  Fumjace  fob  Eeatino  Tobes  —  Operation  A 

shuts  or  unfused  sections  in  the  metal  occurring  in  the  center  of  the 
dome. 

11  However,  by  cutting  the  tube  at  an  angle  of  19  deg.  with  the 
center  line  of  the  tube  it  was  found  that  the  forming  dies  could  be 
so  constructed  to  cup  or  draw  inward  the  tube  wall,  the  high  or 
extended  portion  of  the  wall  causing  the  converging  or  closing  of 
the  metal  to  one  side  of  the  center  line  of  the  tube  until,  in  the 
final  forming  of  the  head,  the  metal  was  joined  at  right  angles  to  the 
19  deg.  cut  (see  Fig.  3).  After  this  operation  the  appearance  of 
the  closed  end  resembled  the  common  type  of  explosive  shell  with 
the  nose  jMirtion  at  an  angle  of  19  deg.    The  central  portion  of  the 
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dome  U  thus  formed   without  a  weld   and  retains  to  the   fullest 
extent  its  fibrous  strength. 

12  The  angular  head  of  the  tube  was  then  heated  in  a  furnace, 
similar  to  the  one  previously  described,  to  about  1900  deg.  fahr. 
preparatory  to  forming  the  head  so  that  the  point  could  be  used  as 
a  part  of  the  boss  which  later  was  drilled  for  an  intake  or  exhaust 
post. 

13  The  die  used  in  this  operation  was  of  the  double-action  type 


Fia.  3    Pkeliminabt  Forhinu  of  the  Cylinder  Head  —  Operation  B 

u,ii(i  comprised  two  scmi-circulur  steel  Jan's,  tapered  on  the  upper 
outside  diameter  and  pivoted  in  the  rear  to  swing  horizontally.  A 
cast-iron  locking  plate  was  attached  to  the  blanking  foot  of  the 
press  and  taix^n-d  to  correspond  to  the  taper  of  the  jaws,  so  that 
when  the  blanking  foot  wjis  in  down  position  the  tapered  surfaces 
of  the  jaws  scrvcwi  to  lock  the  tube  in  position.  The  interior  upper 
parts  of  the  jan-s  were  bored  and  fitted  with  split  bushings  or  bronse 


245 

bearings  to  fit  the  punch.  Resting  Sush,  normally  with  the  upper 
surface  of  the  jaw,  was  a  semicircular  steel  supporting  band  equipped 
with  three  guide  pins  supported  on  springs. 

14  When  the  jaws  were  swung  in  position  around  the  tube, 
they  formed  a  steel  ring  which  gripped  the  tube  around  the  top  or 
heated  portion  and  as  the  punch  descended,  the  ring  shpped  down 
the  tube,  and  the  supporting  springs  depressing  under  the  pressure 
of  the  punch  thus  prevented  the  tube  from  bulging  when  the  punch 
closed  in  the  head.     The  punch  was  designed  so  that  the  dome  was 


Fia.  4    pBESs  Used  in  Final  Formino  or  Cylinder  Head  —  Operation  C 

drawn  to  a  point  19  deg.  to  one  side  of  the  center  line  of  the  tube, 
as  previously  described. 

15  Operatwn  C  —  Form  the  Head.  This  operation  was  per- 
formed on  a  press  (Fig.  4)  provided  with  a  Specially  designed  punch 
and  die.  To  serve  as  a  die,  a  bolster  or  base  plate  was  mounted  on 
the  bed  of  the  press.  The  base  plate  was  bored  in  the  center  to 
receive  the  shank  end  of  an  upright  cylindrical  locating  arbor  and 
counterbored  to  receive  a  thrust  plate.  Two  sections  made  up  the 
arbor,  the  lower  of  which  was  made  of  soft  steel  bored  to  receive  the 
hardened-steel  tip  or  top  section.     The  top  section  tapered  slightly 
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inward  at  the  extreme  end  and  the  top  surface  was  curved  to  properly 
form  the  dome  or  head  of  the  cylinder. 

16  Horizontal  sliding  jaws  around  the  locating  arbor  were  held 
open  by  springs  and  operated  by  cams  attached  to  the  ram  of  the 
press.  The  upper  interior  portion  of  the  jaws  was  shaped  to  form 
the  expanded  area  for  the  combustion  chamber.  When  the  jaws 
were  closed  by  the  action  of  the  cams,  they  fitted  snugly  around 
the  punch. 

17  As  the  ram  descended,  the  cams  attached  thereto  forced  the 
jaws  together  so  that  as  the  punch  pressed  down  the  head  of  the  tube 
on  the  arbor  it  formed  the  valve-port  and  spark-plug  bosses  and 
the  jaws  formed  the  expanded  area  for  the  combustion  chamber. 
On  the  back  stroke,  the  jaws  were  forced  apart  by  the  springs  as 
soon  as  the  pressure  of  the  cams  relaxed.  In  case  of  adhesion  to 
the  cylinder,  a  wedge  attached  to  the  ram  and  operating  between 
the  two  ends  of  the  jaws  breaks  the  adhesion  on  the  back  stroke. 
A  knock-out  sleeve  located  about  the  base  of  the  arbor  and  operated 
by  an  arm  beneath  the  bed  of  the  press  on  the  back  stroke  was  carried 
upward  and  loosened  the  cylinder  on  the  arbor.  Production  on  one 
machine  totaled  150  per  hour. 

18  Operation  D  —  Rough-Drill  Bosses  for  Inlet''  and  Exhaust- 
Valve  Ports,  The  cylinder  was  held  in  a  trunnion  fixture  attached 
to  a  drill  press  so  that  the  center  line  of  the  valve  port  swung  in  line 
with  the  spindle.  The  cylinder  was  located  by  using  the  valve-port 
bosses. 

19  Operation  E — Upset  and  Form  Flange,  These  operations 
were  performed  on  a  5-in.  forging  machine  in  one  heat-treat  on  two 
separate  dies.  The  die  used  for  the  first  portion  of  the  operation 
(upset)  comprised  two  horizontal  sliding  steel  jaws  operated  by 
cams  and  bored  at  both  ends  to  fit  tighly  about  the  body  of  the 
cylinder.  At  the  middle  the  jaws  were  undercut  or  recessed  so  that 
in  the  upsetting  the  metal  would  so  flow  as  to  form  a  heavy  ring  of 
metal  at  the  section  at  which  the  flange  was  to  be  located.  The 
punch  was  in  the  form  of  a  mandrel  with  a  shoulder  which  fitted  the 
closed  jaws  and  which  on  striking  the  bottom  of  the  skirt  or  open  end 
of  the  cylinder  forced  the  heated  metal  to  the  proper  upset  dimen- 
sions al)0ut  the  mandrel  and  into  the  recess  of  the  jaws. 

20  The  die  employed  in  the  second  portion  of  the  operation 
(form  flange)  was  of  the  same  type  above  described,  with  the  excep- 
tion that  the  jaws  were  counterbored  at  the  entrance  end  to  the 
forged  flange  dimensions,  instead  of  being  reoeesed  in  the  middle. 
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The  punch  consists  of  a  mandrel  with  a  shoulder  surrounded  by  a 
sleeve  which  extended  beyond  the  shoulder.  The  sleeve  fitted  the 
closed  jaw  of  the  die  and  the  inside  extended  portion  upset  the 
metal  by  pressing  it  against  the  die,  thus  forming  the  flange.  The 
sleeve  was  provided  with  two  vent  holes  permitting  gases  that 
might  be  formed  during  the  forging,  to  escape. 

21  In  operation  the  skirt  of  the  cylinder  was  first  heated  to 
about  1900  deg.  fahr.  in  a  furnace,  then  dipped  in  water  to  a  depth  of 
about  1^  in.  This  cooling  was  done  to  form  a  ring  of  hard  metal 
at  the  bottom  of  the  skirt  for  the  punch  to  act  upon.  The  cylinder 
was  then  placed  in  the  forging  machine  and  the  flange  made.  Pro- 
duction totaled  85  per  hour  on  one  machine. 

22  Operation  F  —  Heat-Treat.  The  completed  forged  cylinder 
was  placed  in  a  large  rectangular  heat-treating  furnace  and  heated 
to  a  temperature  of  1525  deg.  fahr.  and  then  quenched  in  a  brine 
solution.  After  quenching  it  was  heated  in  an  annealing  furnace 
to  a  temperature  of  1125  deg.  fahr.  and  cooled  in  air.  Brinell  test 
was  217-255.  This  heat  treatment  left  the  cylinder  ready  for  the 
machine  operations. 

METHOD    OP    MANUFACrURING    CONNECTING-ROD    CRANKSHAFT 

BEARINGS 

23  Next  in  importance  to  the  method  just  described  of  pro- 
ducing Liberty  motor  cylinders  was  the  development  of  a  special 
process  of  making  bronze  babbitt-lined  bearings  for  the  crankshaft 
end  of  the  connecting  rods  which  would  stand  up  under  the  Gov- 
ernment's 50-hour  test.  The  method  comprised  21  operations,  as 
follows: 

1  Rough-drill  closed  end 

2  Rough-  and  finish-bore  bronze  and  face  one  end 

3  Turn  outside  diameter  to  fit  babbitting  fixture  and  face 

one  end 

4  Babbitt 

5  Cut-off  gate,  rough-  and  finish-bore  babbitt 

6  Finish-turn  outside  diameter  to  3.095  in.  and  face  ends 

to  length 

7  Press  in  broaching  ring 

8  Broach  hole  to  2.4275  in.  in  diameter 

9  Press  out  of  broaching  ring 

10  Grind  outside  diameter  to  3.075  in. 
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11  Cut  in  halves,  using  -^in.  saw  (2  on) 

12  Close  in 

13  Swage 

14  Finish-mill  the  parting  line 

15  Face  ends  to  length 

16  Fillet  both  ends 

17  Cut  two  grooves  for  forked-end  rod 

18  Drill  and  ream  dowel  holes  in  lower  half-bearing  only 

19  Cut  two  J-in.  semicircular  oil  grooves  on  the  parting  line 

20  Cut  twelve  oil  pockets  in  both  halves 

21  Burr. 

24  Operaiion  1  —  Rough-Drill  Closed  End.  A  21-in.  drilling 
machine  was  used  in  this  operation,  which  was  necessary  only  on 
castings  where  a  thin  web  of  metal  entirely  closed  one  end. 

25  Operation  2  —  Rough-  and  Finish-Bore  Bronze  and  Face  One 
End.  This  operation  was  performed  in  a  12-spindle  14*in.  multiple 
machine.  The  bushings  were  gripped  in  a  chuck  and  bored  at  the 
rate  of  about  80  per  hour. 

26  Operation  3  —  Turn  Ouiside  Diameter  to  Fit  BabbMing 
Fixture  and  Face  One  End.  A  12-spindle  14-in.  multiple  machine 
was  also  used  for  this  operation.  The  bushings  after  boring  were 
clamped  on  special  arbors  and  the  outside  diameter  turned  to  fit 
babbitting  fixture. 

27  Operation  4  —  BabbiU.  The  equipment  required  for  this 
operation  consisted  of  acid  vats,  tinning  furnaces,  die-casting  ma- 
chines with  water-circulating  systems,  a  furnace  large  enough  to 
supply  a  unit  of  four  die-casting  machines  with  molten  babbitt  and 
a  compressed-air  outfit  to  use  with  the  gas  furnaces. 

28  The  bushing  was  first  dipped  into  a  flux  made  proportionately 
of  11  lb.  sal  ammoniac,  9  lb.  zinc  chloride,  6  qt.  muriatic  acid  and 
13  qt.  water.    The  hydrometer  reading  was  23  to  25  deg.  B. 

29  Before  placing  the  bushing  in  the  specially  designed  die- 
casting  machine  to  be  babbitted  it  was  immersed  in  the  molten  tin. 
The  die-casting  machine,  Fig.  5,  consisted  of  a  rectangular  plate 
mounted  on  suitable  legs  or  base,  having  a  cored  hole  for  receiving 
a  crucible  containing  the  metal;  a  crucible  with  suitable  rim  having 
two  bosses  on  which  were  fitted  bearings  for  a  pump-lever  shaft; 
a  pump  fastened  to  two  bosses  of  the  rectangular  plate  for  forcing 
the  metal  through  a  nozzle  into  the  die  proper;  and  a  fixture  mounted 
on  the  plate  straddling  the  pot  for  casting  the  bearing. 


W.    F.    VEHNBR  249 

30  The  fixture  for  casting  the  bearing  was  made  up  of  a  circulat- 
ing-water-cooled mandrel  or  arbor  sliding  vertically  in  a  housing. 
Thie  bousing  was  secured  to  two  side-support  brackets  which  were 
bolted  to  the  plate.  The  lower  die  holder  carrying  the  die  spans 
the  crucible  and  shdes  vertically  on  guide  pins.  Springs  received 
the  weight  of  the  holder  in  suspensio  i.  Just  inside  of  the  guide- 
pin  bearings  and  screwed  into  the  holder  were  two  suitable  rods 


Fio.  6    Babbittinq  Machinb  —  Operation  4 

which  extended  through  the  housing.  The  bousing  was  drilled 
and  counterbored  to  receive  rods  and  springs.  The  lower  die 
holder  in  its  normal  or  loading  position  was  suspended  on  the  springs 
so  that  the  opening  or  gate  of  the  die  was  slightly  above  the  nozzle 
of  the  pump. 

31  For  babbitting,  a  tinned  bushing  was  inserted  in  the  lower 
die  and  the  water-cooled  arbor  was  moved  downward  until  stopped 
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by  the  arbor  stripper  ring,  clamping  on  the  upper  end  of  the  bushing 
to  be  babbitted  and  the  gate  end  of  the  lower  die  on  the  pump  nozzle. 
The  movement  of  the  arbor  was  controlled  by  an  upward  movement 
of  the  hand  lever.  While  holding  the  arbor  firmly  in  position  with 
one  hand,  the  operator  with  the  other  hand  pulls  upward  on  another 
hand  lever  attached  to  the  pump  lever,  thereby  forcing  the  molten 
babbitt  from  the  pump  cyUnder  through  the  nozzles  and  into  the 
bushing. 

32  The  metal  was  allowed  to  set  for  about  30  sec,  when  the 
pump-control  lever  was  pushed  downward.  The  piston  of  the  pump 
upon  its  return  uncovers  ports  permitting  molten  metal  to  flow 
into  the  cylinder  preparatory  to  another  casting.  Simultaneously 
the  arbor-control  lever  was  thrown  downward,  assisted  by  the 
weighted  end,  causing  the  arbor  stripper  ring  to  strike  violently 
against  the  lower  face  of  the  arbor  housing  and  thereby  stripping 
the  babbitted  bushing  from  the  arbor.  This  upper  movement  of 
the  arbor  allowed  the  lower  die  holder  to  regain  its  normal  position 
and  severed  the  connection  between  the  lower  die  and  pump  nozzle, 
which  assured  the  bushing  sticking  to  the  water-cooled  arbor  and 
not  becoming  gate-anchored  to  the  lower  die.  The  thickness  of 
the  babbitt  wall  at  the  top  for  best  results  in  babbitting  was  ^\  in. 
and  for  the  bottom  ^^  in. 

33  Operation  5  —  Cut-Off  Gate,  Rough-  and  Fintsh-Bore  Babbiii. 
Geared-head  screw  machines  were  used  for  this  operation.  The 
bushing  was  held  by  a  three-jaw  clutch;  an  ordinary  cut-off  tool 
held  in  the  tool  block  of  the  cross-slide  was  used  for  cutting  off 
the  gate,  and  a  boring  bar  with  (wo  cutters  (one  for  roughing  and 
one  for  finishing)  was  mounted  in  the  turret  for  boring  hole  to  proper 
diameter,  with  an  allowance  for  broaching. 

34  Operation  6  —  Finish;  Turn  Outside  Diameter  to  3.085-in.  and 
Face  Ends  to  Length,  In  this  operation  14-in.  x  4-ft.  lathes  with 
back-arm  attachments  wore  used.  The  bushings  were  held  on  an 
expanded  arbor,  which  was  held  in  the  spindle  of  the  machine. 
A  cutter  mounted  in  the  tool  block  of  the  lathe  cross-elide  turned 
the  outside  diameter  to  fit  the  broaching  ring.  The  back  arm 
carried  a  tool  Mock  with  two  cuttc^rs  spaced  to  face  the  bushing  to 
its  proper  length. 

35  Opiration  7  —  Prci>s  in  Brinichiug  Ring.  For  this  opcTation 
(see  Fig.  0)  a  bolster  plate  with  two  holes  lx)red  large  enough  to 
allow  the  l)ushing  to  drop  through  and  counterbored  to  suit  outside 
diameter  of  the  broaching  ring  was  strapped  to  the  bed  of  a  press. 
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In  the  ram  of  the  machine  were  carried  two  cylindrical  punches 
slightly  smaller  in  diameter  than  the  outside  diameter  of  the  bushing 
but  differing  in  length. 

36  In  operation  a  ring  into  which  had  been  pressed  a  broached 
bushing  was  placed  in  the  counterbored  hole  under  the  long  punch, 
and  a  bushing  that  was  not  broached  was  slightly  entered  into  an 
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empty  ring  and  placed  under  the  short  punch.  When  the  press 
was  tripped,  the  long  punch  forced  the  broached  bushing  out  of 
the  ring  and  the  short  punch  forced  the  bushing,  which  had  not 
been  broached  into  the  ring, 

37  Operation  8  —  Broach  Hole  to  2.4275-tn.  Diameter.    A  special 
broaching  machine,  Fig.  7,  was  designed  for  this  operation.    The 
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legs  were  removed  from  a  No.  1  Knowles  keyseater  and  the  body 
complete  with  gears,  rack,  sHde,  etc.,  was  bolted  in  a  vertical  position 
to  a  special  base  casting.  An  upper  guide  of  cast  iron,  with  a  hard- 
ened  and   ground   steel   bushing   for  the   broach-holder  quill   was 


FiQ.  7    iJi'KciAL  UuoAaiiNo  Machine  —  Operation  8 

dovetailed  to  the  ways  of  the  machine.  Below  this  upper  guide 
was  the  extended  work-holding  bracket  (a  part  of  the  Ix^  of  the 
Knowles  key.scater)  which  carried  the  work  holder.  This  work 
holder  was  a  hardened  steel  bushing  ground  on  ita  outside  diameter 
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to  fit  the  hole  in  the  bracket  and  counterbored  to  fit  the  broaching 
ring.  On  the  special  base  casting  below  the  work-holding  support 
was  bolted  the  lower  guide,  a  gray  iron  casting  with  a  hardened 
bushing  groimd  to  fit  the  broach  holder.  The  broach  holder  was  a 
long  toolnsteel  bar  hardened  and  ground  on  one  end  to  fit  the  guide 
bushings  and  on  the  other  end  to  fit  the  holes  in  broach  and  broach- 
holder  quill. 

38  The  foot-pedal  bracket  was  bolted  to  the  base  of  the  machine 
and  was  bored  to  fit  the  broach  holder,  which  it  served  to  guide 
and  keep  in  alignment.  Between  the  lower  guide  casting  and  the 
foot-pedal  bracket  was  disposed  a  collar  firmly  fastened  to  the 
broach  holder,  and  attached  to  this  collar  was  a  yoked  lever.  This 
lever  was  so  fulcrumed  that  the  weight  of  the  broach  was  just  slightly 
more  than  counterbalanced  by  a  cast-iron  weight  which  insured 
the  broach  end  of  the  holder  being  piloted  in  the  quill  when  the 
broaching  was  being  done.  A  hand  lever  with  lift  rods  was  attached 
to  the  yoked  lever  to  control  the  loading. 

39  The  broach  had  eight  cutting  edges  varying  in  size  from 
2.422  in.  diam.  to  2.4273  in.  diam.  In  addition  to  the  cutting  edges, 
the  upper  end  of  the  broach  had  three  burnishing  surfaces,  the 
diameter  of  which  were  2.4274  in.  The  broach  was  5  in.  long  and 
had  a  hole  groimd  to  1.625  in.  diam.  to  fit  the  end  of  the  broach  holder. 

40  In  operation,  the  keyseater  functions  normally,  with  the 
exception  that  the  down  (or  what  would  be  the  return)  stroke  of  the 
ram  is  utilized  for  pushing  the  broach  through  the  work.  The 
hand  lever  controlling  the  broach  holder  is  pulled  down  imtil  the 
latch  on  the  foot  lever  engages  the  top  of  the  collar  on  the  broach 
holder.  This  operation  holds  the  pilot  end  of  the  holder  and  the 
broach  holder  quill  apart,  allowing  the  broaching  ring  containing 
the  work  to  be  mounted  in  place.  The  broach  holder  was  then 
allowed  to  ascend  until  the  end  of  the  holder  protruded  enough  to 
allow  slipping  on  the  broach,  and  then  further  until  its  end  was 
piloted  in  the  hole  of  the  quill.  The  machine  was  then  tripped 
and  the  broaching  was  done  on  the  downward  stroke  of  the  sUde 
carrying  the  quill,  the  broach  being  forced  through  the  work  by  the 
pressure  exerted  on  descending  quill.  This  downward  stroke  was 
carried  far  enough  to  allow  the  foot-lever  latch  to  engage  the  collar 
on  the  broach  holder  automatically.  The  machine  was  reversed, 
disengaging  the  quill  and  the  broach  holder.  The  broaching  ring 
containing  the  work  was  then  lifted  out  and  the  broach  was  removed 
from  the  holder;  leaving  the  machine  ready  for  the  next  operation. 
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41  Operation  9  —  Press  Out  of  Broaching  Ring.  This  operation 
has  Ijeen  previously  described  under  Operation  7,  and  is  shown  in 
Fig.  6. 

42  Operalion  10  — GHnd  Outside  Diameter  to  3.075  in.  The 
bushing  was  ground  between  centers  on  a  6  x  18-in.  plain  grinder. 
A  split  hardened-steel  ring,  ground  on  its  outside  to  a  diameter  of 
2.4275  in.,  was  inserted  in  the  bushing  and  a  hardened  arbor  ground 
with  a  slight  taper  was  in  turn  inserted  into  the  split  ring,  the  hole 
of  the  latter  being  ground  tapering  to  conform  to  the  arbor.    A  light 


Fio.  8    Machine  for  Besdcnq  BBARiNaa  —  Operation  12 

pressure  applied  to  the  end  of  the  arbor  expanded  the  ring  suffi- 
ciently to  firmly  hold  the  bushing  for  grinding. 

43  Operalion  11  —  Cut  i?i  Halves  using  j\-tfi.  Saw  (2  on).  This 
operation  was  (wrformed  on  plain  milling  machine  with  an  indexing 
type  of  fixture.  The  work-liolding  arbor  of  the  fixture  was  made 
long  enough  to  accommodate  two  bushings.  The  bushings  were 
clamped  on  tlic  arbor  with  a  "C"  washer  and  stud  bolt.  A  com- 
mon Mj-in.-widt!  milling  cutter  was  used. 

44  Operation  12  —  67o.sc  In.  After  being  cut  in  half,  the  Ixiar- 
ings  were  Iwnt  to  decrease  their  diameter  so  as  to  allow  their  fitting 
easily  into  the  swaging  fixture  used  in  Operation  13.  Tlie  bending 
fixture,  Fig.  8,  was  made  with  a  semicircular  arbor  bolted  to  a  base 
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plate.  A  housing  with  three  cam  lever  slides  was  fastened  to  the 
base  plates.  OpeiuDgs  in  both  sides  of  the  housing  allowed  for  the 
insertion  of  the  bearing  over  the  arbor.  The  top  cam  lever  clamped 
the  work  in  position  and  the  side  cam  levers  closed  in  the  bearing 
the  necessary  amount. 

45  Operation  13  —  Swage.  This  operation,  which  was  performed 
on  a  press,  was  the  keystone  operation  in  the  successful  production 
of  accurate  bearings,  as  the  set  given  them  insured  their  holding  the 
shape  of  the  master  forms. 

46  The  fixture,  Fig.  9,  was  comprised  of  a  hardened  and  ground 
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steel  base  plate  fastened  to  a  hardened-steel  form.  Two  eyebolts  were 
held  by  pins  in  each  side  of  the  form.  These  parts  assembled  formed 
the  female  section  and  were  fastened  to  the  bolster  plate.  The 
male  section  was  made  up  of  a  balf-round  arbor  of  hardened  steel 
on  the  clamping  plate,  the  joining  surfaces  of  which  were  also  ground. 
Two  slots  in  each  end  of  the  clamping  plate  allow  the  eyebolts  to 
hold  the  two  sections  together.  A  tongue-and-groove  construction 
on  the  joint  surfaces  of  the  sections  kept  them  in  alignment.  A 
filler  piece  made  of  hardened  steel  and  ground  to  the  finished  bearing 
dimensions  was  used  to  take  the  flow  from  the  ram  of  the  press. 


256  PRODUCTION   OF  LIBERTY  MOTOR  PARTS 

A  hardened-steel  cylindrical  punch  with  a  flat-ground  bottom  surface 
was  fitted  into  the  ram  of  the  machine. 

47  In  operation,  a  half-bearing  with  a  filler  piece  on  top 
was  clamped  between  the  male  and  female  section  of  the  fixture; 
the  press  was  then  tripped  and  the  cylindrical  punch  on  descending 
struck  the  filler  piece,  which  projected  slightly  above  the  upper 
surface  of  the  fixture.  This  upset  the  metal  to  the  finished  bearing 
dimensions  with  an  allowance  on  the  parting-line  surfaces  of  about 
0.003  in.  for  finish-milling. 

48  Operation  14  —  Finish-Mill  the  Parting  Line,  A  plain  mill- 
ing machine  on  this  operation  was  very  satisfactory  considering  the 
close  limits  of  plus  or  minus  0.00025  in.  A  fixture  with  a  half-round 
seat  or  nest  bored  to  fit  the  outside  diameter  of  the  half-bearing 
was  bolted  to  the  plate  of  the  machine.  The  parting-line  surfaces 
of  the  half-bearing  were  leveled  by  the  hinge  gage  attached  to  the 
fixture.  The  work  was  clamped  with  a  half-round  hardened  and 
ground  steel  clamp,  the  curved  surface  of  which  was  made  to  fit  the 
inside  diameter  of  the  half-bearing.  Two  plain  milling  cutters  were 
mounted  on  the  arbor  and  were  so  spaced  that  they  straddled  the 
clamping  bolt  and  nut. 

49  Operation  15  —  Face  Ends  to  Length,  A  14-in.  x  4-ft.  lathe 
without  a  tailstock  was  used  for  this  operation.  A  hinged  clamping 
ring  was  used  to  clamp  the  work  tight  on  the  steel  arbor,  which  was 
mounted  in  the  spindle  of  the  lathe.  Two  halves,  or  one  complete 
bearing,  were  machined  at  one  setting.  A  special  tool  block  with 
two  cutters  straddling  the  clamping  ring  faced  the  bearing  to  the 
proper  length. 

50  Operation  KS  — Fillet  Both  Ends,  The  fillet  cuts  in  both 
ends  of  the  bearing,  to  clear  the  radius  of  the  crankshaft  pin,  were 
made  on  21-in.  drill  presses.  The  fixture  comprised  a  circular-shaped 
base  bored  in  the  center  to  receive  a  flange<l  hardened-steel  pilot 
busiiing.  The  outside  diameter  of  this  pilot  bushing  above  the 
flange  was  made  to  fit  the  inside  diameter  of  the  bearings  and  the 
hole  of  the  pilot  bushing  was  a  fit  to  the  pilot  of  the  filleting  cutting 
holder.  The  half-bearings  were  clamped  in  pairs  about  the  piloting 
bushing  by  means  of  two  hinged  clami)s  rotating  on  a  pin  located  in 
the  rear  of  the  fixture.  A  single-fonned  filleting  center  was  fastened 
in  a  slott(ui  holder.  The  holder  was  held  in  the  spindle  of  the  drill 
press  with  a  tajx^red  shank. 

51  Operation  17  —  Cut  Two  Grooves  for  Forked-End  Rod,  A 
14-in.  X  5-ft.  lathe.  Fig.  10,  with  a  special  cross-slide  arranged  with 
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front  and  back  tool  blocks,  was  used  for  this  operation.  A  stub 
arbor  mounted  in  the  spindle  of  the  machine  was  made  with  a  flange 
to  serve  as  a  stop  for  locating  the  work  while  clamping  with  a  hinged 
ring,  similar  to  the  one  used  for  Operation  15.  The  half-bearings 
were  clamped  on  the  arbor  at  one  setting.  The  arbor  was  provided 
with  a  center  bo  ihai  the  lathe  tailstock  could  be  utilized  to  stiffen 
the  support  of  the  work  under  the  pressure  of  the  cut.  The  grooving 
cutters  were  of  the  circular  forming  type,  with  six  cutting  edges. 
The  adjustment  of  the  cutting  edges  was  controlled  by  the  movement 
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of  a  toothed  lever.  The  teeth  of  this  lever  iiieHhed  with  the  teeth 
in  the  boss  about  the  center  of  the  grooving  cutter.  The  cutter  in 
the  rear  tool  block  was  used  for  roughing,  and  the  front  cutter  for 
finishing.  Suitable  stops  were  arranged  on  the  cross-slide  to  control 
the  depth  of  the  cut. 

52  Operation  18  —  Drill  and  Ream  Dowel  Holes  in  Lower  Half- 
Bearings  Only.  A  2-spindle  14-in.  drill  was  used  on  this  opera- 
tion. The  drill  jig  comprised  a  base  with  side  supports,  to  which 
was  fastened  the  drilling  plate.  On  the  under  side  of  this  plate 
was  fastened  a  locating  block  formed  to  fit  the  contour  of  the  work. 
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A  slide  disposed  between  the  side  supports  and  actuated  by  a  cam 
lever  served  to  clamp  the  work  in  position  for  drilling  and  reaming. 
Slip  bushings  were  used  in  the  drilling  plate  to  insure  accuracy, 
one  for  the  drill  and  one  for  the  reamer. 

53  Operation  19  —  Cui  Two  j-in.  Semicircular  (Ml  Grooves  on  the 
Partiiig  lAne.  This  operation  was  done  on  a  hand  miller.  The 
cast-iron  fixture  supported  the  work  in  a  semicircular  nest  and  was 
clamped  in  place  with  a  strap  and  thumbscrew. 

54  Operation  20  —  Cu/  Twelve  Oil  Pockets  in  Both  Halvea.    This 
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operation  was  also  done  on  a  hand  miller.  The  fixture,  Fig.  11,  wu 
made  to  so  clamp  the  work  that  the  parting  surfaces  were  in  a  verticat 
position.  The  oil  pockets  were  cut  on  a  radius,  the  cut  being 
<;'}  in.  deep  at  the  parting  line  and  running  out  to  the  inner  surface 
of  the  bearing  }  in.  below  the  parting  line.  An  arbor  with  six  i^^. 
wide  plain  cutters  properly  spaced  was  mounted  in  the  spindle  ot 
the  machine  and  supported  by  tlie  over  arm. 

55  Operatiim   21  —  Burr.    A   No.    1    keyeeater   was   used    for 
removing  the  burrs  on  the  inside  or  babbitted  surface  of  the  bearings- 
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llie  fixture  was  made  in  halves,  the  lower  half  having  a  cylindrical 
section  \t4uch  served  to  hold  the  fixture  in  the  machine.  Ways  for 
the  slide  carrying  the  broach  were  machined  in  the  lower  half,  and 
also  recesses  cut  for  the  hardened  and  ground  blocks  on  which  the 
parting  surfaces  of  the  work  rested.  The  upper  half  was  made  in 
the  form  of  a  clamp,  this  part  being  bored  to  fit  the  half-section 
of  circular  hardened  and  ground  steel  liner,  the  inner  surface  of 
which  fits  about  the  outside  of  the  work.  Bosses  bored  for  guide  . 
pins  extended  from  the  fixture  and  served  to  keep  the  halves  in 
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alignment.  The  weight  of  the  upper  half  was  disposed  on  springs 
coiled  about  the  guide  pins.  The  broach  was  of  a  semiciraular 
section  and  bolted  to  the  slide.  This  sUde  was  connected  to  the 
ram  of  the  machine.  A  copious  flow  of  oil  was  kept  on  the  work, 
keeping  the  locating  block  and  broach  free  from  chips  and  dirt. 
The  cutting  was  done  on  the  pull  or  regular  stroke  of  the  machine. 

HEn^OD   OF   FirnNQ   BBAKINQS  TO   CRANKCASE 

56  Fig.  12  shows  the  upper  and  lower  halves  of  the  crankcase 
as  it  comes  from  the  assembly  department,  and  after  being  bolted 
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togrthor  the  bearings  liiic  ia  reained  to  3.000  in.  or  slightly  less, 
['lulvr  a  to1omiu-o  of  0.0015  in.  below  3.000  in.  50  crankcoses  can  be 
i\>!un<Hl  Ix'foiv  it  lH'«inu's  nocessarj-  to  rogrind  the  reamer  bars. 

.'•7  'rho  nuist  satisf!ii'tor>'  n'«nu'r  is  of  a  soliiUbar  pattern  having 
iiistTttnl  ciittiT  blados  iM't'iiwI  ill  plaiv  witli  two  taper  collais  on 
n-amor  Iwr,  ('jm-  imist  W  lakoii  in  st>fiiring  the  main  liearing  bolts 
to  thf  lowtT  lutlf  of  thi'  fitiiiki-as*'  U'fore  n-aming.  The  nuts  are 
ilr:iwn  up  until  tin*  shoiildor  (dowvl  {X)rtiun)  on  the  main  liearing 
Imli  omu's  motal  to  iiu-tal  with  tho  frank«»s<>.    Tlie  nut  is  then 
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show  the  amount  of  scraping  to  be  done.  This  first  scraping  opera- 
tion removes  all  slight  distortions  in  the  bearings  and  brings  the 
holes  in  alignment. 

59  Next  the  lining  bar  is  again  blued  or  blacked,  placed  as  before 
the  halves  of  the  crankcase,  bolted  as  previously  described,  and 
then  the  bar  is  rotated  so  as  to  again  leave  an  impression.  If  the 
first  scraping  is  properly  done  about  25  lb.  pressure  at  the  end  of  the 
bar  handle  will  rotate  the  bar.  The  case  is  now  ready  for  the  final 
scraping,  leaving  the  bearing  holes  absolutely  to  size  and  in  perfect 
alignment.  By  this  method,  of  lining  and  sizing  the  bearing  holes 
in  the  crankcase,  strict  interchangeabiUty  of  all  bearings  is  obtained 
and  a  perfect  backing  is  made  for  the  babbitt-lined  bronze-backed 
bushings. 

60  The  crankcase  is  now  ready  for  the  bearings.  The  backs 
of  the  bearings,  both  upper  and  lower,  are  blued  or  blacked,  also 
the  edges  of  the  parting  Une  of  the  upper  halves,  and  a  2.6275-in. 
lining  bar  is  then  placed  in  position.  The  crankcase  is  again  bolted 
together,  using  care  as  before  in  screwing  down  the  nuts.  The 
crankcase  actually  clamps  the  bar,  and  a  wrench  with  heavy  handle 
is  used  for  rotating  the  bar.  If  conditions  are  ideal,  the  wrench 
when  in  a  horizontal  position  will,  when  given  a  light  tap,  fall  6  in. 
to  8  in.  to  a  position  as  shown. 

61  The  crankcase  is  again  pulled  apart.  The  lower  half  of  the 
crankcase  takes  an  impression  around  the  main  bolting  from  the 
upper  half  which  has  been  blued  or  blacked.  This  indicates  that 
the  two  halves  of  the  crankcase  came  together  and  that  the 
bearings  did  not  hold  them  apart.  Impressions  are  next  looked  for 
made  by  the  parting  line  of  the  upper  half  of  the  bushing  on  the 
lower  half  of  the  bushing.  An  impression  shows  that  the  two 
halves  of  the  bushings  came  together  and  that  the  bar  did  not  hold 
them  apart. 

62  The  bearings  are  numbered  so  that  they  can  be  identified 
and  put  back  in  the  same  place  from  which  they  were  removed. 
The  backs  of  the  bearings  having  been  previously  blued  or  blacked 
leave  impressions  on  both  the  upper  and  lower  halves  of  the  crank- 
case, and  if  the  impressions  show  high  spots,  the  cases  are  again 
scraped.  This  is  the  final  scraping,  after  which  the  crankcase  is 
ready  for  the  crankshaft  assembly. 

63  The  above  described  method  may  appear  to  be  long  and 
tedious.  Two  men,  however,  can  scrape  four  complete  crankcases 
in  8  hr.    The  bearings  were  furnished  complete  to  a  tolerance  of 
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plus  or  minus  0.00025  in.  in  both  inside  and  outside  diameter.  All 
halves  of  the  bearings  are  interchangeable.  No  allowance  was  made 
for  reaming  the  bearings  in  place.  It  was  found  that  the  babbitted 
smf aces,  when  left  in  their  original  broach-finished  state  gave  better 
results  than  when  reamed  and  scraped  in  place. 

DISCUSSION 

H.  M.  Crane  *  (written).  Mr.  Vemer's  description  of  the 
method  of  producing  Liberty  Engine  cylinder  forgings  from  steel 
tubing  is  extremely  interesting,  and  I  was  closely  enough  connected 
with  the  Liberty  Engine  program  to  be  able  to  appreciate  the  great 
aid  that  this  system  of  production  was  to  the  rapid  and  economical 
manufacture  of  the  Liberty  Engine. 

The  method  of  manufacturing  the  bearing  boxes  also,  as  de- 
scribed by  Mr.  Vemer,  is  extremely  ingenious  and  advantageous, 
in  view  of  the  fact  that  while  providing  bearings  held  to  extremely 
close  limits  of  accuracy,  it  is  still  possible  to  do  most  of  the  work 
on  a  complete  round  bushing,  which  after  spUtting  is  brought  to 
the  correct  shape  for  use  without  shims  by  what  are  practically 
punch-press  operations. 

To  me,  however,  the  most  interesting  thing  in  this  paper  is 
the  description  of  seating  the  main  bearing  bushes  in  the  crankcase. 
The  method,  of  course,  is  not  a  new  one,  for  it  has  long  been  known 
to  be  essential  that  the  bearing  bush  must  be  properly  seated  to  get 
a  satisfactory  job.  Unfortunately,  in  the  last  few  years,  due  to 
the  pressure  for  quantity  production  and  low  cost  the  very  essen- 
tial operations  described  have  been  largely  omitted  in  automobile 
engine  practice.  I  am  thoroughly  convinced  that  this  has  not 
been  economical  from  the  automobile  owners  point  of  view,  and 
that  the  sUght  saving  in  first  cost  has  always  resulted  in  consider- 
able increased  maintenance  expense  or  in  the  use  of  imnecessarily 
large  bearings  to  obtain  a  given  result. 

*  Vice-President,  Wright -Martin  Aircraft  Corporation,  New  Brunswick,  N.  J. 
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FIRE  ENGINES  AND  THE  ESSENTIALS  OF 

FIRE  FIGHTING 

By  Charles  H.  Fox,  Cincinnati,  Ohio 
Member  of  the  Society 

The  importance  of  the  fire  engine  and  Uie  methods  employed  4n  fire  fighting  are 
frequently  underestimated  by  both  layman  and  engineer,  and  this  is  due  in  no  smaU 
part  to  the  fact  that  the  principles  involved  are  not  sufficiently  understood.  In  this 
paper  the  author  presents  the  essentials  qf  effective  fire  fighting  and  shows  the  impor^ 
tant  rekUion  thereto  of  the  fire  engine, 

A  brief  historical  sketch  cf  the  development  of  the  fire  engine  is  first  given,  and 
performances  and  methods  of  rating  fire  engines,  as  outlined  by  the  National  Board 
of  Fire  Underwriters,  are  next  presented.  The  paper  concludes  with  a  discission 
qf  the  losses  in  fire  hose  and  the  determination  qf  nozde  areas, 

OTEAM  power  was  not  successfully  applied  to  fire  engines  until 
the  beginning  of  the  year  1853.  Up  to  that  time  the  so-called 
*'hand  engines"  were  used  exclusively  and  it  should  also  be  under- 
stood that  at  that  time  the  present-day  system  of  water  works, 
was  still  in  its  infancy  and,  therefore,  the  chief  dependence  for  a 
supply  of  water  for  fire-extinguishing  purposes  was  upon  methods  of 
storage  in  vogue  before  water  mains  came  into  general  use. 

2  The  conventional  hand  fire  engine  of  that  day  comprised  a 
rectangular  wooden  box  suitably  mounted  on  four  low  wheels. 
Pumps,  of  the  piston  type,  were  housed  within  and  firmly  fixed  to 
the  floor  of  the  box;  working  levers  were  provided  and  motion  was 
imparted  to  the  pistons  by  a  host  of  firemen  lined  up  on  opposite 
sides  of  the  apparatus.  At  this  early  period  fire  hose  was  not  plenti- 
ful, the  best  was  crudely  made  up  of  leather,  and  the  pumps  were, 
therefore,  placed  close  to  the  scene  of  the  fire.  Water,  largely  con- 
veyed by  a  hand-to-hand  passing  of  fire  pails,  was  poured  into  the 
engine  trough,  where  it  was  picked  up  by  the  pumps  and  forced 
through  the  leading  hose  and  onward  to  be  thrown  on  the  fire. 
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Somewhat  later  it  became  customary  to  equip  these  hand  engines 
with  a  non-collapsible  suction  hose,  so  that  water  could  be  drawn 
directly  from  cisterns  or  wells,  but  the  wooden  tub  or  reservoir 
always  remained  a  cliaracteristic  feature  of  these  old-time  machines. 

EARLY    STEAM    FIRE    ENGINES 

3  Ivirly  in  .hmuary  1853,  Mr.  A.  B.  Latta  successfully  tested 
his  new  stoam-drivcm  fire  engine.  Mr.  Latta  was  a  citizen  of  Cin- 
cinnati and  although  his  pioneer  effort  resulted  in  the  production 
of  an  extremely  hea\y  machine,  the  engine  was  purchased  by  the 
city  and  known  as  the  Joe  Ross,  This  first  steamer  marked  the 
beginning  of  a  Jiew  epoch  in  fire  fighting. 

4  The  real  basic  element  of  Latta's  invention  was  embraced 
chiefly  in  a  quick-steaming  water-tube  boiler,  dependent  entirely 
upon  a  forced  circulation  of  water  through  the  steam-generating 
coils.  The  fire  pumps  were  of  an  ordinary'  piston  type.  They  were 
laid  horizontally,  and  occupied  positions  forward  on  opposite  sides 
of  the  machine.  Two  steam  cylinders,  in  alignment  with  the  pumps, 
were  placed  so  that  the  pump  rods  extended  to  the  steam  pistons; 
wliile  the  steam  piston  rods,  passing  through  the  rear  cylinder 
heads,  were  each  coupled  to  a  crosshead  and  by  the  use  of  connect- 
ing rods  motion  was  commimicated  to  the  two  rear  wheels  of  the 
engine.  This  arrangement  obviously  provided  means  for  propell- 
ing the  apparatus  under  its  own  power.  As  a  matter  of  fact,  how- 
ever, the  Joe  lioss  and  later  engines  of  similar  model  were  alwaj's 
drawn  by  horses,  as  the  rear  driving  wheels  could  be  disconnected 
from  the  engine  and  the  pumping  mechanism  by  means  of  clutches. 

5  In  the  light  of  what  is  now  known  concerning  the  actual 
power  requirements  of  a  fire  engine,  one  must  believe  either  that 
the  voluntiM*i-s  who  manned  the  primitive  hand  pumps  were  mus- 
cular giants,  or  that  the  machine,  iis  compared  with  power-driven 
engines,  must  have  been  woefully  ineffective.  The  latter  view  is  of 
course  the  correct  one,  and  since  the  volunteer  work  was  not  satis- 
factory th(*re  was  a  gn^at  demand  for  more  advanced  methods. 

0  Mr.  Miles  (ireen wood,  another  of  Cincinnati's  public-spirited 
citizens  an<l  i)roniinent  as  a  manufacturer,  was  at  that  ime  greatly 
interested  in  fire-depart  men t  affairs.  lie  was  a  staunch  advocate 
of  anytliinjr  wliicli  would  iinprov(?  eoiiditions,  and  to  further  his 
unselfish  aims  li(»  took  personal  charge  and  became  Chief  of  the 
Department   with   the  result  that,  within  three  months  following 


CHARLES  H.   FOX  265 

the  installation  of  the  Joe  Ross  engine,  the  fire-fighting  forces  were 
completely  reorganized  under  his  leadership  and  the  first  paid  fire- 
department  was  inaugurated  in  the  city  of  Cincinnati.  The  year 
1853  therefore  also  marks  the  beginning  of  the  present  paid  system 
and  which  has  since  been  extended  and  generally  applied  to  all 
large  fire  departments. 

7  Latta's  second  steam  fire  engine  was  built  and  installed  in 
the  year  1853.  The  purchase  of  this  machine  was  made  possible 
by  popular  subscription  and  the  engine  was  named  and  long  known 
in  Cincinnati  as  the  Citizens'  Gift.  From  the  beginning,  Latta's 
new  industry  did  not  result  in  a  monopoly,  for  rival  steam  fire-engine 
builders  were  soon  in  the  field.  Before  tracing  the  further  develop- 
ment which  followed,  it  seems  proper  to  refer  briefly  to  the  salient 
factors  associated  with  fire  streams  and  the  fire  engine. 

ESSENTIALS  OF  EFFECTIVE   FIRE   FIGHTING 

8  It  may  first  be  stated  that  many  of  the  methods  employed  by 
fire  departments  are  not  properly  appreciated,  either  by  the  lay- 
man or  the  engineer.  The  importance  of  the  fire  engine  is  fre- 
quently underestimated  and  the  possibilities  of  averting  disaster 
are  also  undervalued,  this  being  due  in  no  small  part  to  the  fact 
that  the  principles  involved  are  not  suflSciently  understood.  There 
is,  therefore,  need  for  greater  knowledge  of  fire  prevention  and  fire 
fighting. 

9  When  fire  must  be  fought,  fire  streams  can  be  effective  only 
when  the  water  is  expelled  from  the  nozzle  at  an  appropriate  speed. 
In  other  words,  imless  enough  of  the  initial  pressure  available  for 
starting  the  flow  through  the  hose  survives  at  a  point  immediately 
back  of  the  nozzle  orifice,  the  resulting  jet  will  not  measure  up  to 
its  mission.  The  characteristics  of  a  fire  stream  —  good,  bad  or 
indifferent  —  are  directly  dependent  upon  the  velocity  of  the  jet 
and  obviously  the  velocity  is  proportionate  to  the  surviving  pres- 
sure just  mentioned.  For  the  best  results  the  flow  may  be  too  slow, 
while  on  the  other  hand  disappointment  will  follow  when  the  velocity 
of  discharge  goes  beyond  what  might  be  termed  the  maximum 
economical  limits  of  nozzle  pressure. 

10  It  can  be  shown  that  Uttle  is  to  be  gained  by  forcing  nozzle 
discharges  at  much  beyond  100  lb.  pressure  and  the  proper  remedy 
when  only  such  high  pressures  are  available  is  to  substitute  a  nozzle 
of  larger  bore.    On  the  other  hand  if  the  jet  seems  to  lag,  it  is  an 
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indicatioD  that  the  surviving  pressure  is  not  high  enough  to  afford 
the  required  velocity  of  discharge,  and,  under  these  circumstances, 
if  the  initial  hydrant  or  pump  pressure  is  already  at  its  highest 
possible  point,  or  if  it  is  also  impossible  to  augment  the  volume  of 
water  passing,  then  the  proper  remedy  is  to  substitute  a  nozzle  hav- 
ing a  smaller  bore. 

11  A  well-trained  fireman  does  not  necessarily  have  to  be 
familiar  with  the  hydrauUc  formulae  by  which  these  varjring  effects 
can  be  accurately  analyzed,  but  it  would  be  most  desirable  if  he 
could  be  educated  to  the  proper  use  of  fire  nozzles  under  the  widely 
varying  situations  encoimtered  in  the  fighting  of  fires. 

12  It  may  be  of  interest  in  this  connection  to  note  that  the 
range  of  nozzle  discharge  pressures  is  not  large  between  a  stream  of 
inferior  reach  and  the  swiftest  jet  within  the  economical  power 
limit.  While  it  is  true  that  larger  nozzles  will  "carry"  farther  at 
the  same  velocity  than  nozzles  of  smaller  bore,  yet  for  practical 
purposes  it  will  be  found  that  the  most  eflScient  fire  streams  are 
developed  under  the  following  conditions: 

13  A  jet  issuing  at  a  velocity  under  60  ft.  per  sec.  (about  25 
lb.  pressure)  would  not  be  considered  a  good  stream.  Above  60  ft. 
per  sec.  the  jet  stiffens  and  as  the  velocity  of  flow  increases  the 
stream  becomes  the  more  effective.  However,  when  the  flow  attains 
a  speed  of  approximately  120  ft.  per  sec,  with  a  corresponding  dis- 
charge pressure  of  nearly  100  lb.  per  sq.  in.,  a  point  is  reached  where 
additional  forcing  fails  to  contribute  much  in  the  way  of  added 
distance.  A  rough  but  nevertheless  rational  assumption  and  one 
which  works  out  well  in  practice  is  that  stream  velocities  from  60 
to  90  ft.  per  sec.  can  be  easily  managed,  but  above  120  ft.  per  sec.  the 
streams  are  difficult  to  control  and  the  pressures  are  needlessly 
wasteful. 

FIRE-ENGINE   PERFORMANCE 

14  The  function  of  a  fire  engme  is  either  to  draw  water  from 
any  basin  or  other  conveniently  located  source  or,  when  fire  hy- 
drants are  available  to  make  up  the  pressure  which  is  seldom  high 
enough  in  ordinary  water  mains  to  serve  for  effective  fire  service.  In 
fighting  fire,  it  is  not  uncommon  to  elevate  the  nozzle  far  above  the 
source  of  the  water  supply.  This  procedure  of  course  involves  loss 
of  forcing  pressure,  which  is  in  proportion  to  the  static  head  of  the 
column.  The  greatest  power-absorbing  medium  between  the  source 
of  supply  and  the  point  of  discharge  is  the  fire  hose.  It  may  also  be 
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said  that  here  is  involved  the  point  which  is  least  understood  in 
the  subject  of  hydraulics  as  applied  to  fire-fighting  practice. 

15  Fire-engine  pump  pressures  must  necessarily  be  kept  within 
limits  compatible  with  the  strength  of  the  fire  hose,  and  when  work- 
ing pressures  are  maintained  at  upward  of  250  lb.  there  is  always 
considerable  risk,  because  the  average  fire  department  is  not  always 
supplied  with  hose  which  will  safely  withstand  the  high  pressures 
which  modem  fire  engines  are  capable  of  developing.  The  initial 
pressure  as  indicated  at  the  pumps  drops  off  steadily  toward  the 
point  of  discharge  and  it  should  be  well  understood  that  all  pressure 
which  is  not  thus  absorbed  by  the  friction  of  the  flow  through  the 
hose  is  finally  manifested  as  velocity  at  the  nozzle  orifice.  Hence, 
imless  the  several  factors  that  enter  are  considered  together  it  can- 
not possibly  follow  that  the  best  results  will  be  attained. 

16  The  preceding  paragraph  expresses  the  gist  of  fire-engine 
performance  and  the  variable  features  always  associated  with  the 
work  may  be  definitely  stated  as  follows: 

Pumping  Capacity:   The  number  of  U.  S.  gallons  discharged  per 
minute. 


a  At  120  lb. 
6  At  200  lb. 
c  At  250  lb. 


pressilre  registered  at  pump. 


Water  Supply:  The  source  and  adequacy  of  the  supply  — 

d  If  at  draft  —  height  of  lift  represented   by  the  vertical 
distance  of  water  surface  below  center  of  pump  intake 

e  If  at  hydrant  —  capacity  as  indicated  by  pressure  regis- 
tered when  water  is  flowing. 
[Note:   High  static  pressure,  as  indicated  when  hydrant 
is  not  flowing,  is  no  index  to  its  capacity  to  discharge 
any  required  volume.] 

The  Layovi:   Conditions  affecting  the  discharge  are  — 

/  Size  and  character  of  the  fire  hose 

g  Number  of  hose  lines  in  use 

h  Lengths  of  hose  stretched  between  engine  and  nozzle 

i  Niunber  of  streams  played 

j  Bore  and  style  of  nozzles  used 

k  Elevation  at  the  point  of  discharge. 
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METHODS  OF  RATING   FIRE  ENGINES 

17  During  a  long  period,  manufacturers  of  fire  engines  were 
unrestricted  as  to  the  ratings  which  they  assigned  to  their  machines 
and  when  "gallons  per  minute"  were  given,  no  definite  discharge 
pressures  were  associated  with  the  expressed  pumping  capacity. 
In  pumping  tests,  the  actual  discharge  was  seldom  checked  or  veri- 
fied, with  the  result  that  comparisons  of  fire-engine  performance 
were  more  a  matter  of  guess  than  of  accurate  determination.  This 
condition,  however,  no  longer  obtains,  and  the  change  is  largely  due 
to  the  exacting  supervision  initiated  and  persistently  pursued  under 
the  auspices  of  the  National  Board  of  Fire  Underwriters.  A  corps 
of  expert  engineers  is  constantly  in  the  field  for  the  purpose  of  in- 
vestigating and  keeping  in  touch  with  the  fire-fighting  situation 
in  all  cities,  and  pursuant  to  this  policy  of  the  insurance  interests, 
it  is  now  generally  known  what  may  be  expected  of  fire  engines 
when  new  and  in  prime  condition,  and  periodical  inspections  dis- 
close weaknesses  subsequently  developed  in  service. 

18  The  competency  of  fire-engine  operators  is  a  matter  which 
the  manufacturers  cannot  control,  and  as  the  conditions  under 
which  fires  must  be  fought  are  so  variable,  it  is  also  quite  impossible 
to  make  fire  engines  so  completely  automatic  that  they  can  be 
operated  and  successfully  maintained  without  fairly  skilled  atten- 
tion. The  latent  possibilities  in  the  best  fire  engines,  hose  and 
other  modem  appliances  can  only  be  realized  when  such  apparatus  is 
well  manned. 

19  According  to  the  standards  formulated  by  the  National 
Board  of  Fire  Underwriters  in  addition  to  the  normal  rating  of  a  fire 
engine,  expressed  in  gallons  per  minute,  there  must  also  be  sufficient 
power  to  expel  the  rated  volume  of  discharge  at  a  pressure  of  not  less 
than  120  lb.  per  sq.  in.  Inasmuch,  however,  as  certain  situations 
may  demand  higher  initial  pressures,  the  pumps  must  also  be  so 
related  to  the  attending  power  plant  that  higher  pressures  can  be 
realized.    'i1i(Tefore  further  qualifications  arc  demanded,  as  follows: 

20  One-half  the  rated  capacity  should  be  discharged  by  the 
pumps  at  200  11).  pressure  and  one-third  the  capacity  at  250  lb. 
pressure.  Furthermore,  fire  engines  should  not  be  limited  to  250  lb. 
pressure,  for  the  fire  departments  of  our  large  cities  are  confronted 
with  the  so-called  ''sky-scrapers,"  and  when  water  must  be  forced 
to  the  upper  floors  of  these  tall  structures,  the  overcoming  of  the 
static  head  alone  greatly  lowers  the  eflfective  pressure.   However,  when 
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the  power  of  an  engine  is  fully  utilized  in  forcing  water  to  extinguish 
fire  in  a  lofty  building  the  work  and  consequent  strains  are  perfectly 
legitimate.  On  the  other  hand,  when  pressures  much  in  excess  of 
250  lb.  are  employed  simply  to  overcome  resistance,  which  could 
be  reduced  by  a  more  intelligent  use  of  hose  and  nozzles,  then  the 
work  evidently  represents  not  only  a  waste  of  power  but  also  very 
bad  practice. 

LOSSES  IN  FIRE  HOSE 

21  A  good  engineering  axiom  to  observe  is  that  all  work  should 
be  accompanied  with  the  least  expenditure  of  force,  and  the  aim 
here  is  to  express  the  fact,  that  many  firemen  have  yet  to  learn  how 
to  smooth  their  own  way.  The  point  can  best  be  illustrated  by  an 
example. 

22  The  inside  diameter  of  fire  hose  ordinarily  used  is  2^  in. 
Cotton-jacketed,  rubber-lined  hose  is  the  most  common  kind  and 
lengths  of  50  ft.  (each  such  length  constituting  a  section)  are  the 
recognized  standard.  The  conventional  way  of  expressing  friction 
loss,  or  the  loss  of  pressure  when  water  is  flowing  through  the  hose, 
is  in  terms  of  pounds  per  square  inch  for  a  unit  length  of  100  ft.  for 
any  given  rate  of  flow  stated  in  gallons  per  minute.  This  drop  in 
pressure  or  so-called  friction  loss  varies  somewhat  with  quaUty  or 
make-up  of  the  hose;  varying  diameters  and  the  fact  that  some 
makes  of  hose  present  a  smoother  waterway  than  others  are  also 
causes  which  prevent  formulating  a  coefficient  which  can  be  applied 
to  all  kinds  of  2^-in.  fire  hose  and  by  which  friction  losses  can  be 
predetermined  with  precision. 

23  It,  therefore,  follows  from  the  foregoing  statements  that  all 
tables  setting  forth  friction  loss  in  fire  hose  should  be  accepted  only 
as  close  approximations,  and  in  actual  practice  the  results  may, 
therefore,  not  agree.  However,  within  the  range  of  velocities  and 
the  lengths  of  hose  ordinarily  encountered  in  actual  service,  it  has 
been  found  that  for  water  flowing  through  100  ft.  of  average  good 
quaUty  2§-in.  rubber-lined  and  cotton-jacketed  fire  hose,  the  fric- 
tion loss  will  be  about  14  lb.  when  the  rate  of  the  flow  represents 
250  gal.  per  min.  Accepting  this  approximation  as  a  basis,  it  must 
also  be  kept  in  mind  that  the  friction  loss  increases  in  direct  propor- 
tion to  the  length  of  the  hose;  hence,  for  the  same  rate  of  flow  250 
gal.  per  min.  through  200  ft.  the  total  loss  would  be  twice  as  much 
as  indicated  for  100  ft. 

24  The  effect  of  varying  the  rate  of  flow  follows  a  different  and 
more  intricate  law,  the  friction  loss  increasing  more  nearly  in  pro- 
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portion  to  the  square  of  the  flow.  Therefore,  if  the  loss  per  100  ft. 
is  14  lb.  when  250  gal.  are  flowing,  it  will  be  quite  correct  to  assume 
that  it  will  require  nearly  2  X  2  or  four  times  as  much  pressure,  i.e., 
56  lb.  to  discharge  500  gal.  through  100  ft.,  112  lb.  through  200  ft., 
etc.    Stated  as  formula 

L  =  0.00023  (? 

where  L  is  the  friction  loss  per  100  ft.  of  2§-in.  rubber-lined,  cotton- 
jacketed  fire  hose  of  good  quaUty,  and  G  is  the  flow  in  gallons  per 
minute.  The  results  obtained  by  using  this  approximate  formula 
agree  closely  with  those  in  the  tables  compiled  by  Mr.  John  R. 
Freeman,  which  appear  in  Fire  Stream  Tables,  issued  by  the  In- 
spection Department  of  the  Associated  Factory  Mutual  Fire  Insur- 
ance Companies,  Boston,  Mass. 

25  The  red  book.  Fire  Engine  Tests  and  Fire  Stream  Tables, 
published  by  the  National  Board  of  Fire  Underwriters,  New  York, 
gives  the  formula: 

L  =  2<?  +  Q 

in  which  L  represents  the  friction  loss,  as  before,  and  Q  the  volume 
flowing  in  gallons  per  minute  divided  by  100.  Mathematical  precision 
is  always  laudable,  but  in  action,  firemen  could  hardly  be  expected 
to  work  out  problems  other  than  such  as  might  readily  be  solved 
mentally.  However,  extreme  accuracy  is  entirely  unnecessary  in 
fire  fighting,  but,  if  guns  can  be  aimed  accurately  while  a  battle  is 
raging  in  war,  it  would  seem  altogether  feasible  that  fire  engines 
could  be  set  to  work  with  hose  layouts  arranged  with  nozzles  com- 
patible with  the  general  conditions  of  a  situation,  so  that  the  effi- 
ciency latent  in  modem  apparatus  and  appliances  would  be  more 
frequently  realized. 

26  A  close  approximation,  reasonably  well  gaged  according  to 
a  correct  and  definite  line  of  reasoning  is  preferable  to  merely  a 
guess  or  no  system  at  all.  Given  sufiicient  study,  the  difficulties  of 
apparently  intricate  hydrauHc  formulae  will  vanish  most  surprisingly, 
and  the  real  need  today  is  for  a  greater  cultivation  of  mental  capac- 
ity to  the  end  that  commanding  officers  in  the  fire  service  become 
especially  proficient  in  obtaining  the  best  possible  results  with  the 
apparatus  at  their  disposal. 

NOZZLE  AREAS 

27  It  will  be  evident,  from  what  has  been  presented,  that  the 
characteristic  of  a  fire  stream  develops  according  to  the  following 
interlocking  factors: 


CHABLES  H.   FOX  271 

a  The  pressure  which  survives  at  the  nozzle 
b  The  volume  of  water  reaching  the  nozzle 
c  The  relation  of  the  nozzle  bore  to  a  and  b. 

The  difficulties  which  attend  in  the  existing  system  of  nozzle  bores 
is  largely  due  to  the  fact  that  the  diameters  vary  after  the  order  of 
ordinary  machine-shop  reamers,  i.e.,  |  in.,  1  in.,  1|  in.,  1^  in.,  and  it, 
therefore,  follows  that  the  areas  of  the  orifice  have  increments  which 
increase  in  arithmetical  progression. 

28    A  more  logical  system  has  long  been  proposed,  wherein  the 
nozzle  orifices  would  be  multiples  of  a  fixed  standard.    In  accord- 

TABLE   1  CALIBER  SYSTEM  OF  STANDARD  FIRE  STREAMS 

DXVISSD   AXID  PbOPOSID  BT  CH4BT.BB  H.  FoX 


CaUber 

Ar«a 

Diam.  of 

Nominal 

Value 

8q.  In. 

Bore,  In. 

Diam.,  In. 

25 

0.3068 

0.625 

f  Ezaet 

50 

0.6136 

0.883 

i  plus  0.008 

75 

0.0204 

1.082 

1^4  plus  0.019 

100 

1.2272 

1.250 

1}  Exact 

125 

1.5340 

1.397 

11  plus  0.022 

150 

1.8408 

1.530 

li  plus  0.030 

175 

2.1476 

1.652 

If  plus  0.027 

200 

2.4544 

1.767 

1|  plus  0.017 

225 

2.7612 

1.875 

li  Exact 

250 

3.0680 

1.976 

US  plus  0.039 

275 

3.3748 

2.072 

2,^  plus  0.010 

300 

3.6816 

2.165 

2|  plus  0.040 

325 

3.9883 

2.252 

2}  phis  0.002 

350 

4.2951 

2.337 

2x\  plus  0.025 

875 

4.6019 

2.420 

2i  plus  0.045 

400 

4.9087 

2.500 

2iExaot 

Nora:  —  The  true  basic  caliber  unit  is  the  area  of  a  circle  Hn.  in  diam.,  vis.:  0.012271875. 

ance  with  this  method  it  was  suggested  that  the  l^-in.  nozzle,  a 
size  now  most  common,  be  designated  as  ''100  caUber."  Other 
nozzles  in  the  same  system  would  be  made  with  orifices  of  such 
areas  that  the  water-discharging  capacity  at  the  same  pressures 
would  be  respectively  as  the  caUber  number  by  which  each  is  to  be 
distinguished.  Therefore,  instead  of  nozzles  measuring  f ,  f ,  |,  1 
Hf  H)  If »  li>  lf>  IJi  1J>  ^^^  2  in.  in  diameter,  the  caUber  system 
would  leave  the  |-  and  1^-in.  sizes  as  before,  calling  these  25  and  100 
caUbers,  with  others,  to  cover  practically  the  same  limits,  but  with 
fractional  bores  arranged  in  multiple,  such  as  25,  50,  75,  100,  125, 
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150,  175,  200,  225,  250,  275  calibers.  Table  1  jqves  these  proposed 
caliber  values  in  more  detail  and  for  a  complete  discussion  the 
reader  should  consult,  Caliber  of  Fire  Streams,  Report  of  Transactions 
of  the  International  Association  of  Fire  Engineers,  1911. 

29  Referring  briefly  to  the  gasoline-powered  fire  engines  of  today, 
the  development  has  passed  beyond  the  stage  which  first  marked 
early  endeavors  to  supplant  the  horse-drawn  steam  fire  engines. 
It  is  now  conceded  that  in  all  points  of  eflSciency  and  economy, 
the  well-built  gasoline  tj'pe  is  superior  to  the  steamer.  This  state- 
ment docs  not  exclude  the  vital  essential  of  reliability  and  it  is  also 
true  that  a  comparison  made  upon  the  basis  of  their  nominal  ratings, 
will  show  that  the  better  gasoUne-driven  engines  will  deliver  fully 
one-third  more  water  when  working  steadily  for  any  considerable 
length  of  time  simply  because  no  stoking  is  required.  It  is  not 
an  easy  task  to  keep  the  boiler  of  a  steam  fire  engine  up  to  its 
maximum  working  limits,  and  the  elimination  of  the  labor  involved 
explains  why  this  estimate  in  behalf  of  the  gasoline  engine  is 
reasonable. 

30  Experience  has  also  shown  that  the  earlier  objections  with 
respect  to  the  possibilities  of  tractive  failures  by  reason  of  adverse 
weather  conditions  were  more  imaginary  than  n^l  and  as  the  result 
of  all  the  advantages  attending  the  introduction  of  gasoline  fire 
engines,  the  steam-driven  types  are  pa.ssing  out  of  use  by  force  of 
the  dictum  which  spi^lls  the  survival  of  the  fittest. 

DISCUSSION 

Clarence  Goldsmith  (written).  The  ixiix»r  as  presented 
covers  the  general  subject  under  di<cusj?ion  in  a  most  complete 
manner  and  no  particular  phase  of  the  many  items  involved  has 
been  given  undue  prominence  to  the  exclusion  of  others.  However, 
in  order  to  refresh  the  minds  of  those  who  liave  lirtilt  with  some  of 
the  probli'nis  in  timers  piist  and  to  put  on  guiird  those  who  may  be 
called  uiH^n  to  apply  s<inie  af  the  prinripl*^  without  iuiving  time  to 
pve  tht'iii  pruptT  cunsidenition.  it  may  l»e  dt^i ruble  to  treat  certain 
jKirts  of  the  subject  more  in  det;ul. 

Althuuph  the  principles  of  design  of  the  oentrifujKil  pump  and 
of  the  pisoline  enpine  are  well  known  by  the  dt^signen?  of  each  claflB 
of  ecjuipnuiit.  y«t,  the  obs*. nat i« >ns  of  the  writer  durine  the  past 
ten  years  show  that  much  trouble  k  encountered  when  the  centrif- 
ugal-pump manufacturer  purchases  a  gasoline  engine  and  attempts 
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to  drive  his  pump  with  it,  or  when  the  manufacturer  of  a  gasoline 
engine  attempts  to  drive  a  centrifugal  pump  with  his  engine. 

The  pump  manufacturer  has  tested  his  pump  and  determined 
its  most  economic  speed,  capacity  and  pressure,  while  the  gasoline- 
engine  manufacturer  has  determined  the  horsepower  deUvered  at 
different  speeds.  In  many  cases  sufficient  study  is  not  given  to  the 
performance  curves  of  the  two  pieces  of  equipment  before  the  capac- 
ity and  size  of  each  which  are  to  be  selected  to  form  the  combined 
motor-driven  pump  are  determined. 

In  order  to  have  the  equipment  successful  it  is  fundamentally 
necessary  that  the  power  developed  by  the  gasoline  engine  at  any 
speed  shall  exceed  that  required  to  operate  the  centrifugal  pump 
at  the  same  speed.  To  the  casual  reader  this  statement  may  appear 
entirely  superfluous,  yet  the  failure  to  meet  this  axiomatic  require- 
ment has  cost  many  manufacturers  much  time,  money  and  trouble. 

The  writer  is  in  absolute  accord  with  the  statement  that  the 
efficacy  of  fire  streams  up  to  2i  in.  in  diameter  cannot  be  materially 
improved  by  increasing  the  nozzle  pressure  beyond  100  lb.  per  sq. 
in.  Observations  made  on  a  l^-in.  stream  by  experienced  servers 
showed  that  the  increase  in  the  effective  vertical  reach  when  the 
nozzle  pressure  was  increased  beyond  100  lb.,  was  not  over  15  ft. 
up  to  150  lb.  pressure  and  that  when  the  nozzle  pressure  was  in- 
creased beyond  150  lb.  the  effective  vertical  reach  decreased.  This 
decrease  was  evidently  due  to  the  increased  resistance  which  the 
air  offered  to  the  surface  of  the  water  jet.  It  is  thus  evident  that 
a  pressure  of  from  80  to  100  lb.  at  the  nozzle  is  required  to  develop 
efficient  streams  from  deluge  sets,  turret  nozzles,  deck  guns,  ladder 
pipes  and  water  towers;  for  hand  lines,  even  when  operated  by 
trained  men,  60  to  80  lb.  is  sufficient.  There  are  a  few  cases  how- 
ever when  pressures  in  excess  of  100  lb.  may  be  of  some  advantage 
on  2  and  2j-in.  tips.  For  instance,  in  overhauling  lumber  when 
stacked,  overtiiming  walls  or  breaking  through  obstructions  when 
the  nozzle  can  be  brought  up  close  and  horizontal  or  vertical  reach 
are  not  desired,  pressures  as  high  as  200  lb.  at  the  nozzle  enable  the 
operator  to  take  advantage  of  the  added  momentum  of  the  stream 
and  accomplish  more  efficient  work. 

In  p)assing,  it  may  not  be  out  of  place  to  remark  that  one  of 
the  best  methods  of  placing  a  fire  stream  in  favorable  position  for 
observation  is  to  make  the  observations  at  night  with  the  stream 
directed  between  a  bank  of  electric  lights  and  the  observer. 

The  capacity  of  a  pmnper  or  steamer  should  always  be  stated 
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in  gallons  per  minute  against  the  observed  net  pressure,  the  latter 
to  be  the  actual  difference  in  the  pressures  observed  on  the  suction 
and  discharge  sides  of  the  pump.  As  an  example  two  cases  will  be 
cited:  (1)  An  engine  is  taking  suction  from  a  reservoir  5  ft.  below 
the  suction  inlet,  the  friction  loss  through  the  suction  hose  when 
delivering  750  gal.  per  min.  is  6^  ft.,  making  the  total  lift  11.5  ft. 
or  5  lb.;  the  observed  discharge  pressure  is  115  lb.,  therefore  the  net 
head  pumped  against  by  the  engine  is  120  lb.  (2)  An  engine  is 
taking  suction  from  a  hydrant  fed  by  a  street  main  carrying  a  pres- 
sure of  55  lb.,  when  the  engine  is  delivering  750  gal.;  the  friction  loss 
through  the  hydrant  and  branch  is  3  lb.  and  through  the  suction 
hose  2  lb.,  making  the  total  friction  loss  5  lb.,  thus  delivering  a  pres- 
sure of  50  lb.  on  the  suction  side  of  the  pump;  the  observed  discharge 
pressure  is  170  lb.,  therefore  the  net  pressure  is  120  lb. 

Many  engineers  of  steamers  have  maintained  that  their  engines 
worked  better  at  draft  than  when  suction  was  furnished  imder  pres- 
sure from  a  hydrant.  It  is  the  opinion  of  the  writer  that  this  is  an 
erroneous  notion  and  he  has  never  seen  it  substantiated  in  practice. 
At  any  rate  it  is  an  established  fact  that  the  pressure  furnished  on 
the  suction  side  of  the  pump  increases  the  capacity  of  a  pumper  when 
delivering  at  pressures  above  that  pressure  at  which  it  is  rated. 

If  a  pumper  is  rated  at  750  gal.  at  120  lb.  net  pressure  and  water 
is  delivered  to  the  suction  side  of  the  pump  at  0  lb.  pressure,  then 
it  will  discharge  somewhat  more  than  one-half  this  quantity  at  200 
lb.  pressiu-e  and  a  Uttle  more  than  one-third  the  quantity  at  260  lb. 
pressure.  Now  if  water  is  delivered  to  the  suction  side  of  the  pump 
under  80  lb.  pressure  the  discharge  pressure  will  be  200  lb.  and  the 
capacity  will  remain  at  750  gal.,  and  if  the  water  is  deUvered  to  the 
suction  under  130  lb.  pressure  the  pump  will  continue  to  discharge 
750  gal.  per  min.  with  a  discharge  pressure  of  250  lb. 

It  is  thus  evident  that  the  pressure  in  the  water  mains  should 
be  taken  advantage  of  in  all  cases.  This  is  particularly  important 
in  large  fires  where  high  pressures  are  required  to  develop  the  more 
powerful  streams  and  to  overcome  the  friction  losses  in  long  lines 
of  fire  hose  which  must  be  laid  from  the  engines  located  farthest 
from  the  fire.  Where  good  hydrant  pressures  are  available,  say, 
from  40  to  60  lb.,  the  more  nearly  can  the  rated  capacities  of  the 
V  engines  be  maintained  when  required  to  work  against  discharge 
pressures  greater  than  120  lb. 

The  one  and  main  object  of  the  pumper  or  steamer  is  to  deliver 
water  at  the  nozzle  at  a  pressure  suitable  to  develop  an  efficient  fire 
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stream.  Now  it  has  been  shown  that  any  increase  in  discharge 
pressure  reduced  the  delivery  of  the  apparatus ;  therefore  every  means 
should  be  adopted  which  wUl  relieve  the  necessity  of  raising  the  dis- 
charge pressiu-e.  Increasing  the  carryiag  capacity  of  the  hose  lines 
from  the  engine  to  the  nozzle  will  cut  down  the  friction  loss  which 
in  turn  will  cut  down  the  pressure  at  the  engine  which  is  required 
to  deliver  the  water  at  the  nozzle  imder  suitable  pressure. 

The  use  of  3-in.  hose  will  accomplish  this  result  in  the  most 
economical  manner  and  practically  the  same  results  can  be  accom- 
plished by  siameaing  2^-in.  hose  lines.  For  a  given  quantity  of 
water  flowing,  the  friction  loss  through  a  3-in.  hose  line  is  about 
one-third  that  through  a  2^-in.  line  of  equal  length.  Two  2|-in. 
lines  siamesed  offer  about  one-fourth  the  frictional  resistance  of  a 
single  2^-in.  line.  It,  therefore,  is  advisable  to  lay  3-in.  hose  lines 
from  pumpers  to  the  entrance  of  buildings  and  to  ladder  pipes,  tur- 
ret nozzles,  deluge  sets  and  water  towers  in  order  to  enable  the 
pmnpers  to  deliver  larger  quantities  of  water. 

The  successful  fighting  of  a  fire  depends -much  upon  the  de- 
velopment of  powerful  hose  streams  and  these  in  turn  depend  upon 
the  efficient  operation  of  the  pumpers  or  steamers.  An  untrained 
and  imexperienced  engineer  may  so  operate  an  engine  that  is  in 
first-class  condition  that  it  will  not  give  as  good  service  as  a  much 
poorer  engine  in  well-traiaed  hands.  So  much  depends  upon  the 
operation  of  pumpers  and  steamers  that  it  is  of  prime  importance 
that  the  crews  be  trained  in  the  operation  of  their  machines  at 
capacity  at  frequent  intervals,  say,  once  a  month. 

Abthur  M.  Greene,  Jr.,  spoke  of  the  prize  offered  about  1838 
by  the  Mechanics  Institute  of  Boston  for  a  successful  fire  engine 
and  described  the  apparatus  brought  out  by  the  firm  of  Braithwaite 
and  Ericsson.  Beneath  the  driver's  seat  was  a  bellows,  attached 
by  a  connecting  rod  to  the  rear  whee's  of  the  device  so  that  draft 
was  provided  while  the  vehicle  was  being  drawn  to  the  scene  of  the 
fire.  At  the  front  of  the  engine  was  a  large  air  chamber  around 
which  was  coiled  the  smoke  pipe  leading  from  the  boiler. 

The  Author.    Mr.  Goldsmith  expresses  some  further  truths 
associated  with  the  ratings  of  fire  engines  which  shoidd  be  better   > 
understood  and,  referring  especially  to  the  work  done  on  the  intake^ 
side  of  the  pump,  i.e.  when  the  water  supply  is  drafted,  or,  the  gain 
realized  when  the  flow  to  the  pump  is  imder  pressure,  I  am  pleased 
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to  see  these  points  incorporated  in  his  discussion  of  the  subject,  be- 
cause it  frequently  occurs  in  practice,  that  by  neglecting  this,  either 
not  enough  or  else  too  much  credit  is  accorded  the  engine  which  is 
tested. 

It  also  is  true  that  effective  work  may  frequently  be  done  by 
using  streams  of  exceptionally  high  velocity,  all  of  which  is  justified 
when  circumstances  warrant  such  use  of  excessive  power.  The 
writer's  argument  however  should  be  taken  to  center  on  the  desir- 
ability of  attaining  the  maximum  effect  at  the  nozzle  with  the  mini- 
mum waste  of  power  and,  as  Mr.  Goldsmith  indicates,  this  can  be 
accomplished  by  using  either  3-in.  hose  instead  of  2i-in.  or  the 
friction  losses  between  the  pump  and  the  nozzle  may  be  materially 
reduced  by  using  double  leads  of  2J  in.  hose,  joined  into  one  at  a 
point  near  to  the  nozzle. 

Next  to  an  intelligent  management  of  the  engine  and  pumps 
and  yet  of  equal  importance,  comes  the  judicious  disposal  of  the 
avenues  through  which  water  is  forced  to  the  nozzle  orifice,  and  it 
is  to  this  end  that  the  writer's  paper  was  written.  Much  more  could 
be  mentioned,  but  the  saUent  features  only  could  be  given  adequate 
expression. 
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AN  ELECTRICAL  DEVICE  FOR  MEASURING 
THE  FLOW  OF  FLUIDS  IN  PIPES 

Bt  Jacob  M.  SprrzoLASs,  Chicaqo,  III. 
Member  of  the  Society 

This  paper  deals  with  the  theory  and  experimental  develapment  of  an  electrical 
dance  in  which  an  ammeter  and  watt-hour  meter  are  utUized  in  measuring  the  flow  of 
fluids  in  pipes.  The  dectric  current  which  is  used  is  regtUaied  by  the  differential 
pressure  of  the  fluid  passing  through  the  pipe. 

The  principle  of  the  device  invoUfes  a  combination  of  the  physical  laws  governing 
the  flow  of  fluids  in  pipes  and  the  flow  of  an  electric  current.  The  units  of  flow  meas- 
urement care  represented  by  general  equations  covering  the  relation  hettoeen  the  velocity 
of  the  fluid  in  the  pipe  and  the  differential  column  obtained  by  the  device.  For  the 
units  of  the  electrical  measurement^  in  the  standard  adopted  the  maximum  capacity 
of  flow  is  represented  by  a  current  of  1  ampere  at  a  constant  pressure  of  40  volts. 

The  diagrammatic  relation  of  the  units  involved  in  the  electric  measurement  of 
the  flow  is  shown  by  two  curves;  one  in  the  form  of  a  parabola  representing  the  relar 
lion  of  differential  head  to  the  current  —  the  other  in  the  form  of  a  hyperbola  represent- 
ing the  relation  between  the  current  and  the  corresponding  resistance  in  the  circuit, 

A  summary  is  given  of  the  experimental  work  in  preparing  a  resistance  which 
would  vary  according  to  the  relation  established,  and  which  would  operate  under  the 
usual  conditions  of  flow,  Parliculars  are  given  of  the  early  experimental  devices  and 
of  the  improvements  made  until  a  satisfactory  model  was  obtained,  and  the  method  of 
testing  is  discussed  and  a  typical  run  described  in  detaS, 

In  condiision,  a  number  of  instances  are  dted  where  the  instrument  described 
has  made  possible  the  adoption  of  central  measuring  stations  in  large  manufacturing 
plants,  resulting  in  improved  economy  of  operation. 

DESPITE  the  fact  that  the  science  of  mechanical  engineering 
is  much  older  than  that  of  electrical  engineering,  its  methods 
of  measurement  are  nevertheless  in  many  respects  much  behind 
those  afforded  by  the  latter.  A  striking  example  of  this  is  found 
in  a  comparison  of  the  methods  of  measuring  fluid  motion  in  pipes 
and  the  flow  of  an  electric  current.  The  instrument  used  for  the 
electric  current  is  simple  and  direct-reading,  and  while  there  have 
been  many  excellent  devices  adopted  for  measuring  the  flow  of 
fluids  in  pipes,  it  has  been  quite  generally  agreed  that  an  instru- 
ment similar  to  the  ammeter  or  w^attmeter  would  be  of  great  value. 


Presented  at  the  Spring  Meeting,   Detroit,   Mich.,  June  1919,   of  Ths 

AlfSBICAN    SOCIETT    OF    MECHANICAL    ENQINEEBS. 

277 


278  BLBCTBICAL  UEASUBINO  OF  FLmD  FLOW 

2  Recently  the  writer  had  the  privilege  of  experimenting  with 
a  flow-measuring  device  in  which  these  instruments  ara  applied. 
Measurement  is  accomplished  by  means  of  an  electric  current  which 
is  BO  regulated  by  the  differential  pressure  of  the  flow  that  it  repre- 
sents the  amount  of  fluid  passing  through  the  pipe. 

3  The  main  features  of  the  device  are  shown  diagrammatially 
in  Fig.  1.  The  U-tube,  partly  filled  with  mercury,  is  made  to  bal- 
ance the  impact  pressure  of  the  flow  in  the  pipe  by  the  rise  of 
mercury  in  the  low-pressure  side  of  the  tube.  The  mercury  column 
also  forms  a  part  of  the  electric  circuit,  as  shown  in  the  figure.  This 
electric  circuit  contains  a  flxed  external  resistance  Ri  in  series  with  b 


Pio.  1    DuoKAMMATic  Sketch  or  Actbok'b  Elbctbical  Dbvici  worn  Hsis- 
UBiNQ  Flow  or  PLCtDs  in  Pifbs 

variable  internal  resistance  Ri,  a  constant  electromoti^'e  force  B, 
an  ammeter  A  and  a  watt-hour  meter  W.  In  the  contact  chamber 
C,  which  forms  the  low-pressure  side  of  the  U-tube,  there  are  a 
number  of  conductors  of  varj-ing  length  placed  above  the  mercuiy 
column,  and  as  the  mercury  rises  it  makes  contact  with  one  «»- 
ductor  after  another.  The  variable  resistance  ft  is  subdinded  by 
these  conductors  into  resistance  steps  corresponding  to  the  vaiying 
length  of  the  conductors,  so  that  the  rise  and  fall  of  the  mercuiT 
column  varies  the  amount  of  resistance  and  thereby  regulates  the 
amount  of  current  passing  through  the  circuit, 

4    The  biisic  principle  of  the  derice  accordingly  involves  the 
laws  governing  the  Row  of  fluids  through  pipes  along  with  those 
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governing  the  flow  of  an  electric  current.  The  problem  of  estab- 
lishing the  theoretical  relation  between  these  fundamental  laws 
oS^ered  little  difficulty  because  of  the  similarity  between  the  units 
of  flow  measiu-ement,  such  as  pressiure  and  velocity,  and  the  units 
of  electric  measurement,  such  as  voltage  and  current.  On  the  other 
hand,  the  attempts  to  apply  the  theory  to  a  working  model  were 
beset  with  numerous  difficulties,  and  the  obstacles  that  were  over- 
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Fig.  2    Methods  of  Detebmixinq  Velocity  Pbessure 

come  during  the  long  period  of  experimental  work  presented  many 
problems  which  are  briefly  dealt  with  in  later  paragraphs. 


UNITS  OP  FLOW  MEASUREMENT 


5    The  relation  between  the  pressure  and  velocity  of  fluids  in 
its  simplest  form  is  represented  by  the  well-known  equation 


2(7 


y  =  Pi  -  Pi  -  AuJ 


or 


.-v/ 


2  ff(P,  -  P.) 


y^2gw>j\ 


[1] 
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where  v  and  y  represent  the  velocity  and  density  of  the  fluid; 
(Pi  -  Pi)  the  equivalent  differential  pressure;  h  the  height  and  w 
the  density  of  the  liquid  column  balancing  the  differential  pressure 
of  the  flow. 

6  This  differential  pressure  hw  may  be  obtained,  as  shown  in 
Fig.  2,  either  directly  by  balancing  the  difference  betw*een  the 
dynamic  and  static  sides  of  a  pitot  tube  inserted  in  the  line,  or  in- 
directly by  balancing  the  difference  between  the  high-  and  low- 
pressure  sides  of  a  venturi  tube,  nozzle  tube  or  orifice  plate.  In 
the  case  of  the  pitot  tube,  the  differential  column  in  the  U-tube 
represents  the  flow  or  motion  existing  at  the  given  section  of  the 
line,  but  in  the  venturi  tube,  nozzle  or  orifice,  the  column  obtained 
represents  the  change  of  motion  produced  by  the  artificial  obstruc- 
tion of  the  passage  at  the  given  section  of  the  pipe. 

7  In  anj'  case,  however,  the  relation  between  the  differential 
column  thus  obtained  and  the  velocity  of  the  fluid  in  the  pipe  may 
be  representeil  by  Equation  [1],  pro^^ded  there  is  introduced  the 
exix^rimental  coefficient  derived  for  the  given  tube  or  orifice.  Thus 
in  RtwnU, 

V  =  C^  2^\  - [2] 

The  Vi^hune  of  the  fluid  Q  (Vissing  per  unit  of  time  throu^  an  area 
A  is  givon  by  the  ei|uation 

<?--4r».4r\2snr\  - p] 

tho  a>rn\^ixnuling  weight  C  |xt  unit  of  time  is 

:uuJ  ilio  total  woiiiht  lor  a  givon  jx^riiHl  of  liino  t  is 

ift      KCt\  h^ [6] 

S  ILn'.:*.^;  aiiv^pttsl  tlio  foJv»i\Mu»i  j^xnionil  ixiuations  for  the  flow 
v^t  t'v.iviN    *lu*  vx^: :vNjHn\viu\>i  o!ivt:u*  nu\'W<urt*:uo;ns  nis^v  be  oovered 

v*.":v*;;  .:*.  ;r,v.iv:v>  !'v>\\ii^»;  lhi\nii;l;  ;ho  oUvirio  circuit  of 
•,:-.x*  :'.^\iN •.::;•.'.»;  »K*\  uv  Tl'.o  i!>;:viir,o:;:  w^k?  dosiglied  80 
;;>  to  V.aw  v^v.y*  .r.v.iv'v  ;vivvsvr.t  tlu*  nu'iximum  e^Mcity 
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E  =  electromotive  force  of  the  circuit.    A  uniform  pressure  of 
40  volts  was  selected  to  represent  the  average  density 
of  the  fluid  measured 
Wt  =  amount  of  electric  energy  expended  in  the  circuit  of  the 
device  in  a  period  of  time  t 

R  »  total  resistance  of  the  circuit  in  ohms 

F  =  rate  of  flow  in  the  pipe  corresponding  to  the  electric  current 
in  the  circuit,  or  the  ratio  of  <?  to  /.  F  is  the  "indicat- 
ing factor"  of  the  flow  meter. 

T  =  total  amount  of  flow  or  weight  of  fluid  corresponding  to 
the  electric  energy  passed  through  the  circuit.  T  is 
the  ratio  of  G  to  W,  and  is  designated  as  the  "totalizing 
factor"  of  the  flow  meter. 

9  Since  by  definition,  FI  ^  G  and  from  Equation  [4]  G  =  KC 
Vyy/h,  therefore  FI  =  KCy/yVh,  or 

I--fvWh [6] 

The  value  of  /C  is  constant  for  any  given  set  of  conditions  as  deter- 
mined from  Equation  [4].  The  vahie  of  C,  depending  upon  the 
particular  design  of  the  tube  or  orifice,  is  also  constant  for  any  given 
case. 

10  To  find  the  value  of  F,  let  Imox-  be  the  current  in  amperes 
corresponding  to  the  maximum  capacity  of  the  meter,  Gmax-,  which 
in  turn  corresponds  to  the  maximum  differential  colunm  /u<».  From 
Equation  [6]: 

KC    — 

Imax'    =  —pTX^y^/Tlmax [7] 

whence  .- — 

F  =  KCy/y  -     L^J 

Inuix* 

and  since  Imax-  is  equal  to  unity, 

F  =  KCVWh^x [9] 

11  The  quantity  Vhmax-  is  called  the  characteristic  or  the  scale 
of  the  given  meter  and  it  determines  the  capacity  of  the  meter, 
depending  upon  the  amount  of  differential  column  A^o*.  which  the 
meter  is  able  to  develop  and  record. 

12  Combining  Equations  [6]  and  [9], 


s/-. 


[10] 


Inuix* 
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It  is  interesting  to  note  that  hlKma*-  represents  the  relative  value 
of  the  differential  column  for  a  given  rate  of  flow,  and  100  A/Am*. 
is  the  percentage  variation  of  the  head  in  any  given  meter.  From 
Equation  [10]  it  follows  that  in  order  to  represent  the  amount  of 
flow,  the  current  7  should  be  numerically  equal  to  the  square  root 
of  the  relative  height  of  the  mercury  column  in  the  U-tube  of  the 
meter.    From  the  same  equation, 

That  is,  the  height  of  the  column  for  a  given  flow  is  numericaUy 
equal  to  the  constant  Amos,  times  the  square  of  the  current  flowing 
through  the  circuit. 

13    From  Ohm's  law  {E  =  IK)  we  obtain  by  substitution 


R^E 


y/^ [12] 


That  is,  the  resistance  R  in  the  circuit  should  be  numerically  equal 
to  the  voltage  divided  by  the  square  root  of  the  relative  height  of 
the  differential  column. 

14  It  remains  to  determine  the  value  of  7,  the  ''totalizing 
factor''  of  the  instrument,  or  the  ratio  of  6  to  IF.  Since,  Wi  -  Eli 
and  by  definition  TWi  ^  Gt  ^  Fit,  therefore 

r  =  | CM] 

That  is,  the  totaUzing  factor  of  the  meter  is  equal  to  the  indicating 
factor  divided  by  the  voltage  in  the  circuit. 

15  Fig.  3  shows  diagrammatically  the  relation  of  the  units 
involved  in  the  electric  measurement  of  the  flow.  The  parabolic 
curve  to  the  right  shows  the  variation  of  the  current  in  the  electric 
circuit  representing  the  capacity  of  the  flow  and  corresponding  to 
the  percentage  variation  in  the  differential  column  balancing  the 
velocity  pressure  of  the  flow.  This  curve  represents  the  solution 
of  Equation  [11].  The  hyperbolic  curve  to  the  left  of  the  diagram 
shows  the  relation  between  the  current  and  the  corresponding  re- 
sistance at  the  given  voltage  of  the  electric  circuit.  The  solutioii 
of  Equation  [12],  or  the  relation  of  iZ  to  A,  is  obtained  indirectly 
by  following  from  a  given  value  of  R  on  the  resistance  curve  to 
the  corresponding  value  of  h  on  the  current-and-capacity  curve. 

16  It  will  be  observed  that  the  diagram  does  not  include  the 
first  10  per  cent  of  the  flow  capacity  inasmuch  as  this  represents 
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only  1  per.ceot  of  the  differential  column,  which  is  ss  low  as  a  prac- 
tical device  is  able  to  measure  with  any  degree  of  accuracy.  This 
disadvantage,  however,  is  offset  by  the  fact  that  the  scale  of  the 
flow  meter  can  be  so  chosen  that  the  desired  mesaurements  will 
f^  within  the  active  part  of  the  scale. 

PRACTICAL   APFUCATION 

17    After  the  relations  between  the  various  factors  had  been 
detennined,  the  problem  reduced  itself  to  the  construction  of  a 


Fio.  3    DiAOBAM  SHowiNa  Relation  betwben  Units  or  Fluid  Plow  and 
Electric  Units 

resistance  which  would  be  regulated  by  the  differential  colimm  of 
the  flow  according  to  the  solution  of  Equation  [iS].  The  first 
attempt  in  this  direction  was  made  by  inserting  a  continuous  resist- 
ance coil  in  a  water  manometer  where  the  height  of  the  water  column 
would  reduce  the  amount  of  resistance  in  the  coil  by  short-circuiting 
the  part  immersed  in  the  water.  The  first  trials  were  made  with 
direct  current,  and  while  it  was  anticipated  that  electrolytic  action 
woiUd  be  set  up  between  the  metal  conductors  and  the  water,  it 
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was  nevertheless  expected  that  this  action  would  not  take  place 
when  alternating  current  was  used. 

18  There  was  little  information  available  on  the  subject  and 
it  was  therefore  necessary  to  determine  experimentally  the  amount 
of  resistance  needed.  After  obtaining  some  idea  of  the  amount  re- 
quired and  being  hindered  by  the  accumulation  of  deposit  in  the 
container,  which  was  at  first  attributed  to  the  electrolytic  action 
of  the  direct  current,  provisions  were  made  to  continue  the  experi- 
ments with  alternating  current.  It  was  discouraging,  however,  to 
note  that  practically  the  same  action  took  place  between  the  metal 
conductors  and  the  water  when  alternating  current  was  used.  Re- 
peated analyses  of  samples  of  the  deposit  disclosed  that  it  was  a 
formation  of  oxide,  due  to  the  corrosion  of  the  metal  conductors  in 
contact  with  the  water. 

19  Besides  the  formation  of  deposits,  there  were  other  disad- 
vantages in  short-circuiting  the  metallic  resistance  by  a  wat^r 
column.  On  one  hand  the  conductivity  of  the  water  varied  with 
its  hardness,  thus  introducing  a  variable  resistance  in  the  part  of 
the  column  which  was  covered  by  water,  and  on  the  other  the  vapors 
formed  over  the  surface  of  the  water  had  a  tendency  to  short-circuit 
the  resistance  coils,  again  introducing  a  similar  variable  in  the  por- 
tion of  the  column  above  the  level  of  the  water. 

20  When  repeated  attempts  to  eliminate  these  defects  had 
failed  it  was  decided  to  adapt  mercury  instead  of  w^ater  for  the 
regulating  column  of  the  instrument.  The  use  of  mercury,  how- 
ever, necessitated  radical  changes  in  the  form  of  the  device.  The 
effective  column  of  mercury  for  the  average  velocity  pressure  would 
be  too  small  to  cover  the  continuous  resistance  coil  and  produce 
the  desired  regulation  of  the  resistance.  It  was  therefore  found 
necessary  to  regulate  the  resistance  by  steps  through  conductors 
coming  in  contact  with  the  top  of  the  mercurj*^  column.  Fig.  4  shows 
the  elementary  form  of  experimental  device  adapted  for  this  purpose. 

21  In  this  elementary  device  the  successive  conductors  were 
divided  into  steps  of  equal  height  from  the  zero  level  of  the  mercury 
column.  The  electromotive  force  of  the  circuit  was  maintained 
constant  at  40  volts.  The  resistance  of  the  circuit,  which  amounted 
in  all  to  400  ohms,  was  subdivided  by  the  contact  ro<.ls  into  40  con- 
secutive steps,  and  the  amount  of  resistance  provided  for  each  step 
was  determined  from  Ecjuation  [12].  Using  these  values  the  maxi- 
mum current  of  1  am|x»re  corres|x)nded  to  the  minimum  resistance 
of  40  ohms,  while  the  mininmm  current  of  0.1  ampere  corresponded 
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to  the  TnftTimiim  reaistajice  of  400  ohms.  Between  these  limits  the 
rise  and  fall  of  the  mercury  column  produced  by  the  variation  of 
the  head  on  the  hi^-pressure  side  of  the  U-tube  would  vary  the 
amount  of  resistance  in  the  circuit  in  accordance  with  the  hyperboUc 
curve  shown  on  the  left  of  Fig.  3,  thereby  regulating  the  amount  of 


Fia.  4    Device  i: 

current  passing  through  the  circuit  in  accordance  with  the  para- 
bolic curve  on  the  right  of  the  figure. 

22  The  operation  of  the  elementary  device  was  successful  from 
the  very  start,  but  only  as  long  as  the  contact  chamber  was  kept 
free  from  water  did  the  regulation  of  the  current  correspond  with 
the  variation  of  the  head  or  the  height  of  the  mercury  column.  On 
the  other  hand,  the  instrument  when  equipped  with  an  oil  seal  and 
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connected  to  a  pitot  tube  in  the  steam  line  could  not  be  made  to 
operate  properly.  When  left  imder  pressure  the  oil  would  leak 
through  the  fiber  plug  and  allow  water  to  get  into  the  contact  cham- 
ber, which  would  immediately  put  the  instrument  out  of  order. 

23  To  overcome  this  action  the  body  of  the  instrument  was 
extended  to  include  also  the  resistance  coils  attached  to  the  contact 
rods  and  the  circuit  completed  through  a  plug  connecting  the  in- 
ternal and  external  resistances  together.  This  change  eliminated  the 
leakage  of  oil  from  the  instrument,  but  still  the  water  could  not  be 
kept  out  of  the  chamber  for  any  length  of  time.  In  some  cases  the 
water  would  blow  through  the  mercury  as  soon  as  the  pressure  was 
admitted  to  the  instrument.  It  was  thought  at  that  time  that  a 
bypass  valve  connecting  the  static  and  dynamic  tubes  when  the 
pressure  is  admitted  to  the  instrument  would  eliminate  this  trouble. 
After  many  changes  in  the  original  design  an  instrument  was  made 
which  for  a  short  period  of  time  was  used  as  a  steam-flow  meter.  In 
this  instrument,  besides  the  equalizing  valve,  an  additional  overflow 
chamber  was  provided  to  keep  the  water  from  reaching  the  con- 
ductors over  the  surface  of  the  mercury.  A  terminal  post  replaced 
the  connecting  spark  plug,  thus  allowing  an  adjustment  of  the  posi- 
tion of  the  conductors  with  respect  to  the  level  of  the  mercury  column. 
These  additions,  however,  did  not  entirely  eliminate  the  possibility 
of  water  coming  in  contact  with  the  resistance  elements  of  the  device. 
With  a  uniform  flow  in  the  pipe  the  operation  of  the  instrument 
would  continue  for  some  time,  but  when  a  slight  disturbance  of 
pressure  occurred  in  the  line  it  would  cause  the  water  to  blow 
through  the  mercury  into  the  contact  chamber  and  this  would  imme- 
diately (lis(;ontinue  its  operation. 

24  Notwithstanding  this  objectionable  feature,  the  conven- 
ience of  the  electric  measurement  of  the  flow  and  the  fact  that 
the  instrument  would  function  as  long  as  there  was  no  water  in 
the  contact  chamber  have  encouraged  further  experimentirig  for  the 
elimination  of  defects.  The  problem  was  finally  solved  in  the  fall 
of  1917  by  the  addition  of  a  mercury  seal  connected  in  parallel  with 
the  working  !)ase  of  the  instrument.  The  function  of  the  mercuiy 
seal  in  this  case  is  quite  similar  to  that  of  a  fuse  plug  in  an  electric 
circuit,  with  the  added  advantage  that  it  is  self-replacing. 

25  The  principle  of  its  operation  is  illustrated  in  Fig.  5,  which 
shows  a  section  of  the  meter  body  and  seal  chambers.  It  can  be 
seen  that  the  U-tube  joining  the  two  compartments  of  the  seal  will 
contain  a  colunm  of  mercury  about  one-half  the  height  of  the  colimin 
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in  the  meter  body.  Under  normal  operation  the  mercury  column 
in  the  seal  acts  in  unison  with  the  mercury  column  in  the  meter 
body  and  does  not  interfere  with  the  proper  transmission  of  the 
differential  pressure  in  the  meter.  When,  however,  some  disturb- 
ance of  pressure  occurs  in  the  line  sufficient  to  break  the  seal,  the 
mercury  spreads  over  the  lai^er  area  of  the  compartment,  equalises 


Fio.  S    Latbbi  Ttfe  or  Author's  Flow  Metbk  with  Mkbcubt  Seal 

the  preasure  in  the  two  compartments  in  the  same  manner  as  would 
an  autom&tic  openmg  of  a  bypass  valve,  and  thus  prevents  the 
breaking  of  the  higher  column  la  the  U-tube.  As  soon  as  the  ab- 
normal differential  pressure  is  released,  the  mercury  drops  back  into 
its  place  and  reestablishes  the  necessary  seal  between  the  two  com- 
partments.    In  this  model  a  large  quantity  of  oil  is  trapped  in  the 
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two  compartments  of  the  seal  and  in  the  meter  body,  eliminating 
the  possibility  of  water  blowing  through  the  mercury  and  coming 
in  contact  with  the  resistance  elements  of  the  meter. 

26  In  the  latest  type  of  the  flow-measuring  device  the  contact 
rods  were  changed  from  their  former  equal  spacing  above  the  zero 
level  to  spaces  varying  in  height  so  as  to  give  at  each  step  equal  in- 
crements of  current  representing  equal  amounts  of  flow.  This  was 
accomplished  by  gaging  the  length  of  the  contact  rods  to  follow  the 
parabolic  curve  shown  at  the  right  in  Fig.  3,  which  represents  the 
solution  of  the  equation  h  =  Phma*.    In  the  actual  gaging  of  the 


TABLE   1 


h 

in.  water 


0.45 
1.06 
2.06 
2.81 
3.56 
4.00 
4.56 
5.125 
6.875 
7.00 
7.56 
9.125 
9.875 
10.812 
11.25 
12.50 
13.56 
14.87 


DATA  OBTAINED  FROM  TEST  OF  ELECTRIC 
FLOW-MEASURING  DEVICE 
(^1  =  112  volte) 


Et 

volts 


I  . 


40.15 
40.15 
40.15 
40.05 
40.05 
39.95 
39.95 
39.85 
39.85 
39.75 
39.65 
39.75 
39.75 
39.65 
39.55 
39.65 
39.55 
39.55 


/ 

amperes 


0.110 
0.170 
0.235 
0.260 
0.280 
0.305 
0.326 
0.347 
0.370 
0.392 
0.418 
0.434 
0.458 
0.480 
0.505 
0.523 
0.542 
0.566 


h 

in.  water 


16.12 

17.43 

19.44 

21.00 

22.75 

24.00 

25.25 

27.00 

29.125 

30.00 

31.625 

34.06 

35.37 

37.00 

38.75 

40.75 

42.875 

44.75 


Et 

volts 


39.45 

39.45 

39.35 

39.25 

39.25 

39.25 

39.25 

39.25 

39.15 

39.05 

39.05 

39.05 

39.05. 

39.00 

38.00 

38.80 

38.70 

38.45 


/ 

amperes 


0.592 
0.613 
0.642 
0.666 
0.689 
0.713 
0.740 
0.765 
0.790 
0.814 
0.838 
0.860 
0.883 
0.905 
0.930 
0.053 
0.978 
1.000 


contact  rods  hmax.  is  tukcn  as  the  distance  between  the  zero  level 
of  the  mercury  and  the  end  of  the  contact  rod  showing  the  maxi- 
mum flow.  The  succesvsivc  heights  of  the  rods  for  the  given  equal 
incrcrnonts  of  current  arc  detennined  more  conveniently  by  dif- 
ferentiating Equation  [11],  h  =  Phmax.  The  first  differential,  or 
dh  =  hmaz.  (2  Idl  4-  d/-),  represents  the  respective  increments  of  h 
corresponding  to  the  given  increments  of  /.  The  second  differential, 
or  iPh  =  2hynax.  dPj  represents  the  resixjctive  difference  in  the  suc- 
cessive increments  of  h,  from  which  it  is  noted  that  the  distance 
between  the  successive  contact  rods  is  increased  unifonnly  by  the 
constant  quantity  2 /uux///*. 


i 
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TESTING  POH  ACCUHACT 


27  The  accuracy  of  a  flow-measuring  device  is  necessarily  made 
up  of  two  factors.  One  is  the  accuracy  with  which  the  device  regis- 
ters the  differential  pressure  equivalent  to  the  flow  in  the  pipe,  and 
the  other  is  the  accuracy  with  which  it  will  indicate  or  record  this 
differential  pressure  or  the  equivalent  units  of  flow.  In  the  usual 
application  of  the  flow  meters,  where  the  pitot  tube,  the  venturi 
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tube  or  the  orifice  plate  is  used  for  obtaining  the  differential  pres- 
sure of  the  flow,  the  efficiencies  of  these  devices  have  been  determined 
by  numerous  tests  and  are  at  present  well  known.  Their  nature  is 
such  that  a  given  flow  will  always  produce  the  same  effect  under  the 
same  cooditions,  since  they  do  not  possess  any  working  parts  to  vary 
the  relative  effectiveness  of  their  operation.  On  the  other  hand,  the 
indicating  or  the  recording  elements  of  such  devices  may  vary  from 
time  to  time  depending  upon  the  condition  of  the  moving  parts  in 
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these  elements.  It  is  necessary,  therefore,  to  have  convenient 
means  for  testing  them  in  order  to  ascertain  their  accuracy  at  fre- 
quent inters'als. 

28  Table  1  gives  the  data  of  a  typical  test  on  the  resistance  ele- 
ment of  the  flow-measuring  device,  showing  the  relation  between 
the  differential  column  and  the  corresponding  readings  of  the  electric 
current. 

29  In  Fig.  6  the  points  obtained  from  the  test  are  indicated  by 
the  small  circles,  and  for  comparison  a  curve  is  shown  gi\dng  the 
theoretical  relations  according  to  the  equation  h  =  Phmas,  In  this 
test  the  differential  pressure  was  obtained  by  varying  the  height 
of  a  water  column  connected  to  the  dj^namic  side  of  the  meter.  The 
electric  current  was  supplied  to  the  indicating  instrument  through 
a  transformer,  and  the  primary  or  line  voltage  was  kept  constant 
by  varjing  the  field  of  the  generator  supplying  the  power,  thus  ap- 
proximating the  actual  condition  of  an  average  installation.  The 
secondarj'  voltage  varied  due  to  the  transformer  regulation,  but  the 
resistance  element  of  the  instrument  is  designed  to  compensate  for 
such  regulation,  so  that  the  indicated  variations  of  current  gave  a 
fairly  accurate  measurement  of  the  differential  pressure. 

CONCLUSION 

30  The  fact  that  the  flow  of  fluids  can  be  measured  electrically 
has  made  passible  many  important  installations  where  no  other 
method  could  be  employed.  In  one  instance  a  large  manufacturing 
concern  had  been  contemplating  for  a  long  time  the  adoption  of  a 
system  for  measuring  the  amount  of  steam,  air  and  water  used  by 
its  various  departments,  but  was  hindered  by  the  fact  that  the  vari- 
ous lines  were  distributed  over  a  wiile  area  and  in  some  places  were 
carried  through  sub-basements,  where  measuring  de\'ices  would  be 
inaccessible;  also  much  time  and  a  large  force  of  employees  would 
be  required  to  read  the  various  instruments  about  the  plant  and  to 
integrate  the  recording  charts.  As  soon  as  the  concern  discovered 
that  flow  could  be  measured  electrically,  that  the  indicating  instru- 
ments di<l  not  have  to  be  located  where  the  flow  was  to  be  measured, 
and  that  the  integrating  device  was  merely  a  watt-hour  meter  which 
integrated  the  How  indep(Mnlently  of  the  oilier  instruments,  a  measur- 
ing system  was  instituted  for  all  its  products  and  many  wasteful 
uses  of  power  wen;  thereby  eliminated  and  an  accurate  distribution 
of  costs  estaMislMMJ  throughout  the  factory. 
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31  The  adaptability  of  the  integrating  feature  to  the  electrical 
measurement  of  flow  is  of  great  importance  since  the  readings  from 
the  watt-hour  meter  are  more  accurate  than  those  taken  from  the 
recording  ammeter  and  just  as  accurate  as  the  instantaneous  read- 
ings of  the  indicator.  This  feature  therefore  eliminates  the  necessity 
of  planimetering  the  charts  and  insures  accurate  results  for  any 
variation  of  flow. 

32  When  measuring  the  flow  of  steam  generated  by  a  battery 
of  boilers  the  flow  indicators  are  placed  in  front  of  each  boiler,  show- 
ing the  momentary  performance  for  the  guidance  of  the  fireman. 
At  the  same  time,  supplementary  recorders  connected  electrically 
with  the  indicators  are  placed  conveniently  for  the  supervision  of 
the  chief  operator. 

33  Recently  the  manufacturers  of  water  gas  adopted  the  use 
of  low-pressure  exhaust  steam  for  gas  generation,  which  created  an 
urgent  demand  for  a  measuring  device  to  operate  intermittently, 
varying  every  few  minutes  from  zero  to  maximum.  After  many 
imsatisfactory  trials  of  mechanical  devices  the  electrical  method  of 
flow  measurement  was  adopted,  as  this  made  it  possible  to  measiu'e 
successfully  the  steam  required  for  the  manufacture  of  water  gas 
and  resulted  in  a  great  economy. 

34  The  main  advantage,  however,  of  the  electrical  method  of 
flow  measiirement  is  the  accuracy  with  which  the  differential  pres- 
sure is  transmitted  through  a  mercury  column,  which  column  is  not 
hindered  in  its  movements  by  any  mechanism  and  is  therefore  free 
to  attain  the  true  level  under  all  conditions  of  flow.  Furthermore, 
the  electrical  instruments  used  to  register  the  flow  can  be  checked 
at  any  time  without  interfering  with  the  operation  or  installation 
of  the  measuring  device. 


DISCUSSION 

Herbert  B.  Reynolds  (written).  The  flow  meter  described 
in  this  paper  certainly  has  a  great  many  advantages  and  should 
have  a  very  wide  field  of  application,  due  to  its  remote  indicating 
features. 

As  stated  in  the  paper,  the  resistances  and  contact  points  are  so 
arranged  that  the  current  flowing  through  the  ammeter  varies  di- 
rectly as  the  fluid  flow.  If  direct  current  is  used,  the  deflection  of 
the  indicating  needle  will  be  in  direct  proportion  to  the  fluid  flow. 
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In  other  words,  it  would  be  possible  to  provide  a  meter  with  a  uni- 
form scale,  which  would  be  more  desirable  than  the  scales  found  on 
most  flow  meters.  I  am  under  the  impression  that  alternating  cur- 
rent is  used  exclusively  for  the  operation  of  these  meters,  which 
means  that,  although  the  current  strength  varies  as  the  Uquid  flow, 
the  indications  vary  as  the  square  of  the  Uquid  flow,  due  to  the 
well-known  scale  characteristic  of  all  alternating-current  meters. 
However,  it  seems  to  me  that  a  uniform  deflection  could  be  obtained 
by  simply  adjusting  the  resistances  and  contacts,  as  is  done  in  ob- 
taining a  straight-line  law  between  the  Hquid  flow  and  current  flow. 
I  would  be  interested  to  know  if  the  author  has  made  any  attempt 
to  obtain  a  uniform  scale  in  this  manner. 

In  a  great  many  cases  it  is  desirable  to  have  an  indication  of 
the  total  flow,  through  two  or  more  pipe  lines  on  one  dial.  It  seems 
to  me  that  this  instrument  could  be  used  for  this  purpose,  by  plac- 
ing a  mercury  column,  with  its  resistances  and  contact  points,  on 
each  pipe  line.  The  terminals  of  these  mercury  columns  could  then 
be  connected  in  parallel  or  in  series,  with  the  indicating  meter  in  the 
main  circuit.  This  probably  has  been  considered  and  found  im- 
practicable; however,  if  a  scheme  like  this  could  be  worked  out, 
it  would  broaden  the  field  of  the  instrument. 

Geo.  F.  Gebhardt  (written).  During  the  past  20  years  I 
have  had  exceptional  opportunity  for  testing  practically  all  types  of 
steam  flow  meters  exploited  in  this  country,  both  in  the  laboratory 
and  under  service  conditions.  Most  of  these  devices  gave  con- 
sistent results  in  the  laboratory  where  the  various  factors  entering 
into  the  calculation  of  the  weight  of  flow  were  known,  but  under 
service  conditions  the  indicators  of  the  dial  and  chart  frequently 
departed  considerably  from  condenser  weights. 

A  study  of  the  discrepancies  showed  that  the  error  laid  chiefly 
in  the  "factor"  for  converting  velocity-pressure  variations  to  weights, 
rather  than  in  any  inherent  defect  of  the  meter.  These  "factors," 
as  established  by  the  manufacturers,  are  based  upon  what  are  as- 
sumed to  be  service  conditions  for  the  proposed  installation,  and 
naturally  failure  to  predict  the  true  conditions  will  result  in  error. 
In  several  instances  where  the  meter  has  been  discarded  as  unrdia* 
ble  it  was  ascertained  that  the  factors  were  merely  calculated  and 
that  no  calibration  tests  of  any  kind  had  been  made. 

The  steam  flow  meter  has  been  wonderfully  developed  during 
the  last  decade,  and  where  the  rate  of  flow  does  not  fluctuate  widely 


and  the  steam  conditions  are  fairly  constant  it  is  a  dependable  and 
accurate  means  of  meaauring  the  weight  of  the  flow.  However, 
where  the  rate  of  flow  fluctuates  rapidly  and  there  is  considerable 
variation  in  the  pressure  and  quality  of  the  steam,  the  indicated 
readings  are  generally  not  in  accordance  with  the  actual  weights 
flowing.  Proper  calibration  under  service  conditions  greatly  reduces 
the  error  but  few  plants  are  equipped  for  tiiis  purpose. 

The  many  advantages  of  the  electrical  method  of  control  over 
the  mechanically  operated  mechanism  are  enumerated  in  the  au- 


Fio.  7.    Differences  betmebh  Sdccessive  Square  Roots  or  Heads 
AND  Ampere  Reading  fob  35  Inckeuents  of  Pbessorb 

thor's  paper.  My  own  experience  has  shown  the  electrical  control 
to  be  accurate  and  dependable.  Meters  operating  on  this  principle, 
however,  are  limited  to  plants  supplied  with  current  and  are  subject 
to  error  on  account  of  voltage  variation. 

I  would  like  to  ask  the  author  if  he  has  had  any  success  in  apply- 
ing his  electrically-controlled  meter  to  pulsating  flow,  as  in  connec- 
tion with  high-^9peed  reciprocating  engines  or  slow-speed  reciprocat- 
ing pumps. 

Geo.  H.  Babrus  (written).  The  paper  contains  a  table  giving 
the  amounts  of  current  which  were  shown  by  this  instrument  under 
various  increasing  heads,  starting  with  0.45  in.  water  pressure  and 
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rising  by  35  increments  of  yar3ring  amounts  to  a  total  of  44.75  in. 
water  pressure.  It  is  interesting  to  analyze  this  table  and  see  vriih 
what  degree  of  sensitiveness  or  accuracy  the  indicaHons  of  current 
respond  to  the  gradiial  increase  of  head.  The  analysis  can  best  be  made 
by  taking  the  successive  increments  of  head  and  comparing  them 
with  the  corresponding  increments  of  current.  To  be  comparative 
the  square-roots  of  the  heads  are  first  obtained  and  the  differences  of 
the  successive  square-roots  taken.  Then  the  differences  of  succes- 
sive currents  are  found,  using  for  convenience  the  column  of  amperes. 
These  two  sets  of  differences  are  as  follows: 


Differences 

EHfferences 

Differenees 

Differenees 

between 

between 

between 

IwCween 

Number 

Successive 

Square  Roots 

of  Heads, 

In.  Water 

Successive 
Ampere 

Readings, 
Amperes 

Number 

Square  Roots 
of  Heads, 
In.  Water 

Suoeesshre 
Rfdingi, 

1 

0.36 

0.06 

19 

0.15 

0.21 

2 

0.40 

0.065 

20 

0.24 

0.29 

3 

0.2.> 

0.025 

21 

0.17 

0.24 

4 

0.21 

0  02 

22 

0.19 

0.23 

5 

0  11 

0  025 

23 

0.13 

0.24 

ti 

0.14 

0  21 

24 

0.12 

0.27 

7 

0  12 

0.21 

25 

0.18 

0.25 

8 

o.in 

0.23 

26 

0.20 

0.25 

9 

0.22 

0  22 

27 

0.06 

0.24 

10 

0  11 

0.26 

28 

0.14 

0.24 

11 

0.27 

0.16 

29 

0.22 

0.22 

12 

0.12 

0.24 

30 

0.11 

0.22 

13 

0.15 

0.22 

31 

0.14 

0.28 

14 

0.06 

0.25 

32 

0.14 

0.25 

15 

0.18 

0.18 

33 

0.15 

0.23 

16 

0.15 

0.19 

34 

0.17 

0.25 

17 

0.18 

0  24 

35 

0.14 

0.22 

18 

0.16 

0.26 

1 

These  differences  are  plotted  on  the  chart  of  Fig.  7  in  which  the 
upper  record  is  that  of  the  ampere  differences  and  the  lower  <xiet 
the  differences  of  head  computed  in  the  manner  stated.  It  will  be 
seen  at  a  glance  that  when  viewed  in  this  way  there  is  great  die- 
parity  betwei^n  the  two  records.  In  only  a  few  instances  do  the 
variations  in  current  respond  immediately  and  proportionately  to 
those  of  the  head.  No  doubt  the  gaps  between  the  contact  pttate 
of  the  instrument  are  responsible  to  some  extent  for  these  conditione 
because  no  change  of  current  would  be  hkely  to  occur  while  the 
head  is  clianging  fn)m  one  point  to  the  next,  but  it  is  not  clear  that 
other  caiLses  are  absent.     It  would  be  interesting  to  have  further 
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information  regarding  this  matter  and  it  is  suggested  that  such  in- 
formation might  be  obtained  by  taking  a  series  of  electrical  readings 
corresponding  to  much  smaller  increments  in  head,  say  one-quarter 
or  one-half  an  inch,  throughout  the  whole  scale.  The  comparison 
might  also  be  extended  by  getting  a  series  of  readings  going  down 
the  scale,  and  demonstrate  whether  contact  is  made  or  broken  at 
the  same  reading  of  head  whether  rising  or  falling. 

The  records  shown  on  the  chart  bring  out  the  fact  that  the 
instrument  is  not  scientifically  accurate.  Nevertheless  the  state- 
ments offered  in  Par.  30  of  the  paper  indicate  that  its  utiUty  as  a 
practical  device  for  the  electrical  measurement  of  the  flow  of  fluids 
has  been  well  proved  in  actual  use. 

A.  H.  Anderson  (written).  I  have  had  a  wide  experience  with 
fluid  meters  since  the  old  Sargent  steam  meter  which  accomplished 
something  which  is  never  attempted  in  present  day  meters.  It 
compensated  automatically  for  the  change  of  steam  pressure  within 
a  wide  range.  The  Sargent  meter  was  applicable  only  in  sizes  of 
pipe  under  6  in.  diameter  and  I  do  not  know  that  it  is  used  today 
in  any  size.  Then  came  the  Gebhardt  steam  meter,  patented  in 
1905  by  Prof.  Geo.  F.  Gebhardt,  of  the  Armour  Institute  of  Tech- 
nology, which  was  the  fore-runner  of  the  Republic  meter. 

No  mention  is  made  by  the  author  of  the  error  introduced  into 
his  calculations  by  change  of  steam  pressure  or  quality  of  steam.  It 
is  also  essential  that  the  pipes  connecting  the  meter  to  the  pitot  tube 
be  kept  full  with  water. 

It  seems  to  me  that  the  value  of  the  meter  depends  upon  the 
selection  of  the  correct  coeflScient  for  the  pitot  tube  or  orifice. 

I  have  seen  many  fluid  meters  in  operation,  but  in  only  one 
instance  has  any  provision  been  made  to  check  the  accuracy  of  the 
installation  by  actual  weight.  Where  such  a  check  has  been  pro- 
vided, meter  inaccuracies  have  been  detected  in  time  for  early  cor- 
rection. Fluid  meters  today  are  examples  of  marvelous  ingenuity, 
but  their  presence  must  not  lull  us  into  false  security.  Every  plant 
using  fluid  meters  should  also  have  a  weighing  device  in  the  feed 
line  for  occasional  use. 

One  example  of  the  utility  of  the  Republic  meter  is  on  a  boiler 
in  the  Union  Stock  Yards,  Chicago.  Normally  the  boiler  is  de- 
veloping 750  hp.  but  let  the  inspection  door  be  opened  for  about  one 
minute  and  the  fluid  meter  will  begin  to  drop  until  the  horsepower 
is  about  500  and  after  the  door  is  closed,  several  minutes  elapse  before 


296  ELECTRICAL  MEASUBINQ  OF  FLUID  FLOW 

the  meter  returns  to  normal.    The  variation,  of  course,  is  due  to 
the  chilling  effect  of  the  excess  air. 

William  B.  Fulton  asked  if  the  author  had  had  any  experi- 
ence with  his  meter  in  connection  with  thickened  fluids,  such  as 
paper-mill  stock  containing  3  or  4  per  cent  stock,  the  remainder 
being  water.  The  author  suggested  the  use  of  a  pitot  tube  with 
large  openings.  The  change  of  resistance,  due  to  the  thickened 
fluid,  would  be  recorded  by  the  instrument,  if  the  connection  did 
not  clog,  which  would  not  occur  if  the  openings  were  large  enough. 
The  flow  could  be  measured  positively.  The  instrument  would  give 
the  velocity  from  which  could  be  computed  the  volume. 

Austin  R.  Dodge  said  that  the  electric  type  of  flow  meter,  as 
the  author  had  stated,  could  be  easily  checked  at  any  time  but 
this  was  true  of  other  types  of  meters  and  did  not  depend  upon  the 
electrical  method  of  operation. 

Also  it  seemed  to  him  that  with  an  automatic  integrating  at- 
tachment it  was  quite  as  simple  to  obtain  the  total  flow  as  with 
the  watt-hour  meter. 

E.  G.  Bailey  said  that  in  metering  steam  there  was  a  minimum 
of  four  distinct  fluids  to  deal  with:  steam,  the  condensed  water  in 
the  connecting  pipes,  air,  which  invariably  separated  and  gave  a 
false  head,  and  the  mercury  in  the  measuring  device.  In  most 
practical  installations,  to  keep  each  of  these  fluids  separate  and  in 
its  proper  place  so  as  to  prevent  a  false  head  was  a  big  part  of  the 
battle,  and  anyone  who  could  add  two  other  fluids,  oil  and  electric- 
ity, and  keep  them  in  their  proper  places  certainly  deserved  a  great 
deal  of  credit.  Looking  at  it  in  another  way,  the  fluid  meter  problem 
involved  two  factors,  a  means  of  obtaining  a  pressure  difference 
and  a  means  of  measuring  this  pressure  difference.  The  author 
has  made  50  per  cent  more  of  a  problem  of  it  in  using  this  pressure 
difference  to  control  an  electric  meter  electricity,  adding  a  third  and 
completely  distinct  step. 

There  was  a  fifth  mobile  substance  which  had  been  mentioned 
in  the  discussion  of  paper  stock,  namely  scale,  sediment  and  other 
matter  which  invariably  flowed  through  steam  lines.  This  should 
be  considered  carefully  in  view  of  its  possible  effect  on  any  type  of 
flow  meter. 

Mr.  Bailey  asked  the  author  how  near  was  the  specific  gravity 
of  the  oil  used  in  the  oil  seal  to  that  of  the  water  and  how  was  thia 
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taken  care  of  in  the  calibration  of  the  instrument  to  prevent  a  false 
head  in  the  oil  seal. 

Wm.  B.  Gregory  said  that  while  he  had  had  considerable  ex- 
perience with  pitot  tubes  and  other  means  of  measuring  water  he 
had  never  used  an  instrument  of  the  type  mentioned  in  the  paper. 
He  expected  to  use  such  a  meter  during  the  summer  in  tests  at  a 
large  sugar  refinery  and  wished  to  know  in  how  far  the  results  could 
be  depended  upon  and  what  the  probable  error  in  operation  would  be. 

The  Author.  With  reference  to  Mr.  Reynolds'  discussion, 
the  purpose  of  the  straight-line  law  between  the  liquid  flow  and 
current  flow  was  necessary  mainly  for  enabling  the  watt-hour  meter 
to  integrate  the  total  current  and  thereby  represent  the  total  flow. 
It  results  in  a  uniform  deflection  on  direct-current  instruments, 
which  are  used  sometimes,  while  on  alternating  current  instruments, 
the  deflection  is  not  uniform. 

The  measurement  of  the  total  flow  through  two  or  more  pipe 
lines  on  one  dial  has  been  found  possible  in  actual  practice  in  many 
cases.  In  several  large  boiler  installations,  there  are  two  outlets 
to  each  boiler  and  one  watt-hour  meter  totalizes  the  flow  of  both 
outlets. 

With  reference  to  the  other  written  discussion,  Mr.  Barrus 
probably  appreciates  the  fact  that  the  accuracy  of  the  meter  lies 
in  the  cumulative  indications  and  not  in  the  difference  between 
one  contact  point  and  the  other.  Mr.  Barrus,  in  his  last  paragraph, 
stated  that  the  records  shown  on  the  chart  bring  out  the  fact  that  the 
instrument  is  not  scientifically  accurate.  This  is  true.  When 
measuring  steam  with  a  pitot  tube  or  an  orifice  plate,  which  are  only 
accurate  within  two  per  cent  at  the  best  working  conditions,  it  would 
be  absolutely  out  of  the  question  to  look  for  a  scientifically  accurate 
instrument.  All  the  errors  found  by  Mr.  Barrus  are  within  one  per 
cent,  which  is  absolutely  insignificant  for  commercial  purposes. 

The  author,  in  answer  to  a  question  by  Alan  E.  Flowers  re- 
garding the  relation  between  the  average  and  maximum  flow  as 
measured  by  the  pitot  tube  replied  that  the  question  opened  an 
entirely  different  field  and  one  which  he  would  not,  at  that  time, 
go  into.  In  reply  to  a  second  question  by  Mr.  Flowers  about  tests 
which  would  show  the  relation  between  the  total  flow  and  the  indi- 
cation of  the  meter  the  author  said  that  he  believed  that  Professor 
Gebhardt  had  answered  it  by  stating  that  all  meters  were  accurate 
enough  in  the  laboratory  under  proper  conditions  of  operations  and 
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upon  tests  made  under  these  conditions  only  could  conclusions  be 
based.  For  accuracy,  the  customer  must  test  his  meter  in  his  own 
plant  and  under  the  actual  conditions  which  prevail,  thus  estab- 
lishing a  "factor"  for  its  use.  Tests  of  the  meter,  showing  its  ac- 
curacy, could  be  supplied  in  great  quantity. 

With  regard  to  the  question  of  variation  in  voltage  proposed 
by  Professor  Gebhardt,  the  author  stated  that  the  meters  were 
generally  installed  in  plants  where  voltage  regulation  was  normally 
excellent  and  that  they  were  connected  with  the  main  switchboard 
and  not  to  a  line  where  variations  would  be  likely  to  occur.  Further, 
in  transforming  the  current,  two  transformers  were  used. 

With  reference  to  the  error  introduced  by  pulsating  flow,  which 
in  some  instruments  might  be  as  high  as  60  per  cent,  the  author 
stated  that  the  only  way  to  overcome  the  difficulty  was  to  calibrate 
the  meter  for  the  actual  conditions. 

With  reference  to  the  device  on  the  Sargent  meter  which  com- 
pensated for  pressure,  mentioned  by  Mr.  Anderson,  the  author  said 
that  he  was  attempting  the  design  of  such  a  device  which  would  be 
perfected  upon  the  completion  of  some  research  work.  He  thought 
that  to  buy  apparatus  for  testing  a  flow  meter  was  to  spend  more 
money  than  would  be  warranted. 

The  author  did  not  agree  with  Mr.  Dodge  that  a  mechanical 
device  could  be  as  accurate  as  a  watt-hour  meter. 
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CRUDE-OIL  MOTORS  VS.  STEAM  ENGINES 

IN  MARINE  PRACTICE 

By  J,  W.  MoBTON,  Philadelphia,  Pa. 
Junior  Member  of  the  Society 

This  paper  is  a  discussion  of  the  various  Jadors  to  be  considered  in  choosing  the 
form  of  motive  power  for  war  vessels  and  cargo  ships;  also  a  presentation  of  the 
advantages  and  disadvantages  as  compared  to  steam  engines  of  high-  and  low-powered 
oil  motors  of  both  the  constant-pressure  and  constantrwdume  type.  The  relative 
values  of  four-stroke  cyde,  two-stroke  cycles  double-acting ^  and  horizontalf  oU  motors 
are  also  compared  and  some  details  of  their  construction  such  as  lubrication  sys- 
temSt  piston  cooling  and  scavenging  pumps  are  analyzed. 

^HE  number  of  articles  which  have  appeared  of  late  describing 
the  perfonnances  of  the  so-called  motorships  would  seem  to 
indicate  that  for  marine  purposes  the  crude-oil  motor  is  rapidly 
replacing  the  steam  engine.  The  chief  reason  for  this  is  not  to  be 
found,  as  might  be  expected,  in  the  lower  operating  cost  of  the 
crude-oU  motor,  but  is  rather  due  to  other  factors  which,  when  con- 
sidered, lead  to  the  conclusion  that  the  crude-oil  motor  is  probably 
the  most  economical  prime  mover  of  today. 

2  Perhaps  the  correctness  of  this  statement  can  best  be  shown 
by  comparing  a  steamship  with  a  motorship.  In  the  case  of  a  war 
vessel,  for  instance,  there  are  eight  factors  which  ought  to  be  con- 
sidered in  choosing  the  form  of  motive  power,  namely  weight,  space 
occupied,  radius  of  operation,  preparedness,  crew  necessary,  fuel, 
auxiliary  equipment,  and  cost. 

3  The  weight  of  the  power  plant  is  of  great  importance,  for  a 
saving  therein  can  be  utilized  to  increase  the  armor  of  the  ship.  If, 
for  example,  a  warship  of  3500  tons  displacement  be  equipped  with 
crude-oil  motors  there  will  result  a  saving  as  indicated  by  Table  1, 
which  is  based  on  a  single  steam  engine  developing  4400  hp.  and  3 
units,  of  1600  hp.  each,  of  a  standard  make  of  crude-oil  motor. 
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4  In  the  case  cited  about  the  same  space  would  be  required  for 
both  motor  plant  and  steam  plant,  but  the  total  horsepower  could 
just  as  well  be  developed  by  two  units  of  slightly  larger  size,  and  if 
this  were  done  approximately  one-third  the  space  would  be  saved. 
Moreover,  if  oil  motors  were  used  the  space  occupied  by  the  coal 
bunkers  could  be  partially  released,  as  crude  oil  can  be  stored  in 
tanks  under  the  engine  floor  and  below  the  protective  line. 

5  It  is  obvious  that  a  warship  must  possess  a  great  cruising 
radius  and  if  weight  for  weight  of  engines  be  considered  then  the 

TABLE  1     COMPARATIVE  WEIGHTS  OF  POWER  PLANTS  IN  STEAMSHIPS 

AND  MOTORSmPS 


Steamship 


Engine,  tons 

Per  cent  of  displacement. . . 
Fuel,  tons 

Per  cent  of  displacement. . . 
Crew,  provisions,  water,  tons. 

Per  cent  of  displacement. . . 
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264 

71 
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86 
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4.6 

82 

9 
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0.3 

432 

1 

240 

6.0 

R 


ratio  R  of  the  cruising  radii  of  a  steamship  and  a  motorship  may  be 
expressed  by  the  formula 

VcXHoXWc 

VoXHcX  Wo 
where 

Ve  =  cu  ft.  occupied  per  ton  of  coal  =  45 
Vo  =  cu.  ft.  occupied  per  ton  of  oil  ■=  35 
He  =  B.t.u.  per  lb.  of  coal  =  14,000 

Ho  =  B.t.u.  per  lb.  of  oil  =  18,500 

We  =  lb.  coal  consumed  per  c.hp-hr. 
Wo  =  lb.  fuel  oil  consumed  per  e.hp-hr. 

In  the  case  of  the  warship  under  consideration  if  We  l>c  taken  as 
1.75  and  Wo  as  0.4,  then  the  ratio  will  be 

45  X  18500  X  1.75 


R 


-5.7 


35  X  14000  X  0.4 

The  cniii5ing  radius  will,  of  course,  vary  with  the  type  of  engine  and 
ship,  but  nevertheless  the  average  ratio,  as  expressed  above,  may 
be  taken  at  least  as  1  to  5  in  favor  of  the  crude-oil  motors. 
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6  A  motOTship  in  sharp  contrast  to  the  steamship  is  always 
ready  for  action,  as  no  time  is  lost  in  getting  up  steam.  Moreover, 
fuel  is  consumed  only  when  the  motors  are  running,  and  the  motor- 
ship  is  capable  of  maintaining  full  speed  as  long  as  there  is  a  supply 
of  fuel. 

7  As  there  is  no  need  for  stokers  on  a  motorship,  the  crew  can 
be  decreased  about  10  per  cent,  and  this  of  course  permits  of  a  corre- 
sponding saving  in  provision,  water  storage  and  quarters. 

8  In  the  case  of  a  steam-driven  warship  the  smoke  from  the 
stack  frequently  betrays  the  location  of  the  ship,  for  it  is  well  known 
that  a  vessel  can  be  easily  located  by  its  smoke  long  before  the  masts 
or  hulls  are  in  sight.  Another  drawback  to  the  steam-driven  warship 
Ues  in  the  fact  that  the  smoke  covers  the  ship  with  a  filnn  of  soot 
which,  getting  into  vital  parts  of  auxiliary  machinery,  necessitates 
frequent  cleaning  and  imnecessary  wear  and  tear.  On  the  other 
hand,  when  oil  is  used  there  is  no  smoke,  the  handling  of  the  oil  is 
both  cleaner  and  easier,  and  the  life  of  machinery  and  equipment  is 
greatly  increased. 

9  When  a  change  is  made  from  steam  to  oil  the  auxiliary  ma- 
chinery is  usually  electrically  driven,  as  this  has  been  found  to  be 
most  satisfactory.  The  dynamos  are  usually  driven  by  separate 
oU  motors.  Hot  water  for  heating  and  sanitary  purposes  is  obtained 
from  a  small  oil-fired  boiler  and  while  the  first  costs  of  such  installa- 
tions are  high,  they  are  in  time  offset  by  the  lower  operating  costs. 

10  Prior  to  the  war  the  first  cost  of  a  crude-oil  motor  plant  was 
approximately  twice  that  of  a  steam  plant.  This  was  partly  offset, 
however,  by  the  savings  m  operating  expenses,  under  which  item 
comes  cost  of  fuel,  labor  and  supplies.  The  cost  of  fuel  naturally 
depends  upon  the  prevailing  market  for  coal  and  oil.  In  regard  to 
maintenance  there  is  practically  no  information  available  as  the 
crude-oil  motor  is  still  in  its  infancy  so  far  as  this  country  is  con- 
cerned. 

CARGO  SHIPS 

11  Many  of  the  preceding  statements  concerning  the  installa- 
tion of  crude-oil  motors  on  battleships  can  also  be  properly  applied 
to  cargo  ships.  During  the  last  four  years  a  nmnber  of  such  vessels 
have  been  equipped  with  crude-oil  motors  of  both  the  two-stroke 
and  four-stroke  cycle  type,  an(J  while  engineers  are  not  agreed  as  to 
the  best  type,  the  four-stroke  cycle  is  to  be  preferred. 

12  One  of  the  most  successful  installations  of  this  kind  is  that 
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the  motorshipy  and  transmitting  power  through  a  single  slow-run- 
ning screw  as  in  the  case  of  the  steamship.  The  propeller  on  the 
steamship  has  a  diameter  of  17  ft.,  while  those  of  the  motorship  are 
only  10  ft.  The  ratio  of  indicated  to  eflfective  horsepower  is  there- 
fore the  same  for  both  ships  and  the  total  efficiency  of  engines  and 
propellers  is  also  about  the  same. 

13  In  order  to  correspond  to  the  motorship  in  horsepower  the 
steamship  would  be  obliged  to  carry  an  extra  boiler.  This  would 
increase  its  weight  570  tons,  whereas  the  weight  of  the  machinery  on 
the  motorship  is  only  470  tons.  The  length  of  the  engine  room  of 
the  motorship  is  41  ft.  while  the  length  of  engine  room  and  necessary 
boilers  in  the  steamship  is  66  ft.,  and  this  despite  the  fact  that  the 
steamship  has  less  horsepower. 

14  The  fuel  consumption  during  the  trial  trip  of  the  Suecia  was 
0.294S  lb.  per  i.  hp.,  or  0.3685  lb.  taking  the  mechanical  efficiency  at 
80  per  cent,  a  very  satisfactory  value.  Table  2  a£fords  a  compari- 
son of  this  vessel  with  other  motorships. 

MOTOR  SIZES 

15  The  horsepower  of  a  crude-oil  motor,  whether  of  the  con- 
stant-volume or  constant-pressure  type,  is  somewhat  limited  by 
practical  considerations  of  construction.  At  the  present  time  the 
maximimi  size  is  2500  hp.  per  shaft  and  from  six  to  eight  cylinders 
for  the  two-  and  four-stroke  cycle  constant-pressure  type,  although 
some  experimental  engines  have  been  built  as  large  as  6000  hp. 
This  is  in  sharp  contrast,  however,  to  the  power  developed  by  steam 
which  runs  as  high  as  15,000  hp.  for  the  steam  engine  and  35,000  hp. 
for  the  steam  turbine. 

16  Crude-oil  motors  of  small  horsepower  are  usually  of  the 
high-pressure  type,  medium,  so-called  semi-Diesel  or  hot-bulb 
type  and  two-cycle  constant-volume  type.  Prominent  among  such 
semi-Diesel  engines  are  the  Bolinder,  Scandia,  Avance,  Alliance, 
Tuxham,  Gidion  and  Holm. 

17  It  has  been  proved  both  by  experiment  and  practice  that 
the  constant-volume,  high-power,  single-cylinder  type  of  motor  is 
unsatisfactory,  and  chiefly  because  of  the  fact  that  the  enormous 
heat  generated  at  the  pistons  during  the  explosion  must  travel  a 
great  distance  before  it  is  transferred  to  the  water  jacket,  and  as 
a  result  the  central  part  of  the  piston  is  heated  to  such  an  extent 
that  preignition  frequently  occurs.     Furthermore,  the  sudden  rise 
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in  pressure  sets  up  detrimental  vibrating  stresses  in  the  material, 
and  it  is  also  exceedingly  difficult  to  obtain  a  proper  mixture  of  air 
and  oil,  rapid  ignition  and  complete  combustion  and  exhaust. 

18  On  the  other  hand,  the  constant-pressure  oil  motor  of  high 
power  must  have  niunerous  cylinders  all  of  the  same  size  and  the 
high  pressure,  which  lasts  approximately  10  per  cent  of  the  stroke, 
necessitates  a  careful  design  of  the  crank  mechanism.  This  applies 
especially  to  the  crankshaft,  which  is  both  difficult  and  costly  to  pro- 
duce. Moreover,  in  motors  with  only  a  few  cylinders  the  flywheel 
must  be  heavy,  large  and  expensive  if  a  great  variation  in  speed  is 
to  be  cared  for.  Difficulties  have  also  been  encountered  in  keeping 
the  piston  leak-proof  —  if  it  fits  too  tightly  the  result  is  a  large 
frictional  loss,  and  if  the  clearance  is  too  great  there  will  be  a  loss 
of  pressure.  The  greater  the  piston  area  the  more  effective  must 
be  the  cooling  system  as  the  surface  exposed  per  poimd  of  working 
medium  decreases  as  the  cylinder  dimensions  increase.  This 
accounts  for  the  lower  thermal  efficiency  and  the  horsepower  available 
per  imit  of  piston  surface  with  large  cylinders. 

LOW-POWER  MOTORS 

19  Advantages,  The  efficiency  of  an  oil  motor  is  greater  than 
that  of  a  steam  engine,  especially  in  small  imits,  and  furthermore 
it  decreases  less  with  increasing  load.  The  fuel  consumption  of  an 
oil  motor  is  independent  of  the  attendant's  skill,  as  it  shows  the 
same  value  in  daily  work  as  on  a  test  stand.  With  a  steam  engine, 
however,  the  fuel  consimiption  is  dependent  upon  the  attendant 
and  especially  the  stokers,  who  must  be  experienced.  In  steam 
plants  the  boilers  and  pipes  must  be  able  to  withstand  high  pres- 
sures and  temperatures,  but  with  oil  motors  a  high  pressure  exists 
only  in  the  cylinder  and  a  few  small  pipes.  Moreover,  the  oil  motor 
is  simpler  in  construction,  and  the  weight  and  space  occupied  con- 
siderably less.  It  is  of  interest  to  note  in  this  connection  that  the 
steam  turbines  in  torpedo  boats  weigh  about  45  lb.  per  b.hp.  and 
aeroplane  motors  but  a  little  over  1  lb.  per  b.hp. 

20  The  small  oil  motor  has  other  advantages  over  the  steam 
engine  and  these  can  be  briefly  enumerated  as  follows:  Starting 
takes  only  a  few  seconds;  fuel  is  consumed  only  during  operation; 
combustion  in  the  cylinders  can  take  place  iminterruptedly  for  a 
long  period  of  time;  the  engines  require  little  attention  and  the  oil 
tanks  can  be  replenished  more  easily  than  coal  bimkers  can  be 
filled  and  without  the  dirt  accompanying  the  latter  procedure. 
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21  Disadvantages.  It  must  not  be  thought  that  oil  motors  have 
no  disadvantages,  for  there  are  some,  chief  among  which  may  be 
mentioned  the  following:  Fuel  oil  is  more  expensive  than  coal  and 
is  not  available  in  all  ports;  furthermore,  lubricating-oil  consump- 
tion is  greater  than  in  the  case  of  steam  engines  as  one  must  deal 
with  higher  temperatures  and,  as  a  rule,  higher  pressures.  The  oper- 
ation is  also  more  irregular  than  that  of  a  steam  engine,  as  oil  motors 
cannot  be  run  as  slowly  as  is  desirable  when  reversing  from  ahead 
to  astern.  The  causes  of  interruptions  (especially  with  electrical 
ignition)  are  often  diflScult  to  locate;  the  motor  frequently  works 
noisily  with  smoking  and  malodorous  exhaust;  the  dangers  due  to 
fire  and  explosion  are  greater,  and  the  life  of  the  machine  is  less. 

HIGH-POWER  MOTORS 

22  Advantages,  The  statements  made  in  regard  to  the  low- 
power  motor  are  also  true  to  a  certain  extent  in  the  case  of  the 
high-power  motor,  but  in  addition  the  following  items  should  be 
noted:  With  larger  output  the  economy  of  a  power  plant  becomes 
of  greater  importance.  The  low  efficiency  of  most  steam  plants  is 
due  to  the  fact  that  the  heat  generated  must  travel  through  heavy 
boiler  plates,  and  that  there  is  a  great  loss  of  heat  through  the  ex- 
haust, and  through  condensation  of  steam.  Furthermore,  the  steam 
plant  operates  with  a  small  temperature  difference,  and  to  increase 
this  difference  is  exceedingly  difficult  because  it  is  very  desirable 
to  work  with  higher  temperature  limits.  With  saturated  steam  the 
pressure  soon  increases  beyond  a  practical  value  and  with  super- 
heated steam  the  walls  of  the  superheater  soon  reach  their  limit, 
as  they  should  never  be  allowed  to  become  red  hot.  On  the  other 
hand,  in  the  oil  motor  the  heat  formation  and  utiUzation  take  place 
in  the  working  cylinders,  and  the  higher  temperature  limit  is  there- 
fore the  same  as  the  temperature  of  combustion.  The  value  of  the 
lower  temperature  limit  is  greater  than  in  a  case  of  a  steam  plant, 
but  the  temperature  difference  of  the  process  is  higher. 

23  Another  advantage  of  the  oil  motor  is  due  to  the  ease  with 
which  the  air  supply  necessary  for  complete  combustion  is  regulated 
and  since  the  point  of  ignition  is  practically  constant,  there  results 
complete  combustion.  On  account  of  the  great  heat  which  exists  in 
a  l)oiler  room  it  is  very  difficult  for  the  stokers  to  maintain  normal 
pressure  in  a  steam  boiler;  the  coal  consumption  is  accordingly 
increased  by  reason  of  careless  firing  but  the  speed  of  the  vessel 
decreases.    On  the  other  hand,  in  the  case  of  the  motorship  the 
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reverse  holds  true.  If  the  fuel  oil  becomes  warmer  it  is  more  easily 
vaporizedi  with  the  result  that  fuel  consiunption  decreases  while 
the  speed  of  the  vessel  increases. 

24  Since  fuel  oil  can  be  stored  in  tanks  a  considerable  saving 
can  be  made  in  space,  more  oil  can  be  carried  and  a  greater  cruis- 
ing radius  thus  afforded.  The  weight  of  a  slow-running  four-cycle 
stroke  oil  motor  for  cargo  ships  is  about  the  same  as  that  of  a  steam 
plant  but  far  less  space  is  required.  The  horsepower  and  speed  are 
about  the  same  for  a  twin-screw  motorship  as  for  a  single-screw 
steamship,  but  as  the  former's  screw  diameters  are  smaller  their 
eflSciency  is  greater  and  the  vessel  can  thus  be  more  easily  maneuv- 
ered. The  cylinders  of  a  motorship  are  all  similar,  and  since  they 
work  independent  of  each  other,  one  or  more  of  them  can  be  put 
out  of  service  and  the  motor  still  continue  to  operate. 

25  Steam  boilers  and  their  fittings  require  as  a  rule  a  consider- 
able outlay  for  repairs  and  maintenance;  also  the  sides  and  bottom 
plates  of  the  hull  which  are  nearest  to  the  coal  bankers  are  likely  to 
corrode  because  of  the  sulphur  content  of  the  coal,  and  in  addition 
sea  water  in  the  ballast  tanks  may  also  cause  corrosion  of  the  plates. 
On  the  other  hand,  a  motorship  has  no  boilers  and  the  fuel  is  stored 
in  bottom  tanks,  and  this  very  fact  is  a  great  advantage  since  the 
tanks  are  protected  by  the  oil. 

26  Disddvantdges,  In  the  case  of  a  single-cylinder  oil  motor  the 
torque  acting  on  a  single  shaft  is  limited,  but  everything  else  being 
equal,  such  as  shape  and  line  of  hulls,  propellers,  r.p.m.  and  b.hp., 
the  i.hp.  of  the  motorship  will  be  greater  than  that  of  the  steamship. 
Since  the  reciprocating  parts  in  a  crude-oil  motor  weigh  more  than 
those  of  a  steam  engine  the  balancing  of  the  masses  is  more  diflScult 
and  the  shifting  forces  greater.  At  light  loads  the  pistons  in  a  large 
motor  are  not  tight  enough  to  maintain  high  compression,  and  since 
the  combustion  space  is  not  sufficiently  warm  for  positive  self -igni- 
tion, large  motors  can  only  be  run  when  under  light  loads  at  approxi- 
mately one-third  to  one-fourth  normal  speed.  Furthermore,  the  heat 
transmitted  to  the  cooling  water  per  unit  area  of  the  cyUnder  is 
about  two  and  one-half  times  as  great  in  the  combustion  chamber 
as  in  the  cylinder  walls,  and  accordingly  the  heat  drop  in  the  cylinder 
wall  is  very  considerable  and  tends  to  introduce  stresses  in  the 
material.  If  the  limits  of  elasticity  are  exceeded  these  stresses  will 
be  transmitted  to  distant  parts.  The  material  is  also  subjected  to 
high  stresses  as  a  result  of  rapidly  repeated  power  impulses,  high 
temperatures  and  great  pressure  in  the  cylinder. 
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CONSTANT-PRESSURE  VS.   CONSTANT-VOLUME  MOTORS 

27  Advantages.  The  constant-pressure  oil  motor  consumes  less 
fuel  than  the  constant-volume  type,  and  this  is  due  to  the  fact  that 
it  has  a  greater  compression  and  a  higher  expansion  ratio.  Further- 
more, the  fuel  oil  is  introduced  into  the  combustion  chamber  in  its 
natural  condition  and  is,  therefore,  more  completely  vaporized,  with 
the  result  that  combustion  is  more  complete.  A  cheaper  grade  of 
oil  can,  therefore,  be  used.  The  mean  eflfective  pressure  is  also 
greater  and  therefore  greater  output  can  be  obtained  and  preigni- 
tion  practically  excluded. 

28  Disadvantages.  The  constant-pressure  oil  motor  also  has 
its  disadvantages.  In  the  first  place  this  type  of  motor  costs  more 
to  produce  than  the  constant-volume  type,  and  in  addition  an  air 
compressor  is  necessary.  The  motor  itself  operates  at  high  pres- 
sures and  temperatures  and  the  air  compressor  necessitates  tanks 
for  storing  the  air  for  starting  and  running  purposes. 

CONSTANT-VOLUME  MOTORS 

29  Low-pressure  Type.  The  low-pressure  oil  motor  is  perhaps 
the  simplest  prime  mover  of  its  kind  and  is  especially  adopted  for 
use  in  small  boats  where  the  operators  are  usually  unskiUed.  The 
chief  advantages  of  this  type  of  motor  are  its  low  first  cost  and 
small  operating  expenses.  Furthermore,  the  low  temperature  in  the 
cylinder  and  the  low  explosive  pressure,  together  with  its  simplicity 
of  operation  make  it  a  motor  of  great  durabiUty.  This  type,  how- 
ever, has  some  disadvantages  and  chief  among  them  are  its  small 
power  output,  large  cylinder  dimensions,  excessive  weight  and  the 
long  time  required  for  starting. 

30  MediuMy  or  so-called  Hoi-Bvlb  Type.  The  so-called  hot- 
bulb  motor  operates  at  a  medium  pressure  with  or  without  water 
injection.  ^Vllile  the  tendency  today  is  to  avoid  water  injectioRi 
if  tlic  hot-bulb  motor  be  nevertheless  operated  with  water  injection 
its  fiKj]  consumption  will  be  comparatively  low;  the  temperature  of 
inlet  air  low;  overheating  of  cylinder  and  piston  will  seldom  occur; 
the  cylinder  will  remain  clean  for  a  longer  period,  and  the  piston 
rin^s  will  not  gum  or  stick.  The  water  tank,  however,  adds 
weight,  and  considerably  reduces  cargo  space.  Furthermore  despite 
careful  attention,  corrosion  and  rust  will  rapidly  destroy  the  motor, 
especially  if  sea  water  is  used.    The  most  serious  objection,  how- 
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ever,  lies  in  the  fact  that  the  amount  of  water  injected  must  be 
regulated  according  to  load,  and  this  necessitates  constant  attention. 

31  On  the  other  hand,  if  the  medium-pressure  motor  is 
operated  without  water  injection,  the  cost  of  maintenance  is  low, 
the  mechanism  construction  simple  and  Uttle  attention  is  necessary. 
Its  chief  operating  difficulty  lies  in  the  inabiUty  to  properly  time  the 
supply  of  fuel  oil  as  its  injection  against  the  highly  compressed  air 
is  exceedingly  difficult  in  the  short  time  allowed  before  ignition 
takes  place. 

32  High-pressure  Type.  The  advantages  of  high-pressure 
motors  with  self-ignition  and  injection  of  fuel  oil  during  the  high- 
compression  cycle  are  practically  the  same  as  those  of  the 
medium-pressure  motor  without  water  injection.  High-pressure 
motors,  however,  are  usually  operated  with  an  oil  chamber  and  such 
a  type  is  very  economical,  has  a  high  mean  effective  pressiu^,  its 
cylinders  are  smaU,  its  weight  low,  and  it  can  be  started  without 
any  preliminary  operations.  Furthermore,  since  the  fuel  oil  is  not 
injected  against  a  high  pressure  the  oil  pumps  can  be  of  simple 
design  and  are  consequently  easily  maintained.  Like  all  other 
motors,  however,  this  type  has  its  disadvantages  —  chiefly  the 
fault  of  design  and  construction  rather  than  operation.  If  the  size 
of  the  oil  chambers  or  atomizer  holes  be  improperly  proportioned, 
fuel-oil  consumption  will  greatly  increase.  Since  this  type  of  motor 
cannot  be  started  by  hand,  pressure  air  is  necessary  and  therefore, 
the  motor  must  be  manufactured  with  great  care.  This,  of  course, 
means  a  higher  initial  cost.  In  operation,  the  ignition  and  com- 
bustion cannot  always  be  controlled  and  if  inefficiently  operated, 
preignition  will  occur. 

FOUR-STROKE-CYCLE  MOTORS 

33  Advantages.  This  type  of  motor  is  particularly  well  adopted 
to  high-speed  work  since  it  has  a  separate  suction  and  exhaust  stroke 
and  thus  the  cylinder  is  filled  each  time  with  a  full  and  new  charge. 
Compared  to  a  corresponding  two-stroke  motor  it  uses  less  fuel  per 
b.hp.  Furthermore,  as  it  does  not  employ  a  scavenging  pump,  re- 
ceivers, etc.,  the  motor  construction  is  simplified  and  better  adapted 
for  continuous  hard  work  than  the  two-stroke-cycle  motor. 

34  Disadvantages.  The  chief  objections  to  this  type  of  motor 
are  its  increased  weight  and  the  greater  space  required.  On  account 
of  the  larger  number  of  valves  the  valve  gear  is  more  compUcated 
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and  noisy.  Except  with  very  large  outputs  the  piston  can  act  as  a 
crosshead,  and  unless  the  cylinder  diameter  be  greater  than  20  in., 
water  cooling  is  unnecessary.  The  crank  motion  of  this  type  of 
motor  necessitates  a  heavy  crankshaft  and  heavy  flywheel  if  smooth 
nmning  is  to  be  obtained.  Furthermore,  the  exhaust  valves  are 
subjected  to  high  temperatures  and  occasionally  give  rise  to  con- 
siderable trouble.  This  type  of  motor  is  exclusively  used  by  the 
Danish  and  Dutch  and  now  the  American  merchant  marine  and 
also  finds  a  large  field  in  the  automobile  and  aeroplane  industries, 
as  gasoline  motors  work,  as  a  rule,  on  the  four-stroke  cycle. 

TWO-STROKE-CYCLE  MOTORS 

35  Advantages,  Compared  with  a  four-stroke  motor  the  two- 
stroke-cycle  type  has  a  greater  output  per  cylinder,  and  everything 
else  being  equal,  this  excess  will  usually  be  about  75  per  cent.  On 
account  of  its  greater  pressiu^  at  the  beginning  of  the  compression 
stroke,  the  weight  of  the  charge  can  be  increased  if  the  stroke  volimies 
are  equal.  On  the  other  hand,  power  is  exerted  only  during  three- 
quarters  of  the  stroke,  as  during  the  remaining  portion  exhaust 
takes  place.  Thus  the  total  stroke  volume  is  not  completely  filled 
at  the  beginning  of  compression  with  a  fresh  charge,  and  the  result 
is  that  for  the  same  cylinder  dimensions  the  output  is  only  75  per 
cent  greater  than  for  a  four-stroke-cycle  motor.  This  difference, 
however,  becomes  even  less  for  high-speed  two-stroke  motors  since 
the  mean  effective  pressure  is  lower.  By  forced  scavenging  through 
the  valves  the  fresh-air  charge  can,  however,  be  made  cleaner.  In 
large  imits  only  the  starting  and  fuel  valves  are  subjected  to  high 
temperatures.  In  the  open-type  four-stroke  motor,  vapor  from 
lubricating  oil  and  exhaust  gases  escape  into  the  engine  room, 
thereby  causing  impure  air  conditions.  This,  however,  does  not 
occur  in  a  two-stroke  motor  which  has  a  closed  crankcase.  Finally, 
the  two-stroke  engine  is  very  smooth-running  because  of  its  more 
uniform  torque. 

36  Disadvantages,  The  chief  disadvantage  of  the  two-stroke 
motor  is  its  high  operating  cost.  This  is  due  to  its  higher  loss  of  fresh- 
air  charge  through  exhaust  ports,  smaller  utilization  of  the  working 
fluid,  and  higher  heat  loss  due  to  cooling,  friction  and  increased 
pump  work.  The  mean  effective  pressure  is  lower  because  during 
the  working  stroke  exhaust  also  takes  place.  The  mean  temperature 
during  the  cycle  is  higher  than  in  the  four-stroke  motor  and  conse- 
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quently  cooling  of  the  piston  is  necessary.  Furthermore,  the  piston 
can  act  as  a  crosshead  only  in  small  motors;  lubricating-oil  con- 
sumption is  greater,  and  the  exhaust  ports  become  overheated  if 
not  water-cooled.  Finally,  the  stresses  exerted  on  the  moving 
parts  are  very  large  and,  therefore,  there  must  be  ample  sliding  and 
bearing  surfaces.  The  two-stroke  type  of  motor  is  chiefly  used  in 
vessels  where  weight,  space  and  first  cost  are  the  deciding  factors. 
Its  reliability  and  economy,  however,  have  not  been  so  marked  as 
in  the  case  of  the  four-stroke  motor,  although  in  the  Scandinavian 
countries,  Grermany  and  Italy  it  has  been  used  to  a  considerable 
extent. 

DOUBLE-ACTING  MOTORS 

37  Stationary  double-acting  motors  have  been  used  with 
fairly  good  results  but  double-acting  marine  motors  are  as  yet  in 
an  early  stage  of  development.  The  chief  advantages  of  the  double- 
acting  motor  are  its  light  construction,  better  balancing,  its  econom- 
ical operation  and  the  comparatively  small  space  which  it  occupies. 
However,  the  first  cost  is  higher,  and  the  lubricating-oil  consumption 
is  greater  than  in  the  case  of  a  single-acting  motor.  This  type  is  also 
more  compUcated  and  requires  cooling  of  pistons  and  piston  rods  as 
the  latter  usually  pass  through  the  hot  combustion  chamber. 

HORIZONTAL  MOTORS 

38  The  horizontal  motor  is  chiefly  used  for  stationary  plants 
because  this  type  is  more  accessible,  can  be  greatly  overloaded,  is 
cheap  to  construct  and  can  be  placed  in  a  space  with  low  headroom. 
Like  all  other  types  of  internal-combustion  engines,  the  horizontal 
motor  has  many  disadvantages,  chief  among  which  are  the  follow- 
ing: The  piston  rings  have  a  tendency  to  stick  due  to  lubricating  oil 
collecting  on  the  lower  half  of  the  cylinder;  imperfect  lubrication 
thus  results  and  this  causes  leakage  and  increases  fuel  consumption. 
The  motor  also  has  a  tendency  to  rock  and  this  necessitates  a  large 
foundation.  Furthermore,  the  location  of  the  crankshaft  makes  it 
exceedingly  diflBcult  ^o  secure  a  direct  drive  of  electric  generators. 
These  disadvantages  in  stationary  plants  usually  outweigh  all 
other  considerations,  and  as  a  result  the  horizontal,  double-acting, 
constant-pressure  motor  in  large  units  is  the  type  usually  installed. 
On  the  other  hand,  in  spite  of  the  higher  initial  cost,  the  vertical 
motor  is  alwa3rs  used  on  ships  as  its  operation,  durabiUty  and 
great  overload  capacity  make  it  an  ideal  installation. 
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MOTOR  DETAILS 

39  Mechanisms  vs.  Direct-acting  Trunk.  Trunk  mechanism  is 
applied  in  small-size  motors  and  the  crosshead  guide  is  used  only 
in  large  motors.  This  is  due  to  the  fact  that  motors  with  trunk 
pistons  are  cheaper  to  produce;  the  overall  height  is  reduced  and 
it  meets  the  requirements  for  a  non-leakable  piston.  The  trunk 
mechanism,  however,  has  certain  disadvantages  and  these  may  be 
enumerated  as  follows:  Side  pressure  is  taken  up  by  the  hot  part  of 
the  cylinder  and  since  one  side  of  the  piston  may  become  hotter 
than  the  other,  the  piston  will  naturally  bend  toward  that  side. 
The  cylinder  will,  therefore,  have  a  tendency  to  wear  oval  in  shape, 
causing  the  piston  to  blow.  Furthermore,  the  piston  will,  notwith- 
standing guards,  draw  lubricating  oil  up  into  the  combustion  cham- 
ber, and  this  of  course  increases  operatmg  expense.  On  the  other 
hand,  when  the  crosshead  is  used  the  lubricating  oil  can  circulate 
in  great  quantities  and  inspection  is  also  simplified. 

40  Forced-Feed  vs.  Gravity  System  Lubrication.  The  maximum 
pressures  exerted  between  the  wearing  surfaces  in  an  oil  motor  are 
greater  than  those  in  a  steam  engine,  and  consequently  lubricat- 
ing systems  must  be  different  for  each  type.  In  large  oil  motors 
high  pressures  are  used  to  force  the  oil  to  all  vital  parts,  and  the 
wearing  surfaces  are  thus  separated  b}"-  a  film  of  oil.  The  loss  due 
to  friction  is,  therefore,  reduced  and  the  method  also  assists  in  keep- 
ing the  surfaces  cool  and  at  the  same  tune  increasing  their  life. 
Forced-feed  lubrication  also  requires  less  attention  and  is  independ- 
ent of  the  engineer's  skill  as  long  as  the  run  is  not  hindered.  The  oil 
consumption  is  economical  as  the  oil  can  be  filtered  and  used  again. 
There  is  no  splashing  of  oil  in  or  about  the  engine  room  and  for  this 
reason  the  system  is  well  adapted  to  the  high-speed  motors.  The 
forced-feed  lubricating  system  with  its  double  oil  pumps,  etc.,  is, 
however,  quite  expensive  and  since  the  mechanism  is  not  visible, 
a  breakdown  is  not  easily  detected;  consequently,  if  one  occurs, 
a  serious  delay  will  be  occasioned.  The  forced-feed  lubrication 
system  with  a  close  crankcase  is  used  to  great  extent  in  high-powered 
motors  whereas  the  centrifugal  or  gravity  system  is  used  in  small 
niotoi*s. 

41  Piston  Cooling.  Piston  cooHng  may  be  accomplished  by 
the  use  of  either  oil  or  water.  If  oil  is  used  it  may  be  combined  with 
the  forced-feed  lubrication  system,  and  in  such  case  should  the 
cooling  oil  leak  into  the  bottom  of  the  crankcase,  .no  harm  will  be 
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done.  On  the  other  hand,  if  water  is  used  and  it  gets  into  the  crank- 
case  the  oil  will  be  expelled  from  the  sliding  surface  and  serious 
damage  may  result.  If  sea  water  is  used  as  a  cooling  medium,  stor- 
age tanks  are  imnecessary,  but  if  oil  or  fresh  water  is  used,  tanks 
and  coolers  must  be  provided  and  for  large  motors,  these  require 
considerable  space.  As  a  result  large  units  use  sea  water  for  cool- 
ing purposes  and  medium-size  motors  employ  oil. 

42  Scavenging  Pumps.  Piston  Type.  The  simplest  and  cheap- 
set  type  of  scavenging  pump  is  a  piston  working  in  a  closed  crank 
pit.  As  a  rule,  however,  this  type  of  pump  suppUes  insufficient  air 
since  the  quantity  of  air  is  limited  to  the  stroke  volmne.  The  cylinder 
is  also  insufficiently  cooled  and  the  volumetric  efficiency  decreases. 

43  Stepped-Piston  Type.  Scavenging  air  obtained  from  a  pimip 
with  a  stepped  piston  is  usually  sufficient  to  meet  all  purposes,  but 
if  the  piston  is  not  tight,  exhaust  gases  may  mix  with  the  fresh  air, 
in  which  case  there  is  great  danger  from  explosion  of  the  lubricating- 
oil  vapors  in  the  receiver.  The  stepped  piston  increases  neither 
the  length  nor  width  of  the  motor,  and  if  breakage  occurs  on  a 
scavenging  pump,  only  that  individual  cylinder  is  affected.  The 
moving  parts  of  such  a  pump  are  heavy  and  consequently  large 
masses  have  to  be  accelerated  and  retarded.  The  motor,  however, 
is  increased  in  height,  even  where  the  wristpin  is  secured  to  the 
working  cylinder,  because  the  ratio  of  L  (length  of  connecting  rod) 
to  R  (crank  radius)  must  be  greater  than  normal  in  order  to  insure 
clearance  between  piston  and  shaft  or  bearing  cap.  This  ratio,  how- 
ever, becomes  less  if  the  wristpin  is  secured  in  the  pump  piston,  but 
the  overall  height  of  the  motor  will  be  greater.  On  the  other  hand, 
if  the  piston  pump  takes  the  place  of  a  crosshead,  the  length  of  the 
wristpin  can  be  increased  and  the  bearing  pressure  thus  reduced. 

44  Special  Pumps.  The  first  cost  of  special  scavenging  pumps  is 
high;  furthermore,  they  require  more  room  and,  should  they  fail 
to  function  the  several  working  cylinders  will  be  greatly  affected. 
The  chief  advantage  of  special  pumps  is  their  lower  oil  consumption 
and  the  ease  with  which  sufficient  cold  air  can  be  obtained. 

45  Each  of  the  types  of  pumps  mentioned  has  its  various  uses. 
The  piston  type  is  usually  found  on  small  motors,  the  stepped- 
piston  type  on  submarine  engines  and  motors  of  medium  size,  and 
separate  or  special  pumps  on  heavy-duty  motors  installed  on  cargo 
and  passenger  ships. 

46  Ignition  Devices  of  Constant-Volume  Engines.  Although  it 
has  been  stated  that  the  constant-volume  crude-oil  motor  is  an  un- 
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satisfactory  type,  its  ignition  devices  are  of  interest.  If  the  "  electric 
type  of  ignition  "  is  employed  the  motor  can  be  started  inmiediately. 
The  time  of  ignition  can  be  controlled  and  varied  at  will.  Electric 
ignition,  however,  is  expensive  and  it  is  difficult  for  unskilled  me- 
chanics to  keep  it  in  order. 

47  Another  type  of  ignition  device  is  the  so-called  "ignition 
tube."  With  this  tube  a  greater  compression  ratio  can  be  used  and 
fuel  consumption  is  also  decreased.  With  this  device  the  time  of  igni- 
tion can  also  be  controlled  and  varied  at  will,  but  a  steady  or  con- 
tinuously burning  torch  is  necessary  and  this  is  a  great  objection, 
especially  at  sea. 

48  A  third  type  of  ignition  system  is  the  well-known  "  head  "  or 
"  hot  bulb,''  which  is  simple  in  construction,  action  and  operation. 
At  normal  speeds  this  type  of  ignition  is  the  most  satisfactory  and, 
furthermore,  it  is  not  aflfected  by  damp  air  or  water  spray.  The  chief 
objections,  however,  lie  in  the  fact  that  it  requires  a  long  time  to 
start  the  motor;  the  heads  are  easily  cracked;  the  compression 
ratio  is  small  and  the  mean  effective  pressiu^  is  low.  Furthermore, 
if  the  load  changes  during  operation  the  hot  bulbs  will  often  run 
cold  in  the  four-stroke  cycle  and  hot  in  the  two-stroke  cycle.  Broadly 
speaking,  however,  this  type  of  ignition  has  been  found  to  be  most 
satisfactory  and  is  very  largely  used  for  all  types  of  small  motors 
using  either  kerosene  or  heavy  oil  as  fuel. 

DISCUSSION 

Louis  Illmer  (written).  In  the  paper  under  discussion,  Mr. 
Morton  apparently  favors  the  four-stroke  oil  engine  and  appears 
to  give  insufficient  credit  to  the  recent  advances  made  in  heavy- 
duty  two-stroke  engine  design  as  applied  to  the  merchant-marine 
service. 

Undue  complication  of  mechanism  is  probably  chiefly  respon- 
sible for  the  slowness  on  the  part  of  the  American  shipbuilder  in  adopt- 
ing the  oil  engine  for  the  propulsion  of  large  cargo  ships,  since  each 
additional  vital  moving  part  adds  to  the  first  cost,  the  liability  to 
accident  and  the  overhauling  required  for  maintenance  of  operating 
efficiency. 

Other  things  being  equal,  the  oil  engine  with  the  least  number 
of  vital  working  parts  will  most  adequately  meet  the  demand  for 
reliable  low-cost  power,  particularly  so  under  American  conditions 
of  high  labor  and  relatively  low  fuel  costs. 
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It  is  conceded  that  a  perfected  oil  engine  of  the  two-stroke  type 
admits  of  the  simplest  possible  construction  for  marine  propulsion. 
The  four-stroke  marine  engine  suffers  from  inherent  difficulty  in  re- 
versing the  mechanically  operated  inlet  and  exhaust  valves  as  driven 
from  the  half-speed  camshaft  drive.  Furthermore,  the  long-stroke 
slow-speed  engine  of  the  four-stroke  type  does  not  compare  favor- 
ably in  weight,  floor  space  or  in  first  cost  with  the  cargo-ship  type 
of  two-stroke  engine. 

With  but  a  single  power  impulse  per  cylinder  for  every  two 
revolutions,  the  heavy  power  parts  of  a  four-stroke  engine  do  not 
work  to  advantage  during  the  idle  inlet-  and  exhaust-stroke  periods. 
Hence  the  two-stroke  engine  is  enabled  to  show  a  decided  weight 
reduction  and  consequent  lowering  in  first  cost.  For  example,  a 
six-cylinder  slow-speed  two-stroke  engine  suitable  for  cargo-ship 
propulsion  can  readily  be  made  to  deliver  approximately  If  times 
as  much  shaft  power  for  the  same  weight  and  floor  space  as  will  a 
four-stroke  oil  engine  of  the  same  speed  and  bore.  This  advantage  • 
is  of  decided  importance  when  larger  merchant  ships  are  to  be  en- 
gined,  since  the  usefulness  of  such  a  prime  mover  is  determined  in  a 
large  measure  by  the  ultimate  power  capacity  to  which  a  compact 
six-  or  eight-cylinder  unit  can  be  built. 

Another  advantage  of  the  two-stroke  engine  is  that  it  requires 
no  mechanically  operated  inlet  and  exhaust  valves.  The  cylinders 
of  such  oil  engines  are  best  charged  from  the  under  side  of  the  power 
piston,  through  inlet  ports  overrun  by  the  piston.  If  desired,  the 
scavenging  air  supply  may  be  supplemented  by  additional  low- 
pressure  pumps  but  this  is  not  essential  when  liberally  proportioned 
injection-air  compressors  are  provided. 

With  this  mode  of  charging  a  two-stroke  cylinder,  the  timing 
events  of  the  inlet  and  exhaust  ports  must  be  correctly  proportioned 
and  the  shape  of  the  piston  deflector  lug  must  be  properly  designed 
to  produce  effective  scavenging  of  the  power  cylinder,  otherwise  the 
incoming  fresh-air  charge  will  blow  out  of  the  exhaust  ports  without 
displacing  the  burnt  products  of  combustion.  Deficiency  in  oxygen 
for  combustion  of  the  fuel  oil  has  been  responsible  for  the  failure  of 
a  number  of  two-stroke  engine  designs. 

The  described  mode  of  charging  two-stroke  power  cylinders 
reduces  the  valve  gear  parts  to  a  minimum  and  requires  only  one 
air  starting  valve  and  one  fuel  valve  opening  into  each  cylinder 
head.  Since  these  valves  run  in  unison  with  the  piston  movements, 
they  may  be  eccentric-driven  and  reversed  by  a  Stephenson  Unk 
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in  the  manner  of  a  steam-engine  gear.  The  elimination  of  the  half- 
speed  camshaft  drive  is  a  feature  of  the  two-stroke  engine  that  makes 
for  a  simple  and  compact  reversing  valve  gear. 

While  the  thermal  eflBciency  of  a  well-designed  two-stroke  en- 
gine is  not  quite  as  high  as  that  of  a  four-stroke  engine,  the  dif- 
ference is  not  large.  Most  of  the  loss  of  economy  is  chargeable  to 
the  increased  pump  work  required  to  charge  the  power  cylinder, 
but  the  relatively  small  gain  of  about  10  yyor  cent  in  brake  eflSciency 
in  favor  of  the  four-stroke  engine  is  not  in  itself  sufficient  to  oflFset 
the  other  advantages  which  a  perfected  two-stroke  engine  affords. 

A  good  two-stroke  engine  is  somewhat  more  difficult  to  design 
than  a  four-stroke  engine,  partly  because  of  the  greater  heat  flow 
through  the  cylinder  walls.  For  equal  bore  dimensions,  the  rate 
of  heat  flow  in  a  two-stroke  engine  is  approximately  1.6  times  that 
in  a  four-stroke  engine  running  at  the  same  speed. 

The  limiting  rotative  speed  at  which  an  oil  or  gas  engine  may 
be  safely  run  is  largely  determined  by  the  temperature  assumed 
by  the  cylinder-bore  wall,  and  if  this  is  not  kept  within  prescribed 
limits,  troubles  from  piston  lubrication  and  cracking  of  cylinder 
parts  will  result. 

The  temperature  head  required  to  drive  heat  at  a  given  rate  of 
flow  through  the  cylinder  wall  increases  with  the  wall  thickness. 
For  equal  shaft  power  the  bore  dimensions  of  a  four-stroke  oil  en- 
gine are  about  3  those  required  for  a  two-stroke  engine.  Allowing 
for  the  thicker  four-stroke  cylinder  wall  and  assuming  equal  rotative 
speeds,  the  rate  of  heat  flow  in  the  case  of  the  two-stroke  engine 
should  not  exceed  |  that  obtained  in  a  four-stroke  cylinder  of 
equal  power  capacity. 

In  high-speed  marine  oil  engines,  which  are  usually  worked  up 
to  their  limiting  rate  of  heat  flow,  the  four-stroke  cycle  offers  some 
advantage.  On  the  other  hand,  the  relatively  slow  speed  demanded 
for  cargo-ship  engines  is  exceptionally  favorable  to  the  two-stroke 
type,  since  tliese  engines  oi)erate  under  heat-flow  conditions  so 
moderate  as  to  allow  ample  cooling  of  all  vital  parts  even  in  the 
largest-sized  cylinders.  It  is  therefore  readily  possible  to  keep  the 
l^ore-wall  temperatures  of  such  two-stroke  engines  well  below  the 
critical  limits  required  for  safe  and  reliable  running.  To  further 
safeguard  against  fatigue  and  breakdown,  it  is  advisable  to  provide 
for  liner  cylinders  and  such  other  constructive  features  common  in 
high-powered  oil-engine  practice,  so  as  to  give  the  cylinder  parts  the 
requisite  long  life  and  complete  immunity  against  cracking. 
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The  greater  frequency  of  impulse  and  the  consequent  more 
even  turning  effort  of  the  two-stroke  engine  largely  improve  the 
speed  control  and  reduce  to  a  minimum  the  flywheel  effect  needed 
for  a  smooth-running  marine  engine. 

StiD  another  feature  of  the  two-stroke  cycle  that  gives  promise 
for  rapid  future  development  is  its  special  adaptabiUty  to  the  hot- 
bulb  type  of  engine. 

Judging  from  the  recent  trend  of  marine  oil-engine  develop- 
ments, it  now  appears  that  a  combination  of  the  constant-pres- 
sure Diesel  cycle  with  the  hot-bulb  constant-volmne  cycle  is  likely 
to  result  in  a  cycle  which  is  especiaUy  suited  to  American  oil-engine 
requirements.  The  lowering  of  the  maximimi  Diesel  working  pres- 
siure  to  approximately  that  used  in  the  automobile  engine  should  in- 
crease the  reliability  of  operation. 

The  constant-volume  or  explosive  engine,  when  working  with 
a  compression  pressure  of  about  250  lb.  per  sq.  in.,  shows  a  thermal 
shaft  efficiency  but  little  inferior  to  that  of  the  Diesel  engine.  By 
further  reducing  the  compression  to  about  150  or  175  lb.  per  sq.  in. 
the  fuel  economy  of  the  explosive  engine  is  but  slightly  sacrificed, 
while  for  a  given  size  of  crankshaft  the  weight  and  cost  relations  as 
taken  upon  the  power-output  basis  show  a  considerable  improve- 
ment as  compared  with  the  high-compression  engine. 

An  engine  operating  with  the  combined  type  of  cycle  should 
be  provided  with  an  efficient  timed  spray  valve  for  the  fuel-oil  injec- 
tion, and  in  large  engines  this  should  be  preferably  of  the  air-injec- 
tion type  used  for  Diesel  engines. 

When  working  with  such  limited  compression,  self-ignition 
may  best  be  obtained  by  holding  a  portion  of  the  products  of  com- 
bustion from  stroke  to  stroke  within  a  water-jacketed  vaporizer 
chamber,  without,  however,  requiring  the  use  of  a  hot  plate.  The 
trapped  hot  burnt  gases  may  then  be  used  to  preheat  the  air  that 
is  pressed  into  the  bulb  chamber  to  a  point  where  it  is  capable  of 
promoting  self-ignition  of  the  injected  fuel  oil.  This  sets  up  a  light 
explosion  at  constant  volume,  after  which  the  remaining  oil  may 
be  gradually  fed  into  the  power  cylinder  in  the  manner  of  a  Diesel 
engine. 

While  the  water-cooled  bulb  will  not  of  itself  start  the  engine 
from  the  cold,  it  does  not  require  an  external  flame;  instead  it  is 
only  necessary  to  preheat  the  small  amount  of  air  enclosed  within 
the  vaporizer  chamber,  which  may  readily  be  done  by  means  of  an 
electric  coil  heater  or  spark  plug.    After  the  first  few  explosive 
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charges  are  thus  ignited,  the  required  heat  transfer  takes  place 
from  stroke  to  stroke  to  make  the  engine  self-igniting. 

The  jacketed  vaporizer  is  especially  applicable  to  oil  engines  of 
the  single-acting  type,  the  bulb  chamber  being  preferably  formed 
centrally  in  the  cylinder  head  about  the  cylinder  axis.  The  timed 
fuel  valve  can  then  be  made  to  inject  straight  through  the  bulb 
chamber  and  directly  against  the  hot  piston  head.  This  arrange- 
ment gives  the  nozzle  considerable  distance  for  proper  spray  forma- 
tion before  striking  the  piston  top,  after  which  the  oil  charge  spreads 
out  over  the  piston-head  surface  and  intimately  mixes  with  all  the 
air  throughout  the  combustion  chamber. 

Finally  it  is  pointed  out  that  this  late  development  in  true 
semi-Diesel  engines  is  especially  suited  to  the  two-stroke-cycle  engine. 
In  the  four-stroke  engine  considerable  constructive  difficulties  are 
involved  in  placing  the  mechanically  operated  inlet  and  exhaust 
valves  about  the  water-cooled  vaporizer  chamber.  Furthermore, 
in  a  two-stroke  engine  the  vaporizer  chamber  may  be  kept  at  a 
smaller  size  with  respect  to  the  piston  displacement,  due  to  the  fact 
that  the  confined  hot  gases  have  less  chance  to  cool  off  between  power 
impulses. 

These  and  other  advantages  previously  cited  would  indicate 
that  a  two-stroke  semi-Diesel  engine  along  the  lines  discussed  should 
in  the  near  future  find  favor  for  the  propulsion  of  merchant  ships 
and  be  capable  of  fully  establishing  the  inherent  possibilities  of  a 
slow-speed  oil  engine  for  marine  service. 

W.  D.  Ennis  (written).  The  value  of  this  paper  would  be  in- 
creased if  the  author  would  add  particulars  regarding  the  motors 
used.  The  mean  effective  pressures  range  from  87  to  91  lb.  per  sq. 
in.,  values  often  surpassed  by  stationary  Diesel  engines.  Appar- 
ently the  cylinders  are  the  ordinary  four-cycle  single-acting  form,  but 
there  seems  to  be  no  statement  of  the  fact. 

A  chief  argument  in  favor  of  the  crude-oil  motor  appears  from 
Table  2,  where  "repeat  orders"  in  1916  are  quoted  for  lines  which 
began  with  this  construction  in  1912.  What  has  happened  since 
1916? 

It  is  to  be  assumed  that  the  eight  factors  listed  in  Par.  2  are  not 
presented  as  a  complete  list.  In  fact,  the  author  refers  to  othen, 
admitting  a  shorter  life  for  the  crude-oil  motor  and  referring  to  the 
absence  of  sufficient  data  on  maintenance  costs.  He  also  HiMiiaaM 
what  is  almost  an  overwhelming  disadvantage  for  any  but  slow- 


DISCUSSION  319 

speed  cargo  ships,  the  multiplicity  of  cylinders.  The  largest  cyl- 
inder in  Table  2  is  below  30  in.  bore  and  develops  only  333  hp. 
The  largest  plant  listed  is  4000  hp. 

It  is  doubtful  whether  steam  can  ever  be  eliminated  in  naval 
practice.  Bequirements  for  heating,  humidifying  and  evaporators 
do  not  tend  to  decrease.  It  is  even  proposed  now  to  use  steam 
heat  for  submarines.  It  is  difficult  for  internal-combustion  engines 
to  displace  steam  where  they  cannot  displace  it  completely. 

Table  1  is  obviously  based  on  coal  fuel  for  steam.  If  oil  fuel 
is  used,  the  ratio  22  directly  following  the  table  becomes  about  2.0 
instead  of  5.7. 

Forrest  E.  Cardullo  characterized  the  adoption  of  the  Diesel 
and  analogous  cycles  for  a  standard  as  an  advance  too  far  in  the 
direction  of  theory.  He  did  not  believe  that  there  had  been  success- 
fully developed  an  engine  capable  of  burning  continuously  all  types 
of  crude  oil  in  a  satisfactory  manner.  The  engines  become  dirty 
and  efficiency  is  lost.  He  said  he  knew  of  no  reason  why  a  satis- 
factory producer  for  gasifying  oil  could  not  be  designed  which  would 
operate  continuously  at  90  per  cent  efficiency  or  even  higher.  With 
this  producer  it  would  be  possible  to  develop  an  internal  combus- 
tion engine  of  the  automobile  type  which,  with  the  same  power,  would 
have  less  internal  friction  than  the  Diesel  engine.  There  would  be 
certain  practical  disadvantages  to  such  a  combination,  the  principal 
ones  being  the  extra  space  required  and  the  additional  labor  for 
operation.  He  referred  to  the  number  of  times  a  plant  operating 
Diesel  or  semi-Diesel  engines  must  be  laid  up  in  order  to  clean  the 
engines.  The  practical  weight  of  experience  and  of  actual  reliability 
and  cheapness,  he  believed,  was  in  favor  of  the  producer-gas  engine 
operating  with  gas  generated  from  fuel  oil. 

Lewis  H.  Nash  concmTed  in  the  idea  of  adopting  the  principle 
of  gasifying  oil  in  some  type  of  gas  producer.  He  knew  of  gas  en- 
gines which  had  been  in  operation  for  25  years  with  negligible  cost 
for  repairs.  He  considered  that  the  mechanical  difficulties  with 
the  Diesel  engine  far  outweighed  its  theoretical  advantages. 

Henry  B.  Oatley,  referring  to  Table  1  in  which  Mr.  Morton 
presented  the  comparative  weights  of  power  plants  in  steamships 
and  motorships,  said  that  in  the  comparative  installations  aboard 
the  U.  S.  S.  Maumee  and  Tiogay  steam  and  motor-driven  ships, 
respectively,  the  Diesel-engine  plant  weighed  decidedly  more  than 
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the  steam  plant.  The  difficulties  of  getting  high  pressure  and  the 
limitations  of  superheaters  of  which  the  author  spoke  while  discus- 
sing the  heat  elements  of  temperature  range  for  the  various  types 
of  engines  existed,  according  to  Mr.  Oatley,  only  in  the  present 
motor  designs,  but  he  saw  no  difficulty  in  the  further  development 
of  the  types  which  have  been  successfully  operated  at  pressures  as 
high  as  500  or  700  lb.  per  sq.  in.  Thus,  with  higher  pressures  and 
with  higher  degrees  of  steam  temperature  the  boiler  plant,  in  point 
of  weight  and  size,  would  become  markedly  smaller,  and  the  con- 
trast in  point  of  space  occupied  aboard  the  ship  for  the  steam  plant 
as  compared  to  the  motor  plant  would  decrease,  possibly  to  the 
point  of  being  on  a  par.  Mr.  Oatley  further  criticized  the  argument 
advanced  for  preferring  the  motorship  over  the  steam-driven  ship 
by  reason  of  the  depreciation  of  the  hull  because  of  the  sulphur  con- 
tent of  coal  and  the  amount  of  coal  space  required  in  the  steam- 
driven  ship,  on  the  ground  that  rapid  progress  had  been  made  in  the 
utiUzation  of  oil  as  fuel  for  steam-driven  ships,  and  that  this  practice 
would  in  all  likelihood  continue  to  increase. 

().  C.  Berry,*  commenting  on  Mr.  CarduUo's  suggestion  of  gasi- 
fying oil  in  some  type  of  gas  producer,  mentioned  that  in  experi- 
ments conducted  at  Purdue  University  for  the  purpose  of  finding 
the  best  means  of  introducing  into  the  mixture  the  heat  required 
to  vaporize  the  liquid  fuel,  it  had  been  concluded  that  two  elements 
are  required  to  get  the  mixture  in  a  burnable  condition.  In  the 
first  place,  the  temperature  of  the  mixture  must  be  high  enough  to 
maintain  in  the  liquid  fuel  sufficient  vaporizing  pressure  so  that  the 
fuel,  once  reduced  to  a  vapor,  will  stay  in  a  vaporized  state  and  get 
into  the  cylinder  as  a  vapor  and  not  a  liquid.  The  other  was  the 
time  element.  Because  of  the  smallness  of  this  time  element,  thou^ 
the  temperatures  are  high  enough  to  maintain  the  required  tempera- 
tures, still  the  mixtures  retain  their  wet  condition  when  they  arrive 
in  the  cylinder.  For  this  reason,  observed  Professor  Berry,  the  hot 
spot  had  come  into  automobile  practice  as  one  of  the  solutions  for 
the  vaporization  of  kerosene,  and  he  expressed  his  belief  that  it 
could  be  applied  to  good  advantage  to  the  use  of  fuels  heavier  than 
kerosene.  A  properly  designed  hot  spot,  he  said,  would  eliminate 
the  difficulty  found  in  gas  producers,  where  the  temperature  is  often 
so  high  that  it  is  not  possible  to  keep  a  high  enough  compression 
without  getting  preignition. 

*  Professor  of  Mechanical  Engineering,  Purdue  University. 
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Mr.  Cardullo  said  in  reply  that  in  mentioning  the  gas  producer 
he  had  intended  to  convey  the  idea  of  the  actual  combustion  of  oil 
in  a  producer  so  as  to  form  a  clean,  burnable  mixture  in  the  engine. 

L.  H.  Johnson  spoke  of  his  experience  with  the  two-cycle  semi- 
Deisel  hot-bulb,  hot-surface  engine  and  stated  that  after  investi- 
gating the  various  theories  advanced  to  explain  this  type  of  engine 
he  had  finally  formulated  the  following  conclusion  as  to  its  opera- 
tion: That  the  oil  must  be  injected  into  the  engine  in  the  form  of  a 
spray  or  a  mist,  and  if  low  compression  is  to  be  used,  it  must  be 
sprayed  against  a  hot  surface  and  vaporized;  then  this  oil  gas  mixes 
with  the  air  compressed  in  the  chamber  and  explodes  by  the  heat  of 
compression  or  the  heat  stored  in  the  combustion  chamber.  Tests, 
he  said,  had  convinced  him  that  it  is  necessary  for  successful  opera- 
tion of  the  engine  to  remove  the  deposit  of  carbon  or  residue  of  mate- 
rial that  is  left  in  the  cylinder.  In  the  experiments  to  which  he 
referred  no  trouble  had  been  found  in  maintaining  the  temperature 
necessary  for  successful  operation  and  the  main  problem  had  been 
the  elimination  of  the  deposits. 

The  Author  wrote  in  reply  to  Mr.  Illmer's  discussion  that  he 
was,  at  present,  in  favor  of  the  four-stroke  cycle  oil  engine  for  mar- 
ine purposes.  Space  restrictions  in  the  original  paper  had  prevented 
his  comparing  the  various  types  in  detail.  He  thought  that  the  two- 
stroke  cycle  engine  had  not  been  perfected  to  a  point  which  would 
warrant  its  use  at  the  present  time  in  marine  installations.  He 
doubted  the  advisability  of  charging  the  two-stroke  engine  from 
below  the  piston  on  account  of  the  danger  of  adulterating  the  work- 
ing charge.  Scavenging  with  valves  located  in  the  head  was  su- 
perior, but  the  design  introduced  complications. 

He  believed  that  with  solid-fuel  injection,  the  four-stroke  en- 
gine could  be  made  with  fewer  working  parts,  and  that  larger  out- 
put could  be  obtained  with  less  weight.  He  felt  that  the  trend  of 
manufacturers  was  toward  the  Diesel  engine  and  away  from  the 
hot-bulb  engine,  in  the  larger  sizes. 

Answering  Mr.  Ennis*  request  for  more  complete  information 
regarding  the  motors  mentioned  in  the  paper,  the  author  stated  that 
they  were  of  the  four-stroke,  single-acting  type  and  were  built  by 
Burmeister  and  Wain,  Copenhagen,  Denmark.  He  realized  that 
mean  effective  pressures  greater  than  91  lb.  per  sq.  in.  were  obtain- 
able in  stationary  practice,  but  this  did  not  extend  to  marine  prac- 
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tice.  There  were  excellent  reasons  for  this,  such  as  the  difference  in 
cooling  media,  ventilation,  speed,  and  foundation.  It  was  due  to 
lack  of  raw  material  throughout  the  war  that  there  had  been  little 
activity  in  the  building  of  marine  motors  by  the  Copenhagen  con- 
cern. The  building  numbers  of  present  orders  ran  from  276  to  344 
with  deliveries  stipulated  as  far  ahead  as  1922.  The  East  Asiatic 
Company  of  Denmark  had  30  on  order,  the  largest  of  which  was  to 
be  6500  i.hp.  in  16  cylinders.  It  was  quite  true,  as  Mr.  Ennis 
pointed  out,  that,  compared  with  oil  rather  than  coal,  the  value  of 
R  derived  in  Par.  5  of  the  paper  would  be  between  2  and  2.5. 

With  regard  to  the  reliability  of  the  motorship,  the  author 
cited  the  record  of  the  George  Washington  which  made  a  non-stop 
run  of  68  days  without  mishap  or  cleaning  of  any  sort.  Every 
valve  taken  out  for  examination  was  found  to  be  without  fault  and 
replaced. 
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Member  of  the  Society 

At  the  present  Ume  there  is  no  standard  method  of  rating  kerosene  oil  engines, 
and  consequently  engines  of  the  same  displacement  are  given  different  ratings  by 
each  manufacturer.  A  standard  formula  would  therefore  he  of  value  and  in  this 
paper  the  writer  discusses  the  various  formuloB  now  in  use  cmd  suggests  that  a  pis- 
ton  displacement  of  13,000  cu.  in.  per  minute  be  taken  as  one  brake  horsepower. 
The  subject  of  a  standard  name-plate  is  also  discussed  and  a  suggested  form  is  given. 

A  MONG  the  various  companies  manufacturing  kerosene  en- 
^^  gines  there  seems  to  be  no  uniform  standard  of  rating  in  use, 
and  as  a  result  engines  of  the  same  bore,  stroke  and  speed  —  or  in 
other  words,  of  the  same  piston  displacement  per  minute  —  are  given 
different  ratings  by  aUnost  as  many  manufacturers.  In  the  past 
little  attention  has  been  paid  to  this  minor  detail,  as  it  seems  to  have 
been  considered,  but  the  purchaser  of  engines  and  tractors  has  had 
much  experience  with  this  inconsistency.  For  instance,  one  buys 
an  engine  of  4  hp.  that  will  actually  develop  6.5  hp.;  another  buys 
one  also  rated  4  hp.  but  it  will  only  develop  5  hp.,  and  it  will  in  all 
probability  have  a  different  piston  displacement  per  minute.  Ap- 
parently this  means  nothing  as  far  as  the  customer  is  concerned, 
for  in  each  case  he  receives  more  horsepower  than  Jie  believed  he 
was  purchasing.  A  very  great  difficulty  does,  however,  arise  when 
these  engines  are  judged  by  the  amount  of  maximum  work  which 
they  will  perform  in  a  given  length  of  time,  not  on  brake  tests  but 
on  users'  equipment,  and  the  result  is  that  the  purchaser  of  the 
smaller  engine  is  greatly  dissatisfied,  despite  the  fact  that  his  engine 
will  develop  a  25  per  cent  overload. 

2    The  foregoing  is  only  a  sample  case  of  the  inconsistency  which 
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has  resulted  in  many  bills  now  being  introduced,  or  about  to  be 
introduced,  in  state  legislatures,  specifying  how  an  engine  shall  be 
rated.  If  these  bills  should  all  pass  it  might  be  that  each  state  would 
require  a  different  rating,  and  thus  the  manufacturers  would  be 
obliged  to  furnish  a  different  nameplate  in  each  state.  It  would 
therefore  seem  advisable  for  the  manufacturers  to  get  together 
and  adopt  a  standard  rating  for  kerosene  engines;  and  this  work 
would  be  greatly  facilitated  if  the  engineers  of  this  Society  and 
of  the  Society  of  Automotive  Engineers  would  cooperate  and  adopt 
a  standard  rating  for  this  type  of  power  plant. 


TABLE   1     FORMULA   NOW  IN  USE  FOR  FOUR-STROKE-CYCLE  ENGINES 


n 


diameter  of  piston,  in. 
number  of  cylinders 


L  »  length  of  stroke,  in. 

N  »  number  of  revolutioos  per  minate 


No. 


3 
4 

5 

6 

7 

8 
9 

10 


Authority 


N.A.C.C.  * 

or 
A.L.A.M. 

E.  P.  Roberta 

French  Automobile  Club 
Royal  Automobile  Club,  British 

Royal  Automobile  Club,  Swedish 

Prof.  H.  L.  Collanders 
T.  Thornycrofts 

M.  Farouz 
M.  Amon 

E.  W.  Roberts  * 


Fouixrx^ 


2.5 


(at  1000  ft.  per  min.) 


Dl^LNn 

18.000 

0.45  I^n  (at  985  ft.  per  min.) 
0.405  Ll^n 
I^LNn 


15,240 
0.565  D{D 


-l)n 


2700 
0.121  Z)**L®*« 
0.1  D'^n 
I^LNn 


^  Vol.  1,  p.  30,  8.A.E.  SUndards  DaU  Sheets. 

*  Gas  Engine  Handbook,  p.  131.     X  is  a  factor  varying  with  the  fuel  and  cycle.    For  I  eycie 
engines  X  equals  16,000  fur  natural  gas  and  14,000  for  gasoline. 


3  If  stanihircl  rating  is  to  be  of  si^rvice,  it  must  give  equal 
protection  to  the  manufacturer  and  the  customer,  and  any  formula 
which  is  obtained  must  therefore  be  based  upon  practice  covering 
a  sufficient  period  of  time.  Before  taking  up  the  proposed  fonnulEi 
however,  the  writer  wishes  to  review  some  of  the  formulae  that  are 
in  use  tcxhiv  and  which  are  Usted  on  Table  1. 
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4  The  A.L.A.M.  formula^  is  based  on  the  assumption  that  there 
is  developed  within  the  cylinder  a  mean  effective  pressure  of  90  lb. 
per  sq.  in.,  that  the  engine  operates  with  75  per  cent  mechanical 
efficiency,  and  that  the  piston  speed  is  1000  ft.  per  min.  With  im- 
govemed  engines  this  formula  is  perhaps  as  good  as  any,  but  for 
engines  operating  with  governors  it  is  obvious  that  if  a  piston  speed 
of  other  than  1000  ft.  per  min.  is  maintained,  it  will  be  necessary 
to  make  a  correction  to  cover  this  point,  in  which  event  the  formula 
is  unwieldly  and  inconvenient. 

5  An  empirical  formula  *  which  is  considered  as  very  conserva- 
tive practice  when  compared  with  the  various  ratings  now  used  by 
engine  manufacturers  is  as  follo\%'s:  B.hp.  =  0.00006042  D^LNn  = 
V/13,000.  Before  deriving  this  formula  the  writer  compared  the 
ratings  of  115  engines  manufactured  by  61  companies  and  found 
them  to  vary  from  8,256  to  19,985  cu.  in.  per  b.hp.  Forty-six 
engines  were  rated  using  11,000  cu.  in.  or  less  as  1  b.hp.;  29  used 

*  Derivation  of  A.L.A.M.  Formula: 
Let,  HPb  -  brake  horsepower 
HPi  =  indicated  horsepower 
HPr  =  rated  horsepower 

A  «-  area  of  piston,  sq.  in. 

D  «  diameter  of  piston,  in.  ^ 

E  -  mechanical  eflBciency  (assimied  at  0.75)  ** 

L  «  length  of  stroke,  in. 

n  -  number  of  cylinders 

P  =  mean  effective  pressure,  lb.  per  sq.  in.  (assumed  at  90  lb.) 

V  -  piston  displacement  per  minute,  cu.  in. 

N  -  revolutions  per  minute 

8  -  piston  speea,  ft.  per  min.  (assimied  at  1000) 

MPk      HP      F     ^  PASNn  „     90  X  0.7854  D*  =  1000  x  n  x  0.75 
^  °        *  ^  4    33,000  ^  "  4  X  33,000  x  12 


,  or  for  practical  purposes, 


Also,  since  s 


2.489* *^ '^    *^ '    2.5 

2L.V 
12 


„p^     90  X  0.7854  D»  x  2L.V  x  n  x  0.75      D'LNn     nnnnnA«oQ  n.r  v 
^^' 4^33,000  X  12 -  14:939  =  000006693 D^LATn 

and  substituting  V  for  0.7854  D^LNn 

„j.       90  X  F  X  2  X  0.75  F_^ 

°  12  X  33,000  X     4  "  11,733 

•  Derivation  of  Empirical  Formula: 

0.7854  D^LNn         V 


HPr  (recommended)  = 


13,000  13,000 


HPr  (transformed)     — f^=in  -  0.00006042  D'LXn 

1d,OOU 
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11,000  to  12,000  cu.  in.;  12  used  12,000  to  13,000  cu.  in.;  10  used 
13,000  to  14,000  cu.  in.  and  18  used  above  14,000  cu.  in. 

6  It  will  thus  be  seen  that  87  engines  or  approximately  75  per 
cent  were  rated  as  using  less  than  13,000  cu.  in.  per  b.hp.  and  while 
this  value  may  be  more  conservative  than  some  manufacturers 
might  wish  to  use,  it  gives  a  standard  basis  of  comparison  and 
allows  the  engine  to  develop  a  fair  percentage  of  overload  above 
its  rating,  since  any  engine  should  be  able  to  develop  as  a  maximum 


Fig.  1 


3  5 

Formula    Numbers 

Comparison  of  ExoiNE-RATiNa  Formula  in  Terms 
OF  Piston  Displacement  per  Mindtb 


1  b.hp.  por  11,000  cu.  in.  pLston  displacomont  per  min.  when  the 
engine  i.s  in  ^ood  condition. 

7  At  this  time  it  seciiLS  desirable  to  compjire  this  new  formula 
with  those  iilready  in  use,  and  for  that  reason  Table  2  has 
compiled,  from  which  have  l^een  plotted  the  values  shown 
Fig.  1  which  shows  a  wide  variation  in  some  of  the  formulje. 
It  should  also  \jc  noted  that  thLs  chart  does  not  show  the  maxi- 
mum horscinnver  that   can   be  expected   from  an  engine  but   has 
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reference  only  to  the  rated  brake  horsepower  which  should  be  rea- 
sonably expected  from  a  kerosene  engine.  If  one  engine  can  develop 
a  higher  maximum  than  another,  or,  in  other  words,  can  make  good 
on  a  lower  piston  displacement  per  minute  than  its  competitor,  the 
credit  is  certainly  due  to  the  manufacturer  who  can  consistently 
produce  these  conditions.  However,  practically  all  engines  of  cor- 
rect design  will  develop  a  maximum  horsepower  according  to  the 
formula  heretofore  given,  namely  1  b.hp.  per  11,000  cu.  in.  piston 
displacement  per  min. 

8    With  reference  to  the  rating  of  four-stroke-cycle  engines, 
it  would  seem  best  for  all  concerned  that  this  rating  should  be 


TABLE  2    COMPARISON  OF  ENGINE-RATING  FORMULiB  IN   TERMS   OF 

PISTON   DISPLACEMENT    (V)   PER  MINUTE 


FOBlfULA  No. 

1 

j             2 

1 

3 

5 

10 

11 

Authority 

N.C.C.C. 

OB 

A.L.A.M. 

1 

E.  P.  Roberts 

1 

1 

Royal 
French     Auto- 
Auto-  1  mobile 
mobile  |     Club 
;  Swedish 

1 

E.  W.  Roberts 

Rated 
Horsepower 

16000 

14000 

11500 

ReoommeiH 
dation 

1 

Expressed  in 
piston  dis-'        V 

V 
14,137 

V 

• 

V 

V 

V 

V 
9.032 

V 

placement  per     11,733 
minute 

13,180      11,969 

i 

12,566 

10.995 

13.000 

! 
Expressed  in 
t  e  r  m  s  0  f    D^LNn 

18,000 

1 
D'^LNn    I^LNn   D^LNn 

D*LiVn 

11.499 

ti^NLn 

Roberts  form- 
ula 

14,939 

16,781 

15,240 

15,999 

13.998 

16,550 

made  the  nearest  whole  horsepower  to  that  determined  by  the 
standard  formula,  it  being  a  very  easy  matter  to  change  the 
rated  speed  of  the  engine  in  order  to  accomplish  the  exact 
rating.  In  any  event,  however,  the  rated  horsepower  would  not, 
if  the  foregoing  condition  is  adhered  to,  vary  more  than  plus  or 
minus  0.5  hp. 

9  Having  established  a  standard  rating  for  this  class  of  engine, 
there  should  also  be  a  standardized  nameplate;  to  state  the  hp. 
alone  with  no  reference  to  speed  is  insufficient  and  misleading.    This 
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nameplate  should  be  clear  and  concise,  leaving  no  cause  for  doubt 
as  to  what  is  meant.  Many  companies  use  the  form  of  rating  as 
follows : 


Others  simply  use: 


and  still  others  reverse  the  figures  with  relation  to  the  lettering.  It 
would  seem,  however,  that  the  most  exact  way  of  placing  the  rating 
on  the  nameplate  would  be  according  to  the  following  form: 


16  HP  at  500  RPM 


It  has  been  the  custom  of  many  manufacturers  to  leave  out  the  little 
word  "at,'*  which,  when  included  in  the  fonnula,  leaves  no  room 
for  doubt  as  to  what  is  meant. 

10  In  considering  the  intemal-combustion-engine  rating  we 
must  also  consider  the  tractor  rating  as  the  intemal-combimtion 
engine  forms  its  power  unit  and  the  tractor  rating  is  therefore  de- 
pendent upon  the  engine  rating.  The  owner  of  a  tractor  is  not  only 
interested  in  the  amount  of  power  that  can  ho  delivered  by  the 
engine  but  also  in  the  amount  that  can  be  dolivored  to  the  drawbar 
at  tlie  different  speeds.  Here  again,  however,  manufacturers  have 
been  inconsistent  in  the  ratings  which  they  have  made.  The  ma- 
jority of  manufacturers  have  followed  the  nile  that  drawbar  horse- 
power should  l)e  considered  as  50  per  cent  of  the  rating  of  the  power 
unit  and  in  actual  practice  covering  many  years  of  experience  this 
seeuLs  to  l)e  a  verj'  conservative  figure  to  use.  It  is  true  that  the 
tractor  will  often  develop  greater  drawbar  horsejwwer,  but  when 
taking  into  consideration  the  wide  range  of  conditions  through 
which  the  tractor  must  work,  such  as  changes  of  soil  and  class  of 
work,  a  50  |^t  c(»iit  rating  for  th(»  drawbar  pull  seems  on  the  whole 
to  l>e  the  Ix'st  value  to  use;  then*fon\  on  the  tractor  engines  it  would 
seem  that  the  best  nameplate  would  l>e  the  following: 
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16  Brake  HP  at  500  RPM 

8  Drawbar  HP  at  500  RPM  of  the  engine 

Drawbar  pull: 

lb.,  reverse  speed  at miles  per  hour 

lb.,  first  speed  at miles  per  hour 

lb.,  second  speed  at miles  per  hour 

lb.,  third  speed  at miles  per  hour 

Drawbar  pull  and  HP  are  on  the  average  good  footing. 


11  The  following  formulae  are  those  which  it  would  seem  are 
best  adopted  to  the  rating  of  internal-combustion  engines  and 
tractors: 

^  ^   ,        .      ,                       0.7854 D'LNn  ^.^ 

Rated  engine  horsepower  = ^^  ryw> {X\ 

^       ,      ,                       Rated  engine  horsepower  ^^-i 

Drawbar  horsepower  = s L2J 

^       ,  „  „  ,     375  X  rated  drawbar  horsepower         ^--i 

Drawbar  pull,  lb.*= r t-- ~^ u [3] 

^     '  travel  in  miles  per  hour  *-  -• 

^,  .      ,           o .    „       63,025.21  X  brake  horsepower  ^^-i 

Motor  torque,^  m-lb.  =  ^r? .    .    .    L*J 

12  Practical  work  in  experimental  testing  laboratories  and  on 
regular  test  floors  has  proved  that  four-stroke-cycle  engines  operat- 
ing on  kerosene  will  develop  for  periods  of  two  hours  or  more  1  b.hp. 

*  Derivation  of  Drawbar  Pull  Formula: 

Let   Fd  =  drawbar  pull,  lb. 
HPd  =  drawbar  horsepower 
S  »  speed  in  miles  per  hour 

^,       „      ZfPd  X  33,000  X  60     375  HPd 
Then  Fd^ ^280  x~5^ "  ^S" 

*  Derivation  of  Motor  Torque  Formula: 

Let  HPb  =  brake  horsepower 

I  »  length  of  brake  arm,  in. 
W  =  lb.  pull  at  end  of  arm 
N  =  revolutions  per  minute 
T  =  motor  torque,  in-lb. 

^^"°  ^^'  '  33;000 

_  HPb  X  33,000  x  12 
2tN 

_  63,025.21  X  /rP6 

"^  N 
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per  11,000  cu.  in.  piston  displacement  per  min.  and  a  few  engines 
have  for  short  periods  of  time  developed  1  b.hp.  for  every  9800  cu. 
in.  piston  displacement  per  min.  Therefore,  making  allowances  for 
general  wear,  mishandling  and  improper  adjustment,  the  formulae 
given  in  Par.  11  will  be  seen  to  be  conser\'ative  and  well  adapted  for 
the  rating  of  this  type  of  engine. 

DISCUSSION 

Harry  F.  Smith  thought  that  it  would  be  altogether  out  of 
place  to  attempt  to  create  any  arbitrarj'^  standard  of  cubic-inch 
displacement  for  the  determination  of  the  horsepower  of  the  kero- 
sene-oil engine.  He  said  he  knew  of  tests  recently  made  on  sub- 
stantially identical  kerosene-oil  engines  in  which  the  b.hp.  developed 
differed  by  100  per  cent,  due  to  change  in  cylinder  design.  That 
meant  that  the  thermal  efficiency  of  one  engine  was  100  per  cent 
better  than  the  other.  It  seemed  to  him,  therefore,  that  the  manu- 
facturer who  was  in  a  position  to  double  the  thermal  eflfieiency  of 
the  kerosene  oil  engine  ought  to  be  entitled  to  whatever  benefits 
might  accrue  thereby,  and  not  be  handicapped  by  the  action  of  the 
Society  or  of  State  legi>hitures  in  rating  his  engine  at  a  certain  horse- 
power according  to  its  i^ize  or  tlie  numlxT  of  pounds  of  cast  iron  put 
into  it. 

Stafford  Montgomery  inquired  whether  the  rating  of  kerosene 
engine  builders  from  8000  to  20.000  cu.  in.  per  b.hp.  was  limited 
to  kerosene  engines  or  whether  it  applied  also  to  gasoline  engines. 
This  question  was  referred  to  the  meeting  by  the  chairman. 

Fredrik  Ottesen  protested  against  manufacturers  of  large 
gas  engines  having  to  adopt  the  formula  set  forth  in  Mr.  Arnold's 

f)a|>er. 

William  T.  MACiRVDER  remarked  that  in  The  Ohio  State  Uni- 
vci>itv  School  of  Militarv  Aeronautics  thev  had  formulated  a  state- 

^  *r  » 

iiicnt  which  was  fairly  accurate,  that  instead  of  using  13,000  or 
14,fKK),  10,(MK)  cu.  in.  represented  (luite  clost'ly  the  horsepower  of  an 
aeroplane  (•ll^ine  up  to  1(K)  per  cent  capacity,  and  increased  speed 
after  that  did  not  jjive  correspoudingh'  increased  horsepower.  He 
^aid  that  the  horsepower  of  a  steam  tractor  is  unknown  until  tested 
U}T  the  rea>on  that  its  overload  capacity  is  not  like  that  of  a  boiler, 
one  or  two  or  three  hundred  |K'r  cent,  but  from  four  to  five  hundred 
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per  cent;  and  that  in  tests  performed  at  the  laboratories  of  the  uni- 
versity, tractors  nominally  rated  at  20  hp.  gave  over  100  hp.  and 
kept  it  up;  on  the  other  hand,  in  actual  tests  of  kerosene  and  gaso- 
line tractors  on  blocks,  either  in  field  work  or  in  comparative  b.hp. 
tests,  many  of  the  tractors  fail  to  operate  at  their  rated  horsepower 
and  not  even  their  own  experts  could  always  get  from  them  what  the 
nameplates  indicated  they  should  deliver.  Such  being  the  con- 
ditions in  practice,  it  appeared  to  him  that  by  the  standardization 
of  horsepower,  misunderstandings  arising  from  the  erroneous  inter- 
pretation of  the  discrepancy  between  rated  and  actual  horsepower 
could  be  avoided.  He  further  observed  that  the  question  was  boimd 
to  be  taken  up  soon  by  the  various  legislatures  and,  as  Mr.  Arnold 
said  in  his  paper,  the  conditions  at  present  existing  in  the  gas  tractor 
and  the  kerosene  tractor  would  be  dupUcated  in  the  automobile  if 
the  Society  did  not  take  prompt  and  effective  steps  to  translate 
the  idea  of  a  horsepower  so  as  to  make  it  intelligible  to  the  average 
man  who  knows  nothing  about  machinery  or  about  mechanics. 

John  Chucan  assented  to  the  remarks  made  by  Professor 
Magruder  and  asserted  that  he  had  actually  used  for  several  years 
a  formula  identical  with  that  proposed  by  Mr.  Arnold  and  had  foimd 
it  to  be  very  conservative.  The  formula,  as  he  understood  it,  was 
intended  only  for  tractors  and  not  for  automobile  or  any  other 
engines. 

The  Author.  There  seems  to  have  been  some  argument  and 
objection  to  the  proposed  formula  though  it  seems  to  me  to  result 
from  a  failure  to  realize  the  necessity  of  such  formula. 

First:  It  must  be  understood  that  any  formula  that  can  be 
devised  at  this  time  is  purely  empirical  and  is  established  for  a 
basis  of  comparison. 

Second:  That  having  established  a  standard  basis  by  which 
engines  of  this  type  shall  be  rated,  each  engine  can  then  be  com- 
pared in  relation  to  the  per  cent  of  maximum  overload  they  can 
sustain  under  actual  brake  test  for  a  given  period  of  time. 

Third:  This  formula  applies  equally  to  gasoline  as  well  as 
kerosene  engines,  the  only  diflference  being  that  under  certain  con- 
ditions the  gasoline  will  probably  sustain  a  greater  maximum. 
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STANDARDS  OF  CARBURETOR  PERFORMANCE 

By  O.  C.  Berry,*  Lafayette,  Ind. 
Non-Member 

The  type  of  test  which  a  carhureiar  is  most  frequently  given  to  establish  its  merit 
or  lack  cf  merit  is  carried  out  in  the  foUowing  manner:  An  engine  in  good  mechani- 
cal condition  is  tested^  using  a  carburetor  which  bears  a  high  repiUation.  These  tests 
are  then  repeated,  using  the  new  carburetor ,  and  its  merits  are  thus  reported  in  terms 
of  the  comparative  performances  of  the  engine.  The  results  of  these  tests  are  valua^- 
ble  and  convincing^  and  while  they  wtU  always  be  the  final  criterion  of  carburetor 
performance f  they  fall  a  little  short  of  the  ideal  in  thai  they  faU  to  show  the  reasons 
for  the  differences.  Several  writers  have  recently  pointed  this  out  and  suggested  that  the 
performance  of  a  carburetor  should  also  be  expressed  in  terms  of  its  ability  to  per- 
form those  functions  which  are  essential  to  proper  carburation.  In  order  to  do  this 
it  wiU  be  necessary  to  determine  these  essentials.  Each  function  must  then  be  studied 
to  see  when  and  how  it  operates,  its  comparative  importance,  and  the  conditions  for 
the  best  results.  This  is  a  difficidt  task,  but  its  accomplishment  should  prove  of 
great  benefit.  In  this  paper  a  list  of  the  essential  factors,  as  now  understood,  has 
accordingly  been  made.  Some  experimental  data  are  also  presented  which  it  is  hoped 
wiU  help  to  establish  some  of  the  standards  of  performance.  These  data  cover  the 
following  points: 

(a)  The  efficiency  and  power  capacity  of  an  engine  as  affected  by  the  rich- 
ness of  the  mixture 

(Jb)  The  effect  of  the  speed  of  an  engine  upon  its  mixture  requirements 

(c)  The  effect  of  the  torque  produced  by  the  engine  upon  its  mixture  require- 
ments 

{d)  The  effect  of  the  dryness  of  the  mixture  upon  the  mixture  requirements, 
power  and  efficiency  of  the  engine: 

1  The  heat  for  drying  the  mixture  coming  from  the  sensible  heat  in  the  air 

2  The  heat  far  drying  the  mixture  coming  from  a  "hot  spot**  in  the  intake 

manifold. 
Further  research  is  now  under  way  which  is  expected  to  throw  light  on  other  phases 
of  the  problem. 

Satisfactory  carburation  of   a   liquid  fuel  depends  jointly 

upon  the  carburetor,  the  intake  manifold,  and  the  temperature 

of  the  combustion-chamber  walls.     These  parts  may  therefore  be 

considered  the  carburating  apparatus  and  the  headings  under  which 

*  Professor  of  Mechanical  Engineering,  Purdue  University. 

Presented  at   the  Spring   Meeting,   Detroit,    Mich.,  June  1919,   of   The 
American  Society  of  Mechanical  Engineers. 
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are  grouped  the  tests  to  determine  the  degree  of  excellence  with 
which  each  of  these  parts  performs  its  respective  functions  may  all 
be  listed  together.  These  headings  expressed  in  the  general  order 
of  their  importance  are  as  follows: 

a  The  range  of  flow-rate  capacities,  or,  in  other  words,  the 
maximum  and  minimum  number  of  cubic  feet  of  air  per 
minute  that  can  be  handled 

h  The  richness  of  the  mixture  as  afifected  by:  the  rate  of 
flow  of  the  air  through  the  carburetor;  sudden  changes 
in  the  rate  of  flow;   the  amount  the  throttle  is  open 

c  The  pressure  drop  through  the  carburetor  at  different 
rates  of  flow 

d  The  thoroughness  and  uniformity  with  which  the  fuel 
and  air  are  mixed 

e  The  uniformity  of  the  richness  of  the  mixture  furnished  to 
the  different  cylinders 

/  The  temperature  and  dryness  of  the  mixture  entering  the 
cylinders 

g  The  temperature  of  the  combustion-chamber  walls,  par- 
ticularly the  piston  head. 

The  relative  importance  of  these  items  is  largely  a  matter  of  opinion 
and  will  be  different  under  different  conditions.  For  example,  the 
capacity  for  handling  large  amounts  of  air  is  much  more  important 
in  passenger  cars  than  in  trucks  and  tractors,  while  in  tractors  using 
kerosene  the  temperature  of  the  mixture  and  combustion-chamber 
walls  becomes  comparatively  much  more  imp)ortant  than  it  is  in 
passenger  cars  burning  gasoline. 

a   RANGE   OF   FLOW-RATE   CAPACITIES 

2  In  passenger-car  engines  great  importance  is  attached  to 
floxil)ility,  and  the  buying  public  would  not  consider  a  car  that 
was  notably  defective  in  this  respect.  The  power  developed  by 
an  engine  varies  almost  directly  with  the  weight  of  air  used  per 
minute.  The  carburetor  must  therefore  be  able  to  supply  this 
air,  properly  mixed  with  fuel,  through  a  wide  range  of  flow  rates. 
As  in  practice  the  carburetor  is  frequently  found  to  l)e  one  of  the 
main  factors  limiting  the  flexibility  of  the  engine,  the  range  of  flow- 
rate  capacities  is  placed  at  the  head  of  the  list  as  probabl}'  the  most 
important  item  by  which  the  carburetor  is  to  be  judged. 
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3  Carburetors  are  usually  rated  as  to  size  by  the  size  of  their 
outlet  flanges.  No  account  is  taken  of  the  maximum  or  minimum 
rate  of  flow,  though  in  practice  there  is  a  marked  lack  of  uniformity 
in  the  flow-rate  capacities  of  carburetors  of  the  same  rated  size. 
Nevertheless  these  carburetors  are  supposed  to  be  interchangeable. 
The  range  of  flow-rate  requirements  of  various  engines  also  differs 
widely,  being  large  for  the  passenger-car  engine  and  small  for  the 
truck  and  tractor  engines. 

4  The  passenger  car  is  expected  to  idle  down  to  one  or  two 
miles  per  hour  on  high  gear  and  at  the  same  time  have  a  maximum 
speed  capacity  well  above  50  miles  per  hour.  Few  carburetors  are 
capable  of  furnishing  a  proper  mixture  over  so  wide  a  range,  although 
most  carburetors  are  sold  imder  claims  of  wonderful  flexibiUty.  The 
passenger-car  engineer  can  only  be  sure  of  a  proper  carburetor  by 
specifying  the  exact  flow  rates  required  to  secure  the  desired  flexi- 
bility. Similar  specifications  with  the  less  exacting  truck  and  trac- 
tor engines,  which  are  usually  governor-controlled,  will  frequently 
result  in  a  marked  saving  through  the  substitution  of  a  cheaper 
carburetor  of  more  rugged  design. 

5  A  carburetor  is  truly  suited  to  an  engine  only  when  its  flow- 
rate  capacities  correspond  to  the  requirements  of  the  engine,  and 
this  condition  will  be  attained  with  the  greatest  certainty  when  the 
requirements  of  the  engine  and  the  capacities  of  the  carburetor  are 
both  given  in  cubic  feet  of  air  per  minute.  It  is  therefore  suggested 
that  the  flow-rate  capacities  of  all  carburetors  should  be  stated  defi- 
nitely in  cubic  feet  per  minute,  and  that  this  information  should 
always  accompany  the  statement  of  the  size  of  the  carburetor  flange. 

6  The  air  required  by  an  engine  may  be  computed  as  follows: 
With  the  carburetor  adjusted  so  that  the  engine  carries  its  full  torque 
with  open  throttle,  the  air  required  per  brake  horsepower  per  minute 
will  remain  nearly  constant  irrespective  of  the  amount  of  gasoline 
used  or  the  speed  of  the  engine.  For  the  usual  passenger-car  type 
of  engine  with  a  compression  ratio  of  about  4  to  1  this  constant  is 
about  2.1  cu.  ft.  per  min.  at  full  power,  and  seldom  exceeds  2.3  cu.  ft. 
per  min.  The  air  used  when  idling  at  any  speed  is  almost  exactly 
one-quaHer  of  that  used  under  full  load  at  the  same  speed.  With 
these  data,  which  are  based  upon  the  performance  of  the  engines 
tested  at  Purdue,  it  is  easy  to  compute  the  air  requirements  for  any 
engine  of  the  same  type,  for  any  torque  and  any  speed. 
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b  RICHNESS   OF  THE   MIXTURE 

7  The  thermal  efficiency  of  an  engine  at  any  speed  and  load  is 
affected  more  by  the  richness  of  the  explosive  mixture  than  by  any 
other  factor.  It  is  therefore  highly  important  that  the  carburetor 
deliver  the  mixture  to  the  engine  in  the  proper  proportions,  at  all 
speeds  and  loads.  In  order  to  be  sure  that  this  is  being  accomplished, 
it  will  be  necessary  to  do  several  things.  In  the  first  place,  the  rich- 
ness of  mixture  giving  the  best  power  and  the  one  giving  the  best 
efficiency  must  each  be  experimentally  determined.  This  must  be 
done  for  various  speeds  and  loads,  so  as  to  learn  what  effect  a  change 
in  either  will  have  on  the  mixture  requirements  of  the  engine.  The 
temperature  and  the  dryness  of  the  mixture  must  also  be  varied  to 
determine  whether  or  not  they  affect  the  power  or  efficiency  of  the 
engine.  After  thus  estabUshing  the  results  desired  of  the  carburetor, 
it  will  be  necessary  to  determine  the  types  of  failures  observed  in 
carburetors  in  meeting  this  requirement.  Tests  may  then  be  out- 
lined that  will  establish  the  degree  of  excellence  of  the  carburetor 
with  respect  to  the  richness  of  the  mixture  furnished  to  the  engine. 

8  In  the  Purdue  tests  the  richness  of  the  mixture  is  expressed 
in  pounds  of  gasoline  per  pound  of  dry  air.  With  a  dry  mixture  at 
half  load  and  1000  r.p.m.,  regular  firing  may  be  obtained  with  mix- 
tures between  0.0575  and  0.12.  The  best  efficiency  imder  the  same 
conditions  accompanies  a  mixture  of  about  0.067,  and  the  best  power, 
0.08.  The  point  at  which  the  engine  begins  to  miss  is  hard  to  deter- 
mine as  the  missing  appears  so  gradually.  Likewise  it  is  hard  to 
choose  the  point  of  highest  power  or  highest  efficiency,  as  the  curves 
are  both  flat  on  top.  These  points  were  carefully  estimated,  how- 
ever, and  the  figures  reported  are  close  approximations.  The  method 
used  in  obtaining  these  results  and  a  few  of  the  characteristic  curves 
will  be  presented  at  the  end  of  this  paper. 

C   PRESSURE   DROP   THROUGH   THE   CARBURETOR 

9  The  ideal  condition  of  perfect  volumetric  efficiency  is  not 
attiiiniiblc,  since  the  air  and  ga»soline  nuLst  be  caused  to  flow  into 
the  cylindei-s.  It  is  always  necessary  to  have  the  gasoline  in  the 
float  chamber  of  the  carburetor  at  a  lower  level  than  the  delivery 
orifice  in  order  to  prevent  overflowing  when  the  engine  Ls  not  run- 
ning, and  the  suction  in  the  carburetor  must  \yc  great  enough  to 
overcome  this  safety  head  before  any  gasoUne  will  be  deUvered.    The 
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best  attainable  condition,  therefore,  will  be  to  have  just  enough 
vacuum  in  the  carburetor  to  cause  a  satisfactory  flow  of  fuel  and 
air,  and  no  more.  Because  of  the  influence  of  volumetric  efficiency 
on  engine  capacity  the  importance  of  a  small  carburetor  vacuum  is 
very  great.  For  this  reason  designing  engineers  should  insist  on  data 
showing  the  pressmre  drop  through  the  carburetor  necessary  to  give 
the  desired  rates  of  flow.  This  drop  in  pressure  should  be  measured 
at  the  throttle  on  the  carburetor  side  and  the  method  of  making  the 
measiu^ment  should  be  specified  very  carefully.  The  demand  for 
this  information  would  soon  induce  carburetor  manufacturers  to 
publish  guaranteed  vacuum-air-flow  cm^es,  thus  making  possible 
intelligent  selection  of  a  carburetor  for  a  given  service. 

d  THOROUGHNESS   OF  THE   MIXING 

10  The  thoroughness  and  uniformity  with  which  the  fuel  is 
mixed  with  the  air  is  important.  One  of  the  greatest  helps  in  reduc- 
ing the  fuel  to  a  gas  is  to  atomize  it  thoroughly  and  mix  it  with  the 
air.  This  gives  the  fuel  a  large  amoimt  of  exposed  surface  and 
helps  to  bring  all  parts  of  the  mixture  up  to  the  same  degree  of 
saturation.  When  the  fuel  leaves  the  carburetor  as  a  Uquid  not 
well  mixed  with  air,  it  flows  toward  the  cylinders  more  slowly  than 
the  air,  and  consequently  collects  in  the  manifold  and  arrives  at  the 
cylinders  in  waves,  causing  the  mixture  to  vary  widely  in  richness. 
It  is  very  difficult  to  design  a  manifold  that  will  distribute  the  liquid 
evenly  to  all  of  the  cylinders.  All  of  these  facts  add  to  the  imp)or- 
tance  which  we  must  attach  to  the  thoroughness  with  which  the 
fuel  is  atomized  and  mixed  with  the  air. 

11  The  mixture  in  all  parts  of  each  individual  cylinder  must 
be  uniform  and  the  fuel  reduced  to  a  gas  at  the  end  of  the  compres- 
sion stroke  or  else  the  combustion  will  not  be  complete,  thus  lower- 
ing the  power  and  efficiency  of  the  engine  and  causing  uneven  run- 
ning. Therefore,  if  the  engine  runs  with  a  regular  and  even  exhaust, 
the  thoroughness  of  the  mixing  is  probably  good  along  with  all  of 
the  other  factors  influencing  engine  performance.  The  best  direct 
test  of  the  quaUty  of  the  mixing  is  to  have  the  carburetor  discharge 
into  a  section  containing  glass  placed  between  the  carburetor  and 
manifold.  Fig.  4  shows  the  design  used  in  the  Purdue  tests.  The 
best  dry  mixtures  appear  as  colorless  and  dry  as  pure  air,  while 
wet  mixtures  resemble  a  fog,  and  in  most  cases  streams  of  liquid 
fuel  are  seen  following  a  spiral  path  along  the  walls  of  the  manifold. 
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e  UNIFORMITY  OF  MIXTURE  TO  ALL  CYLINDERS 

12  The  richness  of  the  mixture  entering  the  various  cylinders 
often  differs  widely,  especially  when  very  wet  mixtures  are  used. 
Some  manifold  designs  also  aggravate  this  condition.  As  dry  mix- 
tures not  only  are  seldom  used  but  are  also  of  questionable  desira- 
bility, it  would  seem  that  the  problem  resolves  itself  largely  into 
one  of  manifold  design.  A  direct  quantitative  test  of  the  richness 
of  mixture  to  each  cylinder  is  impracticable,  but  the  results  at- 
tained by  any  given  manifold  may  be  tested  by  removing  the 
exhaust  manifold  and  observing  the  flames  from  the  exhaust  open- 
ings. This  can  be  done  to  best  advantage  in  comparative  darkness. 
By  adjusting  the  carburetor  for  continuously  leaner  mixtures  the 
impoverished  cylinders  will  be  caused  to  miss,  and  then  by  gradually 
enriching  the  mixture  the  yellowish  flame  will  indicate  the  cylinder 
with  the  rich  mixture.    Uniformity  is  of  course  the  desired  goal. 

I 

/  TEMPERATURE  AND   DRYNESS  OF  THE  MIXTURE 

13  With  the  rapidly  increasing  difficulty  in  vaporizing  the  com- 
mercial liquid  fuels,  the  temperature  of  the  mixture  becomes  a  more 
and  more  important  consideration.  Before  the  fuel  can  be  burned 
it  must  be  vaporized,  and  this  requires  both  heat  and  time.  The 
heat  may  come  from  the  sensible  heat  in  the  air  entering  the  car- 
buretor, or  from  hot  surfaces  in  the  carburetor,  intake  manifold  or 
combustion  chamber.  Often  the  temperature  and  vapor  pressure 
of  the  fuel  are  high  enough  to  maintain  a  dry  mixture,  once  it  is 
established,  but  the  time  element  is  lacking  and  the  mixtures  are 
consequently  quite  wet.  There  is  a  difference  between  requiring  a 
mixture  to  be  dry  as  it  enters  the  cj-linder,  and  dry  at  the  end  of 
the  compression  stroke.  The  heat  due  to  compression  raises  the 
teniporature  of  the  mixture  well  up  toward  the  ignition  point  by 
th(»  end  of  the  compression  stroke,  so  that  any  fuel  suspended  in  the 
form  of  a  fog  will  tend  to  be  vaporized.  The  temperature  of  the 
piston  lu'ad  is  also  high  enough  to  aid  materially  in  flashing  into 
a  gas  any  of  the  fuel  which  may  enter  the  cylinder  as  a  liquid.  The 
ol)j(»cts  to  be  accomplished  are  to  have  the  mixture  drj'  and  ihor- 
oiighly  mixed  at  the  end  of  the  compression  stroke  in  order  to  get 
p;oo(l  combust  ion,  and  to  have  the  gas  temperature  as  low  as  possi- 
l)le  at  the  end  of  \\w  suction  stroke,  in  order  to  keep  up  the  volu- 
m(*tric  cflicicMicy.  It  is  therefore  desirable  to  make  the  fullest 
possii^le  use  of  the  heat  in  the  combustion-chamber  walls,  piston  head 
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and  compression^  and  to  introduce  the  mixture  into  the  cylinder  as 
wet  as  possible  and  still  be  sure  of  having  it  dry  before  it  is  burned. 

14  Interesting  light  is  thrown  on  this  point  by  some  of  the 
Purdue  tests.  A  series  of  tests  was  run  at  1000  r.p.m.  and  a  half- 
load  throttle  setting  with  all  of  the  conditions  constant  except  the 
temperature  of  the  air  to  the  carbiu^tor.  Under  these  conditions 
an  air  temperature  of  about  300  deg.  fahr.  was  necessary  in  order 
to  have  the  mixture  in  the  manifold  dry.  With  the  air  at  300  deg. 
fahr.  and  the  mixture  dry  the  highest  power  was  12.5  b.hp.  and  the 
highest  eflSciency  18  per  cent.  As  the  temperature  of  the  air  was 
lowered  the  power  was  increased,  imtil  at  80  deg.  fahr.  the  best  power 
was  16  b.hp.  or  an  increase  of  3.5  hp.  Below  80  deg.  fahr.  the  firing 
of  the  engine  became  irregular  and  the  power  dropped  ofif.  The 
richness  of  the  mixture  giving  the  best  efficiency  remained  the  same, 
as  the  air  temperatures  were  lowered  to  150  deg.  fahr.,  indicating 
that  the  mixture  was  dry  when  combustion  started  and  the  com- 
bustion complete.  Below  150  deg.  fahr.  the  mixture  for  best  effi- 
ciency commenced  to  grow  richer,  indicating  incomplete  combus- 
tion and  a  possibility  that  the  fuel  was  not  completely  vaporized 
before  combustion  took  place.  At  80  deg.  fahr.  this  tendency  had 
not  become  sufficiently  pronounced,  however,  to  counterbalance  the 
increase  in  p)ower,  so  that  the  efficiencies  increased  slightly,  even 
down  to  80  deg.  fahr.  At  this  point  the  best  efficiency  was  18.8  per 
cent,  or  an  increase  of  0.8  per  cent.  The  engine  ran  smoothly  through- 
out the  entire  temperature  range  when  good  pulling  mixtures  were 
used  and  it  was  found  that  with  high  temperatures  a  leaner  mixture 
could  be  fired. 

15  It  is  possible  to  compute  approximately  the  change  in  power 
that  will  accompany  a  definite  change  in  the  temperature  of  the 
mixture  furnished  to  the  engine.  The  computation  is  based  upon 
the  fact  that  the  density  of  a  gas  varies  inversely  as  its  absolute  tem- 
perature. Since  the  power  generated  in  the  cylinder  varies  almost 
in  direct  proportion  to  the  weight  per  minute  of  the  mixture  used, 
it  will  vary  almost  in  the  inverse  ratio  of  the  absolute  temperatures 
of  the  mixtures.  As  an  illustration,  suppose  the  engine  will  develop 
12.5  hp.  when  the  mixture  has  a  temperature  of  250  deg.  fahr.  What 
will  it  develop  when  the  temperature  is  60  deg.  fahr.?  The  power 
times  the  inverse  ratio  of  the  mixture  temperatures  is  as  follows: 

12.5  X  '^^±^  =  17.06 
460+60 
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This  indicates  that  17.06  hp.  is  to  be  expected  with  the  60  d^.  fahr. 
mixture.  As  a  matter  of  fact,  the  temperature  in  the  cylinders  at 
the  end  of  the  suction  stroke  rather  than  the  intake  manifold  tem- 
perature determines  the  density  of  the  charge,  but  this  temperature 
cannot  be  measured.  Again,  the  indicated  rather  than  the  brake 
horsepower  is  the  one  that  varies  with  the  density  of  the  charge, 
while  the  brake  horsepower  is  the  one  that  is  usually  measured. 
These  are  the  main  reasons  why  the  results  obtained  are  only  ap- 
proximately correct.  The  figures  given  are  from  two  Purdue  tests 
run  at  the  same  speed  with  the  same  throttle  orifice,  and  the  power 
was  increased  from  12.5  to  16.0  instead  of  17.06  b.hp. 

16  The  task  of  determining  the  best  method  of  introducing 
into  the  mixture  the  heat  for  vaporizing  the  fuel  is  both  important 
and  difficult,  and  will  require  considerable  careful  experimentation. 
The  Purdue  tests  with  the  *'hot  spot"  warrant  the  conclusion  that 
it  is  superior  to  any  method  of  preheating  the  air,  in  that  it  dries 
the  mixture  sufficiently  at  lower  temperatures  and,  therefore,  does 
not  decrease  the  power  of  the  engine  so  much.  These  tests  also 
indicate  that  the  design  of  the  hot  spot  is  still  in  need  of  experi- 
mental development. 

g   TEMPERATURE  OF  THE  COMBUSTION  CHAMBER 

17  When  the  mixture  is  dry  as  it  enters  the  cylinders,  or  the 
fuel  so  well  atomized  that  it  remains  suspended  in  the  air  and  is 
entirely  vaporized  during  the  compression  stroke,  the  heat  absorbed 
from  the  cojubust ion-chamber  walls  docs  not  improve  the  carbura- 
tion,  but  decreases  the  power  capacity  of  the  engine  without  im- 
proving either  its  efficiency  or  the  way  it  nms.  These  conditions, 
however,  arc  rare.  A  considerable  portion  of  the  fuel  usually  enters 
the  cylinders  as  a  liquid,  which  collects  on  the  piston  head.  Under 
those*  conditions  the  tomix^rature  of  the  comlmst ion-chamber  walls, 
ospocially  the*  piston  head,  U^comos  voiy  important.  The  reasons 
for  this  may  he  oxplaincd  as  follows:  The  piston  head  is  usually 
at  a  toniiKTalure  two  or  three  hundred  degrees  al>ove  the  cylinder 
walls.  If  the  temperature  of  the  walls  is  200  deg.  fahr.  the  pb- 
ton  \wiu\  will  therefore  l»e  lK»tween  400  and  500  deg.  fahr.  If  the 
wall  tciniKM'aturo  is  lowered  to  100  deg.  fahr.,  the  piston-head  tern- 
jXTature  will  drop  to  hetw(»en  300  and  400  deg.  fahr.  These  tern- 
|)oraturos  ap|)ly  to  passonger-car  engines  running  under  ordinary 
conditions.     Several  tests  have  l)een  run  at  Purdue  to  determine  the 
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rate  at  which  Red  Crown  power  gasoline  will  evap)orate  from  the 
surface  of  a  hot  iron  plate.  The  maximum  rate  of  evap)oration  seems 
to  occur  when  the  metal  is  about  450  deg.  fahr.  If  the  evaporation 
in  oimces  of  fuel  per  square  inch  of  metal  per  second  be  taken  as 
100  per  cent  at  450  deg.  fahr.,  then  the  evaporation  at  400  deg.  fahr. 
is  about  40  per  cent,  at  350  deg.  fahr.  about  9  per  cent,  and  at  300 
deg.  fahr.  about  1.8  per  cent.  It  is  therefore  imp)ortant  that  the 
jacket-water  tempferatiu^  be  kept  high  when  the  piston  head  is 
depended  upon  to  flash  any  considerable  amount  of  Uquid  fuel  into 
a  gas.  This  conclusion  is  borne  out  by  the  engine  tests.  With  the 
air  entering  the  carburetor  at  70  deg.  fahr.  and  the  jacket  water 
maintained  at  110  deg.,  the  engine  would  not  fire  regularly  with 
any  richness  of  mixture.  When  the  jacket-water  temperature  was 
raised  to  200  deg.  fahr.  the  engine  would  fire  some  of  the  richer  mix- 
tures regularly  and  by  raising  the  air  temperature  to  80  deg.  fahr., 
the  engine  developed  full  power  and  efficiency  and  would  fire  a  wide 
range  of  mixtures. 

THE   PURDUE  TESTS 

18  The  tests  at  Purdue  University  were  carried  out  on  a  Haynes 
Light  Six  and  a  Willys-Knight  four-cylinder  engine,  mounted  on 
a  Diehl  electric  dynamometer,  the  majority  of  the  tests,  however, 
being  on  the  latter.  Fig.  1  shows  the  Knight  engine  mounted  ready 
for  a  test.  Fig.  2  gives  a  more  detailed  view  of  the  scales  and  the 
electrical  apparatus  for  starting  and  stopping  the  tests.  The  supply 
of  gasoline  is  piped  from  tank  A,  Fig.  1,  into  a  2-qt.  glass  vessel 
placed  in  one  of  the  scale  pans.  This  is  shown  at  A ,  Fig.  2.  In  order 
to  give  the  balances  freedom  of  motion,  the  gasoline  was  siphoned 
from  this  vessel  to  the  carburetor.  The  balances  J5,  Fig.  2,  were 
capable  of  weighing  the  gasoline  to  the  one-hundredth  part  of  an 
ounce,  and  were  equipped  with  wires  dipping  into  mercury  cups 
C,  Fig.  2,  which  completed  an  electric  circuit  just  when  a  balance 
was  reached.  The  hand  on  the  dial  of  the  air  meter  was  equipped 
with  an  electrically  operated  clutch  and  brake,  the  stop  watch  was 
operated  by  a  strong  magnet  D,  Fig.  2,  and  the  revolution  counter 
on  the  end  of  the  dynamometer  shaft  was  electrically  operated.  By 
these  means,  when  the  scales  came  to  a  balance  they  would  start 
the  stop  watch,  the  revolution  counter  and  the  recording  hand  on 
the  air  meter  and  ring  a  gong.  Weights  corresponding  to  the  gaso- 
line to  be  used  were  then  removed  from  the  scale  pan,  and  when 
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the  scales  again  came  to  a  balance  the  recording  apparatus  was 
electrically  stopped,  making  it  possible  to  time  all  of  the  readings 
tc^ther  and  make  the  record  at  leisure  from  instruments  that  were 
standing  still. 

19  The  air  was  metered  through  an  Emeo  No.  4  gas  meter 
B,  Fig.  1,  reading  to  cubic  feet,  so  that  tenths  of  a  cubic  foot  could 
be  estimated.  The  drop  in  pressure  through  the  meter  was  indi- 
cated by  the  water  manometer  C,  Fig.  1.  The  barometer  and  the 
wet-  and  dry-bulb  readings  on  a  hygrometer  were  taken  periodically, 
in  order  to  determine  the  pounds  of  dry  air  used  in  each  instance. 


FiQ.  1     Willts-Knioht  Engine  and  Eouipubnt  roa  TKsTiMa 
ITS  Carburetor 

.4,  GmrcUne  tuikl  5.  sir  mstcr;  C,  msDomclcr:  D.  hnlcr;  B,  (u  jeti; 
F,  thcrmoDietei;  G,  water  Isnk 

20  'J'he  me((^i'  wan  connected  to  a  heater  D,  Fig.  1,  by  means 
of  niliiier  tubing,  which  wiw  kept  from  colkii)sirig  by  a  coil  of  wire 
iiiwide  <if  it.  The  heater  wju-*  made  up  of  4  ft.  of  3-iii.  wrought-iron 
pi|)e,  surnmrided  by  an  astwritos  cylinder.  Between  the  pipe  and 
asbcjitos  w;iM  a  s|>aco  large  enough  to  allow  the  i)ii»e  to  be  heated 
l>y  the  llaiiic.-;  from  llic  gas  burners  K.  The  tem|X'raturc  of  the  air 
IciLving  llic  hcattT  was  indicated  by  the  thermometer  F.  This  ther- 
nionu'lcr  passed  through  a  jMicking  gland  in  the  air  line,  so  that 
its  bulb  was  exposed  directly  to  the  air  inside  of  the  pipe.  The 
tcmiK'ratun'  af  llic  air  could  l>e  regulated  within  close  limits  by 
careful  aiijiistmcnt  of  the  gas  flumes.    Betw'cen  the  healer  and  tbo 


O.    C.   BERBT  343 

engine  the  line  was  covered  by  a  thick  layer  of  hair  cloth  to  pre- 
vent radiation.  In  some  instances  a  section  containing  glass  was 
inserted  between  the  carburetor  and  engine.'  The  glass  tubing  was 
of  the  same  inside  diameter  as  the  rest  of  the  line  and  was  carefully 
packed  in  a  section  of  wrougbt-iron  pipe.  The  sides  of  the  pipe 
were  milled  away  so  as  to  ofFer  ample  opportunity  to  observe  the 
mixture  in  the  tube.  By  holding  an  electric  light  behind  the  glass 
as  shown,  very  aatisfactoty  observations  could  be  made  of  the  char- 
acter and  behavior  of  the  mixture  inside. 

21     In  the  Haynes  set-up  the  temperature  of  the  cooling  water 


Fia.  2     Scales  for  WBiaHiNO  Gasounb,  and  ELBtTTRicAi. 
Equipment  roB  SrARTiNa  and  Stoppino  Tests 

jl.Guoliiie  beaker;  B.  bslsDces;  C,  mercury  cupg;  D,  ningaot 

for  the  engine  was  kept  between  125  and  135  deg.  fahr.  Circula- 
tion through  the  jackets  of  the  engine  was  induced  by  the  standard 
Haynes  engine-driven  pump.  In  the  Willys-Knight  tests  the  tank 
G,  Fig.  I,  was  used,  but  only  for  a  time,  it  being  replaced  by  a  radia- 
tor from  a  Liljcrty  B,  truck.  Water  wju*?  also  introduced  directly 
from  the  service  lines  of  the  laboratory.  In  all  of  these  tests  the 
temperature  of  the  cooling  water  wiis  carefully  recorded. 

22  The  speed  of  the  engines  was  r'jkI  on  a  tachometer  as  well 
as  being  computed  from  the  stop-watch  and  revolution-counter 
readings,  giving  a  good  check  on  this  important  factor.  The  torque 
developed  by  the  dynamometer  was  weighed  by  means  of  a  sensi- 
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tive  set  of  Fairbanks  scales.    This  is  the  same  as  the  brake  load  on 
the  engine,  thus  making  it  possible  to  compute  the  power  developed 

by  the  engine  to  a  satisfactory  degree  of  accuracy. 

MBTHOD    OF   CONDUCTING   THE   TESTS 

23    The  object  of  the  first  series  of  tests  was  to  determine  the 
effect  of  changing  the  richness  of  the  mixture  on  the  performance 


ao5   ooe    007    ooa    oce    oio    on     an    qi3 

ftnjnd&of6a&oline  per  Pound  of  Air  in  Mi«ture 
Kio.  3     Power  as'd  Efficibnct  Curves  or  Willtb-K might  ENatKS 

ThrollU'  Bct  for  ImU-lond.     Speed,  1000  rpm.     Cdoling-watet  Uoipentun.  200  itf.  lahr. 

of  :iii  eiLgint'.  It  was  planiicii  to  dotcnninc  the  mixture  that  would 
Kivi-  the  Ih'si  [Hjwcr,  the  one  for  the  Ijest  efficiency  and  the  range  of 
itiixlnrcs  th:tt  •niiUI  Ih;  fired  regularly.  This  \vu.s  done  as  follows; 
A  tliin  siwl  pliite  was  placed  l>ctwc(?n  the  carburetor  and  intake 
mariifdid,  an<l  tlie  throttle  rfinove<i.  In  this  plate  was  drilled  a 
liolu  of  such  r'hii  Hint  when  a  jKiwerful  mixture  was  uimhI  the  engine 
would  licvcloji  tJic  dttfinid  [X)wcr  at  the  desired  epeed.  A  scries  of 
lists  was  Itii'n  run  with  this  orifice  and  at  the  given  speed,  and  a 
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set  of  power  and  efficiency  curves  plotted  similar  to  Fig.  3.  In  this 
case  the  speed  waa  1000  r.p.m.  and  the  orifice  was  for  half  load.  In 
the  first  test  in  this  series  the  weight  of  gasoline  per  pound  of  air 
in  the  mixture  was  computed,  together  with  the  power  and  efficiency 
developed  by  the  engine.  This  gave  the  first  point  on  each  of  the 
curves.  The  mixture  was  then  made  slightly  richer  by  opening 
the  gasoline  needle  and  the  brake  load  was  adjusted  to  bring  the 
speed  back  to  1000  r.p.m.  A  second  test  was  made  imder  these  con- 
ditions, and  another  point  on  each  of  the  curves  determined.  This 
was  repeated  imtil  the  engine  would  miss  and  could  not  carry  any- 
where near  its  original  load.  The  amount  of  gasoline  was  then 
gradually  decreased  each  time  and  a  series  of  tests  made  until  the 
mixture  was  so  lean  that  the  engine  would  not  perform  properly. 
This  process  was  repeated,  making  the  mixture  alternately  richer 
and  leaner  until  a  large  number  of  determinations  had  been  made, 
and  the  results  when  plotted  gave  the  desired  information  with 
satisfactory  clearness.  An  attempt  was  made  during  all  of  the  tests 
to  keep  the  temperatures  of  the  jacket  water  and  carburetor  air 
constant,  as  well  as  the  spark  setting. 

ACCURACY   OF   RESULTS 

24  When  a  single  series  of  tests  is  run  in  a  continuous  sequence 
from  the  lean  to  the  rich  end  of  the  mixture  range,  the  plotted  points 
tend  to  fall  in  a  consistent  line  and  the  results  may  seem  to  have 
an  accuracy  that  they  do  not  possess.  However,  if  the  series  is 
repeated  back  and  forth  a  number  of  times,  the  points  will  tend  to 
vary  somewhat  from  the  original  line  and  show  clearly  the  degree 
of  accuracy  being  attained.  An  engine  running  under  what  seem 
to  be  constant  conditions  will  vary  in  its  performance,  and  the 
best  apparatus  is  liable  to  a  certain  amount  of  error,  so  that  before 
any  far-reaching  conclusions  are  drawn  from  experimental  results 
it  is  desirable  to  know  their  limits  of  accuracy.  For  this  reason  the 
points  in  Fig.  3  were  obtained  as  suggested  above,  and  since  this 
work  was  done  at  the  beginning  of  the  entire  series  of  tests,  before 
the  men  became  as  expert  as  they  were  later,  it  is  felt  that  the  errors 
are  never  greater  than  is  indicated  by  these  curves. 

24  The  vertical  line  in  Fig.  3  (at  0.0672)  represents  the  chemi- 
cally perfect  mixture,  or  the  one  in  which  there  is  just  enough  oxygen 
in  the  air  to  bum  the  fuel  and  no  excess  of  either  fuel  or  air  exists. 
The  curves  show  that  the  engine  will  run  with  a  mixture  as  lean  as 
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0.05  lb.  of  gasoline  per  lb.  of  air,  but  will  not  pull  well  with  so  lean 
a  mixture.  The  test  log  shows  that  it  misses  frequently  at  this 
power,  but  that  the  performance  becomes  better  as  the  mixture  is 
made  richer,  until  at  0.055  it  fires  every  cylinder  regularly.  The 
best  efficiency  is  obtained  at  0.063,  when  the  engine  is  developing 
91  per  cent  of  its  maximum  power  capacity  with  this  orifice  at  1000 
r.p.m.  The  best  power  accompanies  a  mixture  of  about  0.08,  at 
which  point  the  thermal  efficiency  has  dropped  from  17.25  to  14.8 
per  cent.  The  richest  mixture  that  can  be  fired  regularly  is  about 
0.1275,  but  the  engine  will  run  with  mixtures  as  rich  as  0.135.  Nearly 
full  load  can  be  carried  with  a  mixture  as  lean  as  0.065,  or  as  rich  as 
0.115.  In  other  words,  a  carburetor  can  be  adjusted  with  as  lean  a 
mixture  as  can  be  used  to  carry  full  load,  and  the  amount  of  gaso- 
Une  can  be  nearly  doubled,  without  greatly  affecting  the  power 
developed  or  the  smoothness  of  running  of  the  engine.  It  is  prac- 
tically impossible  to  stand  by  the  side  of  an  engine  mounted  on  a 
test  block  and  distinguish  any  difference  in  its  performance  as  the 
mixture  is  being  changed  through  this  range. 

25  In  applying  the  information  obtained  from  these  tests  to 
other  conditions  it  must  be  remembered  that  these  results  are  for 
half -load  at  1000  r.p.m.,  when  a  warm  mixture  was  used  that  was 
dry  as  it  left  the  intake  manifold.  Before  applying  the  conclusions 
to  other  conditions,  one  must  learn  the  effect  of  the  load  carried, 
the  speed  and  the  temperature  and  dryness  of  the  mixture  upon  the 
mixture  requirements,  power  and  efficiency  of  an  engine. 

EFFECT  OF  LOAD   UPON   MIXTURE   REQUIREMENTS 

20  Figs.  4  and  5  show  the  power  and  efficiency  curves  taken 
from  the  Willys-Knight  engine  running  at  1000  r.p.m.,  but  with  dif- 
ferent throttle  orifices.  The  figures  given  on  each  curve  indicate 
the  largest  brake  load  carried  with  that  particular  orifice  at  1000 
r.p.m.  During  these  tests  the  temperature  of  the  air  entering  the 
carlmretor  was  kept  at  about  150  deg.  fahr.,  and  the  cooling  water 
at  about  120  deg.  fahr.  ThLs  was  true  of  all  of  the  curves  excepting 
the  one  for  92.8  lb.,  in  which  ctise  the  mixture  was  heated  up  to  125 
d(»j2:.  fahr.  in  a  ''hot  spot"  and  the  cooling-water  temperature  was 
1()0  deg.  fahr.  Fig.  4  shows  that  the  mixture  giving  the  "best  power 
at  a  fixed  throttle  setting  does  not  vary  with  the  brake  load  carried, 
i)ut  remains  constant  at  about  0.08.  At  light  loads  the  engine  will 
not  oiKTati;  well  with  as  wide  a  range  of  mixtures  as  it  can  use  when 
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cuTying  more  nearly  its  full  capacity.  Fig.  5  shows  that  with  light- 
load  throttle  Bettings  the  mixtures  for  best  power  and  best  efficiency 
tend  to  coincide,  but  as  the  brake  load  is  increased  the  mixture  for 
best  efficiency  becomes  continuously  leaner,  until  at  full  load  it  is 
0.062.  In  the  case  of  the  higher  brake  loads  the  engine  will  hit 
regularly  and  run  smoothly  with  the  lean  mixtures  which  give  the 
high  efficiencies,  but  the  power  developed  is  reduced  considerably 
below  the  hi^est  attainable  at  that  throttle  setting.     The  most 


satisfactory  mixture  for  general  iLse  at  or  near  full  load  will,  there- 
fore, be  approximately  0.067,  giving  almost  full  power  and  nearly 
the  best  efficiency.  For  lighter  pulling  conditions  the  mixture  had 
better  be  caused  to  approach  0.08,  the  one  for  best  pulling. 

EFFECT   OF   SPEED    UPON    MIXTURE  BEQUIBEMENTS 

27  In  Fig.  6  is  shown  a  set  of  curves  taken  from  tests  on  the 
Haynes  Light  Six  engine  running  at  different  speeds  from  400  to 
1600  r.p.m.,  and  in  each  case  with  a  throttle  orifice  givii^  about 
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mixture  as  lean  as  0.055.  Fig.  8  gives  the  efficiency  curves.  The 
best  efficiencies  at  80  and  125  deg.  fabr.  are  nearly  exactly  the  same, 
18.75  per  cent,  but  at  80  deg.  fahr.  it  accompanies  a  mixture  slightly 
richer  than  for  125  deg.  fahr.  Each  increase  in  temperature  between 
125  and  275  deg.  fahr.  decreases  the  efficiency  slightly.  At  150  deg. 
fahr.  the  mixture  for  the  highest  efficiency  reaches  its  leanest  point, 
0.063,  and  remains  the  same  up  to  275  deg.  fahr.  The  effects  of 
increasing  the  temperature  of  the  air  entering  the  carburetor  above 
80  deg.  fahr.  are  therefore  to  decrease  the  power  capacity  of  the 
engine  considerably  and  its  efficiency  slightly,  but  to  make  it  fire 
regularly  when  using  leaner  mixtures. 


FiQS.  7  AND  8     Heated--\ir  Test  Curves,  Willys-Khiobt  Engine 

Throttle  Ht  for  tiif-loBd.     Sp«s<l.  1000  r.p.to.     Cooling-wster  Umpersture,  200  deg.  t»lif. 

29  Figs.  9  and  10  show  the  curves  for  the  same  series  of  tests, 
but  with  the  colder  air  temperatures.  Fig.  9  shows  that  with  an  air 
temperature  of  61  deg.  fahr.  the  engine  could  use  only  the  compara- 
tively rich  mixtures  and  its  power  capacity  was  greatly  reduced. 
When  the  air  temperature  was  increased  to  71  deg.  fabr.  the  power 
was  brought  nearly  up  to  maximum,  but  still  the  engine  could  not 
fire  the  leaner  mixtures  with  regularity.  Fig.  10  shows  that  the 
efficiency  for  the  61  deg.  fahr.  air  is  very  poor,  while  the  71  deg.  fahr. 
air  was  much  better  but  the  engine  stopped  before  it  reached  a  lean 
enough  mixture  to  give  the  best  results.  It  may  therefore  be  seen 
that  80  deg,  fahr.  is  about  the  lowest  temperature  at  which  the  air 
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may  be  drawn  into  a  carburetor  when  using  Red  Crown  power  gaso- 
line, to  get  good  carburation  in  an  engine  having  a  200  deg.  fahr. 
cooling-water  temperature.  If  the  cooling-water  temperature  is 
lowered  the  temperature  of  the  air  will  have  to  be  raised  corre- 
spondingly, while  raising  the  quality  of  the  gasoline  will  improve  the 
performance  with  cold  air,  cool  water  or  both. 


THE   HOT-SPOT   TESTS 

30     Figs.  11  and  12  show  curves  taken  from  the  Willys-Knight 
engine  using  a  so-called    "hot  spot"  between  the  carburetor  and 
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FiQS.  0  AND  10     Cold-Air  Tests,  WiLLYs-KNiairr  Enoikb 

Tbrottlo  gal  For  hall-loul.     Speed,  IQOO  r.p.ni.     Coolinc-inlar  IcmpentuR.  200  dc«.  tab. 

the  intake  manifold.  This  hot  spot  was  designed  to  flash  the  liquid 
fuel  into  a  gus  while  heating  the  air  as  little  as  possible.  The  curves 
show  that  by  u»ing  the  hot  spot  the  engine  is  able  to  Arc  the  lean 
mixtures  without  in  turn  lowering  cither  its  power  or  its  efficiency. 
The  explanation  is  that  the  factor  contrullinf;  the  power  of  the  engine 
is  the  weight  of  air  that  can  pass  through  the  throttle  orifice  in  a 
given  time.  The  air  always  being  cold  when  it  passes  this  point,  the 
[K>wor  is  not  affected  by  the  heat.  This  is  always  true  for  a  throttled 
(■ondition,  but  a.s  the  throttle  is  opened  and  the  manifold  or  valves 
bofonie  the  limiting  factors  in  the  production  of  power,  the  advan- 
tage of  tho  hot  siKit  decreases,  but  it  does  not  disappear.     It  is  there- 
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clear  that  the  hot-spot  method  of  introducing  heat  into  the 
ture  is  always  superior  to  the  hot-air  method,  and  particularly 
rben  the  engine  is  throttled  down. 
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AND  12     "Hot  Spot"  Tests,  Willts-Knioht  Enoine 
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CONCLUSIONS 

il  It  may  be  well  to  again  point  out  the  importance  of  judging 
merit  of  a  carhurating  system  in  terms  of  the  degree  of  thor- 
iness  with  which  the  system  performs  those  fmictions  which 
necessary  to  proper  carburation.  It  is  hoped  that  a  discussion 
he  topic  will  result  in  establishing  specifications  for  these  tests, 
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and  that  many  may  join  in  the  task  of  carrying  out  the  experiments 
that  will  determine  the  standards  of  performance  in  each  case. 
Tests  are  needed  showing  the  richness  of  mixture  that  will  give  the 
best  power  and  the  one  for  best  efficiency  when  using  liquid  fuels 
other  than  gasoline.  It  would  also  be  interesting  to  extend  the  gaso- 
line tests  to  include  wider  ranges  of  speed  and  higher  compression. 

32  The  problem  of  determining  the  best  method  of  introducing 
into  the  mixture  the  heat  necessarj^  to  vaporize  the  fuel  is  one  of  great 
imix)rtance,  esiwcially  in  connection  with  the  heavier  fuels.  As  a 
part  of  this  problem  it  will  be  interesting  to  determine  the  actual 
temperatures  found  in  the  metal  of  the  piston  head  and  cylinder 
walls  of  automobile,  truck  and  tractor  engines,  and  how  these  tern- 
IH^aturos  affect  the  carburation. 

33  The  fullest  discussion  of  these  problems  and  the  methods 
employed  at  Purdue  in  attacking  them  is  earnestly  solicited,  and 
any  suggestions  in  connection  with  carrying  out  this  line  of  investi- 
gations will  Ih»  nn'oivi^l  ma*<t  grat^^fuUy  by  those  in  charge  of  the 
Purilue  Engineering  ExixTiment  Station. 
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of  the  manifold.  The  real  problem  of  carburetor  design,  as  he  saw 
it,  was  to  get  the  combination  of  a  carburetor  and  inlet  port  in  an 
engine  which  would  give  a  uniformly  suspended  mixture  of  minute 
droplets  in  air  at  the  instant  the  spark  fires  the  charge.  But 
this  would  not  lead,  say,  to  the  knowledge  of  the  best  kind  of  a 
combination  carburetor,  manifold  and  engine  which  would  enable  an 
automobile  to  climb  a  good  stiff  hill  at  ten  or  fifteen  miles  per  hour, 
and  at  the  same  time  give  a  speed  of  three  miles  per  hour  in  a 
crowded  traffic  street  and  a  speed  of  fifty  miles  per  hour  on  a 
smooth,  clear  road. 

Mr.  Cardullo  further  observed  that  a  rich  mixture  could  be 
secured  at  the  instant  of  acceleration  more  by  properly  designing 
the  form  of  the  manifold  than  by  providing  methods  for  increas- 
ing the  mixture.  Also  that  by  reason  of  the  separator  action  of 
the  manifold  it  would  be  impossible  to  get  a  representative  sample 
of  the  mixture  entering  the  cylinder,  and  he  beUeved  the  proper 
thing  to  do  would  be  to  analyze  the  exhaust  of  each  cylinder  for 
the  proportion  of  carbon  dioxide  in  order  to  determine  whether 
each  cylinder  was  getting  its  due  proportion  of  gasolme  in  the  mix- 
ture  provided. 

Thomas  J.  Litle,  Jr.,^  observed  that  in  automobile  practice 
many  diflSculties  are  encountered  which  do  not  occur  in  stationary 
engine  work.  With  reference  to  the  statement  in  the  paper  that 
the  best  performance  is  obtained  with  a  temperature  of  80  deg., 
he  preferred  to  take  the  temperature  of  the  mixture  entering  the 
block,  after  it  passes  through  the  carburetor  intake  manifold.  He 
claimed  that  the  temperature  of  the  charge  as  it  entered  the  block, 
after  passing  through  the  carburetor  and  intake  manifold,  was  the 
controlling  factor  in  motor  performance.  He  suggested  as  a  future 
line  of  research  work  tapping  into  the  intake  passage  just  at  the  end 
of  the  supply  pipe  and  analyzing  a  sample  of  the  mixture  taken  at 
that  point.  To  a  question  of  Chairman  Magruder  inquiring  how 
that  sample  of  air  and  gasoline  vapor  was  going  to  be  obtained,  Mr. 
Litle  explained  that  he  had  succeeded  in  drawing  it  off  by  lifting 
the  valve  of  a  tall  gasometer  with  a  long  water  still. 

The  Author.  The  definition  which  Professor  Cardullo  gives 
of  the  object  to  be  accomplished  in  carburetion  is  one  that  probably 
will  not  satisfy  all  automotive  engineers.    The  temperature  attained 

*  Research  Engineer,  Lincoln  Motor  Company,  Detroit,  Mich. 


354  STANDARDS  OF  CABBURETOR  PEBFOBMANCE 

at  the  end  of  the  compression  stroke  will  usually  be  high  enough 
to  vaporize  all  of  the  minute  droplets  of  the  liquid  fuel  which  were 
suspended  in  the  mixture  at  the  end  of  the  suction  stroke.  The  ideal 
condition  seems  to  be  to  have  the  mixture  dry  and  uniformly  mked 
at  the  end  of  the  compression  stroke  or  at  the  instant  the  spark  fires 
the  charge.  There  are  two  main  objections  to  a  wet  mixture  in  the 
manifold.  The  first  is  that  it  tends  to  wet  any  surface  it  comes  in 
contact  with  and  thus  gives  up  a  large  part  of  its  liquid  content  on 
its  way  to  the  cylinder  and  this  deposited  liquid  is  very  hard  to  dis- 
tribute satisfactorily.  The  second  is  that  in  many  cases  this  Uquid 
is  not  vaporized  in  time  to  be  mixed  with  the  air  and  burned,  and 
is  consequently  wasted. 

In  carrying  out  these  tests  it  was  decided  to  avoid  the  difficult 
task  of  obtaining  a  true  sample  of  a  wet  mixture,  as  Mr.  Lytic  sug- 
gests, but  to  use  a  mixture  that  was  hot  enough  to  be  entirely  dry. 
A  part  of  the  tests  here  reported  were  accordingly  run  under  these 
conditions.  Furthermore,  the  tests  seem  to  indicate  that  the  tem- 
perature and  dryness  of  the  mixture  at  the  end  of  the  compression 
stroke  are  the  important  factors  rather  than  the  temperature  of 
either  the  air  entering  the  carburetor  or  the  mixture  in  the  intake 
manifold. 

In  the  ^'hot  spot"  tests  no  single  test  was  continued  long  enough 
to  give  any  considerable  carbon  deposite.  With  the  heavier  fuels 
some  depa<^it  will  probably  collect  at  any  temperature  that  is  high 
enough  to  vaporize  it  rapidly,  but  the  Purdue  tests  offer  no  infor- 
mation on  this  point. 


No.  1701 

PULVERIZED  COAL  AS  A  FUEL 

By  N.  C.  Harrison,  Atlanta,  Ga. 
Member  of  the  Society 

The  author  first  renews  same  of  the  uses  of  puberized  coal  in  the  industries  — 
such  as  the  cemeni,  steel  and  copper  industries,  after  which  he  gives  a  technical  definir 
tion  of  pulverized  coal,  describes  the  process  by  which  it  is  prepared  for  use  and  fur- 
nishes tables  of  costs  of  preparation.  The  pidverized-coalrbuming  open-hearth  steel 
plant  of  the  American  Iron  &  Steel  Manufacturing  Co.,  Lebarum,  Pa.,  is  described 
and  the  advantages  observed  in  the  plant  of  pulverized  coal,  compared  with  producer 
gas  as  a  fuel  for  openrhearth  furnaces,  are  listed. 

The  use  of  pulverized  coal  in  stationary  boiler  plants  is  discussed,  five  deter- 
mining factors  in  the  successful  operation  of  such  a  plant  being  taken  up  in  detail. 
As  compared  unth  mechanical^stoker  plants  the  advantages  of  the  pulverizedrcoal 
plant  are  enumerated  and  certain  precautions  to  be  observed  with  the  latter  type  of 
plant  are  brought  out. 

A  report  of  a  test  of  a  468-hp.  Edge  Moor  boiler  with  pulverized-coal  equip-^ 
ment  is  included  in  the  paper  and  the  efficiency  obtained  is  compared  with  the  effi- 
ciency of  a  stoker-fed  boiler  in  the  same  plant,  a  greater  net  efficiency  being  found  in 
the  pulverized-coal  plant. 

The  paper  concludes  with  a  statement  of  some  advantages  obtained  in  the  pul- 
verized-coal plant, 

nPHE  peculiar  conditions  as  they  exist  today,  on  account  of  the 
war  and  for  other  reasons,  such  as  the  gradual  disappearance 
of  sources  of  fuel,  like  natural  gas,  and  the  shortage  in  the  supply 
of  crude  oils,  which  have  become  of  too  great  value  for  ordinary 
fuel  purposes,  have  compelled  those  interested  to  consider  the  possi- 
bility of  the  adoption  of  pulverized  coal  as  a  fuel,  to  replace  their 
present  methods  of  operation.  Pulverized  coal  was  first  used  in 
the  United  States  about  26  years  ago  for  the  economical  burning  of 
the  cement  rock  in  the  rotary  kilns  of  the  portland-cement  industry. 
2  Pulverized  coal  was  first  applied  successfully  for  economical 
reasons  m  connection  with  the  bummg  of  portland  cement.  The 
growth  of  the  portland-cement  industry  also  had  a  great  bearing 
on  the  development  and  use  of  pulverized  coal,  in  that,  it  is  in  this 
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industry  that  pulverizing  machines  were  brought  to  the  present  high 
.state  of  development,  for  in  the  manufacturing  of  cement  not  only 
the  coal  is  pulverized  but  for  each  barrel  of  cement  manufactured 
weighing  380  lb.  there  are  required  about  600  lb.  of  raw  material 
such  as  limestone  shale  or  cement  rock  as  well  as  the  380  lb.  of 
clinker  produced  by  the  kilns  which  must  be  pulverized  in  order  to 
make  the  finished  product,  so  that  in  the  neighborhood  of  1100  lb. 
of  raw  materials,  clinker  and  coal  must  be  ground  to  produce  one 
barrel  of  portland  cement.  As  there  are  a  hundred  million  barrels 
of  Portland  cement  made  in  this  country  annually,  these  figures 
will  give  one  a  reason  why  pulverizing  machines  have  been  so  highly 
developed  during  the  last  few  years.  Fine  grinding  of  the  raw 
material  means  reduction  in  the  quantity  of  fuel  required  and  also 
makes  possible  the  highest  quality  of  the  finished  product,  so  far 
as  the  chemical  analysis  or  combination  is  concerned.  Fine  grind- 
ing of  the  clinker  means  increased  strength  for  the  reason  that  the 
hydraulically  active  units  in  cement  are  in  direct  proportion  to  the 
percentage  of  fine  or  im{)alpable  iK)wder  in  the  finished  product. 

3  This  statement  is  made  to  impress  upon  j-ou  that  equipment 
for  preparing  and  handling  pulverized  coal  has  long  since  passed 
the  experimental  stage  and  has  now  l)een  developed  to  a  high  state 
of  efficiency  and  is  readily  obtainable.  Somewhere  between  30  and 
50  million  tons  of  pulverized  coal  have  been  used  to  date  in  the  manu- 
facture of  cement  alone.  There  is  now  being  used  approximately 
6  million  tons  annuallv. 

4  The  apphcation  of  this  fonn  of  fuel  has  been  gradually  taken 
up  by  engineers  connected  with  other  industries,  who  have  speedily 
reoognizovl  its  value  to  such  an  extent  that  the  steel  industry  today 
is  using  in  the  noighl>orlKKHl  of  two  milUon  tons  of  pulverized  coal 
annually  in  various  tyix^s  of  furnaces  such  as  open-hearth,  heating, 
puddling,  soaking  pits,  continuous-heating,  reheating,  annealing, 
fonrinc  furnaoos.  and  furnaivs  of  practically  everj'  description  where 
Iu\U  is  ivquiivvl. 

5  Ti:o  I'opjvr  industry  is  using  l»otwoon  one  and  two  million 
t.'!i<  ivr  yoar  in  oi\^rv\istini:  furnaces.  rovcrl^nitor>-  and  copper-melt- 
ii.ii  :";irn:uos  oi  :ill  tvjvs.  Larco  amounts  of  pulverized  ooal  are 
;>•:  :  :::  :o:;trv  kilns  other  than  tho  ooniont  industr\0  for  the  de- 
>■.;'.:':.::■. :::'.c  itv.d  vo:i>\:nc  oi  v:^.rious  i:r:iars  oi  ores:  for  nodulinng 
':'...-:-:.:::..  1  r  ::;i'  •:■.;<:  so  ;i>  :o  :v.;iko  ;iv;-.:l:i:-o  provlucts  heretofore 
\i:\  i\:\:.-.\o  :*.»  ri\^'\i:-.  :\r  ':u:;i:::t:  '.i::.f  'o  oxide  of  lime  for 
•.>i    ■.::  ■  >:■.-":.»..::'•■.  :*-.:::-;;vi  > .    :\^r  : -.'.rr.iv.i:  vii»\'mito  for  opeil-Jiearth 
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furnaces;  and  for  the  calcining  (or  driving  off  of  CO2  gas  and  water 
of  crystallization)  of  various  minerals,  from  which  are  obtainable 
such  conmiodities  as  plaster  of  paris,  stucco,  potash,  etc.  A  total 
of  approximately  ten  million  tons  of  pulverized  coal  are  burned 
annually  in  the  United  States  in  the  above  industries. 

6  A  still  further  and  very  important  development  is  now  going 
on,  which  will,  when  it  attains  its  growth,  require  more  pulverized 
coal  than  probably  all  of  the  other  industries  combined,  and  that 
is  in  its  application  to  locomotives,  particularly  in  the  West.  This 
application  is  now  being  developed.  There  is  still  another  field  in 
which  enormous  quantities  of  this  fuel  will  be  used  and  a  field  in 
which  we  are  all  concerned,  and  that  is  in  the  generation  of  power 
in  stationary  power  houses. 

7  Practically  any  coal  can  be  burned  in  pulverized  form  with 
a  proper  furnace  and  burning  equipment.  Each  application 
however  must  necessarily  be  governed  by  the  quality  of  the  fuel 
available  in  the  district  in  which  it  is  made.  Generally  speaking, 
however,  the  coals  which  would  give  the  most  satisfactory  results 
would  be  those  in  which  the  ash  content  would  be  less  than  10  per 
cent,  the  volatile  averaging  between  30  and  40  per  cent  and  the  fixed 
carbon  between  40  and  50  per  cent.  The  sulphur  content  should 
be  low,  although  coal  with  a  sulphur  content  running  as  high  as 
4J  to  5  per  cent  is  being  burned  in  pulverized  form  under  boilers 
without  any  detrimental  results.  The  ash  should  have  a  high  melt- 
ing point.  These  statements,  however,  are  tentative,  as  most  ex- 
cellent results  have  been  obtained  from  all  sorts  of  coals,  differing 
widely  from  the  ideal  analysis  stated. 

8  It  is  very  apparent  that  the  development  in  this  method  of 
burning  coal  has  brought  coals,  from  which  heretofore  very  ineffi- 
cient results  have  been  obtained,  within  reach  of  a  great  many  con- 
sumers. For  instance,  from  Texas  to  Edmonton,  Alberta,  the 
coimtry  is  underlaid  with  various  grades  of  lignites,  low-grade 
mineral  coals  with  high  moisture  content  and  of  such  a  nature  that 
the  ash  would  melt  or  flow  down  on  the  grates,  thereby  preventing 
the  highest  efliciency  from  being  obtained.  They  are  of  such  a 
nature  that  their  use  in  gas  producers  is  not  very  satisfactory,  so 
that  until  the  development  and  burning  of  these  coals  in  pulverized 
form  was  an  assured  success  these  coals  were  not  used  in  as  large 
quantities  as  is  now  possible.  The  largest  deposits  of  Ugnite  and 
mineral  coals  appear  to  be  in  the  Northwest  awaiting  future  de- 
velopment when  proper  means  are  at  hand  for  obtaining  the  highest 
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possible  economy  from  their  combustion,  and  the  location  of  these 
large  deposits  will  now  be  of  great  value  to  the  districts  in  which 
they  are  located. 

9  Around  steel  plants  there  are  large  quantities  of  waste  fuel 
such  as  coke  breeze.  This  fuel  is  being  used  to  a  certain  extent  on 
some  forms  of  grates,  with  forced  draft,  but  it  can  be  burned  in 
pulverized  form  under  boilers  for  the  generation  of  power,  and  pos- 
sibly in  the  open-hearth  furnaces  for  making  steel.  In  the  anthracite 
field  there  are  large  quantities  of  coal  daily  pumped  back  into  the 
mines,  which  coal  is  a  result  of  the  washing  and  crushing  operation, 
for  bringing  the  coal  to  commercial  sizes.  This  silt  or  washery  waste 
coal  carries  as  high  heat  value  normally  as  the  coals  which  have 
been  marketed.  I  understand  that  eight  to  ten  million  tons  annually 
of  this  silt  are  allowed  to  be  pumped  back  into  the  mines  to  fill  up 
old  workings. 

10  A  number  of  the  coal  companies  are  now  carefully  investi- 
gating the  application  of  pulverized  anthracite  or  low  volatile  coab 
with  a  view  to  using  this  waste  coal  in  pulverized  form  so  as  to 
obtain  power  from  its  use,  making  available  coals  of  higher  grade 
for  the  market,  which  they  are  firing  at  the  present  time.  A  very 
successful  installation  of  this  kind  is  in  operation  at  Lykens,  Pa. 

11  The  above  statements  have  been  of  a  rather  geneml  nature 
so  as  to  bring  out  forcibly  the  fact  that  coal  in  pulverized  form  is 
going  to  become  one  of  the  most  important  fuels.  The  results  thus 
far  obtained  have  shown  that  with  installations  properly  designed 
and  installed,  that  from  an  operating  standpoint  it  is  not  only  a 
desirable  fuel  but  one  which  will  eventually  become  necessary  on 
account  of  its  economy. 

WHAT   IS   PULVERIZED   COAL? 

12  The  average  man  will  tell  you  that  pulverized  coal  is  coal 
ground  to  a  powder.  Any  coal  which  is  ground  or  powdered  from 
his  i)oint  of  view  is  pulverized  coal.  From  a  technical  standpoint 
pulverized  coal  is  that  coal  which  is  properly  dried,  crushed  and 
pulverized  so  that  the  product  contains  the  highest  percentage  of 
impalpable  powder.  Merely  powdering  coal  does  not  fulfill  the 
requirements.  Coal  nmst  be  pulverized  so  that  at  least  95  per  cent 
will  pass  through  a  100-mesh  sieve  having  10,000  openings  to  the 
square  inch,  or  in  terms  of  dimension  95  per  cent  must  be  less  than 
one  two-hundredth  of  an  inch  cube. 

13  The  average  person  does  not  fully  realize  to  what  a  high 
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degree  of  fineness  it  is  possible  to  reduce  the  coal  today  by  pulveri- 
zation. The  finer  the  coal  is  pulverized  the  more  efficiently  it  can 
be  burned  and  the  more  readily  it  will  be  diffused  when  mixed  with 
the  air  for  combustion  and  fed  into  the  furnaces.  A  cubic  inch 
of  coal  pulverized  so  that  95  per  cent  will  pass  through  a  100-mesh 
sieve  will  contain  over  two  himdred  million  particles,  none  of  which 
will  be  greater  than  one  one-himdredth  of  an  inch  cube,  and  a  large 
percentage  will  be  less  than  one  six-himdredth  of  an  inch  cube. 
A  cubic  inch  of  coal  has  a  superficial  area  of  6  sq.  in.,  but  the  com- 
bined area  of  these  multitudes  of  small  particles  shows  that  when 
the  coal  is  ground  to  above  mentioned  degree  of  fineness  the  super- 
ficial area  will  increase  to  nearly  30  sq.  ft.  or  an  increase  in  area  of 
approximately  700  times.  This  increase  in  area  permits  perfect 
and  instantaneous  combustion.  Its  rapidity  depends  directly  upon 
the  surface  exposure.    This  is  one  of  the  reasons  for  the  grinding. 

14  Pulverizing  certainly  does  not  change  the  nature  of  the 
coal.  We  do  however  change  the  form  of  the  coal  to  a  certain  ex- 
tent in  pulverizing  it,  in  that  we  change  it  from  a  soUd  into  a  fuel 
having  Uquid  properties.  As  the  coal  is  pulverized  it  is  mixed  with 
air,  and  when  handled  in  the  conveyor  it  flows  like  water;  when 
fed  to  the  furnaces  it  is  more  or  less  like  a  gas,  and  the  furnaces 
must  be  designed  to  bum  a  gaseous  mixture. 

DESCRIPTION   OF  A   COAL-PULVERIZING   PLANT 

15  A  pulverizing  plant  consists  of  three  main  units:  a  crusher, 
a  crushed-coal  drier  and  a  pulverizer.  The  number  of  each  one  of 
these  three  main  units  will  depend  on  the  size  of  the  plant.  The  coal 
is  dumped  in  a  track  hopp>er  and  conveyed  by  either  a  belt  or  apron 
conveyor  into  hopper,  feeding  single-roll  coal  crusher,  or  where 
slack  coal  is  at  hand,  direct  to  elevator  pit.  After  being  crushed  to 
about  one  inch  in  diameter,  it  passes  by  gravity  to  elevator  pit, 
where  it  is  taken  by  bucket  elevators  to  the  drier  storage  bin.  Au- 
tomatic weighing  scales  may  be  installed  if  desired  before  the  drier 
storage  bin.  Magnetic-separator  pulleys  are  also  installed,  where 
a  belt  conveyor  is  used  from  the  track  hopper  to  remove  iron  or 
steel  scrap  in  the  shape  of  nuts,  bolts,  pick-points,  wedges  and 
such  foreign  matter,  which  would  interfere  with  the  pulverization. 

16  From  the  drier  storage  bin  the  coal  passes  to  a  coal  drier. 
This  drier  must  be  of  a  size  to  deliver  the  required  quantity  con- 
tinuously, thoroughly  dried.  The  drier  is  heated  either  by  hand- 
firing  on  grates,  or  by  pulverized  coal,  so  arranged  in  either  case  to 
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avoid  igniting  the  drying  coal.  The  cylinder  of  the  drier  is  rotated 
by  power,  either  a  small  motor  or  Une  shaft  being  used.  The  dried 
coal  falls  from  the  drier  through  a  chute  into  the  pit  of  an  elevator. 
In  this  chute  the  coal  passes  over  another  magnetic  separator  to 
remove  any  final  pieces  of  metal  which  might  be  left  in  the  coal  and 
which  were  not  caught  on  the  magnetic  separator  spoken  of  above. 

17  This  elevator  carries  it  to  a  storage  bin  set  aloft  for  supply- 
ing the  pulverizer.  By  spouts  and  gates  the  coal  is  permitted  to 
enter  the  pulverizer  as  desired.  This  pulverizer  grinds  the  coal  to 
the  fineness  required.  From  the  pulverizer  the  coal  is  conveyed  in 
various  ways  to  the  pulverized-coal  bins.  With  the  type  of  mill  used 
at  our  plant,  it  is  carried  by  spouts  from  the  mill  to  the  pit  of  an 
elevator,  which  carries  it  aloft  to  the  screw  conveyor,  which  feeds 
the  pulverized-coal  bins.  In  another  type  of  mill  the  fine  pulverized 
coal  is  conveyed  by  suction  fan  from  the  mill  to  a  cyclone  separator, 
properly  located  over  the  pulverized-coal  storage  bins,  or  over  the 
screw  conveyor  to  the  pulverized-coal  storage  bin.  This  separator 
will  allow  the  coarser  particles  to  fall  back  to  the  mill,  to  be  r^round, 
while  the  fine  dust  passes  to  the  storage  bin.  No  fine-dust  elevator 
is  necessary  with  this  mill. 

18  These  pulverized-coal  storage  bins  are  of  a  capacity  propor- 
tional to  the  service  and  hold  a  supply  in  excess  of  the  amount  re- 
quired in  the  intervals  when  the  grinding  is  not  going  on.  Thus  the 
mills  may  supply  in  eight  to  ten  hours  all  that  the  furnaces  may  use 
in  24  hours,  by  making  provision  therefor. 

19  If  the  pulverizing  plant  is  located  within  200  ft.  of  the  fur- 
naces and  the  furnaces  are  of  large  capacity,  these  storage  bins  are 
located  directly  at  the  furnaces.  But  if  there  are  numerous  small 
furnaces  located  at  a  considerable  distance  from  the  pulverijung 
plant,  we  then  locate  the  above  storage  bins  at  some  central  point 
and  convey  from  these  points  to  the  various  furnaces  by  means  of 
one  of  three  methods:  first,  screw  conveyor;  second,  in  a  mass  by 
means  of  compressed  air;  third,  in  suspension  in  a  current  of  air. 
We  now  liave  the  pulverized  coal  at  the  furnaces  ready  for  use. 

COSTS    OF    PrLVKUIZIX(;    COAL 

20  Th(^  cost  of  tlic  operation  of  pulverizing  coal  dej^ends  upon 
four  items:  first,  the  amount  of  moisture  that  must  \)C  expelled 
from  the  coal  l)('f(>ro  pulvorizinp;  second,  the  cost  of  labor;  third, 
the  cost  of  coal  di^livcred  at  the  pulverizing  plant;   fourth,  the  cost  of 
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electricity.  Table  1,  issued  by  a  pulverized-coal  engineering  company, 
gives  the  cost  of  pulverizing  plants,  including  buildings,  and  costs 
of  pulverizing  coal  in  plants  of  capacity  from  10  to  250  tons  per  day. 
These  figures  include  all  costs,  except  interest  and  depreciation,  in 
the  pulverizing  plant  proper,  and  deliver  the  dust  from  the  top  of 


TABLE  1 


COSTS  OF  COAL-PXTLVERIZINQ  PLANTS  AND   CX)STS  OF   PULVERIZ- 
ING COAL  PER  TON   NET 


Tods  daily 

ToUleost 

pulTerisinc 

per  ton,  doOan 

Cost  of  pUnt 

including  buildinci 

doUan 

Labor, 
houra 

Labor, 

cost 

per  ton,  doUan 

10 

0.56 

31.000 

10 

0.80 

20 

0.51 

31.000 

20 

0.25 

30 

0.49 

31.000 

30 

0.23 

40 

0.49 

31.000 

40 

0.23 

50 

0.39 

37,000 

26 

0.13 

60 

0.39 

37.000 

30 

0.13 

70 

0.39 

37.000 

40 

0.13 

80 

0.39 

37.000 

40 

0.13 

90 

0.39 

37.000 

46 

• 

0.13 

100 

0.34 

45.000 

34 

0.09 

110 

0.34 

45.000 

37 

0.09 

120 

0.33 

45.000 

40 

0.06 

130 

0.33 

45.000 

44 

0.08 

140 

0.32 

50,000 

45 

0.06     « 

150 

0.32 

50.000 

47 

0.06 

160 

0.32 

50.000 

50 

0.06 

170 

0.32 

50.000 

54 

0.06 

180 

0.32 

50.000 

57 

0.06 

190 

0.30 

62.000 

48 

0.04       ^ 

200 

0.30 

62.000 

51 

0.04 

210 

0.30 

62,000 

53 

0.04 

220 

0.30 

62.000 

!             56 

0.04 

230 

0.30 

62.000 

59 

0.04 

240 

0.30 

62,000 

61 

0.04 

250 

0.30 

62.000 

63 

0.04 

Data  on  which  Tabls  1  is  Babcd 

Labor  rate:  Millers,  30  cents  per  hr.;  drier  firemen,  20  cents  per  hr.;  common  labor.  20  cents. 

Cost  of  drier  fuel:  6  cents  per  net  ton.  based  on  7  x>er  cent  moisture.  Coal  at  85  per  ton 
delivered. 

Evaporation:  6  lb.  per  lb.  of  coal  burned  or  26  lb.  of  coal  per  ton. 

Repairs:  7  cents  per  net  ton.    This  includes  whole  pulverising  plant,  all  machinery. 

Power  has  been  based  on  12.7  cents  per  ton  pulverised,  and  a  consumption  of  17  hp-hr.  per 
ton  pulverised  at  1  cent  per  kw-hr.  or  about  $54  per  hp.  per  annum. 


the  last  elevator  to  the  screw  conveyor,  which  feeds  the  pulverized- 
coal  storage  bins. 

21    We  have  taken  from  Table  1  figures  relating  to  those  plants 
having  daily  capacities  approximately  the  same  as  our  plant,  and 
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into  consideration  the  knowledge  obtained  from  the  experience  at 
the  above-mentioned  .plant,  and  also  that  obtained  from  other 
installations,  it  has  been  found  that  furnaces  can  be  successfully 
operated  by  various  methods  of  applying  this  fuel.  Each  tjrpe  of 
metallurgical  furnace  presents  different  requirements  as  to  the  kind 

TABLE  3    CX)ST8  OF  PULVERIZING  COAh  PER  NET  TON  AT  THE 

ATLANTIC  STEEL  CX)MPANY 


Daily  Output  80  Tons  pbb  Dat 

Cost  per  ton 

Labor SO. 22 

Repairs 0.19 

Power 0.134 

Drier  coal 0.0218 

Total  Cost 10. 5658 

Daily  Output  90  Tons  pbb  Dat 

Labor 10.195 

Repairs 0.19 

Power 0.184 

Drier  coal 0.0218 

Total  Cost 10.6408 

Daily  Output  100  Tons  pbb  Dat 

Labor 80. 176 

Repairs 0. 19 

Power 0. 184 

Drier  coal 0.0218 

Total  Cost 80.6218 

Total  coal  pulverized  Jan.  and  Feb.  1919 6276  tons 

Power:  17.9  kw-hr.  per  ton  coal  pulv.  at  |  cent 80. 134  per  ton 

Labor:  1  man  16  hr.  at  80.40 8  6.40 

2  men  16  hr.  at  80.35 11.20 

Daily  cost 817.60 

(B  80.22  for  80  tons  output.  80.195  for  90  tons,  80.176  for  100  tons.) 
Drier  coal:  Cost  of  drier  fuel  2.8  cents  per  ton,  based  on  2.62  per  oent  moisture.     Coal 
at  85  per  ton,  6  lb.  evaporated  per  lb.  of  ooal  burned  or  8.7  lb.  per  ton  of 
coal  pulv. 

Repairs:       Total  repairs  for  Jan.  and  Feb 81412. 16 

Credit 409.69 

Charged 81002.47  (-  80.19  per  ton  pulv.) 


of  burners  to  be  used.  Probably  the  greatest  recent  development 
in  its  use  has  been  as  a  fuel  for  open-hearth  furnaces  and  boilers. 
Its  application  to  boilers  will  be  taken  up  later. 

DESCRIPTION   OF  OPEN-HEARTH   FURNACE  USING   PULVERIZED  COAL 

25    All  open-hearth  furnaces  using  pulverized  coal  as  a  fuel  are 
of  the  reversing  type.    There  has  been  only  one  exception  to  thi8« 
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as  far  as  I  know,  in  this  country  and  that  exception  was  at  the 
plant  of  the  American  Iron  &  Steel  Manufacturing  Co.,  Lebanon, 
Pa.,  where  they  fired  their  open-hearth  furnaces  from  one  end  only. 
On  the  other  end  they  installed  waste-heat  boilers  and  economizers. 
As  an  open-hearth  proposition  this  turned  out  to  be  a  failure,  but  as 
a  waste-heat  boiler  proposition  it  was  a  wonderful  success.  During 
1918  they  remodeled  these  furnaces  and  fired  them  from  both  ends. 

26  The  pulverized  coal  is  delivered  into  storage  bins  located 
at  each  end  of  the  furnace.  On  the  bottom  of  these  bins  are  screw 
feeders,  driven  by  variable-speed  motors  for  supplying  the  amount 
of  coal  desired.  This  carries  the  coal  by  gravity  into  the  burner 
pipe.  These  burners  are  usually  a  combination  of  compressed  air 
at  from  60  to  80  lb.  pressure  and  fan  air  at  about  8  oz.  pressure. 
In  some  cases  compressed  air  alone  is  used  as  the  medium  for  con- 
veying this  coal  into  the  furnaces.  The  hearth  of  a  pulverized  coal 
open-hearth  furnace  is  practically  the  same  as  the  hearth,  of  any 
other  open-hearth  furnace.  The  uptakes,  slag  pockets  and  checker 
chambers  are  entirely  different  from  other  furnaces.  The  uptakes 
are  made  as  small  as  possible  so  as  to  hold  the  gases  in  the  furnace 
as  long  as  possible  without  blowing,  and  the  slag  pockets  are  made 
as  large  as  possible  so  that  the  gases  will  have  a  sjow  velocity  going 
through  them,  thereby  depositing  a  large  percentage  of  the  heavy 
particles  that  arc  in  the  outgoing  gases.  On  account  of  this  heavy 
deposit,  removable  slag  pockets,  or  ver>'  deep  stationary  pockets, 
should  be  used,  so  as  to  collect  thi?  accumulation  over  the  run  of 
th(^  furnace.  Where  removable  slag  pockets  are  used,  they  are 
takiMi  out  and  I'leaned  and  replaced  about  evcrj-  two  weeks. 

*J7  Onlv  one  checker  chamber  is  needed  on  each  end  of  the 
furnace.  If  the  checker  chamber  is  large  enough,  these  chambers 
should  he  built  u))  with  lar^e  tiles  and  laid  in  such  a  manner  as  to 
ftnin  vertical  Ihjes,  having  openings  of  at  least  6x9  in.  or  better 
9  \  1 1  in.  In  some  easels,  no  checkers  at  all  are  used  but  the  cham- 
bers an*  IIIKmI  with  batlle  walls  witii  openings  from  the  outside,  so 
tli.it  the  aci-unnilatit>n  lM»t\\een  these  ballle  walls  can  l>e  raked  out. 
.\11  passages  from  slag  pockets  to  stack  nuist  be  as  straight  as  possi- 
ble and  whenever  any  bends  nnist  be  made,  some  agitating  de\'ice 
should  1k»  installed  at  these  points.  The  reversing  valves  are  asually 
of  t\\o  nnishroom  and  damjHT-slide  type. 

2S  Oil  and  ^as  an*  tlie  ideal  natural  fuels.  The  increase  in  the 
price  of  oil  has  ma<le  its  use  as  a  fuel  praotirally  prohibitive.  The 
natund-gas  supply  is  rapi<Ily  I>eing  exhausted,  even  in  those  parts 
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of  our  country  which  have  enjoyed  its  use  for  years.  Consequently 
we  will  eliminate  these  two  fuels  from  our  discussion  (except  in 
Table  4)  and  compare  the  use  of  pulverized  coal  with  producer  gas. 

29  The  best  coal  for  use  in  pulverized  form  in  open-hearth 
practice  is  a  bituminous  coal  as  high  in  volatUe  matter  as  possible, 
and  preferably  low  in  ash.  It  should  never  contain  below  32  per 
cent  of  volatile,  nor  more  than  8  per  cent  of  ash.  For  open-hearth 
furnace  use  it  is  necessary  that  the  coal  be  as  finely  ground  as  possi- 
ble and  it  should  be  so  fine  that  about  97  per  cent  will  pass  through 
the  100-mesh  sieve,  preferably  90  to  93  per  cent  and  not  less  than 
85  per  cent  through  the  200-mesh  sieve,  and  from  70  to  75  per  cent 
through  the  300-mesh  sieve. 

30  This  very  fine  pulverization  is  necessary  for  quick  combus- 
tion and  for  the  removal  of  sulphur  in  the  coal.  By  this  very  fine 
pulverization  we  attempt  to  have  complete  combustion  before  the 
flame  strikes  the  bath,  thereby  burning  out  the  sulphur  in  the  coal 
to  SOt  gas,  which  passes  up  the  stack.  In  order  to  get  this  com- 
plete combustion  before  striking  the  bath,  some  6  or  8  ft.  are 
necessary  from  the  end  of  the  burners  to  the  bath. 

31  The  advantages  and  disadvantages  from  the  use  of  pulver- 
ized coal,  as  compared  to  gas  producers,  as  a  fuel  for  open-hearth 
furnaces,  from  observation  of  its  use  up  to  date  are  as  follows: 

a  Since  the  coal  is  of  a  more  even  chemical  composition  all 
the  heat  units  are  consumed  in  the  furnace,  while  in  the  case  of 
the  gas  producer  from  18  to  25  per  cent  of  the  heat  units  are  lost 
in  the  producer  itself  when  converting  the  coal  into  gas.  This  will 
result  in  a  greater  number  of  heats  per  week. 

b  Open-hearth  furnaces  using  powdered  fuel  operate  on  a  very 
low  fuel  consumption  equal  to  the  best  producer-gas  practice,  and 
much  better  than  the  average  of  the  older  plants  in  this  country; 
at  our  plant  about  50  per  cent  less. 

c  Coal  can  be  pulverized  in  plants  of  about  100  tons  daily 
capacity  and  delivered  to  the  furnace  for  approximately  50  cents 
per  ton,  which  is  about  the  same  as  the  costs  for  gasifying  coal 
in  gas  producers. 

d  Although  the  use  of  this  fuel  in  metalliu'gical  furnaces  has 
been  developed  only  about  75  per  cent,  we  believe  that  this  devel- 
opment is  steadily  increasing.  In  our  plant  the  pulverized-coal 
open-hearth  furnace  has  been  shut  down  oftener  than  our  producer- 
gas  furnace  of  the  same  size,  due  to  checkers  and  slag  pockets 
filling  up  with  cinders  and  slag,  after   about   80  heats;   we  are 
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gradually  overcoming  these  troubles  by  decreasing  the  size  of  our 
uptakes  and  enlarging  the  slag  pockets,  thereby  holding  the  gases 
in  the  furnace  longer  and  passing  them  slowly  through  the  large 
slag  pockets,  so  that  the  heavy  particles  can  settle,  and  now  only 
the  fine  particles  are  going  to  our  checkers,  which  particles  are  being 
blown  off  daily  by  compressed  air.  By  these  means,  we  expect  to 
get  much  longer  life  out  of  our  checkers,  and  consequently  longer 
runs  out  of  the  furnace,  since  the  filUng  up  of  the  checkers  has  always 
been  the  deciding  factor  in  the  length  of  run  of  the  furnace.  On 
account  of  this  continued  development,  we  beUeve  that  inside  of 
six  months  we  will  show  a  25  per  cent  increase  in  production  over 
our  gas-producer  furnaces  of  the  same  size. 

e  Sulphur  does  not  give  us  any  trouble  as  long  as  we  have 
good  draft  and  the  furnace  is  working  hot,  as  we  are  now  using  over 
1  per  cent  sulphur  in  our  coal  and  getting  good  results,  although 
when  checkers  get  clogged  up  and  the  furnace  begins  to  blow,  due 
to  lack  of  draft,  we  have  trouble  with  the  bath  taking  up  sulphur. 
This  takes  place  during  the  last  week's  run  of  the  furnace,  just  be- 
fore it  goes  down  for  repairs. 

/  The  pulverized-coal  open-hearth  furnace  is  under  complete 
control  of  the  first  helper  as  to  the  amount  of  coal  being  used  at 
all  times,  air  blast  and  temperature. 

g  The  flame,  using  the  same  coal  as  on  gas  producers,  is  hotter, 
which  allows  us  to  use  a  greater  percentage  of  scrap  per  ton  of  steel, 
thus  reducing  the  consumption  of  high-priced  pig  iron. 

h  The  finished  steel  is  quieter  in  the  molds,  due  to  not  being 
overly  oxidized,  as  the  coal  coming  directly  in  contact  with  the 
bath  has  a  greater  reducing  action.  We  feel  reasonably  certain  that 
the  oxidation  losses  are  less  with  pulverized  coal  than  with  producer 
gas,  consequently  the  per  cent  of  product  is  greater.  All  gas-house 
troubles  are  eliminated  (cleaning  fires,  burning  out  flues,  etc.) 
although  the  pulverizing  plant  must  be  given  attention  as  to  dryness 
and  fineness  of  coal. 

i  Up  to  date,  our  refractory  costs  have  been  very  much  greater 
on  our  furnace  using  pulverized  coal  than  on  our  gas-producer  fur- 
naces and  wiis  almost  twice  as  great  a  year  or  so  ago,  although  I 
believe  on  account  of  the  steadily  increasing  development  of  the 
use  of  this  fuel,  these  refractory  costs  will  be  steadily  decreased. 
As  a  fair  sample,  we  will  consider  the  life  of  the  roof.  When 
originally  installed,  we  got  only  about  100  heats  per  roof,  but  on 
the  last  run  of  this  furnace  we  obtained  232  heats.    I  believe  that, 
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in  time,  the  refractory  cost  will  be  nearly  as  good  as  gas-producer 
furnaces,  but  never  any  better. 

32  Table  4  shows  a  comparison  of  fuel  costs  for  all  fuels  now 
used  on  open-hearth  fiunaces  and  it  will  be  seen  that  natural  gas 
is  not  only  the  ideal  fuel  but  is  the  cheapest  fuel  used.  As  a 
direct  comparison  in  our  plant,  we  will  compare  the  figures  shown 
in  Table  4  under  gas-producer  and  pulverized  fuels,  using  all  cold 
metal,  or  items  4  and  7. 

33  These  figures  show  500  lb.  coal  per  ton  of  ingots  using  pul- 
verised coal  as  a  fuel,  against  739  lb.  using  producer  gas.  We  have 
also  used  ^.40  per  net  ton  as  the  price  of  coal  for  both  kinds  of 
fuel,  while  we  invariably  use  a  larger  per  cent  of  run  of  mine  at  a 

TABLE   4     FUEL  COSTS   FOR  OPEN-HEARTH  FURNACES 


Kind  of  f  od 


1 
2 
3 

4 
5 
6 
7 


Remarks 


Natural  gas 

Natural  gaa 

Producer  gas '  Hot  metal 

Producer  gas  ^ i  Cold  metal 

Fuel  oil 

Tar' 

Pulverised  coal 


8  Electric  power. 


Amount  x>er 
ton  steel 


6000  eu.  ft. 
6000  cu.  ft. 
510  lb.  coal 
739  lb.  coal 
40  gal. 
40  gal. 
500  lb.  coal 
500  kw-hr. 


Rate 

cost  f  ud, 

dollars 


0.04  per  M 

0.12  per  M 

3.40 

3.40 

0.02 

0.025 

3.40 

0.0075 


Cost  of 

fuel  and 

labor, 

dollars 


03 
93 


90 


Cost  per 

ton  steel, 

dollars 


0.24 

0.72 

1.00 

1.46 

0.80 

1.00 

0.975 

3.75 


Above  includes  handling  cost 

1  Our  plant 

'  Tar  is  a  waste  product  at  some  plants  and  has  to  be  burned. 


cheaper  price  on  the  pulverized-coal  furnace.  The  cost  per  ton  of 
pulverizing  coal  is  50  cents,  against  53  cents  for  gasifying.  This 
gives  us  a  total  cost  of  fuel  per  ton  of  ingot  steel  of  97^  cents  using 
pulverized  coal  against  $1.46  using  producer  gas. 


BOILERS 

34  Many  engineers  who  attempted  to  bum  coal  in  pulverized 
form  obtained  unsatisfactory  results,  and  concluded  it  was  "im- 
possible." In  many  of  the  earlier  trials  to  burn  pulverized  coal 
under  boilers  the  usual  method  was  to  install  coal-feeding  devices 
of  some  kind  in  the  furnace  as  it  stood,  with  the  result  that  the  fire 
bricks  melted  down  and  the  tubes  were  plastered  with  unconsumed 
carbon,  ashes  and  soot.    So  destructive  were  the  results  that  we  can 
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hardly  blame  those  making  the  tests,  from  arriving  at  the  conclusion 
they  did.  How  close  some  were  to  success  was  not  fully  realised. 
Conditions  were  not  ripe.  Today,  results  are  being  obtained  that 
are  of  sufficient  importance  to  warrant  careful  investigation  and 
consideration. 

35  For  the  proper  combustion  of  coal  under  boilers,  there  are 
five  main  points  which  must  be  given  serious  consideration,  other- 
wise the  burning  of  this  fuel  will  not  be  a  success.  These  five  points 
are: 

a  Coal  fineness 
b  Size  of  combustion  chamber 
c  Necessary  air  opening 
d  Proper  damper  regulation 
e  Clean  tubes 

36  Coal  Fineness.  The  pulverized  coal  should  run  about  96 
per  cent  through  the  100-mesh  screen  and  about  85  per  cent  through 
the  200-mesh  screen.  If  it  nms  below  80  per  cent  through  the  200- 
mesh  screen,  we  notice  particles  of  carbon  flying  through  the  air 
inside  of  the  combustion  chamber,  and  these  particles  are  not  com- 
pletely burned  when  the  gases  reach  the  tubes,  and  will  then  deposit 
themselves  on  the  tubes.  Also,  these  heavy  particles  in  the  pulver- 
ized-coal  mixture  will  sometimes  settle  on  the  bottom  of  the  combus- 
tion chamber  and  will  soon  build  up  in  the  shape  of  stalactites.  This 
accumulation  will  continue  to  build  until  the  bottom  of  the  com- 
bustion chamber  continues  to  be  raised,  until  it  comes  in  contact 
with  the  flame.  These  built-up  particles  will  then  fuse  into  a  solid 
mass,  which,  in  a  very  short  time,  will  cause  a  shut  down  of  the 
boiler  to  dig  this  fused  mass  out.  It  is,  therefore,  necessary,  for  the 
successful  burning  of  this  pulverized  fuel  under  boilers,  to  have 
this  coal  as  finely  pulverized  as  possible. 

37  Size  of  Combustion  Chamber.  Before  installing,  or  consider- 
ing the  use  of  pulverized  coal  under  boilers,  we  must  first  make  a 
study  of  our  boiler-house  installation  and  know  at  exactly  what  rating 
we  wish  to  oix^rate  these  boilers,  considering  any  pxjak  load  which 
may  develop.  We  must  then  design  our  combustion  chamber  large 
enough  to  take  care  of  the  maximum  loads  which  will  be  developed 
from  our  boilers  at  any  time.  After  this  maximum  rating  has  been 
determined,  we  then  figure  our  combustion  chaml>er  of  a  cubical 
capacity  equivalent  to  approximately  50  cu.  ft.  per  lb.  of  coal  burned 
per  niin.,  or  approximately  2^  cu.  ft.  per  hp.  developed  by  boUer. 
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iTwe  decide  to  run  this  boiler  at  150  per  cent  of  this  rating  and  design 
our  combustion  chamber  accordingly,  the  efficiency  will  not  be 
decreased  perceptibly  if  the  boiler  is  run  imder  this  150  per  cent  rat- 
ing, but  if  we  develop  over  a  150  per  cent  of  the  rating,  we  run  into 
serious  difficulties.  We  have  to  admit  more  coal  and  air  to  the 
boiler  to  develop  the  greater  rating,  consequently  we  need  more 
combustion  space,  but  not  having  this  combustion  space,  the  flames 
impinge  on  the  brick  work  and  cut  it  away  very  rapidly.  Also, 
combustion  is  not  complete  at  the  time  the  gases  strike  the  bottom 
row  of  tubes  and  consequently  the  gases  will  pass  up  the  stack  un- 
bumed.  Efficiency  is  then  decreased.  If  the  gases  are  not  com- 
pletely binned  by  the  time  they  reach  the  first  row  of  tubes,  they 
will  not  bum  later  on  in  the  boiler.  The  size  of  the  combustion 
chamber  should  also  be  so  designed  that  the  velocity  of  the  gases 
should  not  pass  through  this  combustion  chamber  at  a  speed  of 
more  than  6  ft.  per  sec.  The  mixture  of  air  and  coal  entering  the 
combustion  chamber,  as  stated  above,  should  be  at  as  low  a  pressure 
as  is  possible  to  bring  this  mixture  in  in  suspension;  or,  in  other 
words,  breathe  it  in. 

38  Proper  Air  Openings.  The  pressure  at  which  the  pulverized 
coal  is  admitted  to  the  furnace  is  as  low  a  pressure  as  can  be  used 
to  carry  this  fine  coal  in  suspension,  and  is,  I  should  say,  about  half 
an  oimce  pressure  at  the  nozzle.  In  some  installations  the  coal 
falls  by  gravity  from  the  variable-speed  screw  conveyor,  located 
on  the  bottom  of  the  pulverized  coal  bin,  into  a  fan  air  line 
which  carries  it  into  the  furnace  and  also  supplies  the  necessary 
air  for  combustion.  Some  few  openings  are  placed  in  the  front 
wall  of  the  boiler  to  give  any  additional  air  which  may  be  needed, 
and  a  few  may  also  be  placed  on  the  side  walls  of  the  boiler  to 
protect  the  brickwork  at  times. 

39  In  other  installations  the  amount  of  air  necessary  to  con- 
vey the  coal  into  the  furnace  varies,  according  to  the  rate  at  which 
the  boiler  is  being  operated.  The  balance  of  the  air  to  bum  the 
coal  properly  is  admitted  through  adjustable  air  openings  in  the 
front,  sides  and  bottom  of  the  combustion  chamber.  These  open- 
ings are  made  adjustable  and  are  placed  on  all  sides  of  the  combus- 
tion chamber  to  take  care  of  the  various  grades  of  coal  which  may 
be  used  in  the  boiler  plant.  By  properly  observing  the  combustion 
in  this  chamber,  by  a  little  experience  the  fireman  knows  at  exactly 
what  points  to  give  more,  or  less  air  needed  for  combustion. 

40  Damper  Regulation,    In  order  to  give  the  proper  velocities 
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of  gases  passing  through  the  combustion  chamber,  it  is  necessary 
that  we  have  very  accurate  damper  regulation  to  take  care  of  the 
various  load  conditions  which  the  boiler  is  to  supply.  The  damper 
should  be  so  regulated  that  we  should  practically  have  a  balanced 
draft  inside  of  the  combustion  chamber  and  only  a  slight  vacuum  in 
the  first  pass,  while  at  the  damper  itself  we  do  not  want  more  than 
0.10  to  0.15  in.  If  we  have  more  vacuum  than  this,  it  pulls 
our  gases  through  the  combustion  chamber  too  fast,  causing  them 
to  be  unburned  before  reaching  the  first  row  of  tubes  and  will  then 
build  up  very  fast  on  the  outside  of  these  tubes.  This  very  small 
draft  needed  at  the  base  of  the  stack  will  allow  us  to  operate  boilers 
using  pulverized  coal  with  stacks  of  about  30  to  35  ft.  in  height. 

41  Clean  Tubes.  In  order  to  get  the  maximum  evaporation 
from  any  boiler  it  is  necessary  that  the  tubes  be  kept  clean,  both 
inside  and  outside.  The  keeping  of  the  tubes  clean  inside  is  a  ques- 
tion of  the  proper  quahty  of  water  and  has  nothing  to  do  with  pul- 
verized coal.  The  keeping  clean  of  the  outside  of  the  tubes  is  very 
necessary  with  the  use  of  pulverized  coal  as  a  fuel,  and  they  should 
be  blown  by  means  of  mechanical  soot  blowers  at  least  every  six 
hours,  and  oftener  if  it  is  necessary.  Also,  once  every  24  hours  by 
means  of  a  hand-lance  steam  jet  we  should  blow  the  bottom  of  the 
first  row  of  tubes.  These  are  the  tubes  in  which  the  gases  come  into 
contact  first  after  leaving  the  combustion  chamber.  This  material 
can  be  blown  off  easily  if  the  combustion  chamber  has  been 
properly  constructed  and  if  they  are  blown  regularly  as  needed. 
But  if  they  are  not  blown  regularly  this  material  builds  up  and 
accumulates  very  fast  and  in  time  will  become  fused  and  cannot 
be  blown  off. 

42  Another  item  which  might  have  been  included  in  the  five 
main  points  above,  and  might  have  been  called  the  sixth  point,  is 
the  removal  of  ash  which  deposits  at  the  bottom  of  the  combustion 
chamber.  As  spoken  of  above,  this  ash  should  be  removed  at  regit- 
lar  intervals,  which  intervals  will  be  determined  by  the  amount  of 
ash  in  the  original  coal.  If  we  do  not  remove  this  ash  regularly,  it 
will  build  u[)  until  it  comes  in  contact  with  the  flame,  when  it  becomes 
fused  and  lias  to  be  dug  out.  But  if  removed  at  regular  intervals, 
it  can  be  (\isily  raked  out  with  the  ordinarj'  boiler-room  ash  rake 
and  will  not  consume  more  than  half  an  hour  per  24  hours,  and  will 
not  interfere  with  the  operation  of  the  boiler  while  this  is  being  done. 

43  The  following  are  some  advantages  of  pulverized  coal  as  a 
fuel  for  boilers  over  stokers: 
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a  Much  wider  variation  in  the  quaUty  of  the  coal  usable  is 
obtained  when  burning  coal  in  pulverized  form.  Practically  any 
and  all  grades  of  coal  can  be  burned  in  this  form  with  economy.  No 
stoker  will  satisfactorily  handle  all  grades  of  coal.  Therefore  the 
use  of  pulverized  coal  will  largely  overcome  most  troubles  due  to 
poor  coal,  and  it  is  particularly  desirable  for  this  reason  alone. 

b  The  ability  to  take  care  of  peak  loads  almost  instantaneously. 
In  other  words,  a  pulverized-coal  burning  system  is  much  more 
flexible  than  a  stoker  installation.  Its  flexibiUty  approaches  that  of 
oil  or  natural  gas. 

c  The  amount  of  coal  that  can  be  burned  per  sq.  ft.  of  grate 
surface  on  stokers  is  limited  so  that  for  increased  capacity  the  boiler 
setting  must  be  spread  out  to  cover  more  area.  When  using  pulver- 
ized coal,  this  condition  does  not  exist,  for  proper  furnace  conditions 
can  be  obtained  by  increasing  the  height  of  the  boiler  setting  or 
the  depth  of  the  combustion  chamber. 

d  By  throwing  a  switch  the  entire  firing  operation  ceases;  an 
advantage  in  case  of- accident  or  emergency. 

e  Ash  is  in  much  better  condition  to  handle.  The  ash  is  in  the 
form  of  a  dust  or  slag  depending  upon  its  melting  point.  This  helps 
to  maintain  constant  furnace  temperature  as  there  are  no  interrup- 
tions to  firing  conditions  on  account  of  cleaning  fires. 

/  Since  there  are  no  grates  used  when  the  fuel  is  burned  in  pul- 
verized form,  we  experience  no  clinkering  of  grates,  as  in  the  case 
of  stokers,  particularly  after  operating  at  maximum  rating. 

g  Pulverized  coal  is  fired  dry,  containing  less  than  1  per  cent 
of  free  moisture,  whereas  coal  burned  on  stokers  may  vary  any- 
where from  1  to  10  per  cent,  of  free  moisture  as  fired. 

h  Considerable  less  excess  air  is  necessary  for  complete  com- 
bustion. This  item  is  of  the  utmost  impoi-tance  when  making  com- 
parisons. Less  excess  air  means  less  power  for  furnishing  air  supply 
particularly  where  forced  draft  is  used.  With  less  excess  air  the 
stack  losses  are  less.  Ix)wer  grades  of  coal  fired  on  stokers  require 
more  excess  air  as  it  is  quite  difficult  for  the  ox>'gen  to  get  in  close 
contact  with  the  com})ustible.  An  air  supply  sufficient  to  furnish 
all  the  air  for  combustion  should  be  available,  although  at  times 
only  50  per  cent  of  the  air  is  necessary'  to  be  injected  into  the  fur- 
nace with  the  coal,  the  balance  being  supplied  by  the  induction 
action  of  the  burner  or  drawn  in  by  the  stack  draft  through  the 
various  adjustable  openings  in  front  and  sides  of  combustion  cham- 
ber.   The  air  going  into  the  furnace  should  be  under  control  to  per- 
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mit  close  regulation  under  all  conditions  of  firing.    Less  draft  is 
required  for  pulverized-coal-fired  furnaces. 

i  All  the  combustible  in  the  coal  is  consumed  when  it  is  burned 
in  pulverized  form,  providing  the  furnace  capacity  is  not  exceeded. 
None  of  the  combustible  goes  out  into  the  ash  pile  and  therefore  fires 
are  eliminated  in  the  ash  pile. 

j  There  is  less  erosion  from  sulphiu*  on  the  boilers  due  to  less 
moisture  in  the  coal  as  fired,  therefore  highnsulphur  coals  can  be 
burned  more  readily  and  without  serious  results. 

k  With  furnace  properly  proportioned  and  with  properly 
designed  burning  equipment  smokeless  operation  may  be  main- 
tained indefinitely.  This  is  due  to  complete  combustion  of  all  the 
particles  of  coal  before  coming  in  contact  with  the  cold  surface  of 
the  tubes  of  the  boiler. 

44  The  following  few  points  must  be  kept  in  mind  for  the  suc- 
cessful burning  of  pulverized  coal  imder  boilers: 

a  A  boiler  furnace  using  pulverized  coal  should  have  as  few 
burners  as  is  possible  consistent  with  good  regulation.  The  burners 
must  be  proportioned  for  the  maximum  rating  of  the  boilers,  and 
they  must  be  adjustable.  SimpUcity  of  design  is  desirable.  It  has 
been  found  much  more  desirable  to  introduce  coal  into  the  furnace 
as  far  away  from  the  side  walls  as  possible  so  that  the  rapid  continu- 
ous expansion  of  the  gases  will  not  develop  high  velocities  in  dose 
contact  with  the  furnace  refractories.  Fiunaces  under  boilers  should 
be  proportioned  so  that  the  velocity  of  the  gases  should  not  be 
excessive,  particularly  at  the  smallest  cross-sectional  area  of  the 
furnace.    Vertical  baffles  should  replace  all  horizontal  baffles. 

b  A  boiler  of  any  size  can  be  fired  successfully  with  pulverised 
coal.  Various  designs  and  makes  of  boilers  can  be  readily  arranged 
for  pulverized-coal  firing,  but  those  containing  the  smaller  percent- 
age of  space  for  the  lodgment  of  ash  are  preferable. 

c  Feeders  for  regulating  the  flow  of  pulverized  coal  to  the  fur- 
nace must  be  designed  so  that  at  all  times  the  variation  in  quantity 
will  be  directly  proportional  to  the  speed  of  the  screw  and  no  flood- 
ing allowed.  The  speed  of  the  feeder  should  be  so  regulated  tibat 
operating  at  its  maximum  r.p.m.  the  supply  of  pulverized  coal  to 
the  furnace  will  not  exceed  the  capacity  of  the  furnace.  Soot  blowers 
should  be  installed  in  settings  where  pulverized  coal  is  used. 

d  The  equipment  for  using  pulverized  coal  is  standard  for  any 
grade  of  coal  so  far  as  handling,  preparing  and  delivering  to  the 
furnace  is  concerned.    Only  a  slight  change  is  necessary  in  the  fur- 
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nace  to  take  care  of  coals  of  very  low  volatile  content,  such  as  an- 
thracite, culm  and  coke  breeze,  and  increased  dr3ang  capacity  is 
desirable  when  lignite  coal  is  used.  With  stokers  this  is  not  the 
case  as  the  varying  quality  of  coals  require  different  type  stokers 
to  obtain  highest  efficiency. 

e  The  labor  required  to  operate  a  pulverized-coal  installation 
may  be  of  higher  class  but  the  number  of  men  required  will  be  less 
in  the  larger  installations  than  that  required  for  a  stoker  installa- 
tion, thereby  affecting  a  saving  in  the  labor  charge  in  favor  of  pul- 
verized coal. 

45  The  following  is  a  report  of  a  test  made  on  a  468-hp.  boiler 
using  pulverized  coal  as  fuel.  This  installation  is  noteworthy  not 
only  by  reason  of  the  high  efficiency  obtained,  but  also  because  of 
the  fact  that  it  has  made  clear  some  of  the  conditions  necessary 
for  the  successful  operation  of  boilers  utilizing  powdered  fuel. 

46  When  the  boiler  was  first  put  into  operation,  a  number  of 
undesirable  conditions  resulted.  An  insufficient  air  supply  caused 
high-furnace  temperatures  resulting  in  fusion  of  the  ash  particles 
and  a  consequent  accumulation  of  slag  between  the  tubes,  on 
the  furnace  walls  and  in  the  ashpit.  The  removal  of  the  molten 
slag  presented  considerable  difficulty.  It  was  also  found  that  the 
combustion  chamber  was  of  insufficient  size.  High  gas  velocities 
resulting  from  insufficient  air  in  the  chamber  tended  toward  de- 
struction of  the  refractory  surfaces  of  the  furnace. 

47  A  new  furnace  was,  therefore,  designed.  The  combustion 
chamber  was  enlarged  and  a  regulated  air  supply  was  provided  for 
by  means  of  a  number  of  auxiliary  air  openings  equipped  \\dth  damp- 
ers. The  accumulation  of  slag  in  the  pit  was  prevented  by  raising 
the  point  of  admission  of  the  fuel  into  the  furnace.  As  a  result  the 
flame  path  has  been  raised  above  the  base  of  the  pit,  hence  particles 
of  ash  dropping  from  the  flame  are  not  fused.  The  ash,  therefore,  can 
be  drawn  from  the  pit  in  the  form  of  a  powder  and  small  slugs  of  slag. 
Analysis  has  shown  that  the  ash  contains  practically  no  carbon. 

48  Having  established  satisfactory  furnace-operating  condi- 
tions, a  series  of  efficiency  and  capacity  tests  were  conducted  pre- 
liminary to  proving  the  contract  guarantees.  The  brickwork  was 
then  given  a  thorough  trial  by  carrjdng  the  boiler  at  a  continuous 
rating  of  180  per  cent  over  a  period  of  several  days.  On  August  12 
and  13  a  final  efficiency  test,  the  results  of  which  are  given  below, 
was  run.  The  boiler  is  a  three-pass  water-tube  boiler,  equipped 
with  a  superheater. 
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TABLES     LOG  OF  TEST   OF   A   PULVERIZED-FUEL-BURNINQ  STATIONARY 

BOILER.    DATE  AUGUST   12-13,   1918 


Make  of  boiler Edc6  Moor 

Rated  hp 468 

Heating  surface,  sq.  ft 4685 

Time  fired  or  test  started 11 .  15  A.m.  8/12/18 

Time  fire  out  or  test  finished 11 .  15  a-m.  8/13/18 


Duration  of  test 

Maximum     Minimum 

Temperature  of  boiler  room  (deg.  fahr.) 99  85 

Temperature  of  feedwater 168  135 

Temperature  of  steam  (deg.  fahr.) 477  427 

Barometer  in.  of  mercury 29.35  29.20 

Temperature  of  flue  gases  (deg.  fahr.) 515  455 

Average  boiler  pressure,  lb 

Atmospheric  pressure,  lb 

Temperature  of  steam,  deg.  fahr. . .         

Superheat,  deg.  fahr 

Safety  valve  set  for,  lb 

Fuel  fired  per  hr.,  lb 

Total  fuel,  lb 

Total  water,  lb 

Water  apparently  evaporated  per  hr.,  lb 

Water  apparently  evaporated  per  lb.  of  coal,  lb 

Factor  of  evaporation 

Water  evaporated  from  and  at  212  deg.  fahr.  per  lb.  of  coal,  lb 

Maximum     Minimum 

Carbon  dioxide  (COt)  per  cent 15.4  12.2 

Oxygen  (O)  per  cent 5.6  3.2 

Carbon  monoxide  (CO) 

Fuel  used Bituminoui 


24  hr. 
Average 
93.3 
157.2 
448.7 
29.25 
495.3 
167.0 
14.4 
373.8 
74.9 
175 
1.990.6 
47.775 
893.168 
16.393.0 
8.23 
1.150 
9.47 
Awagc 
13.85 
4.38 
None 


Fuel  analysis No.  1 

Amount  of  coal  represented  by  each  sample,  lb. . .   19,775 


No.  2 

20.000 
41.1 
11.0 
36.96 
49.13 
13.91 
2.06 

10,763 

12,093 


No.  3 
8  ,000 
1  6.9 
9.7 
38.77 
48.29 
12.94 
2.12 
11.263 
12.473 


ATsragG 


Per  cent  of  total 41 .3 

Moisture  (per  cent) 10.3 

Volatile  (per  cent) 33 .81 

Fixed  carbon  (per  cent) 50 .43 

Ash  (per  cent) 14 .36 

Sulphur  (per  cent) 1 .90 

B.t.u.  as  received 10,600 

B.t.u.  dry 11,817 

Vacuum  in  burner,  in 

Vacuum  under  primary  arch,  in 

Vacuum  in  combustion  chamber,  in 

Vacuum  in  first  pass,  in 

Vacuum  in  second  pass,  in 

Vacuum  in  breeching,  in 

Feoder  speed,  r.p.m (No.  1),  53.6;  (No.  2);  50.7 

Coal  per  rev.  of  screw,  lb 0.81S 

Acruniulation  of  slag  on  tubes NoiM 

Flues  blown  during  test 6  tjmn 

Ofxyration  of  furnace Very 

Pupation ff{ 


10.49 

35.96 

49.58 

13.98 
2.04 
10.779 

12.045 
0.000 
0.000 
0.000 
0.000 
0.0057 
0.09 


Condition  of  smoke li^t 

Heat  effect  on  brick Nc 

Back  loMh  of  flame  in  burner N4 

Pounds  of  steam  i>or  hr.  from  and  at  212  deg.  fahr 18,842.0 

Horsepower 546.  S 

Per  cent  of  rating 116.7 

Boiler  eflliciency,  per  cent 85.39 
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MononuidA  —  Fuel-preparation  deduotion:  ^ 

Coal  uaed  in  drier,  lb 1.140 

Motor  c^eration 449 .3  kw-hr. 

Coal  eqi^valent  at  3  lb.  per  kw-hr.,  lb 1.348 

Total  deduction,  lb.. 2.488 

Reniltinc  net  efiEidency,  per  cent 81 . 1 

^  No  deduotion  made  for  stand-by  loeses  in  drier. 

49  At  this  same  plant  are  other  boilers  fired  by  one  of  the  most 
efficient  types  of  underfeed  stokers.  A  comparison  is  made  between 
results  of  above  test  and  tests  made  on  the  stoker-fired  boilers. 


PULVERIZED   COAL   VS.   MECHANICAL   STOKERS 

50  Under  this  heading  fuel-preparation  costs  will  first  be  con- 
sidered. In  the  case  of  powdered  coal  this  can  be  classed  under 
three  general  divisions: 

a  The  cost  of  crushing  the  coal.  This  expense  is  the  same  for 
pulverized-coal  equipment  as  for  stokers. 

b  The  cost  of  drying  and  pulverizing  the  coal.  Although  no 
cost  records  s,ve  available  at  present,  it  is  estimated  that  32  cents 
per  ton  will  cover  this  preparation  cost  on  a  200-ton-per-24-hr.  plant 
using  bituminous  coal  containing  about  12  per  cent  moisture. 

c  The  maintenance  costs  of  the  drying  and  pulverizing  plant. 
This  imit  has  not  been  determined  from  actual  experience;  however, 
it  is  estimated  that  3  cents  per  ton  will  cover  the  maintenance.  In 
stoker  practice  the  maintenance  cost  per  ton  of  fuel  fired  is  close 
to  5  cents  per  ton. 

51  Summarizing  the  above  facts  it  is  evident  that,  with  fuel  at 
$5  per  ton,  the  gross  efficiency  shown  by  the  pulverized-fuel  boilers 
will  have  to  exceed  that  shown  by  the  mechanical-stoker-fired 
boilers  by  6  per  cent  in  order  to  offset  coal-preparation  costs.  A  6 
per  cent  deduction  from  a  gross  efficiency  of  85.22  per  cent  results 
in  a  net  efficiency  of  79.22  per  cent  for  the  powdered-coal  burner. 
In  stoker  practice  the  maximum  attainable  gross  efficiency  at  any 
of  our  plants  has  been  80.54  per  cent.  Deducting  the  2.5  per  cent 
for  auxiUary  uses,  the  resulting  net  efficiency  is  78.04  per  cent, 
which  is  lower  by  1.18  per  cent  than  the  figure  obtained  in  pulver- 
ized-fuel practice. 

52  Other  advantages  resulting  from  the  use  of  pulverized  fuel 
are  summarized  herewith: 

a  Continuous  boiler  operation  at  a  uniform  rating  as  well  as  a 
constant  efficiency  is  made  possible.    At  no  time  is  there  a  loss  in 
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capacity  due  to  the  clinkering  of  coal  on  the  grates  or  the  cleaning 
of  fires,  as  is  the  case  in  stoker  practice. 

b  Heavy  overloads  can  be  taken  on  or  dropped  off  in  a  very 
brief  time  through  adjustment  of  the  coal  feeders  and  the  furnace 
drafts. 

c  From  97  to  98  per  cent  of  the  combustible  in  the  coal  is  utilized, 
regardless  of  the  quality  of  the  fuel. 

d  The  ash-handling  costs  are  reduced  to  a  minimmn  due  to  the 
reduced  volume. 

e  The  banking  conditions  when  operating  with  pulverized  coal 
are  somewhat  different  from  those  obtained  in  stoker  practice.  By 
stopping  the  fuel  supply  and  closing  up  all  dampers  and  auxiliary 
air  inlets  a  boiler  can  be  held  up  to  pressure  for  about  10  hours. 
The  furnace  brick  work  having  been  heated  to  incandescence  during 
operation  gives  off  a  radiant  heat  which  is  absorbed  by  the  boiler 
rather  than  being  sent  out  through  the  stack.  The  ease  of  controll- 
ing the  fuel,  feed  and  drafts,  the  abiUty  to  take  on  heavy  overloads 
in  a  brief  time,  the  thorough  combustion  of  the  coal  and  the  uniform 
high  efficiency  obtainable  imder  normal  operating  make  pulverized 
coal  a  most  satisfactory  form  of  fiiel  for  central  station  uses. 

53  The  full  story  of  maintenance  expense  is  only  partly  known 
as  yet,  however.  Indications  are  that  no  unusual  difficulties  will 
be  met.  The  cost  of  fuel  preparation  and  labor  for  operating  a 
boiler  room  fully  equipped. with  pulverized-coal-buming  boilers  will 
be  a  question  for  the  engineer  to  decide  for  himself  according  to  his 
particular  conditions.  If  properly  installed  with  respect  to  capacity 
of  storage,  size  of  drier  and  pulverizers,  and  on  a  sufficient  number 
of  boilers  to  properly  and  fully  employ  the  minimum  number  of 
men,  the  pulverized-fuel  installation  will  undoubtedly  be  more  ad- 
vantageous. The  main  item  that  must  be  borne  in  mind  by  engi- 
neers is  that  the  ease  with  which  a  high  efficiency  is  obtained  and 
the  constant  nature  of  that  efficiency,  as  compared  to  the  lack  of 
constancy  of  efficiency  in  a  stoker-fired  boiler,  unless  very  doeely 
supervised,  is  the  one  factor  about  the  burning  of  pulverized  fuel 
which  justifies  its  use.  There  is  no  doubt  that  with  a  well-equipped 
plant  burning  pulverized  fuel,  having  all  the  necessary  recording 
and  indicating  instruments  to  guide  the  operators  in  maintaining 
the  proiK?r  conditions,  a  lower  cost  of  generating  steam  will  be 
[)ossil)le  than  has  heretofore  been  the  case  in  any  type  of  equipment. 
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It  is  the  purpose  of  this  paper  to  present  those  facts  which  the  authors  believe 
indicate  the  coming  general  adoption  of  pvloerized  coal  as  a  fud  for  boilers.  Since 
stoker  firing  is  the  most  efficient  method  when  solid  fuels  are  used,  a  comparison  of 
stoker  and  putotrized-fuel  plants  is  given,  with  particular  reference  to  reliability, 
cost,  adaptability  and  efficiency.  The  cost  of  pulverizing  coal  and  the  cost  of  stoker 
operation  are  discussed  in  detail  and  tables  given  showing  results  of  tests  on  pulver^ 
ized-fud  plants  and  data  regarding  boiler  installations  using  pulverized  coal  as  a 
fuel. 

T^HE  authors,  being  of  the  opinion  that  best  present-day  prac- 
tice of  firing  boilers  in  power  plants  of  moderate  and  large 
capacity  has  attained  the  maximum  efficiency  that  might  be  ex- 
pected, believe  that  if  we  are  still  further  to  conserve  the  coal  fields 
of  the  coimtry  and  in  addition  reduce  the  operating  costs  in  the  use 
of  fuel  and  labor,  some  other  method  of  firing  boilers  by  coal  must 
be  adopted. 

2  The  principal  increased  costs  of  power-plant  operation  dur- 
ing the  past  three  or  four  years  have  been  due  to  the  increased  cost 
of  coal  and  labor,  which  in  many  cases  have  alone  added  100  per 
cent  to  the  cost  of  operating  the  boiler  plant.  It  is  also  safe  to  say 
that  the  improvements  in  the  turbo-generators,  condensing  equip- 
ment and  large-size  steam  units  now  being  used  with  increasing 
boiler  pressure  and  high  superheat  may  possibly  not  permit  of  a 
still  lower  water  rate.  We  must  therefore  turn  to  the  boiler-furnace 
equipment  for  further  reduction  in  operating  costs,  and  the  authors 
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respectfully  submit  the  present  discussion  on  the  use  of  pulverized 
or  powdered  coal  with  a  view  of  demonstrating  a  practical  com- 
mercial solution  of  this  highly  important  question. 

3  Although  a  very  great  interest  has  been  aroused  throughout 
this  country  and  abroad  in  the  adaptation  of  pulverized  coal  to 
boiler  furnaces,  it  is  remarkable  how  little  is  known,  in  a  practical 
way,  of  what  is  actually  being  done,  how  it  is  accomplished,  and 
what  results  have  been  obtained.  It  is  hoped,  therefore,  that  the 
data  and  illustrations  presented  will  prove  of  interest  and  will  call 
forth  discussion  which  will  serve  to  develop  further  this  study  of 
the  best  method  of  reducing  power-operating  costs. 

COMPARISON   OF  STOKER  WITH   PULVERI ZED-FUEL   PLANTS 

4  Since  the  purpose  of  this  paper  is  to  present  the  facts  which 
indicate  the  coming  general  adoption  of  pulverized  coal  as  a  fuel 
for  boilers,  the  discussion  is  presented  in  the  form  of  a  comparison 
with  stoker  firing,  the  latter  being  the  most  efficient  method  in 
general  use  for  burning  sohd  fuel  under  boilers. 

5  The  ultimate  adoption  of  a  new  method  depends  entirely  on 
its  overall  commercial  efficiency.  In  the  generation  of  power,  over- 
all efficiency  may  be  considered  as  composed  of  the  following  fac- 
tors: reliabihty,  cost  and  adaptabihty.  A  method  may  acquire  a 
wide  field  if  it  shows  improvement  in  any  one. or  two  of  these  points. 
Improvement  in  all  three  points  leads  to  the  general  superseding  of 
other  methods. 

6  Reliability.  Let  us  compare  the  reliability  of  a  pulverixed- 
coal  installation  with  that  of  stokers.  This  factor  depends  on  two 
items:  apparatus  for  preparing  and  presenting  the  fuel  for  combus- 
tion, and  continuity  of  operation  of  the  furnace  itself.  In  a  stoker 
installation  the  first  of  these  includes  the  stoker  itself.  Neglecting 
the  inherent  defects  of  any  system  that  presents  a  metal  mechanism 
to  the  action  of  high  temperatures,  it  may  be  admitted  readily  that 
the  stoker  system  is  satisfactorily  reliable,  with  respect  to  its  appara- 
tus, for  preparing  and  presenting  the  coal  for  combustion. 

7  The  corresponding  mechanisms  for  pulverized  fuel  are  equally 
reliable.  This  fact  is  proved  by  their  widespread  use  for  years 
in  the  cement  industry  and  more  recently  in  an  ever-increasing 
variety  of  industries.  It  should  be  recognized  that  these  mecha- 
nisms are  not  innovations,  but  are  the  result  of  years  of  development 
under  oix^atin^  conditions.     Proi)er  design  of  equipment  by  engi- 
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neers  of  standing  who  are  specialists  in  this  Une  has  made  negUgible 
the  danger  of  dust  explosions,  the  occasional  occurrences  of  which 
in  years  past  have  furnished  ammunition  to  the  opponents  of  pul- 
verized fuel. 

8  The  second  condition  for  reUability  is  the  continuity  of  opera- 
tion of  the  furnace.  Here  again  we  find  an  apparent  balance  be- 
tween stoker  and  pulverized-fuel  installations  during  operation. 
The  advantage  Ues  with  pulverized  fuel,  however,  for  several  rea- 
sons. The  mechanism  is  altogether  outside  the  furnace,  hence 
cleaning  and  adjustment  and  the  making  of  the  few  repairs  required 
need  not  interrupt  the  operation  of  the  boiler.  In  case  of  sudden 
necessity  the  fire  may  be  ignited  and  quickly  brought  to  full  inten- 
sity, or  it  may  be  extinguished  almost  instantly.  Greater  uni- 
formity of  flame  and  temperature  is  conducive  to  longer  Ufe  of  the 
furnace  lining  in  a  properly  designed  furnace,  and  to  the  minimum 
variation  in  furnace  efficiency.  Finally,  the  pulverized-fuel  installa- 
tion reUeves  the  power  plant  from  dependence  upon  the  availabiUty 
of  a  certain  grade  of  coal.    Stokers  will  not  handle  all  grades  of  coal. 

9  Cost,  This  second  fac.tor  refers  to  the  cost  per  B.t.u.  de- 
livered to  the  boiler.  The  various  items  entering  into  this  cost  by 
the  stoker  system  comprise  power,  repairs  and  maintenance,  labor, 
interest  on  investment,  depreciation,  insurance  and  taxes. 

10  With  pulverized-coal  equipment  the  cost  of  fuel  for  the 
drier  should  be  added  to  the  preceding  items.  A  moment's  considera- 
tion will  show  that  this  item  must  be  taken  care  of  in  the  furnace  of 
a  stoker-fired  boiler  and  that  it  is  clearly  cheaper  to  remove  the  ex- 
cess moisture  content  from  the  coal  in  a  drier,  from  which  the  gases 
leave  at  very  low  temperature,  than  in  the  furnace  itself,  where  the 
evaporation  of  the  moisture  damps  the  fire,  increases  the  content 
of  inert  gases  and  at  the  same  time  carries  off  a  very  perceptible 
amount  of  heat. 

11  Returning  to  the  balanced  cost  items,  it  appears  that  these 
show  a  saving  in  favor  of  pulverized  fuel  in  a  large  power  plant  and 
for  the  stoker  in  a  small  power  plant.  The  figures  in  question  are 
discussed  further  on  in  detail.  It  should  be  noted  that  when  central 
pulverizing  plants  are  built,  they  will  relieve  small  power  plants 
of  the  necessity  for  maintaining  pulverizing  equipment  and  make 
pulverized  fuel  considerably  cheaper  than  stoker-fed  fuel,  regardless 
of  the  size  of  installation.  This  feature  is  already  being  carried  out 
successfully. 

12  The  final  factor  of  the  cost,  furnace  efficiency,  which  gov- 
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erns  all  the  others,  results  in  all  respects  to  the  advantage  of  pul- 
verized fuel  for  the  following  reasons: 

13  First:  The  fuel  enters  the  combustion  chamber  in  a  finely 
divided  state,  being  introduced  with  air  at  low  pressure,  and  is  ap- 
proximately perfectly  mixed  with  the  air  for  theoretically  perfect 
combustion.  Therefore  no  excess  air  is  required  for  complete  com- 
bustion. The  imits  of  heat  taken  up  by  heating  excess  air  reduce 
the  combined  boiler  and  furnace  efficiency.  It  is  impossible  to  get 
a  uniform  fuel  bed  on  a  stoker  or  a  grate  and,  therefore,  impossible 
to  approach  complete  combustion  without  introducing  excess  air. 
Should  it  be  desired  for  other  reasons  to  introduce  excess  air  with 
pulverized  fuel,  it  can  be  done  in  exact  amounts,  evenly  distributed, 
without  affecting  the  uniform  nature  of  the  flame  and  flue  gases. 
This  uniformity,  which  cannot  be  obtained  in  either  grate  or  stoker 
installations,  means  maximum  efficiency  in  all  parts  of  the  furnace 
and  a  maximum  rate  of  heat  transference  to  the  boiler  throughout 
its  exposed  area.  It  also  means  that  flue-gas  analy^  gives  an  accu- 
rate determination  of  conditions  in  the  furnace,  and  that  control  of 
coal  delivered  and  air  supply  can  be  adjusted  with  great  accuracy. 

14  Second :  In  pulverized  form  all  of  the  combustible  is  burned, 
a  consummation  certainly  impossible  in  lump-coal  firing  by  either 
hand  or  stoker.  It  is  not  unusual  to  find  20  to  30  per  cent  of  carbon 
in  ash  refuse  from  grate-  or  stoker-fired  boilers. 

15  Third:  With  pulverized  fuel  there  are  no  standby  losses 
with  change  of  load  or  when  shutting  down,  such  as  banked  fires,  etc. 

16  Fourth:  With  properly  designed  pulverized-fuel  apparatus 
nothing  of  a  mechanical  nature  takes  place  in  the  furnace.  In 
stoker  and  grate  firing  not  only  is  the  mixing  with  the  air  done  in 
the  furnace,  but  the  presentation  of  fresh  surfaces  of  combustible 
to  the  air  supply  must  take  place  by  the  removal  of  the  ash  and 
its  discharge  through  the  grate  bars,  or  the  pressure  must  be  great 
enough  to  force  the  air  supply  through  the  ash  bed. 

17  AdaptabilUy.  Let  us  now  consider  the  third  factor  of  overall 
efficien(!y,  which  is  adaptability.  Pulverized  fuel  is  here  preeminent. 
The  primary  feature  is  the  possibility  of  burning  all  grades  of  fuel 
without  affecting  the  efficiency  of  the  furnace.  To  bum  anthracite 
and  very  low  grades  of  fuel  requires  a  furnace  allowing  a  return  flow 
of  the  flame  past  the  incoming  flame,  to  heat  up  the  incoming  fuel, 
and  in  a  furnace  of  this  iypQ  fuel  containing  over  50  per  cent  ash 
has  been  burned  with  high  efficiency.  The  stoker  is  very  much 
restricted  in  comparison. 
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18  The  flexibility  in  the  use  of  pulverized  fuel  is  perfect,  and 
the  fire  may  be  instantly  adjusted  to  suit  any  condition  of  overload 
or  lower  load,  including  the  cutting  in  and  out  of  the  boilers.  The 
paramount  importance  of  this  feature  and  the  utter  impossibility 
of  approaching  it  with  stoker  or  grate  firing  is  readily  evident. 
Furthermore,  the  operation  and  the  determination  of  conditions  for 
complete  combustion  may  be  made  automatic,  the  result  being  a 
smokeless  and  sootless  boiler  plant,  which  is  essential  in  modem 
cities. 

19  Furnace  Design,  A  few  words  on  the  design  of  furnaces 
for  pulverized  fuel  may  be  of  interest.  The  primary  requisite  for 
good  results  is  to  maintain  low  velocities  in  the  furnace.  The  com- 
bustion is  no  less  perfect  with  high  velocities,  but  this  will  result 
in  damage  to  the  linings  and  in  their  erosion.  A  furnace  cubical  in 
shape  usually  gives  the  most  satisfactory  results. 

20  The  burners  should  inject  the  coal  under  low  pressure  and 
should  permit  of  varying  the  density  of  the  mixture  in  the  burner 
itself.  Their  location  and  number  will  depend  upon  the  size  of  the 
boiler  and  rating  required,  and  also  may  be  varied  to  suit  the  grade 
of  fuel.  High  boiler  ratings  such  as  are  used  in  modem  boiler  prac- 
tice can  be  obtained  when  desired,  and  such  overratings  should  be 
predetermined  and  the  furnace  volume  designed  accordingly. 

21  It  will  be  noted  that  pulverized  coal  behaves  more  nearly 
like  liquid  and  gas  fuels  than  it  does  like  lump  coal  and  that  it  is 
in  the  ideal  state  for  burning  with  the  highest  possible  eflBciency. 
It  has  been  shown  that  it  is  superior  to  lump  coal  as  regards  all  three 
factors  of  overall  efficiency  and  these  statements  are  susceptible 
of  proof  upon  investigation.  The  novelty  of  the  pulverized-fuel 
plant  is  rapidly  beginning  to  disappear,  and  on  accoimt  of  the  fact 
that  all  obtainable  coals  are  apparently  becoming  more  inferior  in 
quaUty,  the  interest  in  the  use  of  pulverized  fuel  is  very  general 
throughout  the  United  States  and  other  coimtries. 

22  In  Table  1  will  be  found  an  itemized  statement  of  the  costs 
of  pulverizing  coal,  and  in  Pars.  34  and  35  some  statements  as  to 
the  cost  of  stoker  operation  for  comparison  purposes.  Table  2  gives 
a  list  of  boiler  installations  using  pulverized  coal  and  Table  3  reports 
of  preliminary  tests  made  on  some  of  the  pulverized-fuel  installa- 
tions now  in  operation.  WTiile  these  do  not  show  the  maximum 
efficiency  to  be  expected  with  the  further  development  of  the  art, 
they  nevertheless  indicate  that  the  inherent  difficulties  have  been 
solved  and  that  at  the  present  moment  pulverized  fuel  is  in  a  posi- 
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tioii  to  coiui)etc  advantageously  with  any  other  method  of  burning 
Holid  fuel  under  boilers. 


COMPARISON   ON   AN   EFFICIENCY  BASIS 

2Ii  Olio  of  the  most  prominent  engineers  in  this  country,  a 
nioiulxT  of  the  Society,  has  stated  that  the  combined  boiler  and 
furniKH*  (»(ru!ion(5y  by  the  month,  day  in  and  day  out,  of  a  modem 
stokor-lirod  power  pbmt  with  the  best  average  plant  operation  is 

TABLIO   1     COST  OF   DELIVERING   PULVERIZED   FUEL  TO   BOILERS 


100-ton  plant,     I    1000-ton  pUnt, 


Puwvr  At  \  cent  prr  kw-!ir.  and  17  kw-hr.  per  net  ton . . . .  • 

I<«bor  At  40  oonta  per  hr 

Drier  ct»al  At  $5  iH>r  net  ton  lielivered 

Ht^lHkin*: ; 

Total  Actual  o«.>«it  of  pulveriiinK  l>cr  net  ton    i 

Interest  at  t»  i>er  i^nt    

IVprtviation 

'rAxea  Ami  iiwutAnee 

Total  cviat  \^t  net  ton 


doUara  per 

doUara  per 

net  ton 

net  ton 

1 

$0.1275 

1 

>         $0.1275 

O.U 

0.04 

0.06 

0.06 

0.07 

0.07 

0.3975 

0.2975 

t 

0.105 

0.039 

0.12 

0.04 

0.035 

0.013 

0.6575 

0.3895 

not  Ivttor  than  fnnu  (Vi  to  l>o  |vr  wnt,  although  a  carefully  con- 
iluotiHl  tost  on  one  Innlor  and  furnace  might  show  during  several 
hours'  run  To  ^xt  ivnt  otlioionoy.  This  statement  has  been  oon- 
tirnu\l  by  other  engineers. 

24  The  n^suUs  with  pulverizevl  fuel  would  lx>  totally  different. 
Thon^  is  lu^  apivvriMit  n\iSvH\  why  a  cvnubiiuxi  furnace  and  boiler 
ethoioiu\v  of  ?.">  |vr  vvnt.  and  even  hii::her,  oi^uKl  not  be 
thrv^ucluHit  t!io  year,  as  the  ojvnition  of  the  plant  would  be 
tu\:»Hy  oviuivalotit  to  that  of  a  fuel-^nl  installation,  in  which  stand-by 
IvVvms.  l\»:.ki\i  ti:x^s.  oto  .  ar\^  alnKv>t  entirely  eUiuinatt\l.  Unque»> 
:-ov..iM\  li.oiv  >':,o;f,vi  Iv  a  scwiuj:^  under  ihos^^  eireunistancM,  of 
rj  tv^  1 "» :vr  o\ :.:  v^f  t!ie  total  o\\d  vvusumption  in  fa\\>r  of  pulvrriaed 
v\\»*.  :»v.vi  :i.>  rwi.utior,.  on  a  Kvsis  of  even  ^  ilXX^xnlor-hp.  plant, 
w;**  >1..'\\  .,  \ory  fair  r\:uru  v>n  the  in\>^suuent.  ne^livtio^  ibe  fact 
:V.a:  a  *.vn\t  r-cr.uio  anvi  cheaivr  cvvU  cvmld  U*  uianI. 
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COST  OF  PULVERIZING   COAL 

25  The  cost  of  pulverizing  the  coal  is  of  prime  importance  as 
low  costs  are  essential  for  success  and  are  achieved  when  the  quan- 
tity used  per  day  of  24  hours  exceeds  100  tons.  The  cost  of  pul- 
verizing is  made  up  of  a  number  of  items  as  follows: 

Power  Interest 

Repairs  and  maintenance  Depreciation 

Coal  for  drying  Insurance  and  taxes 
Labor 

26  Power.  The  power  required  in  an  up-to-date  pulverized-coal 
plant  is  from  12  to  13  kw-hr.  per  net  ton  of  coal  crushed,  dried  and 
pulverized.  The  additional  power  required  for  transferring  the  coal 
to  the  point  of  use  and  feeding  it  to  the  boilers  will  vary  consider- 
ably, depending  upon  the  distance  transported,  the  size  and  number 
of  the  boilers,  and  the  conditions  under  which  they  operate.  The 
power  required  for  this  latter  purpose  varies  between  4  and  6  kw-hr. 
per  net  ton,  so  that  the  total  power  for  the  entire  process  from  the 
track  and  storage  deUvered  to  the  boilers  is  17  or  18  kw-hr.  per  net 
ton.  In  the  following  paragraphs  the  cost  of  power  has  been  as- 
sumed at  f  cent  per  kw-hr. 

27  Repairs.  The  item  of  repairs,  including  material,  labor  and 
general  upkeep  of  the  plant  or  maintenance,  for  the  entire  pulveriz- 
ing plant  and  burning  equipment  will  vary  from  7  to  10  cents  per 
net  ton  of  coal  handled.  The  figures  depend  upon  local  conditions, 
and  the  size  and  general  arrangement  of  the  entire  installation. 

28  Drier  Fuel,  The  item  of  coal  for  dr>ang  depends  directly 
upon  the  percentage  of  moisture  and  upon  the  price  of  coal.  Ordi- 
narily only  from  1  to  IJ  p)er  cent  of  the  total  amount  of  coal  used  is 
required  for  drying.  Assuming  coal  to  have  an  average  of  7  per 
cent  moisture  as  received  and  the  cost  to  be  S2.50  per  net  ton,  the 
cost  per  net  ton  of  drying  the  coal  will  be  3  cents.  At  $5  per  net 
ton  the  cost  of  the  drier  coal  will  be  6  cents. 

29  Labor.  This  item  is  the  greatest  variable  in  connection 
with  the  pulverizing  of  coal,  due  to  the  increased  output  that  can 
be  obtained  in  larger  plants  per  man  employed.  It  is  also  subject 
to  local  rates  of  wages.  For  example,  assuming  labor  at  40  cents 
per  hour,  a  plant  of  100  tons  daily  capacity,  properly  designed  and 
equipped,  will  require  approximately  34  labor  hours  to  prepare  the 
fuel  and  deliver  it  to  the  conveyors,  whereas  in  a  plant  having  a  daily 
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capacity  of  1000  tons,  approximately  115  labor  hours  are  required. 
Therefore  the  labor  cost  would  be  14  cents  per  net  ton  in  a  100-ton 
plant,  only  4  cents  per  net  ton  in  a  1000-ton  plant,  and  as  low  as 
2i  cents  per  net  ton  in  a  plant  of  5000  tons  daily  capacity. 

30    Interest,    The  interest  item  is  based  on  6  per  cent  of  the 
entire  investment,  and  the  cost  of  the  pulverized-coal  plant  and 


TABLE  3    REPORT  OF  PRELIMINARY  TESTS  MADE  ON  PULVERIZED- 

FUEL  PLANTS 


1 

Effici- 

Date of 
test 

Location 
of  plant 

Seattle,  Wash. 

Duration, 
hr. 

14.5 

Coal  used 

ency 
main- 
tained, 
per 
oent 

77 

B.Lu. 
per  lb. 
of  coal 
as  fired 

Adi. 
per 
cent 

Rating, 

per 

oent 

Apr.  16,  1917 

Renton  buckwheat 

10,000 

11.60 

122 

Dec.    4.  1917 

Chanute,  Kan. 

5 

Kansas  bituminous  ! 

72 

11.996 

17.7 

125 

Deo.  12,  1917 

Chanute,  Kan. 

5 

Kansas  bituminous 

83.94 

12,500 

18.25 

125 

Jan.   28.  1918 

Chanute,  Kan. 

(25  days) 

Kansas  bituminous 

78.1 

11,435 



100 

Apr.  26,  1918 

Parsons,  Kan. 

6 

80.3 

12,900 

17.49 

•  •  •  « 

Apr.  28.  1918 

Parsons,  Kan. 

6 

Kansas  bituminous  ' 

80.9 

12.289 

17.49 

130.8 

June  14,  1918 

Milwaukee,  Wis. 

12 

Illinois     and    Indi-! 
ana  screenings      ' 

83.3 

10,897 

15.80 

117.7 

Nov.    5.  1918 

Lykens,  Pa. 

10 

Lykens  No.  3  buck-! 
wheat  anthracite 

84.2 

12.530 

16.02 

135 

Nov.  16,  1918 

Lykens,  Pa. 

5 

Lykens  slush  buck- 
wheat anthracite  [ 

81.2 

13.653 

11.00 

142 

Nov.  22,  1918 

Lykens,  Pa. 

5 

Lykens  slush  buck- 

wheat anthracite  1 

85 

12,753 

18.04 

146 

Nov.  23,  1918 

Lykens,  Pa. 

5 

No.  3  buckwheat    | 
anthracite 

72.7 

12,530 

16.01 

116 

Dec.     2,  1918 

Lykens,  Pa. 

5 

Lytle  slush  anthra- 
cite 

75.3 

12.758 

33.02 

18S 

Feb.     1.  1919 

Seattle,  Wash. 

24 

Issaquah  screenings 

78.95 

11,660 

14.81 

186 

Feb.     2,  1919 

Lykens,  Pa. 

4 

1  No.  3  buckwheat 

anthracite 

78.9 

13.067 

14.08 

in 

Apr.     7,  1919 

Vancouver,  B.  C. 

4 

Nanaimo  slack 

83.3 

0.364 

28.4 

125 

Apr.   17,  1919 

Vancouver,  B.  C. 

1        5 

'  Nanaimo  slack 

77.1 

10.050 

84.8 

160 

Feb.     3,  1919JLykens,  Pa. 

5.5 

:  No.  3  buckwheat 

78.9 

12,530 

14.00 

■  •  • 

anthracite 

Sept.  24,  1918 

•  Verde,  Aris. 

1 

(6  days) 

Gallup,  New  Mexico 

1 

79.5 

10,680 

14J1 

166 

burning  equipment  will  of  course  vary  considfTably  with  the  condi- 
tions undtT  which  the  plant  is  installed.  Roughly  speakingi  how- 
evtT,  the  actual  investment  will  vary  from  S12.80  per  kw,  output 
in  a  5000-k\v.  plant  down  to  $L80  per  kvv.  in  a  50,000-kw.  plant 
and  $4.12  in  a  100,000-kw.  plant  (assuming  a  turbo-generator  water 
rate*  of  10  lb.  and  continuous  boiler  and  furnace  efRciency  of  75 
pcT  cent). 
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31  All  these  figures  in  relation  to  cost  are  based  on  the  present 
high  prices.  The  investment  reqiiired  for  a  5000-kw.  plant  using 
100  tons  of  pulverized  coal  daily  is  approximately  $64,000  and  for 
a  50,00&iw.  plant  using  1000  tons  of  pulverized  coal  daily,  approxi- 
mately $240,000,  so  that,  on  a  basis  of  6  per  cent  and  allowing  for 
365  days'  continuous  operation,  the  interest  item  will  vary  from 


lOj  cents  per  net  ton  in  a  100-ton  plant  down  to  3.9  cents  per  ton 
in  a  1000-ton  plant. 

32  Depredation.  Depreciation  in  a  coal-pulverizing  plant  is 
usually  calculated  as  follows:  The  life  of  the  building  is  considered 
as  40  years,  of  the  coal  driers  as  15  years  and  of  the  balance  of  the 
equipment  as  20  j-ears.  With  a  100-ton  pulverized-coal  plant  and 
burning  equipment  the  depreciation  item  will  be  approximately  12 
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cents  per  net  ton,  and  in  a  plant  of  1000  tons  daily  capacity  it  will 
be  approximately  4  cents  per  net  ton. 

33  Taxes  and  Insurance.  Taxes  and  insurance  are  based  on 
2  per  cent  of  the  entire  investment  and  for  a  100-ton  plant  this  item  is 
approximately  3  J  cents  per  ton  and  for  a  1000-ton  plant,  1.3  cents 
per  ton.  Summarizing,  the  foregoing  results  show  that  the  total 
cost  of  pulverizing  and  delivering  pulverized  coal  to  boilers  is  ap- 
proximately as  given  in  Table  1.  The  cost  of  the  pulverizing  equip- 
ment complete  compares  favorably  with  the  stoker  equipment  when 
everything,  such  as  coal-  and  ash-conveying  machinery,  etc.,  is  taken 
into  consideration,  and  in  large  plants  it  is  considerably  less. 

COST   OF   STOKER   OPERATION 

34  The  equipment  required  for  a  first-class  stoker  installation 
must  necessarily  be  taken  into  consideration  when  making  a  com- 
parison of  the  costs  of  the  different  installations.  The  cost  of  pul- 
verizing is  an  item  of  expense  which  must  be  included  with  the  cost 
of  the  fuel,  and  since  it  includes  the  complete  handling  of  the  coal, 
the  expense  of  crushing,  handling,  power,  repairs,  maintenance, 
interest,  taxes  and  insurance  covering  the  stoker  equipment  must 
also  be  considered  when  making  comparisons. 

35  Stoker  installations  and  operation  are  expensive  and  the 
investment  is  as  great,  if  not  greater,  than  that  required  for  a  pul- 
verizing equipment  in  plants  of  10,000  kw.  and  upward.  For 
example,  in  a  plant  using  1000  tons  in  24  hours  the  cost  of  operation 
will  be  approximately  as  follows: 

Power  for  stoker,  2  per  cent  of  the  total  boiler  hp.  developed . .  $180.00 

Power  for  fans,  2  j)er  cent  of  the  boiler  hp.  develo|)ed 180.00 

Coal  handling,  100  kw.  at  }  cent  per  kw-hr 18.00 

Lal>or  for  coal  handling,  2  men  per  shift  and  3  shifts  at  40  cents 

per  hour 19.20 

Repairs  for  stokers  at  30  cents  per  lK)iler  hp.  per  annum 17.50 

Hcpjiirs  for  coal-handling  equii)ment 10.00 

$424.70 

Total  cost  iMT  net  ton $0,425 

To  tiiis  must  also  Ix*  added  the  cost  of  fuel  u.^cd  to  heat  the  moisture 
in  the  coal,  interest,  depreciation,  in.^urance  ancl  taxes,  showing 
that  even  on  a  basis  of  e(nial  efTieieney  the  cost  of  operating  a  pul- 
verized-coal  eciuiprnent  is  eoiisiderahly  less  than  the  cost  of  operat- 
ing^ an  cfjuivahMit  stoker  in>tallation.  It  sliould  be  stated  that  the 
figures  just  pven  are  based  on  present  average  results  in  both  cases. 


r.   A..   BCBBFTLEB  AND    H.    O.    BARMHUBST 
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3D2  PULVERIZED   FUEL 

DISCUSSION 

The  following  discussion  on  pulverized  fuel  applies  to  the  preced- 
ing papers,  Nos.  1701  and  1702,  which  were  discussed  jointly  at 
the  meeting. 


Thomas  A.  Marsh  (written).  The  writer  would  preface  his 
(liHcussion  by  the  statement  that  the  general  proposition  of  tak- 
ing raw  coal  with  all  of  its  by-products  and  preparing  it  to  the  most 
(»xp(»nsiv(»  size  (pulverized)  and  then  burning  the  raw  coal  and  losing 
th(»  by-products,  appears  to  be  a  move  very  much  in  the  wrong 
direction.  Pulverized  coal  has  a  field,  no  doubt;  for  instance,  such 
fuels  ns  lignit(*s  which  cannot  be  burned  on  stokers.  This  field  is 
linnl(»d,  iiowevcr,  for  chain  grates  are  now  developed  to  bum  lignites 
conlaining  from  lU)  to  1^5  per  cent  moisture,  which  embraces  practi- 
cally all  but  (hose  of  the  North  Dakota  field. 

l*ulv(Mi/.cd  fu(*l  is  adaptable  to  certain  processes  as  the  cement 
pro(«cf4?4  and  (HMtain  metallurgical  processes.  In  substantiation  of 
iIm  ndiiplnbilily  for  steam  boilers,  however,  the  paper  by  Messrs. 
SclicllliM"  nnd  HHrhhui*st  n^pivsiMits  pulverized  fuel  at  its  best,  hints 
a(  no(  M  diawl»Hck  or  tnuible,  submits  tests  of  four  or  five  hours' 
duialion  and  evidently  not  made  under  the  A.S.M.E.  code,  and 
iMintiantn  rth»kciM  o(  the  most  exiHMisive  type  to  operate  as  to  power 
III  \\\\\v  }\\\k\  m.1  lo  power  for  fans.  If  it  is  necessary  to  resort  to  such 
l^^h^lHlU^-.  hi  make  a  ciuupanible  showing  for  pulverized  fuel,  it 
i.ihht'l  It  '.\\\\  ilijil  it  is  on  a  com|H^titive  basis  with  modem  auto- 
hull  it    -iMkri'.  :\\\\\  furnaces. 

I  III  iMJlowmk;  ^liM-UNsiou  and  questions  are  submitted  in  the 
l»i.|«r  \\\\\  \\w  lull  an.NWcis  thereto  will  provide  facts  on  which  to 
!•.(  M  nnh  lu--h»h^  m  av\'oul;mee  \\itl\  the  Society's  jxist  standards. 

/»•..'.•••''.  I  lulei  the  item  of  "  Keliabilitv'*  in  the  above- 
nieiiiiPKtil  |Mpei  it  i-.  ^tnted  unqualitiedly  that  the  mechanisms 
l«M  pnl\»n  mi',  hul  :u\'  e\iuallv  reliablt*  with  tluK*?e  for  crushing 
xx^\\  um  loKri'.  The  e\Ha  e»itupuuMit  neci^»*iir>'  for  this  exceed- 
hu'.In  eUl'oi  lie  )Mrp:u  uion  \A  the  fuel  is  another  link  to  the  mechan- 
i^iu  .:ni«l  I  liu'.h  peed  oiu^  M  [\\aO ,  aud  I  think  no  engineer  will 
:uMee  \\\a\  ih»'  »vMnl«in  u umi  oI'  a  eiusher  systeni  and  a  pulverizing 
^x-^t m  i>^  e.  ixliil'le  e  \  xi\{^\u'v  alone.  Kven,  if  this  complex 
v\^t.?ii  N\,!e  ;i .  tviijl'l*'  e.  \  iMu^hM.  wliich  it  is  not.  the  station 
.l.j>,  ihi- ni  .Ml  |Mil\,iied  inel  \\\»\ild  sutTer  shutdowns  unless  the 
rMi-h«  !    ;n!.l    iMiKrti  ei    e»iin|Mi\eiit    Wert*   duplicattnl.     The   writer 
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understands  that  cement  plants  are  usually  equipped  with  duplicate 
pulverizing  systems.  This  will  all  have  a  bearing  on  investment 
charges. 

Further,  it  is  stated  in  the  paper  that  all  grades  of  coal  can  be 
used.  There  are  stokers  which  have  limitations  only  on  anthracite 
or  coke  breeze  and  in  this  connection  the  question  arises  as  to  whether 
a  pulverized-coal  furnace  and  burner  designed  for,  say,  bituminous 
35  per  cent  volatile  will  bum  anthracite  or  coke  breeze.  I  ask  this 
because  in  one  of  our  other  technical  societies  it  is  a  matter  of  recent 
record  that  for  burning  low-grade  anthracite  or  coke  breeze  in  pul- 
verized form,  reversal  of  the  flame  is  necessary,  a  firing  method  not 
suitable  for  the  richer  bituminous  coals.  It  was  also  brought  out 
that  with  coke  breeze  or  anthracite  culm  the  fire  was  unresponsive 
and  the  load  had  to  be  varied  to  suit  the  fire  rather  than  the  fire  to 
suit  the  boiler  load.  What  occurs  when  a  rich  high-grade  fuel  is 
used  in  a  furnace  and  burner  designed  for  low-grade  fuels? 

Adaptability.  Under  this  heading  the  authors  state  that  the 
primary  feature  is  the  possibility  of  burning  all  grades  of  fuel  with- 
out affecting  the  efficiency  of  the  furnace.  In  order  for  this  to  be 
true,  it  is  necessary  to  bum  the  50  per  cent  ash  coal  with  no  more 
excess  air  than  the  3  per  cent  ash  coal  and  suffer  no  more  ashpit 
loss  in  the  former  case  than  in  the  latter.  The  writer  therefore 
specifically  asks  if  the  50  per  cent  ash  coal  requires  in  practice  no 
more  air  than  the  3  per  cent  ash  coal.  When  50  per  cent  ash  coal 
is  used  the  sensible  heat  of  this  amount  of  refuse  leaving  the  furnace 
chamber  is  in  itself  an  item  which  will  affect  the  efficiency  of  the  fur- 
nace. Can  efficiencies  be  independent  of  these  items?  The  tests  show 
wide  variation  in  efficiencies.    What  causes  these  wide  variations? 

Chain  grates  are  burning  coals  containing  35  per  cent  ash  and 
producing  some  excellent  results,  and  have  been  for  years.  It  would 
be  desirable  along  with  this  statement  by  the  authors  regarding 
high-ash  fuels  for  them  to  submit  figures  of  tests  with  over  28.4 
per  cent  ash,  which  is  rather  a  low  percentage  as  compared  with 
chain-grate  practice  with  western  fuels. 

As  to  flexibility  with  pulverized  coal,  the  writer  has  seen  cases 
where  the  furnace  became  unresponsive  when  forced.  There  is 
certainly  no  e\'idence  in  the  paper  to  indicate  that  the  pulverized- 
fuel  burner  is  quickly  responsive  over  a  wide  range  of  loads;  in 
fact  the  evidence  is  much  to  the  contrary,  for  of  all  the  tests  referred 
to,  the  maximum  overload  indicated  is  188  per  cent,  which  is  not 
considered  a  high  overload  in  modern  specifications  and  practice. 
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Furnace  Design,  Under  this  heading  the  tests  of  Table  3  are 
referred  to.  Tests  of  four  or  five  hours'  duration  should  not  be 
included  in  an  A.S.M.E.  paper.  Efficiencies  of  from  70  to  80  per  cent 
are  shown  here.  Starting  and  stopping  conditions,  surging  of  water 
in  the  boiler  and  other  items  are  so  uncertain  as  to  make  these  short 
tests  absolutely  unreUable.  Under  similar  conditions,  tests  of  100 
per  cent  efficiency  and  even  higher  are  frequently  made. 

To  be  more  specific,  the  writer  would  inquire  if  in  the  test  of 
April  16,  1917,  at  Seattle,  the  heating  value  of  the  coal  was  deter- 
mined by  a  calorimeter  or  was  it  assumed.  The  even  figure  of  10,000 
simply  suggests  estimated  figures. 

What  grt^at  diiTerence  brought  about  the  marked  increase  in 
efficiency  betwet»n  the  December  4  and  December  12,  1917,  tests 
at  Chanute,  Kan.?  This  wide  difference  is  inconsistent  with  the 
8tat(»m(>nt  of  uniform  efficiencies,  regardless  of  operatives,  coal  or 
oth(T  itA^ms. 

On  the  January  28,  1918,  test  at  Chanute,  Kan.,  of  25  da3rs' 
duration,  wert»  the  water  and  coal  weighed?  Did  the  boiler  operate 
thin  long  without  the  blow-off  l)eing  opened,  or  if  the  boiler  was 
blown  d(»wn.  how  was  the  blow-off  discharge  measured? 

Tt\sts  of  April  26  and  28  at  Parsons,  Kan.  Some  tests  were 
iniidr  \\\  this  plant  simply  by  measuring  the  coal  in  a  spiral  con- 
vi\vi»r.  Was  this  done  in  this  instance  or  were  the  coal  and  water 
prnpiM-ly  weighed?  The  writer  has  a  record  of  other  tests  made  at 
this  plant,  as  follows: 

CombiiKHl  Boiler  and  Furnace  Efficiency 
ll«iint^|Mi\MT  l)i'vrh)p*Ml  Per  cent 

ISO  53.9 

l\H  73.5 

'2M)  67.8 

•JIT  67.4 

.MM*.  61 

;i.-.C»  59.0 

•j;jo.:.  71.5 

'J'hcsr  nsuhs  iiuliciitr  \\\v  possibility  of  low  efficiencies  on  teste 
with  piilvtMi/(Ml  furl.  What,  then,  may  we  exjKTt  in  daily  opera- 
tion? Why  slniuld  we  pi<'k  only  favorabh*  tests  for  comparative 
fi^un's*.' 

On  the  t(\^t  of  A|>ril  20,  shouhl  not  the  ixTcentage  of  rating  be 
given? 
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The  writer  is  surprised  at  the  high  calorific  value  of  the  slush 
anthracite  in  all  tests  reported,  as  it  has  the  highest  heat  value 
of  any  coal  in  the  tabulation.  We  should  not  confuse  this  with 
low-grade  anthracite,  which  contains  less  than  9000  B.t.u. 

The  complete  data  of  temperatures,  draft  and  CO2,  together  with 
methods  of  measuring  fuel  and  water,  should  be  given  for  these  tests. 

Referring  to  the  statement  that  a  modem  stoker-fired  power 
plant  with  the  best  average  plant  operation  obtains  an  efficiency 
of  not  better  than  63  to  65  per  cent,  while  carefully  conducted  tests 
show  75  per  cent  efficiency,  the  writer  suggests  that  the  authority 
for  this  statement  be  mentioned  so  that  full  credit  can  be  given. 
This  may  be  true  with  some  types  of  stokers  not  completely  auto- 
matic but  dependent  largely  on  the  firemen's  skill.  With  the  chain- 
grate  type,  however,  it  is  far  from  true,  in  fact  the  chain-grate 
plant  operates  within  2  or  3  per  cent  of  the  test  figures,  and  test 
figures  with  modem  chain-grate  furnaces  run  frequently  in  excess 
of  75  per  cent  net  efficiency.  It  has  always  been  a  feature  of  chain, 
grate  performance  that  daily  operating  results  approach  very  closely 
to  maximum  test  efficiencies  with  no  deductions  to  be  made  for  fans 
or  other  auxiliaries.  The  fuel  costs  for  modem  chain-grate  power 
stations  may  be  adduced  to  confirm  this  fact. 

The  authors  have  selected  for  their  comparison  those  types  of 
stokers  with  which  it  is  most  difficult  to  get  high  operating  efficiencies, 
whereas  if  the  comparison  were  made  with  completely  automatic 
stokers  such  as  chain  grates,  the  statement  made  of  the  operating 
advantage  becomes  void,  as  chain  grates  are  evidently  more  capable 
of  reproducing  test  results  in  daily  operation  than  the  pulverized 
fuel  furnace. 

Cost  of  Pulverizing  Coal.  Under  the  item  of  Drier  Fuel  the 
writer  notes  that  all  costs  are  based  on  only  7  per  cent  moisture 
and  yet  many  of  the  fuels  mentioned  in  the  tests  contain  more 
than  7  per  cent.  Comparatively  few  fuels  have  as  low  as  7  per 
cent  moisture,  particularly  west  of  Pittsburgh.  The  figures  run 
from  10  to  40  per  cent  in  the  western  section  of  the  country,  figures 
of  15  per  cent  predominating.  The  writer  suggests  therefore  that 
the  drying  coal  cost  should  be  doubled. 

Interest.  As  mentioned  earlier,  the  pulverizing  equipment 
should  be  duplicated  to  prevent  shutdowns,  which  would,  of  course, 
raise  the  equipment's  interest  charge.  There  are  some  uncertainties 
regarding  the  cost  of  this  equipment,  as  some  of  the  plants  men- 
tioned are  reported  to  have  cost  several  times  the  figures  quoted 
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in  the  paper.  The  writer  would  therefore  safeguard  this  figure  by 
making  it  at  least  three  times  that  used  by  the  authors. 

Depreciation.  In  figuring  depreciation,  everything  should  be 
limited  to  10  years,  inasmuch  as  we  have  all  seen  three  or  four  com- 
plete changes  in  power-plant  equipment  in  the  last  30  years  and 
are  likely  to  see  the  same  in  the  next  30  years.  To  figure  that  the 
fuel-pulverizing  building  has  a  useful  life  of  40  years  is  making  a 
pretty  strong  effort  to  show  up  pulverized  fuel  in  a  favorable  Ught. 

The  writer  would  therefore  recalculate  Table  1  as  given  below. 

TABLE   1   COST  OF  DELIVERING  PULVERIZED  FUEL  TO  BOILER 


100-ton  plant, 

dollars  per 

net  ton 

lOOO-ton  plant, 
net  ton 

Power  at  f  cent  per  kw-hr.  and  17  kw-hr.  per  ton 
Labor  at  60  centa  per  hour  (40  cents  too  low). . . . 

Drier  coal  at  $6  ton  delivered  (16%  HiO) 

Rei>air8  (no  df^tn  —  &nc«pt  &iithom') .  . . . , 

0.1276 
0.175 
0.12 
0.07 

0.1275 
0.05 
0.12 
0.07 

Total  coat  of  pulverizing  per  net  ton » 

Interest  at  6  per    cent.  (Triple  the  investment) . . 
Depreciation    (lO-yr.  basi«);    Multiply    authors' 

figures  by  3 

Taxes  and  insurance  (no  data  — accept  authors' 

figures) 

$0.4926 
0.316 

0.36 

0.036 

$0.3575 
0.117 

0.12 

0.013 

$1.2025 

$0.6175 

*  In  existing  plants  of  600  to  6(X)  tons  daily  capacity  this  figure  is  reported  to  aetiially  be 
$1  or  more  per  ton,  indicating  that  in  actual  practice  and  operation  many  incidental  itema  of 
cost  enter  which  are  nut  shown  in  a  theoretical  estimate. 


Cost  of  Stoker  Operation.  In  making  this  comparison,  the  authors 
have  again  selected  those  types  of  stokers  which  show  highest  operat- 
ing costs  and  cause  the  pulverized-fuel  installation  to  benefit  by 
contrast. 

The  p()W(M'  to  drive  some  typ<\s  of  stokers  may  l)c  as  high  as 
2  [)er  cc^nt.  ( -hain  grates  re(iiiire  but  iV  <>f  1  P<^r  cent.  Power  for 
fans  with  tlio.sc*  types  of  stokers  recjuiring  fans  may  be  2  per  cent  of 
th(*  power  dt^velopcvl.  Chain  grates  have  no  fans,  so  this  item  is 
eliminated.  Coal  handling  would  se(»m  to  be  an  item  which  would 
cancel  out,  as  it  should  cost  no  more  to  deliver  coal  to  the  stok^ 
hoppers  than  to  the  pulverizer.  However,  accepting  these  figures 
on  the  authors'  basis,  we  havt^  as  follows  per  1000  tons  of  coal: 
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Power  for  stokers,  1  hp.  per  1000  developed;    chain-grate 

practice,  20  cents  per  1000  lb.  of  steam $  4. 00 

Power  for  fans,  standard  chain-grate  practice   0.0 

Coal-handling  power  (accept  authors*  figures) 18. 00 

Labor  for  coal  handling  (accept  authors'  figures) 19.20 

Repairs  for  stokers  (accept  authors'  figures) 17. 50 

Repairs    for    coal-handling    equipment    (accept    authors' 

figures) 10.00 

$68.70 
Total  cost  per  net  ton 10. 0687 

We  have,  therefore,  an  additional  cost  of  from  55  cents  to 
$1.13  per  ton  against  the  pulverized-fuel  plant,  a  figure  that  cannot 
be  made  up  by  increased  efiiciency,  for  it  must  be  realized  that  many 
stoker  installations  have  given  performances  within  5  per  cent  of 
the  highest  theoretically  possible. 

Now  as  to  some  of  the  items  not  mentioned  by  Messrs.  Scheffler 
and  Bamhurst  in  their  paper. 

Fine  Ash.  The  writer  understands  that  from  60  to  80  per  cent 
of  the  ash  carries  over  to  lodge  in  tubes  and  combustion  chambers, 
but  mostly  goes  out  of  the  chimney  to  scatter  over  the  surrounding 
country.  This  may  by  comparison  not  be  objectionable  in  a  cement 
mill  or  in  some  of  the  localities  mentioned  in  the  list  of  installations, 
but  it  is  evident  that  if  the  Commonwealth  Edison  Company  of 
Chicago  were  to  scatter  fine  ash  from  the  5(X)0  or  more  tons  of  coal 
they  bum  daily,  say  6(X)  to  8(X)  tons  of  ash,  it  would  create  a  condi- 
tion compared  to  which  the  worst  smoke  fog  would  seem  Uke  a  para- 
dise. 

Slag.  Some  installations  have  encountered  trouble  due  to  the 
fine  ash  slagging  in  the  tubes.  The  writer  would  inquire  how  prev- 
alent this  is,  how  it  is  overcome  or  prevented  and  what  influence 
high  boiler  ratings  seem  to  exert  on  it. 

The  refuse  from  pulverized-fuel  firing  contains  some  combusti- 
ble. It  has  been  reported  that  the  slag  containing  this  combustible 
causes  damage  to  ashpits.    Is  this  a  serious  item  of  maintenance? 

It  is  reported  that  pulverized  fviel  if  stored  will  pack  and  be- 
come difficult  to  handle.  Where  the  container  is  jarred  or  vibrated 
this  action  is  reporUnl  to  increase.  How  serious  is  this  action? 
Does  it  interfere  witli  the  use  of  stored  powdered  coal?  Does  it 
preclude  its  use  on  shipboiird? 

Turning  now  to  Mr.  Harrison's  paper,  the  coals  he  states  as 
most  suitable  seem  to  have  (a)  less  than  10  per  cent  ash,  (6)  volatile 
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30  to  40  per  cent,  (c)  low  sulphur,  and  (d)  high  melting  point  of 
ash.  This,  of  course,  means  a  very  choice  bituminous  coal.  Such 
fuel  commands  a  high  price  in  any  market,  much  higher  per  1000 
B.t.u.  than  the  high-sulphur,  high-ash  fuels  frequently  competing- 
For  instance,  there  are  in  Illinois  and  Indiana  coals  containing  18  to 
20  per  cent  ash,  30  per  cent  volatile,  6  to  8  per  cent  sulphur,  with 
the  fusion  point  of  ash  at  1900  deg.  fahr.  The  writ<^r  would  inquii*e  as 
to  whether  in  the  present  state  of  the  art  this  fuel  could  be  com- 
mercially used  to  develop,  say,  150  per  cent  rating  from  a  boiler  by 
means  of  pulverization. 

It  seems  to  be  a  prevalent  opinion  that  lignites  cannot  be  burned 
on  stokers.  The  writer  would  rectify  this  at  once.  Lignites  and 
sub-bituminous  coals  are  being  burned  and  producing  high  efficiencies 
and  capacities.  The  following  results  of  a  few  tests  will  substan- 
tiate this  statement. 


Fuel 

Moiflture,  per  cent 

Volatile,  iKjr  cent 

Fixed  carbon,  per  cent 

Ash,  per  cent 

B.t.u.  (conwn.)    

B.t.u.  (dry)   

Type  of  Btoker 

Type  of  boiler 

Coal  per  aq.  ft.  per  hr.,  lb.  ,  . 

Furnace  draft,  in 

CCh  at  daniiM'r,  iH»r  rent  .... 
Per  cent,  rating  developed  .  . 
Combined  etlioicncy.  jht  rent 


Colo. 
Lig. 

Tex. 
Lig. 

Mont. 
Sub- 
Bit. 

Mont. 
Sub- 
Bit. 

Mont. 
Sub- 
Bit. 

23.73 

29.93 

20.73 

15.28 

15  27 

;r).25 

30.96 

33.44 

37.56 

41.24 

:i3.23 

25.45 

32.50 

38.07 

30.01 

7.79 

11.66 

13.28 

15.09 

12.58 

8511 

7124 

8772 

0118 

9553 

11,110 

10,314 

11,073 

10,763 

11^6 

Green 

CIreen 

Green 

Green 

Green 

li  &  w 

B&W 

B  A  W 

B  &  W 

BA  W 

28 

32 

28.91 

38.06 

30.46 

0 .  2A2 

0.32 

0.167 

0.221 

0.17 

12 

11. SI 

10.30 

12.97 

11.77 

128 

l-ir>.8 

209.1 

181.5 

CD  7 

♦19 

72 

75  0 

77.3 

Mont. 
Sub- 
Bit. 


20  52 
31  23 
39.00 
9  25 
9096 
11.444 
Green 
B4kW 
35.31 
0.196 
12.62 
195.09 
78.04 


Th(^  ability  to  burn  those  coals  is  a  developiiu»nt  of  the  last  few 
years,  ami  has  opc^iu^d  up  a  woiKlcM-fiil  fuel  tieUl  to  cliain  grates. 
Some  of  tlu'st'  furls  contain  as  hi^h  as  30  j)er  cent  mositure,  in  which 
cast*  the  drying  cost  when  pulverized  fuel  is  used  would  l>e  4f  times 
tliosi*  j»;ivcii  ill  Taivlc  1  and  would  luakt*  it  necessary  for  the  pul- 
vcrizcd-fucl  inslallation  to  obtain  .^oincwlien*  in  the  neighborhood 
of  100  per  criit  clIici<Micv  to  Im*  on  a  coinpctitvc  ba.^is. 

Morcov(M',  ihr.<c  fuels  »!<»  not  at  this  tiiiit*  coiiiinand  a  price  any- 
where near  s.'>  jut  ttni.  so  that  tin*  cost  of  drying  and  pulverizing 
represents  probably  al>oiit  2">  p«'r  ceni  of  the  fuel  cost,  a  figure  not 
to  be  rei;:iiiit'd  l»v  iucrea.M'd  i»ni<'iencv. 
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Reference  is  made  to  the  use  of  low-grade  refuse  around  the 
mines,  as  at  Lykens,  Pa.  Mr.  Sheffler  and  Mr.  Bamhurst  also 
refer  to  this  same  fact  in  their  paper.  The  coals  they  mention,  how- 
ever, have  calorific  values  not  only  far  beyond  the  average  idea  of 
culm  piles  (12,500  to  15,400  B.t.u.),  but  are  good  enough  to  be  used 
to  advertise  the  coal.  Certainly  no  western  fuels  and  few  mid- 
western  fuels  will  equal  these  supposedly  refuse  coals. 

It  should  be  imderstood  that  when  a  chain-grate  engineer  refers 
to  low-grade  coal,  he  certainly  has  in  mind  fuel  containing  less 
than  9000  B.t.u.,  dry  basis.  No  such  fuels  seem  to  be  discussed 
even  as  refuse  fuels  in  pulverized-fuel  practice. 

Mr.  Harrison  bases  his  costs  of  pulverizing  on  pre-war  labor 
prices  (30  cents  per  hour  for  millers,  20  cents  for  firemen  and  com- 
mon labor),  war  coal  prices  (which  is  not  consistent  with  20-cent 
labor),  and  7  per  cent  moisture  in  the  fuel.  His  figures  for  labor 
should  be  doubled.  For  average  fuels  the  moisture  percentage  should 
be  doubled,  and  for  the  real  field  as  mentioned  by  the  author  at 
least  quadrupled  for  coal  with  30  to  35  per  cent  moisture. 

Referring*  now  to  (a)  under  Pulverized  Coal  vs.  Stokers,  the 
writer  would  inquire  if  a  furnace  suitable  for  lignite  will  handle 
anthracite.  High  overloads  are  spoken  of  freely  and  he  would 
also  inquire  just  what  ratings  have  been  sustained  or  even  reached 
to  confirm  this. 

Stokers  are  criticised  in  (c)  as  requiring  more  area  for  high  over- 
loads than  pulverized-fuel  burners.  Has  this  been  proved  to  be 
commercially  true?  With  chain  grates  and  coals  such  as  mentioned 
in  the  average  pulverized-fuel  test,  ratings  of  over  250  per  cent  are 
sustained  for  long  periods,  and  peaks  swimg  for  short  periods  beyond 
this  rating.  Have  any  pulverized-fuel  installations  so  far  equaled 
this? 

Referring  to  (e),  the  writer  would  state  that  not  only  is  ash,  more 
easy  to  handle,  but  there  is  only  about  one-fourth  of  the  usual  amount, 
the  remainder  going  out  the  chimney.  This  is  one  item  of  decreased 
cost  that  pulverized-fuel  exponents  seem  loath  to  claim.  We  cer- 
tainly must  overcome  this  difficulty  if  we  are  to  make  pulverized- 
coal  plants  commercially  successful,  as  our  city  and  health  ordinances 
will  soon  put  the  ban  on  this  wide  distribution  of  fine  ash. 

The  writer  would  correct  item  (/)  to  say  that  coal  burned  on 
stokers  may  contain  from  1  to  35  per  cent  of  free  moisture  as  fired. 
As  a  point  of  interest,  he  would  inquire  as  tb  how  readily  pulverized 
coal  picks  up  moisture  when  stored. 
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Under  (d)  in  the  following  paragraph  certain  changes  in  the 
furnace  are  mentioned  to  suit  various  coals,  also  rather  extensive 
changes  in  drying  equipment.  This  is  contrasted  with  stoker  prac- 
•  tice.  The  author  presents  as  a  favorable  argument  for  pulverized- 
fuel  burners  that,  with  only  a  slight  change  in  the  furnace  and  some 
increased  drying  capacity,  the  equipment  may  be  changed  from  one 
suitable  for  anthracite  to  one  suitable  for  lignite.  The  writer  would 
inquire  in  what  commercial  fuel  market  or  location  is  this  a  valid 
benefit.  What  market  receives  both  anthracite  and  lignite  as  steam 
coals? 

Referring  to  the  comparison  of  costs  given  under  the  heading 
Pulverized  Fuel  vs.  Mechanical  Stokers,  the  writer  would  question 
the  estimated  figure  of  32  cents  and  would  state  that  since  the  in- 
stallation had  its  acceptance  test  ten  months  ago,  the  costs  should 
not  be  concealed,  but  should  be  made  part  of  the  paper. 

Reference  to  Table  1  in  the  complete  paper  would  indicate 
that  pulverizing  cost  would  be 

(a)  For  pulverizing  and  drying  12  per  cent  moisture  coal. .  .$0,516 
(6)  Labor  (use  2  times  tabulated  cost)  0.08 

$0,596 

Maintenance?  (use  author's  estimate) 0.03 

$0,626 

As  a  matter  of  fact,  in  existing  installations  of  from  500  to  600 
tons  daily  capacity,  the  cost  of  drying  and  pulverizing  fuel  is  over 
$1  per  ton.  This  makes  pulverized  fuel  prohibitive  for  steam-making 
purposes. 

From  all  the  figures  presented,  some  good  efficiencies  are  indi- 
cated when  high-grade  coals  are  burned  (no  tests  are  presented 
on  low-grade  coals).  The  advantage  in  efficiency,  however,  is  in- 
sufficient to  offset  the  increased  cost  of  preparing  the  fuel,  even 
on  a  basis  of  ^5  fuel.  This  caust»s  the  pulverized-fuel  burner  to 
operate  at  a  loss,  regardless  of  the  efficienr,y  obtained.  Fuel  costs 
will  have  to  Ix^  from  50  to  UK)  jXT  cent  higher  before  the  increased 
cost  o{  pulverizing  will  be  justified,  unless  pulverizing  and  drying 
costs  decrease  niateriallv. 

Furtiier,  no  modern  ratings  are  recorded  in  the  paper;  furnace 
anil  slag  troubles  are  minimized;  quick  pickups  of  boiler  load  over 
a  wide  range  of  rating  ari'  not  provcnl  and  seem  very  problematic; 
ash  from  chimneys  is  at  present  a  prohibitive  feature  in  cities. 
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Fred'k  a.  Scheffler  (written).  I  cannot  agree  with  Mr 
Harrison  in  his  statement  that  when  a  boiler  is  being  run  with  pul- 
verized coal  it  is  not  necessary-  to  have  more  than  0.10  to  0.15  in 
draft  at  the  damper  of  the  boiler,  and  consequently  the  boiler  could 
be  operated  with  stacks  about  30  to  35  ft.  in  height.  It  is  a  well- 
known  fact  that  it  is  necessary  to  have  at  least  0. 10  in.  in  the  furnace, 
and  that  the  average  water-tube  boilers  have  a  frictional  or  draft 
loss  through  the  boiler  of  about  0.30  in.  w  hen  run  at  rating,  and  when 
run  at  200  per  cent  of  rating  this  draft  loss  is  almost  double,  or 
0.60  in.  Consequently,  the  stack  would  have  to  be  at  least  125 
ft.  in  height  in  order  to  be  sure  that  there  is  sufficient  draft  to  over- 
come the  frictional  resistance  through  the  boiler  and  allow  a  suction 
of  at  least  0.10  in.  in  the  furnace. 

W.  N.  Best  (written).  I  should  like  to  inquire  how  many  open- 
hearth  furnaces  there  are  in  the  United  States  that  are  successfully 
burning  pulverized  coal,  and  for  how  long  a  period  they  have  been 
operated. 

The  Boiler  Test  Code  Committee  of  the  A.S.M.E.  would  Uke 
to  know  of  large  power  plants  that  are  and  have  been  successfully 
burning  pulverized  coal  for  a  period  of,  say,  4  years.  We  have  en- 
deavored to  locate  such  plants  for  some  time  in  order  to  examine 
same  and  secure  some  data  for  the  Society.  I  am  aware  that  many 
plants  have  experimented  with  pulverized  coal  in  the  generating  of 
steam,  but  results  were  very  disappointing. 

At  the  beginning  of  Mr.  Harrison's  paper,  he  states:  "... 
and  the  shortage  in  the  supply  of  crude  oils  which  have  become 
of  too  great  value  for  ordinary'  fuel  purposes."  This,  I  think,  is 
misleading,  for  statistics  prove  that  the  production  of  oil  has  never 
before  been  so  great,  and  the  demands  for  it  never  so  great,  as  to- 
day. In  Mexico  alone  there  are  many  reservoirs  as  large  as  lakes 
filled  with  crude  oil  awaiting  transportation,  and  hundreds  of  wells 
are  capped  awaiting  to  be  turned  on  to  meet  the  demand. 

The  increased  price  of  coal  and  the  liability  of  further  increases 
in  its  price  have  compelled  many  boiler  plants  along  the  Eastern 
Coast  to  change  to  oil  as  fuel,  and  many  more  contemplate  changing 
soon.  The  cost  of  oil  is  now  ver\'  attractive  in  boiler  plants  owing 
to  the  fact  that  it  only  requires  147  gal.  of  oil  to  represent  a  long  ton 
(2240  lb.)  of  bituminous  coal,  the  coal  having  a  calorific  value  of 
14,000  B.t.u.  per  lb.  One  man  can  fire  and  w^ater-tend  twelve  300-hp. 
boilers.    Oil  is  so  attractive  at  the  present  time  as  a  fuel  along  the 
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Atlantic  Coast  that  I  believe  it  will  only  be  a  matter  of  a  year  or  a 
year  and  a  half  until  all  the  larger  power  plants  will  use  Mexican 
oil  as  a  fuel  in  their  boilers. 

It  is  my  opinion  from  close  observation  and  study  that  the  two 
distinct  fields  for  pulverized  coal  are  the  furnaces  of  rotary  kilns 
and  copper  matting  furnaces.  Both  of  these  are  constructed  so 
that  the  building  is  quite  open,  and  there  is  practically  no  liability 
of  explosions  being  caused  by  spontaneous  combustion.  I  believe 
the  large  quantities  of  poor  coal  and  lignite  that  we  have  in  our 
country  can  be  successfully  burned  in  combination  with  oil,  the 
coal  and  Ugnite  referred  to  being,  of  course,  in  the  pulverized  state. 
By  this  combination  practically  perfect  combustion  can  be  attained 
and  maintained  at  all  times,  and  this  combination  could  be  of  value 
owing  to  the  low  calorific  value  of  the  coal  and  lignite,  and  the  high 
calorific  value  of  the  oil.  The  process  of  burning  this  combination 
of  fuels  would  not  be  by  mixing  them  together,  but  each  fuel  should 
be  delivered  separately  to  the  furnace. 

W.  G.  DiMAN  (written).  So  far  as  the  better  grades  of  bitu- 
minous coals  are  concerned,  I  think  that  the  cost  of  drying,  pulveriz- 
ing, conveying,  feeding  and  the  first  cost  of  the  apparatus,  together 
with  the  fact  that  all  grades  of  fuel  can  be  burned  with  a  tolerable 
degree  of  smokelessness  and  efficiency  in  the  regular  stoker  apparatus 
will  restrict  the  use  of  pulverized  coal  for  boiler  purposes  to  special 
cases.  If  low-grade  waste  coal  can  be  utilized  for  pulverized  fuel 
there  is  a  great  fi(»ld  for  its  use.  There  must  be  some  limit,  however, 
in  the  use  of  low-grade  fuel,  for  the  cost  of  grinding  would  eat  up 
any  advantage  in  the  economy.  WhcTc^  low-grade  fuels  are  high  in 
ash  and  slate  there  should  be  a  limit  to  the  proiwrtion  that  one  can 
afford  to  grind.  The  use  of  high-ash  coal  will  be  bad,  as  it  will 
accumulate  rapidly  and  be  difficult  to  remove,  esi)ecially  if  it  slags 
to  any  extent.  This  would  occur  more  where  the  ash  deposits  are 
within  the  limit  of  the  flame.  With  anthracite,  es[)ecially  culm  and 
of  that  nature,  it  nii^ht  be  difficult  to  pulverize  and  nmst  be  finely 
pulverized;  it  n(M'ds  a  higher  temiKTatun*  for  combustion,  bums 
more  slowly,  and  in  certain  boilers  like  a  H.R.T.  it  would  require 
plj'nty  of  brickwork  and  a  large  combustion  chamlKT  to  avoid  the 
('hilliiijz:  etlVct  and  to  maintain  combustion.  Thr  best  roal  to  use 
is  one  lii^h  in  volatile'  and  low  in  ash.  Such  a  coal  \voul<l  not  be 
a  very  satisfai'tory  on(^  for  outside  storage  in  large  (juantities  due  to 
the  likelihood  of  sj)ontaneous  combustion.     In  order  to  successfully 
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use  the  pulverLEed  fuel,  I  am  of  the  opinion  that  the  best  results  can 
be  obtained  by  designing  the  furnace  and  equipment  to  meet  a 
specific  grade  of  fuel.  I  do  not  think  that  the  average  cost  per  ton 
for  getting  the  coal  from  the  car  into  the  boiler  is  as  low  as  stated, 
and  if  the  overhead  is  also  taken  into  consideration  it  will  run  still 
higher. 

E.  H.  Peabody  (written).  In  Mr.  Harrison's  paper  I  note 
that  among  other  important  matters  he  mentions  three  points 
which  occur  to  me  as  particularly  significant  in  the  use  of  pulverized 
coal  for  boiler  purposes: 

1  Very  large  furnace  volume  required,  or,  in  other  words,  the 

fuel  must  be  burned  under  conditions  which  imply  a  very 
low  rate  of  combustion  per  cubic  foot  of  furnace  volume; 

2  The  continual  effort  necessary  to  keep  the  boiler  tubes,  and, 

to  a  less  degree,  the  furnace  itself,  free  from  slag  and 
clinker  caused  by  the  refuse  in  the  coal ;  and 

3  The  very  high  and  apparently  inaccurate,  boiler  efficiency 

reported  in  the  tests  of  August  12-13, 1918,  which  appears 
to  be  due  to  crediting  the  boiler  with  work  done  by  the 
coal  driers. 

If,  as  seems  to  me  proper,  the  boiler  efficiency  is  figured  on  the 
basis  of  the  heat  value  of  the  dry  fuel,  the  result  should  be  76.3 
instead  of  85.2.  The  degree  of  efficiency  obtained  in  the  drier  itself 
would  in  no  way  affect  the  results  obtained  in  the  boiler  in  actually 
transferring  the  heat  in  the  fuel  to  the  steam. 

Oil  fuel  is  imdoubtedly  superior  to  all  others  for  boiler  pur- 
poses. The  furnace  volume  required  for  this  fuel  to  give  satisfactory 
results  is  about  one-quarter  the  furnace  volume  specified  in  the  paper 
for  pulverized  coal. 

The  similarity  of  action  in  many  features  between  oil  fuel  and 
pulverized  coal  appears  to  me  to  constitute  one  of  the  principal 
attractions  of  the  latter.  It  would  seem,  however,  that  the  large 
furnace,  with  its  extra  first  cost  and  extra  radiation  loss,  together 
with  the  difficulties  due  to  slag  and  their  effect  on  operation,  would 
offset  the  desirability  of  pulverized  coal  to  a  very  large  extent. 

Albert  A.  Gary  (written).  To  many  who  have  not  had  occa- 
sion to  keep  informed  concerning  the  previous  use  and  past  ap- 
plications of  powdered  coal  as  a  fuel,  the  idea  seems  to  be  prevalent 
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that  such  fuel  is  a  recent  development,  holding  almost  unlimited 
possibilities  for  all  kinds  of  furnace  applications  and  capable  of 
easily  and  cheaply  accomplishing  phenomenal  results. 

As  a  matter  of  fact,  inventors  have  been  struggling  for  almost 
a  century  to  make  powdered  coal  a  practical  and  successful  fuel. 

In  1831  an  English  patent  was  issued  to  J.  S.  Daws  for  a  process 
for  burning  powdered  coal,  and  this  was  rapidly  followed  by  a  large 
number  of  patents  relating  to  this  subject  in  England,  the  Unitod 
States,  Germany  and  elsewhere. 

In  1881  a  United  States  patent  was  issued  to  C.  H.  Palmer 
describing  the  means  for  feeding  fine  coal  to  a  locomotive  boiler 
with  an  air  blast,  while  in  1870  Whelpley  &  Storer  began  to  take 
out  a  series  of  patents  for  using  pulverized  coal  in  reverberatory 
metallurgical  furnaces.  In  1876  an  elaborate  series  of  tests  was 
conducted  by  the  Bureau  of  Steam  Engineering  of  the  Navy  De- 
partment under  the  direction  of  B.  W.  Isherwood  —  using  the 
Whelpley  &  Storer  pulverized-coal  system  applied  to  a  steam  boiler. 

Thus  we  are  able  to  understand  that  the  preparation  and  use 
of  pulverized  coal  fuel  is  by  no  means  a  recent  development,  and 
notwithstanding  the  considerable  expenditure  of  money,  effort  and 
ingenuity  by  many  inventors,  including  men  whose  past  experiences 
qualified  them  to  carry  on  such  work;  most  of  these  older  produc- 
tions have  been  scrapped  so  that  today  we  have  left  merely  the 
benefit  of  their  varied  experiences,  which  has,  nevertheless,  proved 
a  vahiable  source  of  information  for  the  more  recent  developments 
in  the  preparation  and  use  of  pulverized  coal. 

Turning  now  from  this  n^cord  to  the  more  recent  developments, 
it  will  recjuire  but  litth*  investigation  to  find  that  during  the  last 
decade  (or  even  fur  a  much  shorter  i)erio(l)  there  have  been  many 
pow(l<' red-coal  installations  which  hav(»  either  bt^^n  n*jected  or 
found  to  pivc*  poor  satisfaction. 

After  the  presentation  of  such  facts,  I  may  be  accused  of  con- 
(liMnniiiji  the  us(»  of  pulv(M*iz(Ml  fu(^l  as  a  practical  and  (efficient  fuel. 

On  the  contrary,  in  the  lipht  of  my  experience  and  with  the 
evi<lence  j)resented  by  many  siitisfactory  e(juipments  now  in  oper- 
ation, I  am  an  unciualititMl  advocate  of  tlie  use  of  such  fuel,  but  I 
un\>\  liinil  my  endorsement  to  applications  when*  a  desirable  grade 
of  file!  is  availai)le  -  wiiere  proper  j)re])aration  of  the  fuel  and  proper 
furnace  conditions  can  1k»  obtained  and  where  other  methods  for 
burning  the  available  fuel  are  inferior  to  accomplish  the  desired 
h(>at  itit; 
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About  24  years  ago  I  was  called  upon  to  assist  in  the  develop- 
ment of  a  pulverized  coal  equipment  for  a  cement  plant,  and  since 
that  time  I  have  been  called  upon  to  test,  investigate  and  design 
a  number  of  pulverized  coal  equipments  for  cement  kilns,  boilers^ 
metallurgical  and  other  industrial  furnaces  and  thus  have  had  an 
opportunity  to  follow  the  development  of  this  art  since  the  early 
days  of  its  practical  commercial  adoption  in  this  country. 

Pidverized  Coal  in  Cement  Plants.  Mr.  Harrison  has  very 
properly  given  first  place  in  his  paper  to  the  use  of  pulverized-coal 
fuel  in  the  rotary  kilns  of  our  cement  plants,  as  not  only  do  we  owe 
the  present  development  of  our  pulverized-coal  equipments  to  the 
pioneer  work  done  in  their  development  at  such  plants,  but  the  very 
form  ol  these  long,  cylindrical,  refractory-lined  furnaces  furnishes 
us  with  the  ideal  construction  for  the  use  of  this  form  and  kind  of 
fuel. 

They  permit  the  use  of  the  long,  air-projected  current  of  finely 
powdered  fuel,  giving  it  ample  time  to  complete  its  combustion 
while  being  held  in  suspension  and  without  direct  flame  and  ash 
impingement  upon  any  impeding  furnace  wall. 

The  simplest  form  of  burner  and  fuel-feeding  device  can  be 
used  with  such  furnaces,  and  the  ash  resulting  from  the  combus- 
tion of  this  finely  groimd  coal  causes  little  or  no  trouble,  provid- 
ing the  ash  content  and  its  quality  remains  nearly  constant,  as  this 
ash  drops  down  and  mingles  with  the  burned  clinker  without  ma- 
terially affecting  the  quality  of  the  final  product. 

Pulverized  Coal  in  Metallurgical  Furnaces.  Next  in  order  of 
desirabiUty  in  the  way  of  furnace  design  for  the  use  of  pulverized 
coal,  we  have  our  reverberatory  metallurgical  furnaces  of  great 
length  (100  to  150  ft.),  such  as  are  used  for  copper  smelting,  where 
the  flame  is  projected  from  the  front  toward  the  rear  of  these  furnaces 
over  the  charge  of  ore  on  the  hearth. 

Without  the  exceptional  facilities  for  taking  care  of  the  ash 
resulting  from  the  combustion  of  the  pulverized  coal  as  found  in 
the  rotary  cement  kilns,  ash  troubles  proved  to  be  a  pretty  serious 
matter  with  the  early  pulverized-coal  installations  appUed  to  these 
furnaces  about  a  dozen  years  ago. 

The  ash  fused  and  formed  a  slag  blanket  over  the  top  of  the 
ore  charge  and  stuck  to  the  interior  of  the  flue  outlets  in  a  way  to 
block  these  passages;  but  these  and  other  associated  troubles  were 
finally  overcome  by  stopping  the  infiltration  of  large  amoimts  of 
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cold  air,  by  stopping  the  practice  of  charging  large  quantities  of 
cold  ore  into  the  furnace,  by  using  a  better  design  of  biuner  and  coal- 
feeding  device,  and  by  a  more  careful  preparation  of  the  pulverized 
coal. 

By  these  means  a  much  higher  temperature  was  maintained  in 
the  furnace,  a  very  much  higher  ratio  of  charge  to  fuel  used  was 
obtained,  and  a  better  and  more  constant  regulation  was  secured 
at  the  burner.  Then  pulverized  coal  began  to  be  recognized  as  a 
most  excellent  reverberatory  fuel. 

When  pulverized  coal  was  used  as  a  fuel  for  shorter  and  smaller 
reverberatory  furnaces  and  directly  fired  into  their  interiors,  the 
above-named  troubles  were  accentuated  and  due  to  the  imperfect 
absorption  of  the  heat  in  these  furnaces,  the  use  of  waste-heat  boilers 
generally  became  a  necessity  in  order  to  obtain  efficient  results. 
Accumulations  of  more  or  less  fused  ash  piled  up  rapidly  on  the 
heating  surface  of  these  boilers  necessitating  frequent  cleanings. 
Ebcperience  has  shown  that  the  reversing  type  of  fiunace  for  the 
production  of  open-hearth  steel,  such  as  described  in  Mr.  Harrison's 
paper,  is  the  best  design  of  pulverized-coal  furnace  for  that  purpo.se. 
Checkerwork  and  baffie  walls  must  be  specially  designed  for  use  of 
this  fuel. 

A  modification  of  the  above-described  reverberatory  furnace 
consisting  of  an  extension  furnace  in  front  of  the  main  furnace 
chamber,  so  proportioned  as  to  retain  a  large  percentage  of  the 
ash  within  this  chamber,  makes  a  highly  efficient  equipment.  It 
requires  a  burner  equipment  permitting  a  close  regulation  of  its 
coal  and  air  supply,  and  one  which  will  produce  a  short,  brush- 
like flame  dose  up  to  the  burner,  which  means  a  very  rapid  com- 
bustion and  a  high  temi)orature  in  the  combustion  chamber. 

In  some  recently-built  extension  furnaces  a  large  percentage 
of  the  ash  is  scparatt^d  from  the  body  of  the  flame  and  drops  into 
a  comparatively  cool  part  of  thc^  chaml>er  as  a  fine,  dr}'  ash  mingled 
with  but  a  small  pern^ntajjo  of  fused  ash  nodules,  which  do  not 
iiit(Mf(Mv  with  the  easy  removal  of  the  refuse  from  the  furnace 
bottom. 

With  otluM'  nM*(Mit  designs  of  (extension  furnaces,  where  very 
hij?h  tt'inixTatuH's  are  maintained  at  the  burner  outlet,  the  rapid 
fusinjr  of  the  asli  is  oxiK'dited,  which  refuse  drops  to  the  slag  pit 
below  in  a  molten  mass  and  under  projx^r  conditions  may  be  drawn 
olT  tliroujijh  taj)  holes  from  th(»  bottom  of  the  extension  furnace. 

Surh  a  d(*sij:n  of  extension  furnace  has  lx>en  installed  by  the 


DISCUSSION  407 

Lopuloo  Company  in  a  steel  plant  near  Pittsburgh,  in  connection 
with  their  heating  furnaces,  where  it  has  given  excellent  satisfaction. 

Application  to  Stationary  Boiler  Plants.  The  application  of 
pulvenzed-coal  fuel  to  steam  boiler  furnaces  meets  with  many 
challenging  difficulties,  which,  however,  recent  developments  have 
done  much  to  overcome.  A  number  of  such  installations  are  in  use, 
some  of  which  are  showing  very  desirable  economy  and  producing  a 
material  increase  in  the  steaming  capacity  of  the  boilers. 

Great  care  must  be  taken  to  prevent  any  of  the  unconsumed 
coal  from  coining  in  contact  with  the  chilling  water-containing 
surfaces  of  the  boiler,  which,  therefore,  demands  the  use  of  an  ex- 
tension furnace  in  which  the  complete  combustion  of  the  coal  is 
accomplished,  and  in  which  the  proper  handling  of  the  fine  ash 
(and  its  resulting  slag )  is  provided  for. 

All  that  has  previously  been  said  concerning  the  requirements 
needed  for  extension  furnaces  apphed  to  short  reverberatory  furnaces 
apply  with  equal  force  here. 

With  the  intense  heat  generated  in  burning  pulverized*  coal 
much  trouble  has  been  experienced  in  improperly  designed  boiler 
furnaces  due  to  the  rapid  melting  down  of  the  refractory  linings, 
which  may  also  be  subjected  to  the  scouring  or  cutting  action  of 
impinging  ash,  thus  requiring  frequent  and  expensive  relining. 

Process  of  Combustion  of  Pulverized  Cool,  Pulverized  coal 
musi,  be  burned  while  suspended  in  the  current  of  air  which  accom- 
panies it  into  the  furnace. 

As  the  finely  divided  coal  enters  the  highly-heated  furnace,  any 
moisture  contained  by  each  minute  particle  is  first  driven  out, 
and  if  this  is  excessive,  it  will  form  a  steam  cloud  around  the  particle 
and  suppress  its  further  rapid  combustion,  thus  defeating  to  a  greater 
or  less  extent  the  purpose  for  which  the  coal  was  prepared. 

One  of  the  necessities  for  supplying  the  furnace  with  very  dry 
pulverized  coal  is  thus  appreciated. 

With  Uttle  or  no  moisture  present,  the  next  effect  of  the  very 
high  surrounding  temperature  in  the  furnace  is  to  almost  instantly 
distil  oflF  the  volatile  matter  occluded  in  the  coal  as  this  gas  is  liberated 
at  a  comparatively  low  temperature  and  thus,  with  properly  de- 
signed furnace  and  burner,  the  dust  cloud  entering  the  combustion 
chamber  suddenly  becomes  thoroughly  saturated  with  a  highly 
inflammable  gas,  mixed  with  an  ample  supply  of  air. 

Under  these  conditions  the  gas  is  raised  to  its  ignition  tempera- 
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tuie  with  great  rapidity,  and  the  flanie  produced  is  propagated 
with  intense  speed  throughout  the  atmosphere  of  fuel  and  air  enter- 
ing the  furnace;  all  of  which  is  simultaneously  subjected  to  the 
same  action. 

With  the  intense  degree  of  heat  thus  generated,  not  only  is  the 
temperature  of  the  furnace  maintained  to  stimulate  further  com- 
bustion, but  the  particles  of  fixed  carbon  (or  flecks  of  coke)  left 
behind,  after  tlie  volatile  gases  have  been  driven  out  of  tlie  coal, 
have  their  temperature  raised  with  great  rapidity  to  their  tennx»ra- 
ture  of  ignition  and  so  are  most  speedily  burned,  leaving  behind  the 
non-combustible  matter  (which  we  have  called  ash)  to  be  more  or 
less  effectively  taken  care  of  in  a  properly  designed  furnace,  or  to 
give  great  trouble  in  furnaces  where  its  importance  has  been  ignored. 

Mr.  Harrison  very  tritely  states  that  "The  finer  the  coal  is 
pulverized,  the  more  efficiently  it  can  be  burned." 

With  the  above  analysis  of  the  process  of  combustion  before 
us,  we  can  more  readily  understand  the  reason  for  this  statement. 
Not  only  does  the  greatly  increased  fuel  surface  (presented  to  the 
highly  heated  interior  of  the  furnace)  facilitate  the  more  rapid  dis- 
tilling off  of  the  volatile  gases,  but  with  the  volume  of  the  particle 
itself  greatly  reduced,  penetration  of  the  heat  to  its  interior  takes 
place  ill  a  very  much  shorter  period  of  time.  Aside  from  these 
advantages  the  important  fact  stands  out  that  the  I-aw  of  Ma.<s 
Action  applies  to  such  combustion  (which  is  akin  to  the  action  of 
explosives)  by  which  we  find  that  the  amount  of  the  reaction  in  a 
unit  of  tune  is  proportional  to  the  active  mass,  or,  in  other  words, 
the  smaller  the  particle  of  coal,  the  smaller  the  number  of  gram- 
molecules  of  combustible  matter  found  in  the  unit  mass. 

Under  these  most  favorable  coiulitioiis,  the  velocity  of  combus- 
tion is  greatly  accelerated,  which  is  the  principal  object  striven 
for  when  pulverized  coal  is  chosen  for  a  fuel. 

A  iiK Client's  thought  will  recall  the  fact  that  the  volume  of  a 
mass  varies  as  the  cube  of  its  diameter  and  thus  a  particle  of  coal 
\\.^  ill.  in  diameter  has  eight  times  the  volume  that  is  found  in 
aimther  particle  tliat  is  .}n„  in.  in  diameter. 

The  etTeet  of  tlie  decreased  surface  in  proportion  to  the  mass 
results  in  a  very  ^reat  retardation  of  tlie  combustion  of  the  larger 
l>articles  ms  is  very  plainly  shown  in  the  photographic  stutly  of  the 
conihiistion  of  coal  \\\\<\  in  Bulletin  No.  102  of  the  Bureau  of  Mines, 
entitled  'i'lie  Intlaininability  of  Illinois  Coal  Dusts  on  Plate  IV.  B 
and  Plate  V.  B. 
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Unifonnity  in  the  size  of  pulverized  particles  is  also  very  de- 
sirable, as  we  can  readily  understand  that  if  we  have  mixed  a  con- 
siderable percentage  of  each  of  the  above-named  sizes  of  coal  fed 
to  our  furnace,  the  combustion  of  the  larger  size  will  proceed  much 
slower  than  the  burning  of  the  smaller  size,  which  condition  not 
only  reduces  the  velocity  of  combustion  of  the  total  mass,  but  it 
prevents  the  production  of  that  "gas-Uke  flame,"  which  Mr.  Harrison 
refers  to. 

When  such  grades  of  coal,  averaging  from  30  to  40  per  cent  of 
volatile  matter,  as  described  above,  are  pulverized  so  that  over 
90  per  cent  will  pass  through  a  200-me8h  screen,  the  finer  coal  ac- 
companying it  does  not  seem  to  materially  affect  its  even  rapid 
burning  effect  in  general  furnace  practice;  and  further,  as  Mr. 
Harrison  has  stated,  with  this  very  fine  pulverization,  which  in- 
sures rapid  and  high  temperature  combustion,  the  sulphur  in  the 
coal  bums  rapidly  to  SO2  gas,  which  passes  to  the  stack  without 
affecting  the  product  of  the  reverberatory  furnace. 

When  a  coal,  running  high  in  fixed  carbon,  is  used  as  pulverized 
fuel,  we  have  a  different  and  less  desirable  set  of  furnace  conditions. 

Lacking  the  production  of  an  ample  supply  of  volatile  com- 
bustible gases  given  off  by  the  coal  at  a  comparatively  low  tem- 
perature, and  also  lacking  the  heating  effect  which  the  burning  of 
these  gases  produces,  to  hasten  the  combustion  of  the  associated 
fixed  carbon,  we  must  necessarily  maintain  a  higher  furnace  tem- 
perature to  ignite  this  fuel,  and  to  obtain  the  best  possible  results, 
the  coal  should  be  ground  finer,  as  it  will  be  found  that  this  fuel 
is  slower  to  ignite.  Much  of  such  coal  carries  a  higher  ash  content, 
which  still  further  complicates  matters  and  lowers  the  heat  value 
of  the  coal. 

Mr.  Harrison  gives  a  table  purporting  to  give  the  cost  of  coal 
pulverizing  equipments  and  the  cost  of  preparing  the  coal  per  net  ton. 
I  question  the  reliability  of  these  figures.  Nothing  is  said  of  the 
pulverized-coal  system  upon  which  these  figures  are  based  nor 
the  class  of  machinery  or  equipment  included. 

There  is  a  considerable  range  in  cost  of  equipments  as  furnished 
by  different  concerns  and  the  figures  presented  in  this  table  appear 
low  for  the  better  class  of  equipment. 

Much  depends  upon  the  class  of  equipment  one  is  willing  to  in- 
stall, which  has  much  to  do  with  results  obtained  including  cost  of 
future  upkeep. 

There  are  many  elements  entering  into  the  cost  of  such  equip- 
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ments.  For  example:  should  one  be  obliged  to  handle  very  wet 
coal  in  the  coal  driers,  the  normal  capacity  of  the  drier  would  be 
reduced  and  either  larger  driers  or  more  driers  would  be  required 
to  obtain  a  fixed  amount  of  dried  coal,  which  would  also  require 
a  greater  building  space. 

Again,  should  one  decide  to  grind  the  coal  very  fine  to  obtain 
maximum  furnace  results,  the  output  capacity  of  the  pulverizer 
would  be  materially  reduced  below  that  needed  for  coarser  pulveri- 
zation and  more  or  larger  mills  would  be  needed,  and  thus  I  might 
continue  this  list  so  as  to  include  most  of  the  contained  units. 

Wliereas,  Mr.  Harrison's  total  cost  for  pulverizing  80  and  90 
tons  of  coal  per  day  agrees  pretty  well  with  the  cost  estimate  given 
in  this  table,  his  cost  for  producing  100  tons  per  day  runs  21  per 
cent  higher  than  the  figure  shown  in  the  table. 

In  looking  over  the  log  of  the  boiler  test  quoted  by  Mr.  Har- 
rison I  note  what  appear  to  be  a  few  discrepancies,  but  lacking 
full  and  complete  data,  I  have  been  unable  to  check  them  up  as 
carefully  as  I  would  otherwise  do. 

Taking  his  analysis  of  furnace  gases,  he  gives  the  maximum 
result  obtained  as  15.4  per  cent  of  CO2  and  5.6  per  cent  of  C  with  no 
CO. 

This  is  consistent  and  possible. 

He  then  gives  his  minimum  result  obtained  as  12.2  per  cent  of 
CO2  and  3.2  per  cent  of  0  with  no  CO;  the  sum  of  these  gases  giving 
15.4  per  cent  with  84.6  per  cent  of  N  by  difference. 

There  is  evidently  some  discrepancy  here,  as  I  do  not  see  how 
it  is  possible  to  burn  such  a  coal  as  he  indicates  so  as  to  obtain  such 
an  analysis. 

The  percentage  of  boiler  efficiency  given  in  this  table  as  85.22 
per  cent  secerns  entirely  inconsistent  and  I  cannot  find  sufficient 
indication  contained  in  the  other  data  submitted  to  assure  me  that 
the  total  losses  in  the  performance  of  this  test  amounted  to  only 
14.78  per  cent. 

( )n(*  very  inU^resting  question  in  coimection  with  this  test  is, 
What  nutans  wore  used  for  accurately  weighing  the  pulverised 
coal  used?  As  a  niatttT  of  secondary  importiince  I  might  also  ask, 
What  means  were  usimI  for  ascertaining  the  weight  of  water  fed  to 
tlir  boiler? 

J.  K.  MrnLKKLi)  (written).  Mr.  Harrison's  excellent  paper 
reviews  <latM  \\\i\{  eoiifonn  in  general  to  my  experience  during  the 
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past  few  years  in  the  development  of  sjBtems  for  the  more  effective 
and  economical  utilization  of  coals  and  lignites  in  pulverized  form, 
for  stationary,  locomotive  and  marine  boilers,  and  for  metallurgical 
and  chemical  heating  furnaces,  and  the  information  that  he  has 
given  will  be  of  great  assistance  to  existing  and  prospective  users  of 
this  method  of  firing  and  burning  soUd  fuels. 

Until  recently  power-plant  capacity  and  eflSciency  have  been 
dependent  upon  combustion  possibilities.  Fortunately,  this  has 
now  changed  and  the  problem  is  in  boiler  design  and  construction. 

In  the  log  of  test  on  a  pulverized-fuel-buming  stationary  boiler 
given  by  Mr.  Harrison,  the  operating  capacity  deductions  on  ac- 
count of  the  power  and  other  items  necessary  for  the  preparation 
of  the  coal  in  pulverized  form  should  be  3.17  per  cent,  in  place  of 
4.22  per  cent,  as  used  in  arriving  at  the  net  efficiency.  This  figure 
of  3.17  per  cent  compares  with  the  power  necessary  to  operate 
mechanical  stokers,  and  which,  in  an  installation  of  this  kind,  would 
amount  to  from  2^  to  5  per  cent,  varying  with  the  boiler  load  carried. 

In  connection  with  this  log  of  test  data  it  may  be  of  interest 
to  give  the  heat  balance  for  the  same  24-hour  run,  which  is  as  given 
in  Table  2. 

Furthermore,  to  show  the  definite  control  over  stand-by  losses 


TABLE  2  HEAT  BALANCE  FOR  BOILER  TEST  IN  TABLE  3  OF  MR.  HARRISON'S 

PAPER 

Ultimate  analyab  of  pulverUed  Indiana  and  Illinoia  screeningB  as  fired,  given  in  percentages: 

1  Moisture 3.20 

2  Carbon 56.66 

3  Hydrogen 4.47 

4  Oxygen 19.77 

6  Sulphur 1.97 

6  Nitrogen 1.45 

7  Ash 13.48 

100.00 

The  distribution  of  the  calorific  value  of  one  pound  of  coal  as  fired  among  the  several  items 
of  heat  utilised  and  lost  is  as  follows: 

B.t.u.  Per  cent 

Heat  absorbed  by  boiler 9,934  85.22 

due  to  evaporation  by  moisture  in  coal 41  0 .  35 

due  to  heat  carried  away  by  steam  formed  by  burning  of  hydrogen       493  4 .  22 

Loes  due  to  heat  carried  away  in  dry  flue  gases 975  8 .  37 

Loes  due  to  carbon  monoxide 0  0.00 

Loss  due  to  combustible  in  ash  and  refuse 51  0.44 

Loeses  due  to  heating  moisture,  in  consumed  hydrogen,  hydrocarbon, 

radiation  and  unaccounted  for 163  1.40 

Calorific  value  of  fuel  ss  fired 11,657  100.00 
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by  the  use  of  the  same  pulverized-fuel  system,  at  the  same  plant, 
the  data  in  Table  3  are  of  interest. 

TABLE   3     SHOWING   CONTROL  OVER   STAND-BY   LOSS 

Date August   19.   1918 

Hoiler  No.  5 Edge    Moor.    Rated 

468    nominal    hp. 

Furl  f(>o(l  8hut  off,  uptake  damper  closed  and  auxiliary  air  inletii  cloeed. ...  9.00  p.m. 

Boiler  strain  outlet  to  header  closed  and  175  lb.  steam  on  boiler 9.20  p.m. 

Safety  valves  released  about  one  minute  at  the  following  times  (p.m) 9.40.  9.55, 

10.08.  10.15.  10.25,  10.38.  10.43.  10.52,  11.02,  11.00,  11.18.  11.28»  11.38.  11.48,  11.52. 
Steam  on  boiler  158  lb.  when  fuel  feed  started  and  boiler  steam  outlet  to 

header  opened 7.00  a.m. 

Drop  of  steam'prcssurc  in  boiler,  from  9  p.m.  until  7  a.m.,  or  during  10  hour* 

while  fuel  feed  was  off  and  during  which  time  safety  valves  popped  15 

times,  for  one  minute  each,  or  a  total  of  about  15  minutes 20  lb. 

Time  required  to  bring  boiler  from  155  to  175  lb 4  minute* 


To  further  show  the  positive  control  over  the  combustion,  the 
l)erformance  of  one  of  these  boilers  in  Table  4  is  of  interest.  Dur- 
ing the  14-hour  run,  from  6  p.m.,  February  1,  to  10  a.m.,  February 


TABLE  4    SHOWING   POSITIVE  CONTROL  OVER  COMBUSTION 


Date 


February  1.  1919.  .  . 


IVhruary  2.  Ill  10, 


5.00  p.m. 


•        •   • 


6.30  p.m. 


9.00  p.m. 
10.00  a.m. 


13.00 

6.0 

13.6 

4.2 

13.2 

4.2 

13.0 

6.0 

13.8 

•  •  • 

14.2 

8.2 

14.4 

•  •  • 

14.6 

8.4 

14.8 

4.6 

13.0 

5.0 

CO 


0 
0 
0 


0.2 

0 

1 

0 

0 


2,  for  which  iHTiod  the  boiler  was  si^uUhI  and  operated  at  about  150 
IHT  cvnt  rating,  it  will  bo  iu>tod  that  there  w:is  a  change  of  only 
0.2  \M^T  ci'iit  in  CO..  and  0.4  ixt  ct^nt  in  Oj,  and  no  slag  was  produced. 

i>bs<Tvaiions  made  of  the  stai'k  from  the  outside  of  the  power- 
plant  buildiiii:.  wlion  ojHTaiini:  the  pulverizod-fuel  and  the  sbd^er- 
oquipivd  boilrrs  in  I'onibinaiion  and  iiulojx^ndently  have  also  demon-' 
strau\l  that  no  smoke  was  pnuhuH'd  from  the  pulverized-fuel-fired 
iM.ilrrs. 

The  four   pulvtMi/ed-turl-tH|uipped  boilers  at   this  plant 
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cut  in  on  ihe  main  line  over  90  per  cent  of  the  time  during  the  months 
of  February  and  March  1919,  and  when  line  banked  no  fuel  was 
required. 

Referring  to  various  information  as  set  forth  in  Mr.  Harrison's 
paper,  I  would  like  to  point  out  the  following: 

I  can  hardly  agree  with  Mr.  Harrison  that  the  equipment  for 
preparing  pulverized  coal  has  been  developed  past  the  experimental 
stage.  There  is  still  considerable  to  be  done  in  this  direction,  par- 
ticularly with  respect  to  the  eUmination  of  the  reabsorption  of 
moisture  and  of  entrained  moisture,  which  results  in  condensation 
in  the  dry-  or  pulverized-fuel  bins  and  the  consequential  trouble 
that  it  causes.  The  type  and  operation  of  drier  and  pulverizer  has 
a  great  deal  to  do  with  these  factors,  and  experience  has  demon- 
strated that  certain  fuels  require  special  treatment  in  that  regard 
or  trouble  is  boimd  to  occur. 

From  my  experience,  when  pulverized  fuel  is  used  for  steam 
generation  the  detrimental  efifect  from  the  ash  and  sulphur  content 
is  nil,  regardless  as  to  the  melting  point  of  the  former. 

The  economic  use  of  coke  breeze  is  at  this  time  problematical, 
as  the  expense  of  preparing  the  fuel  will,  in  a  large  number  of  cases, 
offset  the  fuel  value  of  this  by-product.  A  study  should  be  made  of 
each  specific  appUcation  before  the  use  of  coke  breeze  is  gone  into. 

The  utiUzation  of  the  full  thermal  value  of  anthracite  silt  has 
been  developed  to  a  point  where  there  are  no  commercial  obstacles 
in  its  way,  and  this  in  itself  will  release  an  equivalent  amount  of 
conmiercial  size  of  coal.  The  shipment  of  silt  to  a  considerable 
distance  from  the  mines,  however,  may  not  be  economical,  but  the 
power  consumption  by  the  mining  and  nearby  industries  is  suf- 
ficient for  the  full  utiUzation  of  this  by-product,  which  should  make 
it  unnecessary  to  ship  the  silt  to  other  points. 

The  author's  specific  statement  as  to  how  the  coal  should  be 
pulverized  is  not  in  conformity  with  my  experience  on  this  sub- 
ject, as  the  degree  of  fineness  should  vary  with  the  character  of  the 
fuel.  The  results  of  careful  analyses  and  tests  have  demonstrated 
that  this  degree  of  fineness  for  effective  and  economical  use  cannot 
be  arbitrarily  set  down,  as  it  varies  with  the  volatile  content  and 
the  combustion  characteristics  of  the  fuel  handled. 

Commercially  the  expense  of  pulverizing  increases  with  the 
degree  of  fineness,  and  consequently  the  coarser  the  particles  of 
the  fuel  the  less  the  cost  chargeable  against  the  pulverizing  process, 
for  which  reason  it  is  advantageous  to  use  coarse  pulverization 
whenever  the  character  of  the  fuel  is  such  that  this  is  feasible. 
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From  my  experience  the  author's  tabulated  costs  for  pulverizing 
are  somewhat  misleading,  as  the  cost  for  preparation  will  vary- 
over  wide  ranges.  While  the  information  as  set  forth  is  valuable 
from  a  general  standpoint,  it  must  be  used  with  care  for  the  reason 
that  it  is  not  susceptible  to  specific  adaptations. 

In  the  case  of  open-hearth  practice  the  system  to  be  used  for 
burning  the  pulverized  fuel  determines  the  degree  of  fineness.  The 
high-velocity  method  of  burning,  such  as  described,  will,  of  course, 
require  much  finer  grinding  than  a  low-velocity  method  such  as 
obtains  with  other  systems  in  which  the  time  limit  is  increased, 
thereby  permitting  combustion  to  take  place  more  slowly  with  the 
same  thermal  results. 

By  using  a  low-velocity  flame  the  length  of  from  6  to  8  ft.  men- 
tioned by  the  author  can  be  decreased. 

Some  of  the  steel  companies  have  reduced  their  pulverized-coal 
consumi)tion  per  ton  of  output  to  a  little  less  than  450  lb.  instead 
of  500  lb.  as  given  in  the  paper. 

It  has  been  found  in  operating  practice  that  pulverized-fuel- 
burning  furnaces,  under  the  best  system  of  combustion,  can  be  n*- 
duced  to  a  little  less  than  1  cu.  ft.  of  volume  per  b.hp.  developeil, 
and  that  the  rating  can  be  increased  up  to  the  capacity  of  the  furnace 
to  keep  the  lower  tubes  of  the  boiler  free  from  honeycomb  and  still 
maintain  effective  combustion  below  the  lK)iler-tube  line. 

The  l)est  svstem  of  combustion  necessitates  — 

1  Projx^r  preparation  of  the  fuel 

2  Effective  means  for  feeding 

3  Furnace  pro|XTly  designed  and  eciuipi^ed  with  auxiliar>'  air 

supply  to  insure  a  distinct  hot  zone  and  a  distinct  cold 

zone,  and  gas  an^as  and  baffles  an<l  draft  coordinating 

with  the  fon»going. 

The  pressure  at  which  pulverized  fuel  can  be  admitted  to  the 

furna<v  has  hiHMi  found,  in  stTvioo  practice  to  l»e  not  more  than 

phis  (>.().'>  in.  of  wMtor  at  the  burner  ntizzU*. 

In  my  opinion  a  InultT  cannot  W  successfully  o|)erated  at  any 
i':i|>ai'ity  wiih  the  natural  draft  obtaini'd  with  a  X(>-  to  H5-ft.  stack, 
tho  HMson  lu'ini:  that  the  frii'tion  li>sses  of  the  prases  passing  through 
ilir  hoilrr  tul»i's.  and  the  cas  areas  prodtUMMl  by  the  baffles,  will 
ro-lu*"!'  0:r'  draft,  i\\w  to  this  low  lu*ii:lii.  Whm  oj'NTating  at  full 
i:ip:ti'ir\  ai'fM!  JM<)  ill.  t>f  wator  draft  in  tlu' furna»v,  plus  the  fric- 
tion. !,><v,N  iliioMiih  the  boiltT  si'tiini:.  is  i lie  mininunn  uniler  which 
an>  pu!\i  ri/iii-furl  I'oiltT  installation  should  be  ojHTaied     AD\'thing 
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less  than  this  will  limit  the  factor  of  regulation  and  will  tend  to 
cause  constriction  of  heat  to  the  furnace  chamber  and  result  in  slag, 
which  latter,  in  all  cases,  is  to  be  avoided.  Any  pulverized-fuel- 
buming  installation,  in  combination  with  a  steam  generator,  in 
which  the  formation  of  slag  is  of  any  considerable  consequence,  can 
be  taken  as  a  failure  from  the  standpoint  of  effective  and  economical 
resulits. 

Under  proper  combustion  conditions  the  use  of  a  hand-lance 
steam  jet  to  clean  the  bottom  tubes  as  recommended  by  the  author 
is  unnecessary.  The  top  of  the  tubes  should,  of  course,  be  kept  free 
from  the  accumulation  of  ash,  which  acts  as  an  insulator  and  which 
tends  to  carry  the  heat  in  the  ash  and  gases  through  the  boiler  to  the 
stack. 

While  any  ash  accumulation  in  the  bottom  of  the  furnace 
should  be  periodically  removed,  at  the  same  time  with  a  proper 
design  of  hot-zone  and  cold-zone  furnace  any  ordinary  accumula- 
tion should  not  convert  into  slag. 

In  comparing  pulverized  equipment  with  stoker  equipment,  the 
author  states  that  considerably  less  excess  air  is  required  with  the 
former.  The  amount  of  air  injected  with  the  fuel  into  the  furnace, 
however,  should  be  a  negligible  percentage  of  that  required  for  com- 
bustion, the  only  function  of  that  air  being  a  conveying  and  com- 
mingling medium.  In  the  Edge  Moor  installation  to  which  the 
author  refers,  the  percentage  of  air  entering  with  the  fuel  is  about 
1^  per  cent  of  that  necessary  for  combustion,  the  remaining  98J 
per  cent  being  induced  by  the  stack. 

Pulverized  Fuel  for  Locomotives,  From  a  study  made  of  the  coal 
measures  in  the  southern  part  of  Brazil  during  1904-06,  it  was 
concluded  that  the  native  coal  was  unsuitable  for  economic  use. 
Later,  during  1915-16,  at  the  direction  of  Dr.  Miguel  Arrojado 
Lisboa,  then  Director  of  Government-Operated  Railways,  an  in- 
vestigation was  made  of  the  use  of  pulverized  fuel  in  the  United 
States,  with  the  result  that  the  Central  Railway  of  Brazil  decided 
to  install  at  15-ton-per-hour  capacity  fuel-preparing  and  coaling 
plant  and  a  stationary  boiler  equipment  at  Barra  do  Pirahy,  an 
engine  house  and  shop  terminal  about  65  miles  north  of  Rio.  Plans 
and  specifications  were  prepared  and  installation  was  made  of  the 
**Lopulco^'  system  by  the  International  Pulverized  Fuel  Corpora- 
tion of  New  York.  Arrangements  were  also  made  for  the  equipping 
of  250  existing  and  new  locomotives  with  the  same  system  and  by 
the  same  company,  and  since  that  time  twelve  ten-wheel-type  and 
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two  Consolidation-type  locomotives  have  been  newly  built  and  so 
equipped,  by  the  American  Locomotive  Company,  and  put  into 
regular  use  on  the  Central  Railway  of  Brazil. 

The  first  official  run  with  Brazilian  native  coal,  pulverized,  was 
made  on  September  9,  1917,  with  a  special  train  tliat  transported 
Dr.  Wenceslao  Braz,  President  of  the  Republic  of  Brazil,  and  his 
staff.  T(*n-wheel-type  locomotive  No.  282  handled  the  President's 
special  train  from  Barra  do  Pirahy  to  Cruzeiro,  a  distance  of  about 
90  miles,  and  during  the  greater  part  of  the  trip  President  Braz 
remained  in  the  locomotive  cab  and  fired  the  locomotive,  on  which 
the  steam  pressure  was  fully  maintained  throughout,  without  any 
smoke. 

As  the  result  of  this  performance,  President  Braz  sent  a  tele- 
gram to  the  Minister  of  Public  Works,  as  follows: 

From  Barra  do  Pirahy  to  Vargem  Alegre,  I  traveled  on  ten- 
wheel  locomotive  No.  282,  fitted  for  the  use  of  pulverized  fuel,  witli 
excellent  results.  The  trip  was  made  with  a  velocity  of  63  kilomet(»rs 
per  hour,  having  a  train  of  210  units  behind  it.  I  take  great  pleasun* 
to  give  you  this  communication  which  I  am  certain  will  1x5  receivcMl 
by  all  Brazilians  interested  as  solution  of  one  of  your  most  impor- 
tant national  problems.    Salutation. 

Wkxceslao  Braz. 
Barra  Mensa,  September  9,  1917. 

The  Central  Railway  of  Brazil  locomotives  equipped  with 
pulverized-fuel-burning  equipment  are  oiK*rating  in  fast-passenger, 
mixed-passi^nger  and  freight,  and  freight  service,  and  all  are  giving 
excellent  results. 

In  tests  rec(»ntl3'  conducted  with  Brazilian  native  coal  and  lig- 
nite the  distance  traveled  during  trials  was  118  miles  and  the  boiler 
j^ressun*  remained  almost  constantly  at  175  11).,  which  is  working 
pressun*.    TIk*  results  of  th(\*^e  t(»sts  may  be  found  in  Table  5. 

The  only  difficulty  inrt  with  has  bi»en  in  instructing  the  engine- 
men,  who  were  not  ac(iuainted  with  this  method  of  combustion, 
and  for  this  purpose  an  illustrated  instruction  Imok  has  been  issued 
to  ('ach  man. 

Only  by  adopting  this  pulverized-fud  sy^?tem  hiis  the  problem 
of  \hv  utilization  of  Brazilian  fut^l.  which  cannot  l)e  bumed  prac- 
lirally  or  iMMHioinically  on  ^ratfs  or  in  n't(»rts.  or  utilized  to  good 
a«lvantai:i'  r»>r  the  produ«'tion  of  j^n Mincer  tjas.  lu'en  solved,  and  the 
drvclupnu'iit  <>t'  thr  hativr  coal  fu'Ms  of  the  country  is  now  in  process 
tlihHmh  the  c>tal)1i>hincnt  of  steamship  and  niilway  means  of  trans- 
poriatjiin  t'lciin  tin-  iiiinr^.  and  in  the  actual  mining  developments. 
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In  the  United  States  the  development  work  in  connection  with 
the  use  of  pulverized  anthracite  and  bituminous  coals  and  Ugnite 
for  steam  locomotives  has  been  carried  out  by  making  applica- 


PERCENTAGE  ANALYSES  OF  FUELS  USED 


Name 


Jacuhy 

Santa  Catharina 
S.  Jeronymo . . . . 
Cacapava 


Kind 


Bituminous 

Bituminous 

Bituminous 

Lignite 


Moisture 


6.10 
12.60 

3.00 
19.00 


Volatile 


22.40 
36.00 
31.00 
36.00 


Fixed 
Carbon 


45.70 
42.10 
39.30 
19.20 


Ash 


19.80 

9.00 

26.70 

25.80 


B.t.u. 
per  lb. 


10,851 

10.259 

9,565 

5.249 


PERFORMANCE  DATA 


Fuel 

B.t.u. 
per  lb. 

Quantity 

burned 

per  trip, 

net  tons 

Evapora- 
tion, lb. 
water  per 
lb.  <A  fuel 

Ash  found 
in  firebox 

Name 

Kind 

and  pan, 
lb. 

Jftc^ihy 

Bituminoiis 

Bituminous 

Bituminous 

Lignite 

10.851 
10.259 
9.565 
5.249 

4.19 
3.5 
5.419 
4.41 

7.2 
7.1 

7.1 
7.3 

176 

Santa  Catharina 

S.  Jeronymo 

176 
198- 

Cacapava 
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tion  to  single  locomotives  of  different  types  which  were  distributed 
on  five  different  railroads  of  the  country  in  order  to  determine  upon 
a  composite  and  interchangeable  pulverized-fuel-feeding,  burning 
and  furnace  equipment  that  would  be  adaptable  to  any  kind  or 
size  of  steam  locomotive,  as  well  as  to  all  possible  fuels  or  combina- 
tion of  fuels  locally  available,  and  which  at  the  same  time  would 
permit  of  the  quick  conversion  from  pulverized  fuel  to  fuel  oil,  and 
vice  versa. 

When  it  is  taken  into  consideration  how  many  modifications  of 
firebox,  grate,  ashpan,  brick  arch,  smokebox  draft  appUances,  ex- 
haust nozzle  and  stack  designs  and  equipments  are  required  to 
adapt  steam  locomotives  to  the  various  anthracite  and  soft  bitu- 
minous coals  and  lignites  as  used  for  fuel,  even  on  a  single  railway, 
it  can  readily  be  imagined  what  the  development  of  a  single  pul- 
verized-fuel-firing  mechanism  and  furnace  arrangement  for  the 
entire  United  States  has  involved,  particularly  to  make  it  adaptable 
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to  existing  us  well  cOS  new  designs  of  locomotives.  For  example, 
the  time  rociuired  for  the  development  and  the  practical  use  of  fuel 
oil  and  of  a  Siitisfactory  superheater  is  comparable. 

During  the  past  year  the  financial,  labor  and  material  condi- 
tions on  steam  railways,  brought  about  by  the  war,  have  prevented 
any  appropriations  being  made  for  the  equipping  of  operating  ter- 
minals and  divisions  in  the  United  States  for  the  extended  use  of 
pulverized  fuel,  but  the  result  of  what  has  obtained  may  be  summed 
up  in  the  following  data  applying  to  The  Delaware  and  Hudson 
Company  and  the  Atchison,  Topeka  &  Santa  F6  Railway: 

On  The  Delaware  and  Hudson  Company  a  newly  built  Con- 
solidation tyjH^  of  freight  locomotive,  No.  1200,  with  a  tractive  power 
of  from  01,400  to  04,000  lb.,  was  equipped  for  experimental  purposes, 
frt>m  March  1916  to  August  1917,  and  operated  in  road  freight 
service  betwinni  Carbondale  and  Plymouth,  Pa.,  and  Oneonta,  N.Y., 
on  runs  of  frwn  37  to  94  miles  one  way.  Pulverized  fuel  was  supplied 
fn>m  The  Hudson  Coal  Company's  stationary-boiler  experimental 
pulverizing  plant  at  Olyphant,  Pa. 

This  locomotive  was  designed  for  a  working  steam  pressure  of 
195  lb.,  but  the  Innler  was  designed  to  carry  215  lb.  steam  pres- 
sun\  Witli  195  lb.  working  pressure  the  cylinder  horsepower  rating 
is  23t>S  and  the  Innler  hoi*sei>ower  rating  2540,  giving  a  107.2  per 
cent  Innler. 

Pulverizeil-fuel  tests  wen*  made  with  the  following  adjustments: 


Atlju!it  incut 


Boiler 

Tractive 

Fmetaroi 

piYMurc,  lb. 

power.  lb. 

adhenoo 

R«suIU 

195 

61.400 

4.36 

O.K. 

1\X) 

63.000 

4.24 

O.K. 

LXV» 

64.600 

4.14 

O.K. 

i            210 

I 

1 

m:2oo 

4.03 

O.K. 

Tho  raw  oivtl  which  was  supplied  for  those  tests  analyzed  about 
:\s  follows: 

Pag*  418,  bottom  table  should  read; 


Content 


Anthracite 
Slush 


Moisture  . 
Volatile      . 
Fixed  Carbon 

Ash 
B.t.u 


1.30 

6.34 

65.70 

27.96 

10.500 


Anthracite 
Birdseye 


0.50 

8.44 

62.66 

28.40 

10.100 


Bituminous 
Slack 


1.67 
23.63 
65.16 
13.21 
13,671 
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This  raw  coal  was  mixed  in  the  proportion  of  60  per  cent  an- 
thracite and  40  per  cent  bituminous,  which,  after  drying  and  pul- 
verizing, produced  a  fuel  of  from  15  to  20  per  cent  volatile  content. 
This  was  entirely  satisfactory  for  locomotive  purposes  and  yielded 
an  average  of  one  boiler  horsepower  for  each  1.4  sq.  ft.  of  combined 
firebox  and  tube  heating  surface. 

Dynamometer-car  tests  conducted  to  determine  sustained  pull- 
ing capacity  on  heavy  grades  and  at  starting  gave  the  following 
results: 


MftTlmuiP 

Speed 

Reverse 

dynamometer 

miles 

lever 

Throttle 

Boiler 

Grade  on 

drawbar 

per 

cutK)flF, 

opening. 

pressure. 

line. 

pull,  lb. 

hour 

per  cent 

per  cent 

lb. 

per  cent 

64.000 

At  start 

Full 

75 

200 

1.65 

59.000 

6 

66 

FuU 

205 

1.65 

58.000 

8 

66 

FuU 

205 

0.72 

56,000 

lOJ 

66 

FuU 

205 

0.72 

During  these  tests  a  fuel  mixture  of  60  per  cent  anthracite 
birdseye  and  40  per  cent  bituminous  slack  was  used,  and  the  ap- 
parent evaporation  ranged  from  7.3  to  9.3  lb.  of  water  per  lb.  of 
coal  consumed.    The  coal  fired  per  1000  ton-miles  averaged  202  lb. 

In  heavy-tonnage-service  runs  —  over  ruling  grades  of  from  0.72 
to  1.65  per  cent  —  for  a  distance  of  37  miles  the  following  data 
show  typical  performance: 


Item 


Miles  run 

Speed,  average,  miles  per  hour .  .  . 

Ton-miles,  actual 

Ton-miles,  adjusted 

Coal  consumed  per  1000  ton-miles 
Steam  pressure,  average,  lb 


Trip  No.  1 

Trip  No.  2 

37 

37 

14.5 

13.1 

83.147 

85.758 

88.553 

90.  U3 

186 

202 

199 

200 

When  in  hcavy-mine-run  service  between  Carbondale  and 
Olyphant,  Pa.,  for  the  three  months'  period,  March  13  to  June  12, 
1917,  the  performance  of  the  No.  1200  was  as  follows: 
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Period 

Days  in 
road  service 

Hours  ill 

From 

To 

road  service 

1917 
March  13 
April      13 
May      13 

1917 
April  12 
May    12 
June    12 

28 
27 
26 

301  hr.     3  min. 
301  hr.  30  miu. 
273  hr.  10  min. 

Total .... 

80 

• 

875  hr.  43  min. 

After  the  day^s  work,  upon  arrival  at  the  Carbondale  engine 
tenninal,  the  locomotive  would  be  run  directly  into  the  house,  no 
fire,  track  or  ashpit  delays  or  work  being  required. 

On  the  Atchison,  Topeka  &  Santa  F6  Railway  an  existing 
Mikado  type  of  freight  locomotive,  No.  3111,  with  a  tractive  power 
of  59,600  lb.,  was  equipped  for  experimental  purposes  —  from  May 
1917  to  July  1918,  and  operated  in  road  freight  service  between 
Fort  Madison,  Iowa,  and  Marceline,  Mo.,  on  runs  of  112.7  miles  one 
way.  Pulverized  fuel  was  supplied  from  the  company's  experimental 
pulverizing  plants  at  these  points. 

Dynamometer-car  tests  were  run  with  the  following  average 
results,  using  Frontenac,  Kan.,  run-of-mine  bituminous  coal,  averag- 
ing in  analysis  when  pulverized  as  follows: 

Moisture,  per  cent 1 .  05 

Volatile,  per  cent 32.67 

Fixed  carbon,  per  cent 51 .  57 

Ash,  per  cent 14. 71 

Sulphur,  per  cent 3. 95 

B.t.u.  per  lb 12,022 

Per  (rent  through  ll)0-niuah 97.8 

Per  criit  through  20()-inosh S2.C 

The  p'lH'nil  ])CTfonnanco  uf  the  locomotive  ecjuipix'd  with  the 
Lopulco  pulv(M'izc(l-fm*l  system  was  as  follows: 
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DuOaafniiM Mar.  4  to  Mar.  22,  1018 

Total  tripa  nm  (112.7  milea  eaeh) 14 

Total  ndlea  nm 1678 

ATwace  nmoinc  tinM 5hr.  6  min. 

AToracBqMMl,  milaaper  hour 22.3 

Avvrace  train  tonnace,  net  tona 2273 

AToaoB  gnMB  1000  toiHnika 256.5 

AvwacB  ooal  per  grooi  1000  ton-miles,  lb 82 .4 

Averace  water  per  groee  1000  ton-milee,  lb 666 

ATeraoB  boiler  preeeore,  indicated,  lb 188 

ATerace  feedwater  t«nperatare,  dec.  ' ^br 48 

Arerace  fine-giM  temperature,  deg  fahr 553 

ATeraae  emokebox  draft,  inebes  of  water 11.3 

ATvacB  finboz  draft,  inobeeof  water 1.3 

Arerace  <iaality  of  steam,  per  oent  dry 96 .0 

Arerace  superbeat  in  steam,  deg.  fahr 233 

Awage  lb.  of  coal  per  hour  of  running  time,  per  equivalent  sq.  ft.  of  grate  area 71.3 

Average  lb.  of  ooal  per  hour  of  running  time,  per  sq.  ft.  of  boiler  heating  surface 1 .01 

FUBL   PBUrORMANCB 

EUiuivalent  evaporation,  lb.  of  water  from  and  at  212  deg.  fahr.  per  lb.  of  coal  for  boiler 

and  superheater 9.22 

Per  boiler  horsepoww  for  boiler  and  superheater 11.15 

Combined  efBciency  for  boiler  and  superheater,  per  oent 74 . 5 

Thermal  efficiency  for  locomotive,  per  cent 4 .  19 


An  actual  evaporation  (not  corrected  for  the  quality  of  steam) 
showed  at  the  rate  of  8.46  lb.  per  sq.  ft.  of  boiler  heating  surface. 

The  combined  boiler  and  superheater  efficiency  showed  a  gain 
of  23.2  per  cent  for  pulverized  fuel  as  compared  with  hand-firing. 

Based  on  the  hand-firing  performance,  the  use  of  pulverized 
fuel  showed  a  saving  of  22.5  per  cent  in  fuel.  The  combustion  was 
practicaUy  smokeless  and  the  pulverized-fuel  operating  mechanism 
gave  no  trouble. 

Fig.  1  shows  a  typical  application  of  a  pulverized-fuel-buming 
furnace  as  adapted  to  a  modem  steam-locomotive  type  of  boiler 
for  the  use  of  any  soUd  fuel  having  15  per  cent  or  higher  volatile* 
or  for  fuel  oil,  regardless  as  to  the  other  chemical  characteristics. 

Pulverized  Fuel  in  Marine  Service.  During  September  1918 
quite  a  number  of  tests  were  made  on  the  USS  Gem  (SP-41)  on  Long 
Island  Soimd  to  determine  what  results  could  be  obtained  from  the 
use  of  Navy  Department  specification  coal  in  pulverized  form  as 
compared  with  oil  and  other  fuels. 

One  of  the  two  Normand  type  of  water-tube  boilers  was  equipped 
with  two  pulverized-fuel  feeders  and  burners,  the  furnace   being 
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fitted  up  with  firebrick  in  a  manner  that  would  enable  the  use  of 
either  pulverized  coal  or  fuel  oil,  or  a  combination  of  both.  On 
account  of  the  boiler  not  being  equipped  with  induced  draft  the 
pulverized-fuel  induced-air  burners  were  connected  to  the  regular 
air-blast  system  instead  of  being  open  to  the  atmosphere. 


Costdtu     ITn 
, ^    /^rfo'vfrd.....  . 


L    /^rfo'Vf 


Half  Section 
on  B-B 


Ha  !f  Section 
cr  AA 


Fia.  1     Typical    Application    of    a    Pulverized-Fuel-Burning  Furnace 

TO  A  Steam-Locomotive  Boiler 

The  characteristics  of  the  coal  used,  after  pulverization,  were 
as  follows: 

M(>i^<t  ure,  per  cent 1 .  02 

Volatile,  per  cent 18. 70 

Fixed  carbon,  per  cent 75. 10 

Ash,  per  cent 5. 18 

Sulphur,  per  cent 0. 65 

B.t.u.  per  lb 14,975 

Fineness: 

Percentage  through  a  2(K)-!nesh  s<Teen 83.6 

Percentjvge  through  a  100-inesh  s(Te<»n 92.0 


On  September  18,  1918,  a  four-hour  run  was  made,  from  8.30 
A.M.  to  12.30  P.M.,  during  the  last  two  hours  of  which  the  mo6t 
economical  speed  for  the  ship,  i.e.,  16  knots  per  hour,  obtained,  and 
which  onal)l(^d  the  enjriues  to  take  the  steam  as  fast  as  generated. 
This  sjMH'd  was  niaintaiiu'd  for  the  two-hour  period,  and  .then,  as 
(luriiijz;  tlir  I'litin^  four-liour  ti'st  run,  the  furnace  operation  was  good 
there  was  no  heat  etlect  on  the  refractory  —and  there  was  either 
no  smoke,  or  it  was  very  lijrht ;  there  was  no  accumulation  of  slag 
or  ash  on  llu^  boiler  tubes  or  settings,  and  had  lh(^  boiler  been  equipped 
with  induced  draft  the  etlieitMiey  results  would  hav(»  been  Ix^tter  and 
(he  light  srnok(»  that  was  pnxlueed  would  havt'  b(M»n  entirely  elimi- 
natetl. 
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The  log  of  the  test  for  the  last  two  hours  of  this  four-hour  con- 
tinuous run  was  as  follows: 


TEST   NO.   23.   SEPTEMBER   18,   1918 


Time  fired  up 8.30  a.m. 

Time  of  test 10.30  a.m.  to  12.30  p.m. 

Duration  of  test,  houn 2 

Arenge  speed,  knots 16  approx. 

Average  boilo*  pressure,  lb 210 

Average  superheat,  deg.  fahr 67.5  (max.  86) 

Average  flue-gas  temperature,  deg.  fahr 541  (max.  570,  min.  500) 

Average  indicated  horsepower 751 

Average  revolutions  per  minute 261 . 5 

Total  pulverised  fuel  fired,  lb 3,235 

Coal  per  Lhp.-hr.,  lb 2 .  15 

Total  water  evaporated  from  and  at  212  deg.  (on  basis  of  25  lb. 

per  i.hp  -hr  ),  lb 37.550 

Water  evaporated  per  lb.  of  coal  from  and  at  212  deg.,  lb 11.6 

Boiler  eflBciency,  per  cent 75  approx. 

COj  per  cent Avg,  13.5,  max.  14,  min.  13 

Coal Pocahontas  Bituminous 

Lepulco  system  equipment  operation Good 

Lcpulco  system  furnace  operation Good 

Smoke Light 

Brickwork  heat  eflFect None 


This  same  boiler  when  using  fuel  oil  of  about  18,500  B.t.u. 
and  when  operating  at  a  speed  of  14  knots,  develops  an  indicated 
horsepower-hour  on  1.68  lb.  ©f  such  fuel.  Therefore,  with  coal  of 
14,975  B.t.u.,  in  order  to  give  equivalent  results  it  should  use  2.08 
lb.  per  i.hp-hr.;  whereas  the  performance  at  16  knots  shows  2.15 
lb.  per  i.hp-hr. 

A  comparison  of  superheat  as  obtained  with  straight  pulverized 
fuel  and  with  fuel  oil,  respectively,  on  various  test  trips  follows: 


Trip 
No. 


22 
17 
23 


Pulverized  Fuel 


Average 

knutd 


10 
12 

16 


Average 
superheat 
deg.  fahr. 


43 
73 
66 


Trip 
No. 


14 
16 
24 


FuelOU 


Average 
knots 


10 
12 
14 


Average 
superheat 
deg.  fahr. 


45 
70 
58 
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Edwin  Lundgren,  who  opened  the  oral  discusfflon,  called  at- 
tention to  the  large  combuation  space  specified  in  Mr.  Hanison'n 
paper  for  a  boiler  burning  pulverized  fuel  ae  comparea  to  a  stoker- 
fired  boiler,  especially  when  the  boiler  was  to  be  operated  at,  say, 
300  per  cent  of  rating.  In  the  matter  of  draft,  he  thought  Mr.  Har- 
rison had  not  taken  the  resistance  of  the  boiler  into  consideration  in 
specifying  but  0.10  to  0.15  in.  For  the  ordinary  type  of  boiler  a 
draft  of  about  0.15  in.  was  required  at  100  per  cent  rating,  which 
increased  to  about  0.7  in.  for  300  per  cent  rating.  A  stack  100  ft. 
high  would  give  about  0.6  in.  draft,  so  that  a  height  of  36  ft,  was  out 
of  the  question. 

As  to  the  low  efficiency  (63  to  65  per  cent)  of  stoker-fired  plants 
mentioned  in  the  paper  by  Messrs.  Scheffler  and  Bamhurst,  he 
would  cite  the  Detroit  Edison  plant  where  an  average  efficiency  of 

t 
1. 


fyCwt  Boil»r  Rating. 

Fia.  2  BouiER  EFnctEKCT  Curves,  Cincinnati  Gas  and  Himcimic  Co. 
76  per  cent  was  maintained  throughout  the  year,  and  where  Dr. 
Jacobus'  series  of  24-hour  tests  showed  eSiciencies  of  80  per  cent  or 
better.  Also,  the  Cincinnati  Gas  &  Electric  Co.  maintained  a  com- 
bined boiler  and  furnace  efficiency  of  about  80  per  cent  in  their 
plant  constructed  to  maintain  365  per  cent  maximum  capacity  and 
300  per  cent  continuous  capacity. 

The  efficiency  curves  are  shown  in  Fig.  2. 

With  regard  to  combustible  in  the  aali,  he  said,  the  plant  of  the 
Boston  Edison  Co.  had  a  record  of  as  low  average  percentage  of 
nimbustible  ns  8  and  10  per  cent  and  the  Detroit  Edison  plant  as 
Iinv  as  11  per  cent,  under  daily  operating  conditions. 

Then-  w:is  no  ijuostinn  but  what  pulverized- fuel  equipment 
would  be  useful  in  burning  some  of  the  rhonpcr  grades  of  fuel,  tike 
some  of  the  western  fuels,  for  which  it  pcemed  no  real  type  of  stoker 
!i;nt  hcfu  dcsigneil.    He  did  not  believe,  however,  that  it  would  be 
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generally  applied  to  modem  central  stations,  for  one  reason  because 
the  pulveri2ed-fuel-eq\iipment  buildings,  to  judge  from  the  slides 
shown,  appeared  to  be  about  as  large  as  the  power  stations  proper. 

C.  F.  HiRSHFELD  said  that  in  modem  boiler  plants  the  chief 
losses  were  due  to  carbon  in  the  ash  and  to  heat  escaping  up  the 
stack.  The  Detroit  Edison  Co.  operated  under  good  conditions  with 
10  per  cent  of  carbon  in  the  ash,  or  a  very  small  per  cent  of  the  fuel 
originally  fired,  and  with  but  10  to  12  per  cent  of  excess  air.  If  use 
of  powdered  fuel  would  make  it  possible  to  bum  all  the  carbon  in  the 
coal  —  which  was  contrary  to  his  experience  —  and  with  no  greater 
amount  of  excess  air,  the  saving  effected  would  still  be  of  little  con- 
sequence. He  believed  in  using  powdered  coal  where  conditions 
were  such  that  it  was  distinctly  economical  to  do  so,  but  these  did 
not  appear  to  obtain  at  the  Detroit  plants.  In  his  opinion  there  was 
greater  chan<!e  for  improvement  in  the  turbine  end  of  the  plant  than 
in  the  boiler  room. 

As  to  greater  uniformity  of  flame  and  temperature,  which  con- 
duced to  longer  life  of  the  fumace  lining,  he  believed  that  the  ad- 
vantage was  with  the  stoker  with  its  smooth  bed  of  incandescent 
fuel.  While  powdered  fuel  might  be  more  adaptable  when  a  wider 
range  of  fuels  had  to  be  used,  the  stoker  seemed  just  as  adaptable 
so  far  as  the  art  had  developed. 

In  the  paper  by  Messrs.  Scheffler  and  Bamhurst  the  power  for 
operating  a  stoker  was  stated  to  be  2  per  cent  of  the  total  boiler  hp. 
In  the  Detroit  Edison  Co/s  plant,  however,  it  was  much  less  than  1 
per  cent  with  the  boilers  operated  at  200  per  cent  of  rating. 

H.  Wade  Hibbard  said  that  in  a  larger  plant  he  had  in  mind  an 
increased  eflBciency  resulted  from  adding  moisture  to  coal  that  had 
dried  out  too  much  before  it  reached  the  stokers.  He  therefore 
asked  whether  drying  was  necessary  in  order  that  the  coal  might  be 
thoroughly  pulverized,  and  also  whether  there  had  been  any  experi- 
ments performed  in  introducing  steam  along  with  the  powdered  coal. 
Afl5rmative  replies  were  respectively  made  to  these  queries  by 
Messrs.  ScheflBer  and  Bamhurst,  the  latter  adding  that  he  did  not 
know  whether  the  introduction  of  moisture  had  increased  the  effi- 
ciency. 

P.  A.  PoppENHUSEN,  referring  to  a  statement  made  by  Mr. 
Lundgren,  said  that  his  company  had  successfully  adapted  the 


426  PULVERIZED   FUEL 

chain-grate  stoker  to  the  burning  of  lignites  of  all  grades  and  con- 
taining as  high  as  30  per  cent  of  moisture,  and  that  24-hoiir  tests 
had  shown  eflBcicncies  of  from  76  to  78  per  cent.  The  power  to 
operate  a  stoker  was  insignificant  —  less  than  0.5  hp.  per  unit, 
whether  a  200-hp.  or  a  600-hp.  unit.  He  thouglit  Mr.  ScheflBer's 
figure  of  $64,000  low  for  the  cost  of  a  pulverizing  plant  of  100  tons 
daily  capacity,  and  asked  how  large  a  plant  should  be  in  order  that 
this  cost  would  not  be  prohibitive. 

John  Van  Brunt,  calling  attention  to  Mr.  Harrison's  refer- 
ence to  coke  breeze,  said  he  could  state  that  over  75,000  hp.  of 
boilers  equipped  with  traveling-grate  stokers  were  now  satisfactorily 
operating  on  this  waste  fuel  in  the  large  steel  plants  and  gas  works 
of  the  country. 

Gilbert  A.  Young  spoke  of  successful  experimental  work  car- 
ried on  for  the  past  two  years  at  Purdue  University  on  a  furnace 
for  burning  crushed,  undried  coal  containing  as  high  as  20  per  cent 
moisture.  The  particles  after  crushing  ranged  from  the  size  of  a 
match  head  down  to  powder  passing  a  200-mesh  screen.  He  hoped 
to  submit  a  paper  later  giving  comparative  tests  of  the  crushed-coal 
furnace  and  several  types  of  stokers,  all  operating  under  the  same 
conditions. 

W.  P.  Frey  ^  said  that  his  company  burned  1,000,000  tons  of 
coal  a  year  for  steam  and  electric  power,  and  that  he  was  inter- 
ested in  pulverized  fuel  as  a  possible  means  of  utilizing  the  twenty- 
odd  million  tons  of  small  coal  lying  on  the  ground  in  the  anthra- 
cite regions.  But  as  it  was  said  to  take  twice  as  much  power  to 
pulverize  anthracite  as  bituminous  coal,  and  as  the  minimum  wage 
for  the  anthracite  union  laborer  was  43  cents  i>er  hour,  this  would 
make  the  cost  of  pulverizing  the  $1  coal  in  question  about  75  cents, 
and  he  did  not  sec  how  pulverizing  would  make  up  for  this  enormous 
difference.  Firing  a  boiler  at  a  high  rating  with  anthracite  required 
far  more  draft  at  the  damper  than  the  0.10  to  0.15  in.  mentioned  in 
Mr.  Harrison's  paper,  and  in  consequence  stacks  much  higher  than 
40  ft.  The  iiro-hrick  i>rol)lem  was  a  very  important  one,  and  he 
would  he  obliged  if  Mr.  Sclieffler  or  Mr.  Barnhurst  would  give 
ppcciiications  for  bricks  that  in  the  lonK  run  would  stand  the  steady 
temperature  of  over  3000  (lej]j.  that  they  would  have  with  their 
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low  supply  of  air,  unless  they  reduced  the  temperature  in  the  com- 
bustion chamber. 

W.  L.  WoTHERSPOON  referred  to  tests  he  had  made  ten  years 
ago  in  South  Africa  on  a  Bettington  boiler  fired  with  pulverized 
fuel  and  the  comparative  results  obtained  between  it  and  a  B.  &  W. 
boiler  with  a  chain-grate  stoker.  With  boilers  of  about  1000  hp.  the 
overall  efficiencies  obtained  were  practically  equal.  Low-grade 
fuels  of  about  9500  B.t.u.,  of  which  large  quantities  were  available 
in  the  Transvaal,  were  used,  and  the  results  obtained  were  such  that 
some  of  the  Bettington  boilers  installed  at  that  time  are  still  in  use. 

There  are  several  in  use  in  England,  and  two  or  three  have  been 
in  continuous  use  in  Nova  Scotia,  Canada,  for  about  five  years. 

More  recently  he  had  been  paying  attention  to  the  use  of  pul- 
verized fuel  in  connection  with  smelting  in  blast  furnaces,  where 
combustion  takes  place  under  pressure.  Development  work  had 
reached  a  state  where  it  had  been  able  to  carry  on  a  continuous  test 
for  eight  days  and  smelt  the  refractory  copper-nickel  ores  of  the 
Sudbury  district  with  50  per  cent  of  the  normal  coke  used  replaced 
by  pulverized  coal. 

At  the  smelter  where  these  tests  were  made  coke  cost  approxi- 
mately twice  that  of  bituminous  coal.  He  also  referred  to  tests  at 
The  Tennessee  Copper  Company  ^s  smelter,  where  pulverized  coal 
had  been  used  in  the  smelting  of  copper  ores  in  the  standard  blast 
furnace. 

Continuous  tests  had  been  made  for  periods  of  ten  to  twelve 
days  with  practically  all  the  coke  replaced  by  pulverized  coal  and, 
in  addition,  it  was  found  the  total  weight  of  fuel  used  was  about 
25  per  cent  less. 

Regarding  the  cost  for  drying  and  pulverizing  coal,  the  pre- 
war cost  at  The  International  Nickel  Company^s  smelter  in  Ontario, 
Canada,  was  40  cents  per  ton,  but  owing  to  the  increased  cost  of 
labor,  repairs  and  supplies  due  to  the  abnormal  conditions  now 
existent,  the  costs  were  practically  double. 

Referring  to  the  transmission  of  pulverized  fuel,  the  screw-con- 
veyor had  been  commonly  adopted  in  the  past,  but  compressed  air 
was  now  being  used  to  a  greater  extent,  and  he  had  recently  carried 
out  experiments  in  Canada  on  the  transmission  of  fuel  by  com- 
pressed air  and  found  it  possible  to  convey  2^  tons  in  five  minutes 
through  a  3-in.  pipe,  over  a  horizontal  distance  of  1200  ft.^and  then 
elevated  60  ft.    These  experiments  were  made  in  order  to  prove  the 
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practibility  of  utilizing  compressed  air  for  transmitting  about  50 
tons  of  fuel  per  day  from  the  pulverized  fuel  plant  at  the  reverbera- 
tory  furnace  department  to  the  blast  furnace  in  a  separate  building 
at  considerable  distance. 

The  air  pressure  used  was  70  lb.  and  the  results  were  quite  satis- 
factory and  were  in  use  for  several  months.  This  method  might 
prove  advantageous  for  the  transmission  of  pulverized  fuel  from  a 
central  pulverizing  plant  to  several  isolated  power  plants  by  means 
of  underground  pipe  lines. 

W.  E.  Snyder  felt  that  while  pulverized  coal  was  an  ideal  fuel 
in  the  cement  plant,  there  were,  nevertheless,  many  problems  to  be 
solved  in  regard  to  its  use  in  steel  furnaces  and  under  boilers.  The 
best  modem  stoker-fired  plants  showed  very  high  efficiencies,  and 
with  the  same  expenditure  of  intelligence  the  pulverized-coal  plant 
might  be  brought  to  equal  them. 

He  had  experienced  difficulty  in  obtaining  definite  facts  regard- 
ing performances  of  pulvcrized-fuel  installations,  and  was  skeptical 
as  to  the  accuracy  obtained  in  measuring  the  coal  by  observing  the 
revolutions  of  the  feed  screw,  for  it  did  not  always  give  the  same 
quantity  per  revolution.  Apropos  of  acciu*ate  measurementSy  Mr. 
Snyder  caused  considerable  amusement  by  telling  of  the  man  in 
charge  of  a  small  power  plant  who  had  succeeded  in  overcoming 
troubles  he  had  experienced  with  a  venturi  meter  by  merely  boring 
out  the  narrow  part! 

Narrowing  down  the  comparison  of  the  two  methods  of  getting 
coal  into  the  boiler  furnace,  lie  said,  it  resolved  itself  into  a  ver\" 
simple  matter  of  reducing  waste  in  the  ashpit  and  up  the  stack,  and 
a  possible  saving  in  repairs  and  maintenance  of  the  means  employed 
to  handle  the  fuel. 

W.  F.  Vkrnkr  gave  estimates  that  had  l>cen  prepared  covering 
the  cDinparative  costs  of  ojHTatinp:  six  2400-hp.  boilers  at  the  Ford 
Motor  Company's  blast-furnace  plant  with  pulverized  fuel  and  with 
stokcT  \\\v\.  Tho  ostiinatod  cost  for  the  pulverizer  equipment  and 
luiiltliniis  was  SCOl.(KK)  ami  for  a  corresponding  stoker  plant 
S47r>.(K)0.  Tlio  rost  of  pulvorizing  per  ton,  including  fixed  charges, 
powiT.  in;iinttMi:iiu'0.  luhrirants.  I'to..  anvl  labor  (at  88  per  day)  was 
S(K70;  \ov  transiTiissioTi  irom  pulvorizinc  building  to  boiler  room, 
S(V2.">:  an«l  for  boiliT  room.  ?l.i;>:  or  a  total  of  S2.14.  For  a  cor- 
n'spomllTii:  sti^krr  plant   tlio  liiruros  wore:   for  transmission  from 
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breaker  building,  $0^4;  boiler  room,  $1.66;  total,  $1.90.  For  a 
plant  with  twelve  2400-hp.  boilers  the  total  for  the  pulverized-coal 
installation  was  $1.63,  and  for  the  stoker  equipment,  $1.49.  These 
figures,  in  connection  with  the  higher  estimated  efl5ciency  of  the  pul- 
verized-fuel  plant,  indicated  for  it  a  saving  of  4  per  cent  over  the 
stoker  plant. 

One  important  point  in  favor  of  pulverized-fuel  plants  was  that 
the  stand-by  losses  were  reduced  to  a  minimum  as  compared  with 
stoker  installations,  where  the  fires  had  to  be  banked  over  the  shut- 
down periods.  An  additional  reason  for  installing  the  former  was 
that  blast-furnace  gas  would  be  available  for  use  under  the  boilers 
and  in  quantity  suflBcient  to  carry  the  light  loads. 

John  A.  Stevens  thought  that  the  matter  of  stand-by  losses 
brought  out  by  Mr.  Verner  a  very  important  one.  In  New  England 
factories  running  on  one  shift  of  9  hours  a  day,  the  stand-by  coal 
required  in  the  best  hand-fired  plants  ranged  from  20  to  25  per 
cent  of  the  daily  consumption.  This,  of  course,  decreases  with 
greater  number  of  shifts,  or  with  continuous  rims  of  say  24  hours, 
as  in  paper  mills.  With  stoker  fired  boilers  there  is  a  loss  in  run- 
ning full  load  right  up  to  quitting  time,  and  also  in  burning  a  bank 
of  coal. 

R.  Sanford  Riley  said  that  the  papers  and  discussion  were 
valuable  in  directing  attention  to  the  problem  involved  in  all  com- 
bustion— ^the  carburization  of  air.  The  final  question  regarding  the 
two  systems  of  burning  fuel  imder  consideration  was  which  would 
prove  the  more  satisfactory  imder  the  long,  hard  test  of  average 
conditions,  and  he  felt  that  in  the  long  run  the  simpler  apparatus 
would  win  out. 

Edward  N.  Trump  spoke  of  experiments  he  had  made  about 
25  years  ago  in  burning  powdered  fuel  under  a  300-hp.  B.  &  W. 
boiler.  The  furnace  used  had  too  small  a  combustion  chamber,  and 
the  ash  accumulated  and  blocked  the  passages  between  the  tubes 
in  less  than  a  week.  This  ash  had  taken  up  tar  from  the  combustion 
products  and  clung  to  the  tubes,  and  it  proved  very  diflBcult  to  scrape 
off.  It  was  important,  therefore,  to  see  that  the  combustion  chamber 
was  large  enough,  and,  as  noted  in  Mr.  Harrison's  paper,  that  the 
boiler  tubes  and  surfaces  were  carefully  and  frequently  blown. 

H.  G.  Barn  HURST,  in  closing  the  oral  discussion,  said  that  there 
were  certain  arguments  in  favor  of  pulverized  coal  for  certain  lo- 
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calities  and  for  certain  grades  of  fuel  which  could  hardly  be  over- 
come by  any  other  method  of  burning.  One  point  which  had  not 
been  brought  out  was  the  fact  that  by  pulverizing  coal  and  burning 
it  in  a  furnace  the  boiler  installation  was  made  entirely  inde- 
pendent of  any  particular  quality  of  fuel.  In  the  course  of  experi- 
menting his  company  had  burned  coal  with  as  low  as  2  per  cent  of 
volatile  matter  and  up  to  40  per  cent  with  an  ash  content  running 
as  high  as  51  per  cent,  just  to  show  that  the  percentage  of  ash  did 
not  aflfect  or  interfere  with  the  combustion  conditions.  Mr.  Trump's 
main  troubles,  he  thought,  were  due  not  only  to  the  small  com- 
bustion chamber  used,  but  also  to  the  fact  that  his  coal  was  not 
finely  pulverized.  He  wished  again  to  emphasize  the  fact  that  the 
coal  must  be  pulverized  to  a  very  high  degree  of  fineness  in  order  to 
get  good  results  —  two  or  three  hundred  million  particles  to  the 
cubic  inch.  This  increased  the  surface  exposed  to  the  air  about  700 
times  over  that  which  it  was  in  the  form  of  lumps,  and  made  it  very 
much  easier  to  effect  combustion.  Moreover,  various  grades  of 
coal  could  be  burned  which  could  not  be  handled  on  stokers. 

As  to  tlie  volume  of  a  furnace  per  pound  of  coal  burned  per 
minute,  he  would  not  care  to  assign  any  particular  value,  because 
all  combustion  chambers  had  different  shapes.  The  essential  fea- 
ture was  low  velocity  of  the  gases,  for  the  brick  became  plastic  at 
high  temperatures,  and  if  subjected  to  the  action  of  gases  at  a  high 
velocity,  the  under  rows  of  lining  would  be  destroyed. 

The  question  of  furnace  firebrick  was,  of  course,  very  impor- 
tant, and  the  higher  the  grade  used  the  better  would  be  the  results. 
The  ash  accumulation  in  the  bottom  of  the  furnace  by  further  re- 
finements might  be  cared  for  by  movable  hearths  so  that  it  would 
not  build  up  in  the  furnace  and  interfere  with  the  operation.  The 
ash  going  out  of  the  stack,  in  some  cases,  was  now  being  recovered 
to  a  certain  extent,  and  there  was  certainly  a  field  for  recovering 
ash  not  only  from  pulverized-roal-fired  furnaces,  but  also  from 
stoker-tired  furnaces,  because  the  percentage  of  ash  from  many 
stoker  inst:tllMtions,  under  forced-draft  conditions,  rose  very  high. 

Frkt>'k  a.  Si'Mi .ffleu  and  TI.  G.  Barnhurst.  Mr.  Marah 
pn^faces  his  rnnnrks  with  a  n^ference  to  the  desirability  of  utiliiing 
the  }\v-produrt>  from  con].  It  appears  to  the  authors  that  this  is 
n(»f  pertiTinit  to  tlu*  <lisciission  and  that  it  will  not  nniuirc  considera- 
tion until  it  In^'oTnt^s  conuntm  practice  to  remove  the  by-products 
from  roal  U^forr  firini;  on  hand  jirates  or  stokers.  The  inference  is 
that  pulvi^izt'ii  roal  cannot  W  burned'after  removing  the  volatile 
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constituents,  a  supposition  which  is  not  home  out  by  the  facts. 
His  statements  that  pulverized  coal  is  restricted  to  a  field  comprising 
forms  that  cannot  be  burned  on  stokers  is  an  admission  that  pul- 
verized fuels  increase  the  latitude  of  combustibility  and  is  not  sup- 
ported by  evidence. 

In  reply  to  Mr.  Marsh's  objections  to  the  tests  submitted,  it 
should  be  noted  that  with  pulverized  fuels  uniformity  of  opera- 
tion is  obtained  and  maintained  in  a  short  time  after  firing  the 
furnaces,  and  the  variation  in  the  figures  need  not  be  expected  by 
prolonging  the  tests.  In  particular  in  the  test  made  May  18,  1919, 
on  one  of  the  600-hp.  B.  &  W.  boilers  at  the  plant  of  the  Puget 
Soimd  Traction,  Light  and  Power  Co.  at  Seattle,  during  which  both 
the  coal  and  water  were  weighed,  the  duration  of  the  test  being  13f 
hours,  the  efficiency  obtained  was  78.99  per  cent  with  coal  contain- 
ing 10,106  B.t.u.  per  lb.  as  fired. 

In  regard  to  the  figures  assumed  for  stoker  efficiency,  it  is  sub- 
mitted that  the  best  information  we  have  been  able  to  obtain  shows 
that  an  average  efficiency  of  65  per  cent  may  be  expected  in  modern 
power  houses.  Where  power  is  not  produced  for  sale  this  figure 
appears  to  be  too  high.  Mr.  Marsh  does  not  substantiate  his  objec- 
tions to  these  figures. 

In  regard  to  reliability,  it  is  customary  to  duplicate  a  sufficient 
proportion  of  the  pulverizing  equipment  to  obviate  irregular  opera- 
tion in  pulverizing  plants.  This  is  taken  care  of  in  the  figures  on 
investment  charges  given  in  the  paper  and  makes  unnecessary  Mr. 
Marsh's  assumption  that  the  investment  charges  quoted  are  too  low. 

In  reply  to  Mr.  Marsh's  question  as  to  the  latitude  of  pulverized- 
coal  furnaces,  it  should  be  stated  that  a  furnace  built  for  high  volatile 
bituminous  coal  will  not  handle  anthracite  or  coke  breeze.  Where 
a  considerable  variation  in  the  grade  of  available  fuels  is  to  be  ex- 
pected, however,  the  furnace  may  be  designed  to  burn  anthracite 
or  coke  breeze  and  will  then  be  able  to  handle  any  grade  of  bitumi- 
nous fuel  with  slight  changes  in  the  arrangement  of  the  burners. 
It  is  a  matter  of  surprise  to  the  authors  that  the  tests  mentioned  by 
Mr.  Marsh  show  tliat  the  fire  was  unresponsive  with  low-volatile 
coals,  since  it  has  been  their  experience  that  the  flexibility  of  all 
grades  of  fuels  when  pulverized  exceeds  that  obtained  when  burned 
in  lump  form.  The  burner  for  pulverized  fuel  is  very  simple  and  has 
a  wide  range  of  adjustments,  easily  meeting  any  requirements  made 
upon  it  by  a  change  in  the  fuel. 

In  regard  to  adaptability,  the  effect  of  ash  in  coal  is  to  carry 
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away  a  small  amount  of  heat  as  the  percent-age  increases.  The 
excess  air  required  to  burn  fuels  of  the  highest  ash  percentage  is. 
however,  negligible.  It  may  be  stated  in  regard  to  the  varied  effi- 
ciencies shown  in  the  tests  that  pulverized-f uel  furnaces  require  proper 
design  as  well  as  any  other  type,  and  that  tests  in  many  instances 
were  a  part  of  the  experimental  development  and  variations  were 
to  be  expected. 

In  regard  to  the  burning  of  high-ash  coal  on  chain  grates,  it 
should  be  stat<)d  that  the  28.4  per  cent  ash  fuel  mentioned  by  the 
authors  was  tried  out  on  chain  grates  and  was  a  failure.  The  stokers 
were  taken  out  after  they  had  been  proved  incapable  and  return 
was  made  to  liand  firing. 

In  regard  to  flexibility  it  is  readily  admitted  that  pulverized 
fuel  requires  large  furnace  volumes  to  burn  successfully.  It  should 
be  noted,  however,  that  other  types  of  fuels,  including  oil,  are  burned 
more  efficiently  with  large  furnace  volumes,  and  that  the  best  new 
stoker  installations  have  furnace  volumes  as  large  as  required  for 
pulverized  coal.  The  amount  of  heat  that  may  be  developed  in  a 
furnace  with  pulverized  fuel  is  restricted  only  by  the  resisting  powers 
of  the  refractories  up  to  this  maximum.  The  flexibiUty  of  control 
far  exceeds  that  obtained  with  any  other  method  of  burning  solid 
fuels.    The  upper  limit  is  merely  a  matter  of  design  and  rating. 

Under  the  head  of  furnace  design  Mr.  Marsh  again  protests 
against  the  inclusion  of  tests  of  four  or  five  liours'  duration.  This 
has  been  answered  above. 

Mr.  Marsh  objects  to  the  figures  used  for  moisture  percentage  in 
coals.  It  may  be  stated  that  our  tables  were  based  on  a  general 
average  moisture  content  for  the  entire  country.  Further,  the 
figures  given  for  pulverizing  cost  are  th(»  result  of  present  information 
and  the  best  obtainable,  '^rin'y  will  not  vary  gn^atly  except  under 
unusual  conditions. 

We  must  take  exception  to  Mr.  Marshes  statement  tliat  three- 
quart  ei*s  of  the  asih  goes  out  of  the  ehiiniK'V.  (lenerally  speaking, 
20  to  2it  per  cent  will  remain  in  the  eoinbustion  ehaml>er  and  30 
to  U)  prr  ceTit  in  the  stHMtnd  and  third  pass,  aiul  the  balance  in  the 
HiU's  and  out  «»f  tin*  staeks.  NCry  lilt  If  si-tllin^  takes  place  after 
tli«*  pisrs  lr;ivr  tlir  bnilrr.  W  ith  I'oal  iMmtMiniiii;  10  t«»  15  per  cent 
asli  till*  stark  «li-rliara'  i?*  nnt  nhjt'cti«iiiaMi'.  rvrii  in  citit^.  With 
hiiilirr  a>li  euiitriit  it  niiuhl  lu'  imti's^^miv  lo  nri»vi»li'  dust  collectors 
n  th«'  \hu'<  in  city  j>n\vrr  plants. 

In  answer  to  Mr.   Marsh's  qur>tion.  j»u!\iMi/i'il  roal  is  stored 
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in  closed  tanks,  absorbs  moisture  very  slowly,  and  under  the  methods 
of  installation  in  use  does  not  stay  in  storage  for  any  considerable 
period. 

Mr*.  Marsh  criticizes  the  authors'  claims  for  range  of  fuels,  and 
follows  by  asking  of  what  value  the  capacity  to  handle  both  an- 
thracite and  Ugnite  may  be.  It  is  self-evident  that  with  such  a 
range  as  this  many  of  the  intermediate  fuels  may  be  burned.  His 
statement  that  the  cost  of  drying  and  pulverizing  fuel  in  installa- 
tions of  from  500  to  600  tons  daily  capacity  is  over  $1  per  ton  is  at 
variance  with  figures  obtained  from  hundreds  of  plants  and  upon 
which  our  estimates  are  based. 

Mr.  Diman  is  correct  in  stating  that  there  is  a  limit  to  the 
quality  of  low-grade  fuels  that  can  be  used  in  pulverized  form. 
There  is  no  doubt  that  if  the  coal  is  too  low  in  combustible  the  cost 
of  grinding  would  overcome  any  advantage  obtained  in  economy 
of  burning  these  coals  in  pulverized  form.  Success  in  burning  an- 
thracite depends  upon  the  form  of  the  furnace.  As  the  coal  lacks, 
volatile,  increased  temperature  must  be  generated  near  the  burner, 
and  this  is  accomplished  by  the  use  of  some  of  the  products  of  com- 
bustion from  the  furnace  itself.  This  means  designing  the  furnace 
so  that  there  is  a  returning  flame  to  ignite  the  incoming  fuel.  With 
this  arrangement  very  satisfactory  operating  efficiencies  are  being 
obtained,  and  there  is  no  trouble  in  starting  a  furnace  so  designed 
in  but  a  little  more  time  than  that  required  with  pulverized  bitumi- 
nous coal. 

In  Mr.  Peabody's  discussion  of  Mr.  Harrison's  paper  he  states 
that  oil  is  imdoubtedly  superior  to  all  other  fuels  for  boiler  pur- 
poses, and  that  the  furnace  volume  required  for  oil  fuel  is  only 
about  one-quarter  of  the  furnace  volume  specified  in  the  paper  for 
pulverized  coal.  Mr.  Harrison  recommends  a  larger  combustion 
chamber  than  we  know  is  actually  required,  but  we  have  found 
that  where  oil  is  fired  in  pulverized-coal  furnaces  much  better  ef- 
ficiency is  obtained  than  is  obtained  in  furnaces  designed  for  oil 
alone.  Larger  combustion  chambers  are  constantly  being  installed 
under  all  boilers  for  the  purpose  of  obtaining  better  combustion 
conditions.  This  is  due  to  the  fact  that  the  best  mixtures  of  the 
air  and  carbon  or  coal  cannot  be  made  with  the  present  method  of 
oil  or  lump-coal  firing. 

The  slight  extra  cost  of  the  larger  furnaces  required  is  more 
than  overcome  by  the  increase  in  efficiency  obtained  over  other 
methods  of  firing.     It  has  been  mentioned  previously  that  com- 
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bustion  chambers  recommended  for  pulverized  coal  are  no  larger 
than  those  now  being  used  in  a  great  many  stoker  installations. 

Mr.  Hirshfcld  has  probably  not  examined  very  many  pul- 
verizcd-coal-fired  furnaces,  or  he  would  have  found  that  there  is 
hardly  any  trace  of  combustible  in  the  ash  in  the  furnace.  We 
do  not  agree  with  his  statement  that  a  more  uniform  flame  and 
temperature  can  be  obtained  with  stoker  practice  due  to  the  smooth 
bed  of  incandescent  fuel.  A  fuel  bed  is  a  very  uncertain  quantity  in 
tlie  average  furnace.  It  cannot  remain  of  constant  thickness  or  of 
constant  quality.  The  conditions  of  the  fuel  bed  are  beyond  con- 
trol, and  the  coal  must  frequently  be  redistributed  by  the  fireman. 
Certain  types  of  stokers  must  be  watched  constantly  and  the  holes 
in  the  fire  bed  kept  covered  with  fuel. 

In  reply  to  Mr.  Hibbard,  the  authors  would  state  that  dr>-ing 
of  the  coal  is  necessary  for  the  purpose  of  properly  pulverizing  it. 
The  injection  of  water  or  steam  into  the  firebox  is  a  dead  loss,  and 
is  resorted  to  only  as  a  means  to  overcome  defects  in  the  method  of 
burning  fuels.    There  is  no  occasion  for  this  with  pulverized  fuel. 

The  exix^riments  mentioned  by  Professor  Young  have  no  con- 
nection with  the  subject  of  pulverized-coal  burning,  because  the 
quaUt}'  of  the  material  with  which  he  has  been  experimenting  is 
thousands  of  times  coarser  than  the  standard  pulverized  coal  as 
now  being  used  for  commercial  purposes. 

Mr.  Frey  takes  up  the  cost  of  pulverizing  coal,  basing  his  state- 
ments on  data  obtained  from  a  first-class  power  house.  We  are 
doubtful,  however,  even  in  this  power  house,  as  to  whether  the 
evaporation  from  the  coal  that  he  is  using  would  average  6  lb.  of 
water  on  the  average  over  a  year's  operation,  and  if  the  evapora- 
tion was  increased  only  50  jx^r  cent,  certainly  the  increased  efficienc}' 
obtained  from  the  fuel  would  more  than  counterbalance  the  extracost 
due  to  pulverizing  unless  the  coal  is  obtained  for  practically  nothing. 

It  is  evident  that  the  lower  the  price  of  the  coal  the  larger  must 
be  \\\c  plant  and  the  lower  the  cost  of  preparation  to  show  economies 
warranting  its  application,  but  the  cost  of  coal  is  going  up  steadily 
on  :u'i'o\u\{  of  the  increasi^l  demands  for  fuel  for  manufacturing 
purjH^S(»s. 

Mr.  \\ otluM-sptHHi's  remarks  had  no  bearing  on  the  subject  of 
tin*  appliiMtinii  of  pulveri/i'd  I'l^al  to  boiliT-tiring  work,  with  the 
exri'jMi«»n  ni*  liis  nftM'iMU't^  Xo  tlio  Hi^ttinirtiMi  b\>ikT  ejcix'riments  which 
wt'H'  111. nit*  a  Tuimbrr  of  yi\irs  aijo.  aiul  whii'h  were  an  entire  failure 
so  !":ir  as  prartical  opiM'ation  was  t-onoerned. 
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Mr.  Snyder's  remarks  are  noted  with  interest.  The  question 
of  the  adoption  of  pulverized  coal  to  power  houses  is  only  war- 
ranted where  the  cost  of  operation  would  show  a  fair  interest  on 
the  investment.  We  admit  that  stoker  plants  are  operated  with 
high  eflSciency  under  careful  management,  but  we  beUeve  that 
pulverized  coal  will  show  increased  efficiency  and  lower  cost  of 
operation  than  the  average  stoker  installation,  particularly  in  plants 
using  a  large  enough  quantity  of  coal  to  permit  obtaining  a  low  cost 
of  preparation. 

Mr.  Riley's  remarks  are  particularly  gratifying  in  that  he  fully 
realizes  that  the  question  of  the  adoption  of  pulverized  coal  is  a 
matter  of  dollars  and  cents,  and  that  its  appUcation  in  any  installa- 
tion is  a  question  of  which  system  will  give  the  best  returns  for  the 
money  invested. 

Mr.  Trump  spoke  of  experiments  made  in  past  years,  and  the 
writers  particularly  wish  to  point  out  that  the  furnace  was  too 
small  for  the  boiler  which  he  used,  or  else  the  quantity  of  coal  fired 
to  the  furnace  was  beyond  its  capacity  for  satisfactory  service. 
Furthermore,  in  the  earlier  days  the  fineness  of  pulverization  was  so 
much  coarser  than  that  now  used  in  standard  practice  that  there  is 
no  comparison,  and  the  results  obtained  could  not  possibly  have 
been  satisfactory  enough  for  commercial  purposes. 

Mr.  Gary  is  correct  in  his  statement  that  the  idea  of  the  use 
of  pulverized  coal  has  been  in  the  minds  of  engineers  for  many 
years.  Many  experiments  and  thousands  of  dollars  have  been 
spent  in  an  endeavor  to  accomplish  this  purpose.  It  has,  however, 
been  an  evolution,  and  the  earlier  disastrous  results  were  strictly 
due  to  the  fact  that  sufficient  knowledge  of  the  subject  was  not  at 
hand.  The  engineers  did  not  realize  that  it  was  not  the  pulverizing 
of  the  coal  that  caused  the  trouble,  but  the  fact  that  they  tried  to 
bum  this  kind  of  fuel,  which  is  nearly  in  the  form  of  a  gas,  in  a  furnace 
designed  for  lump  fuels. 

We  would  like  to  mention  in  regard  to  Mr.  Gary's  statements 
that  today  the  fineness  of  pulverized  coal  is  such  that  it  practically 
all  passes  through  the  50-mesh  sieve  which  means  that  the  largest 
particles  are  less  than  0.01  in.  in  diameter.  The  velocities  are  slow 
enough  to  insure  the  complete  combustion  of  the  particles  of  this 
size,  hence  it  is  not  necessary  to  go  to  the  extra  cost  of  pulverizing 
to  any  higher  degree  of  fineness  than  is  now  practically  the  standard, 
which  equals  95  per  cent  through  a  100-mesh  sieve  and  85  per  cent 
through  a  100-mesh  sieve,  all  passing  through  the  50-mesh. 
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In  closing,  the  authors  wish  to  express  their  appreciation  of  the 
attention  and  interest  accorded  them,  as  evidenced  by  the  discus- 
sion. It  is  not  their  wish  to  present  the  pulverizing  of  fuels  as  a 
modem  panacea,  but  merely  to  lay  before  the  Society  a  statement 
of  its  possibilities  and  to  remove  some  of  the  fallacies  in  regard  to 
it  which  have  had  more  or  less  general  circulation. 

N.  C.  Harrison.  I  note  that  Mr.  Marsh  states  in  his  discussion 
that  I  have  used  pre-war  prices  for  the  cost  of  pulverizing.  He  has 
cited  the  cost  used  in  Table  1,  whereas  he  should  have  used  the  cost 
shown  in  Table  3,  or  rates  of  40  cents  for  millers  and  35  cents  for 
laborers  and  S5  a  ton  for  coal.  These  are  not  pre-war  prices,  but 
are  the  present-day  prices  as  paid  by  the  Atlantic  Steel  Company. 

Mr.  Marsh  also  speaks  about  pulverized  coal  picking  up  mois- 
ture when  stored.  I  thoroughly  agree  with  him  on  this,  but  every 
one  who  uses  pulverized  coal  has  found  by  experience  that  this  fuel 
must  not  be  stored.  It  must  be  kept  moving  at  all  times  in  the  bins, 
consequently  there  is  very  Uttle  moisture  picked  up  by  the  pulverized 
coal  from  the  air. 

I  note  in  several  discussions  that  considerable  conmient  has 
been  made  regarding  the  height  of  stacks  necessary  for  the  use  of 
pulverized  coal  on  boilers,  as  spoken  of  in  my  paper.  During  Feb- 
ruary I  visited  one  plant  installed  in  Kansas,  and  saw  boOers  work- 
ing there  very  satisfactorily  with  a  stack  of  about  35  ft.  in  height. 

Most  of  the  comment  has  been  that  we  should  have  a  draft  of 
0.10  in.  in  the  combustion  chamber  and  a  draft  of  from  0.20  in. 
to  0.60  in.  at  the  damper.  This  has  not  been  my  experience  for 
the  best  burning  of  pulverized  coal  under  boilers.  I  beUeve  that  we 
should  have  practically  a  balanced  draft  in  the  combustion  cham- 
ber and  first  passage  through  the  tubes,  and  from  0.10  in.  to  0.20 
in.  at  the  damper.  These  figures  are  based  on  150  per  cent  of  rated 
rapacity.  Of  course,  if  the  boiler  is  intended  to  be  worked  at  a 
larger  rating  than  this,  it  would  be  necessary  to  have  larger  stacks. 
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ECONOMY  OF  CERTAIN  ARIZONA  STEAM- 
ELECTRIC  POWER  PLANTS 
USING  OIL  FUEL 

By  C.  R.  Wbtmouth,*  San  Francisco,  Cal. 
Member  of  the  Society 

In  certain  ateam-eleciric  power  plants  the  combination  of  load  factor  and  high 
fud  cost  not  only  necessitates  but  also  makes  possible  the  attainment  of  high  econo- 
mies in  operation.  These  partiadar  conditions  exist  in  three  Arizona  plants 
known  and  located  as  follows:  Inspiration  Consolidated  Copper  Company,  Inspires 
tioUf  Ariz,;  New  Cornelia  Copper  Company,  Ajo,  Ariz,  and  Arizona  Power  Com- 
pany, Clarkdale,  Ariz,  All  of  these  plants  embody  many  similar  feattares  and  in 
this  paper  the  author  discusses  the  economy  of  operation  cf  each.  Tables  and  curves 
cf  operating  characteristics  are  also  given  and  these  show  that  the  best  economy  per 
bbl,  of  oil  obtained  at  the  Inspiration  Plant  was  294-5  kw-kr.,  at  the  New  Cornelia 
Plant  S26.S  kw-hr.,  and  at  the  Arizona  plant  SSS.3  kvj-kr.  AU  these  values  were 
obtained  during  the  winter  months  when  conditions  were  most  favorable.  The  paper 
concludes  with  a  section  dealing  with  the  personnel  responsible  for  the  installations, 

TN  certain  Arizona  steam  power  plants  the  combination  of  favor- 
able load  factor  and  high  fuel  cost  has  not  only  necessitated 
but  has  also  made  possible  the  attainment  of  high  fuel  economy, 
and  even  in  plants  where  cooling  ponds  are  used  for  condensing 
purposes.  This  paper  refers  to  the  performance  of  three  such  power 
plants,  namely,  those  of  the  Inspiration  Consolidated  Copper  Com- 
pany^ Inspiration,  Ariz.;  the  New  Cornelia  Copper  Company, 
Ajo,  Ariz.;  and  the  Arizona  Power  Company,  Clarkdale,  Ariz. 
These  plants  embody  many  similar  features.  They  differ,  however, 
in  methods  of  condensing,  as  cooling  ponds  are  used  at  the  Inspira- 
tion and  New  Cornelia  plants,  and  water  from  the  Verde  River  at 
the  Arizona  Power  Company^s  plant. 

2  The  Inspiration  plant  was  designed  in  the  winter  of  1913-1914. 
The  International  Smelting  and  Refining  Company's  smelter  adjoins 
the  Inspiration  power-plant  site,  and  the  steam  generated  in  waste- 

*  Chief  Engineer,  Chas.  C.  Moore  &  Co.  Engineers. 


Presented  at  the  Spring   Meeting,   Detroit,  Mich.,   June   1919,   of  The 
American    Society    of    Mechanical    Engineers. 

437 


438  ARIZONA   OIL-FIRED   POWER  PLANTS 

heat  boilers  in  the  smelter  is  utilized  for  the  operation  of  the  recipro- 
cating blowinp;  engines,  which  are  designed  for  about  175  lb.  steam 
pressure.  These  l)lowing  engines  are  located  in  the  same  powor- 
j)lant  building  as  the  steam  turbines,  and  since  the  waste-heat 
boilers  are  connected  to  the  same  steam  header  as  the  oil-fired  boilers 
their  steam  pressure,  and  the  economy  of  the  turbine  plant  have 
been  limited  by  the  common  steam  pressure  of  from  175  to  185  lb. 
The  New  Cornelia  Copper  Company's  plant  was  designed  in  the 
winter  of  1915-1916,  and  l>eing  independent  of  blowing  engines,  the 
boilers  wore  selected  for  250  lb.  pressure.  While  a  higher  steam  pres- 
sure would  have  been  possible,  the  remote  location  of  the  plant 
and  experience  at  the  date  of  design  led  to  the  lower  boiler  pressure 
being  selectiHl.  The  Arizona  Power  Company's  plant  was  designed 
in  the  winter  of  1916-1917,  and  has  boilers  for  250  lb.  pressure. 

3  The  Inspiration  plant  is  25-cycle,  3-phase,  6500  volts.  The 
New  Cornelia  plant  and  the  Arizona  Power  Company's  plant  are 
both  60-cycle  3-phase,  2300  volts.  The  maximum  load  at  the  In- 
spiration plant  was  estimated  to  be  12,000  kw.;  three  6000-kw. 
Curtiss  tmbines  were  therefore  selectetl,  thus  giving  one  spare  tur- 
bine. For  the  New  Cornelia  Copper  Company's  plant  the  load  was 
estimated  to  be  75(K)  kw.,  and  this  led  to  the  selection  of  two  7500- 
kw.  turbines,  one  imit  InMng  a  spare.  The  Arizona  Power  Com- 
pany's plant  was  designed  as  an  aiLxiliar}-  to  a  hydroelectric  system, 
ami  intended  to  carry  a  peak  load  of  5(X)0  kw.  Owing  to  the  quick 
shipment  retiuiivil.  however,  a  turbine  previously  ordered  for  another 
comi>any.  and  rated  at  6000  kw.,  was  installed,  whereas  the  remain- 
ing eqtiipment  was  selected  only  for  a  5(H)0-kw.  load. 

1  All  lliive  plants  have  Stirling  steel-<»nca.<eil  l>oiler8,  with 
PoalHuly-liannuol  oil  t'urnares.  (uven  fuel  economizers,  Moore 
autoinatii*  fuel-oil  reg\ilatiiiii  systems.  Wluvler  surface  condensers, 
WIuvKt  dry  vamuni  pumps,  rontrifiiiral  hotwt^U  pmnjis,  direct-con- 
niMi^l  i'\riirr<.  >u\»in-drivrn  boiler-frrd  jninips.  et«'.  Superheaters 
:i:"i'  i:i-'.;'!r.i  :!i  :i!l  p':-.:;--.  ^-i-r.ititvl  :«•  i:nr  h>«^  ilr*:.  superheat  for  the 
b>*-.-  •..  :.  :•'..•  •  :.v.!  \'^o  r.m  -^iirr; !.»;.:  •'.•:■  lM>t!i  iln'  New  Cornelia 
■  :  ■  \-  ■  '  i\\\.  •  y  ^  :■  :•:.:>'-  ;\:.!"-.  :."  :m;jm::-, -i  at  the  lx)iler, 
..■:-•■  •■   :  . .  r     ■■>    '  '   ''  •  ■  »  '"       \'-  '•■*'  rl;ii:ts  also  have 

•  ••      _   ■      ■  •  ■  ^  •    :•■  •■-.  ••  •■  1:  -:■•:••.  '    :-:•::  <  ttinc  turbine- 

-■••'■      ''.::•'.      '   •'•      1  :-:■:■;:■  i.-n  Copper 

»     ■•■•..•■■■    .V    ■..-•   .  .  •    •.■       -«:':.:> -•.Mild    com- 

'-'■■•■'     i  ..*  i    i-^,-.:''-    ;■  ■■  :  :\rr:incement. 
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The  actual  vacuum  shown  by  the  operation  of  this  plants  however, 
has  been  a  disappointment,  as  a  pond  of  insufficient  area  was  in- 
stalled. Since  the  design  of  the  Inspiration  plant  this  detail  has  been 
corrected  by  the  addition  of  cooling  towers.  The  condensate  is 
returned  to  the  oil-fired  boilers,  and  make-up  water  for  the  pond  is 
purified  by  a  Booth  water  softener.  A  Cochrane  hot-process  puri- 
fier purifies  the  make-up  for  the  oil-fired  boilers  if  needed,  but  it  is 
primarily  for  purifying  boiler  feed  for  the  waste-heat  boilers  installed 
at  the  smelter.  The  blowing  engines  operate  at  slightly  lower 
vacuum  than  the  turbines,  and  advantage  is  taken  of  this  fact  to 
heat  slightly  the  turbine  condensate  by  passing  it  through  the  Volz 
heaters  in  the  surface  condensers  of  the  blowing  engines. 

6  Cole-Bergman  water  weighers  and  Lea  recorders  are  installed 
for  feedwater  measurement,  for  computing  the  steam  supplied  from 
the  waste-heat  boilers  and  the  steam  required  by  blowing  engines, 
as  well  as  the  steam  consumption  of  the  turbines.  Steam-flow 
meters  are  also  used  for  checking  purposes.  By  this  means  a  separ- 
ate record  is  kept  of  the  economy  of  the  turbine  plant  on  the  basis 
of  operation  independent  of  the  blowing  engines. 

7  The  feedwater  for  the  New  Cornelia  plant  contains  from  30 
to  50  grains  of  impurities  per  U.  S.  gallon.  The  water  is  low  in  cal- 
cium sulphate  and  carbonate,  high  in  sodium  sulphate,  and  very 
high  in  sodium  chloride.  It  is  not  practicable  to  purify  this  water 
by  chemical  treatment.  The  condensate  from  the  condensers  is 
returned  to  the  boilers,  and  raw  make-up  water  is  used  for  the  pond 
and  boiler-feed  make-up  purposes.  Frequent  blowing  down  is  re- 
quired for  the  cooling  pond,  as  well  as  for  the  boilers.  Scale  is  also 
formed  both  in  the  condensers  and  the  boilers,  and  this  requires 
frequent  cleaning,  as  condenser  scale  tends  to  impair  the  vacuum. 

8  The  Arizona  Power  Company  uses  Verde  River  water  for 
condensing  purposes,  this  being  taken  through  a  flume  at  such  a 
point  that  the  pumping  head  is  reduced  by  gravity  flow.  The  con- 
densate is  returned  to  the  boilers,  and  the  raw  make-up  water  is 
purified  in  a  Cochrane  hot-process  purifier. 

ECONOMY    OF    INSPIRATION    CONSOLIDATED    COPPER   COMPANY'S 

PLANT 

9  I'pon  the  completion  of  the  Inspiration  plant  it  was  placed 
in  regular  service.  The  performance  of  the  individual  pieces  of 
apparatus  was  investigated  in  order  to  make  certain  that  everj-thing 
was   working   to   the   best   advantage,   particular  attention   being 
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paid  to  the  efficiency  of  boilers,  the  adjustment  of  burners,  furnaces, 
and  the  automatic  firing  system.  A  number  of  uniform  load  tests 
were  made  of  boilers  for  checking  purposes,  and  the  results  obtained 
are  given  in  Table  1  and  the  curv^es  of  Figs.  1  and  2.  These  tests 
show  a  fairly  high  efficiency  at  rating,  and,  rather  contrary  to  the 
usual  results  obtained  with  non-casing-set  boilers,  a  higher  efficiency 
at  fractional  loads  than  at  rating.  The  higher  efficiency  is  due  to 
the  tightness  and  the  insulating  efficiency  of  the  steel  casing.  As 
a  result  of  these  tests,  instructions  were  given  the  operators  to 
divide  the  load  equally  among  all  boilers,  and  this,  of  course,  was 
done  automatically  by  the  firing  system.  The  operators,  however, 
were  instructed  to  keep  as  many  boilers  on  the  line  at  light  loads  as 
could  be  properly  fired,  maintaining  a  fire  in  each  of  the  three 
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burnei*s  i>er  boiler;  below  this  load  boilers  were  cut  off  the  line,  and 
only  refiri'il  when  the  load  again  increased. 

10  The  curves  of  Figs.  1  and  2  show  the  relation  between  the 
steam  prossui*e  of  the  atomizing  steam  and  the  oil  pressure,  both 
me:u«unHl  in  the  supply  pi|>es  at  the  individual  burner,  between  the 
throttle  valve  and  burner.  From  data  obtained  from  these  curves 
the  sieam-to-burner  regulator  was  set  to  give  the  proper  pressure 
of  aloiuizini:  steam,  based  on  the  momentary  oil  pressure.  A  com- 
plete desrription  of  the  automatic  oil-firing  system  in  use  in  these 
plants  will  U*  fi»un<l  in  a  pajK^r  by  the  writer  entitled  Unnecessary 
l.t»<MS  in  Hurnini:  (^il  Fuel  and  an  .Vutomatic  System  for  Tlieir 
Kliminat it'll,  pam-  T',»7.  Vol.  oO,  of  Tuansaitions.  and  the  system 
u-f.i  in  th«-r  ]>l:ii;i<  diiYrrs  fn»in  that  desi'iibed  in  the  |xiper merely 
in  thr  ii-f  ni"  ;i  iliaphraiinv  pump  iiovi'inor  to  maintain  a  constant 
p!«-i.:.  r:L!:.i-.:  n:a\iiiiuni  pn'>suri'  at  tin'  o\\  pumi>s;  the  oil-to- 
I'urn-r  r.  pi'.at-r  tlnn  opt-ratis  a  throtiK*  valvt^  lo  give  the  desired 
pn^ssiirr'  at  tii'-  "il  burni*n>. 


C.  B.  WETVOCTR  441 

11  Under  variable  load  the  damper  controller  has  been  able  to 
maintain  COt  readings  varying  from  12  to  14.5  per  cent  COi,  for 
which  the  corresponding  excess  air  for  normal  conditions  is  28  per 
cent  and  6  per  cent,  respectively. 

12  After  instructing  the  operators,  and  while  the  plant  was  still 
under  the  control  of  the  engineers,  an  average  economy  was  obtained 
for  the  month  of  September  1915,  as  follows: 

Average  number  of  turbine  units  in  operation 1 

Avoage  dailr  load,  24-hour  basis,  kw G9S0 

Average  steam  pressure  at  boilers,  lb.  per  sq.  in 178 

Average  vacuum  in  condenaera,  in.  of  mercury,  abeolute 2.66 

Average  rating  on  boilera,  per  cent 95 

Groea  boiler  efficiency,  per  cent 80.9 

Average  economy,  kw-hr.  per  bbl.  of  oil  as  fired 289 

Average  economy  B.t.u.  per  kw-hr 21,500 


t  > 


11 


PerCtntof  Rated  Copoci+y  if  Boiler 

Fio.  2    PREsacEEs  AND  Efficiencies  at  VAiuon8  Loads 

In  the  subsequent  operation  of  this  plant  t>y  the  owners  the  econ- 
omy has  been  maintained  practically  equal  to  that  shown  under 
the  direction  of  the  engineers,  but  during  the  winter,  due  to  colder 
circulating  water,  the  economy  is  even  better  than  indicated  above. 
On  the  other  hand,  during  the  summer  months,  with  the  warmer 
circulating  water  and  falling  off  in  vacuum,  the  economy  naturally 
drops  to  a  lower  figure  than  that  given  for  the  month  of  September. 
13  This  plant  o|)erates  in  conjimction  with  the  hydroelectric 
plant  at  the  Roosevelt  Dam,  and  at  periods  of  the  year  preference 
is  given  to  hyilroclcctric  power.  As  a  result,  there  is  a  fractional 
load,  or  partial  j^hutdown  of  the  steam  plant,  and  for  certain  months 
this  in  turn  has  naturally  resulted  in  a  reduced  economy. 
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14  The  operating  results  for  the  plant,  furnished  by  Mr.  W.  W. 
Jourdin,  Mem.Am.Soc.M.E.,  Chief  Engineer  of  the  Inspiration 
power  plant,  are  given  by  the  curves  of  Fig.  3.  It  will  be  noted  that 
the  best  monthly  economy  for  winter  conditions  has  been  294.5 
kw-hr.  per  bbl.  of  oil,  or  20,910  B.t.u.  per  kw-hr.;  and  the  poorest 
economy  for  summer  conditions  for  the  normal  load  has  been  257.5 
kw-hr.  per  bbl.  of  oil,  or  23,700  B.t.u.  per  kw-hr.,  although  for  the 
month  of  September  1917,  due  to  the  very  light  load,  the  economy 
was  only  237  kw-hr.  per  bbl.  or  25,970  B.t.u.  per  kw-hr.  As  pre- 
viously stated,  this  plant,  in  comparison  with  non-cooUng-pond 
plants,  is  subject  to  an  accumulation  of  scale  in  the  condensers, 
and  as  a  result  there  is  a  sUght  loss  in  vacuum.  Since  purified  feed- 
water  is  used,  the  plant  is  not  subject  to  troubles  from  scale  for- 
mation in  the  oil-fired  boilers,  nor  does  any  loss  of  fuel  result  from 
shutting  down  boilers  for  cleaning  or  boiler  blow-off. 

15  The  curves  of  Fig.  3  also  give  the  operating  records  for  com- 
bined boiler  and  economizer  efficiency,  atomizing  steam  deducted, 
this  being  the  form  in  which  the  power-plant  records  are  kept.  A 
comparison  of  this  result  with  the  boiler  efficiency  tests  would  seem 
inconsistent  without  the  explanation  that  the  economizers  at  this 
plant  heat  the  feedwater  through  a  temperature  range  of  from  40 
deg.  to  45  deg.,  whereas  it  will  be  noted  that  results  for  the  Arizona 
Power  Company's  economizers,  given  in  Table  2,  indicate  a  tem- 
perature rise  in  the  economizer  of  91  deg.  fahr.  In  proportioning 
the  Inspiration  economizers  with  reference  to  the  investment  and 
fuel  saving  it  was  assumed  that  the  average  period  of  operation 
would  be  less  than  half  the  year,  owing  to  the  use  of  hydroelectric 
power;  it  was  also  assumed  that  the  fixed  charges  would  be  very 
high.  Tliis  combination  of  circumstances,  together  with  high 
freight  rates  and  construction  costs  in  Arizona,  resulted  in  the 
selection  of  an  economizer  of  comparatively  small  surface,  giving  a 
favorable  return  on  the  investment  but  a  result  considerably  less 
favorable  than  that  attained  in  the  average  economizer  with  oil 
fuel,  when  measured  only  by  temperature  rise. 

ECONOMY  OF  THE  NEW  CORNELIA  COPPER  COMPANY'S  PLANT 

16  Following  the  installation  of  the  New  Cornelia  plant  in 
November  1917,  an  attempt  was  made  by  the  designing  engineers 
to  check  the  economy  of  the  station,  but  owing  to  the  war  and  a 
scarcity  of  labor  this  work  had  to  be  abandoned  before  completion. 
While  it  has  never  been  possible  to  show  the  best  performance  of 
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TABLE   1     RESULTS  OF  EFFICIENCY  TESTS  ON  STIRLING  ^ATER-TUBB 
BOILER  IN  INSPIRATION  CONSOLIDATED  COPPER  COMPANY'S  PLANT 

Class  M  No.  26  battery  Stirling  water-tube  boiler  with  steel  casing.  Heating  surface  per 
boiler,  7129  sq.  ft.  Rated  boiler  hp.,  712.9  (based  on  10  sq.  ft.  per  hp.).  BoUer-room  flow  elera- 
tion,  3615  ft.     Normal  barometer,  26.13  in. 


Test  at         Test  at        Test  at 
100  per  cent  80  per  centj60  per  cent 
rating  ^         rating  *        rating 


Temperature  of  flue  gases, 
deg.  fahr.,  measured 
across  breeching  outlet 
and  in  rotation 


Date  of  test,  1915 

Number  of  test  boiler  in  plant 

Duration  of  test,  hours 

Temperature  of  feedwater  entering  boiler,dcg.  fahr. 

Temperature  of  superheated  steam,  dpg.  fahr 

Deg.  fahr.  superheat 

Temperature  of  steam  to  burner,  deg.  fahr 

Temperature  of  oil  to  burner,  deg.  fahr 

No.  1 

No.  2 

No.  3 

No.  4 

No.  5 

No.  6 

No.  7 

Temperature  of  outside  air,  deg.  fahr 

Temperature  of  air  entering  aslipit,  deg.  fahr 

Steam  pressure,  lb.,  gage 

Pressure  in  oil  line  before  burners,  in  lb.,  gage. . . . 
Pressure  in  steam  line  /  Before  burner  valves .... 

to  burner,  lb.,  gage  \  After  burner  valves 

I  Top  of  first  pass       No.  1 
Draft,  inches  of  water  i  Bottom  of  2nd  pass  No.  2 

[  Front  of  damper       No.  3 
Draft,  inches  of  water  (i>ower-plant  instrument), 

front  of  Damper 

Water,  per  cent  (by  centrifuge) .... 

Sand 

Sulphur  in  per  cent  of  dry  oil 

Carbon  in  per  cent  of  dry  oil 

Hydrogen  in  per  cent  of  dry  oil ' 

Net  B.t.u.  per  lb.  of  oil  as  fired. . . . 
^  Sulphur  corrected  in  B.t.u.  per  lb.  oil 

Total  water  actually  evaporated,  lb 

Lb.  water  actually  evaporated  per  hour 

Factor  uf  evaiK>ration 

Tutal   water  evaporated   from   and   at   212  deg. 

fahr.,  lb 

Lb.  watiT  f'va|H>ratO(l  from  and  at  212  deg.  fahr. 

I>cr  hr 

Tofjil  oil  fire<l,  lb 

( til  tin'd  JK.T  huiir,  II > 

Htiilrr  liorsc'iKtutT  Jfv«'lni»etl 

VvT  rvut  of  ratod  rapHi-ily,  ba.H'd  on  work  done  by 

wiiliT-lieatiiiK  surfarf 

Lb.  water  actually  rvapuratt-d  {kt  lb.  of  oil 

LIm.  water  ova|K)iar(Ml  |nt  lb.  uf  ml   fruiii  and  at 
2\-2  dig.  fahr 


Analjrsis  of 
fuel  oil  by 
Smith  Em« 
ery  A  Co. 


May  29 

5 

10 

210.15 

503.9 

122.1 

504.2 

187.8 

466.5 

469.0 

470.1 

473.3 

472.5 

470.8 

471.3 

95.0 

93.1 

187.4 

22.0 

56.6 

0.014 
0.062 
0.076 

0.065 
0.480 
Trace 
1.06 
85.58 
12.87 
18,510 
85 
232,730 
23.273.6 
1.124 

261,594 

2»i.l59 
16,743 
1,074.3 
758 

106.7 
13.90 

15.62 


June  1 
5 
6 
200.0 
502.4 
122.0 
502.7 
186.9 
423.7 
427.5 
434.7 
434.7 
432.5 
429.0 
427.0     i 
90.2     i 
100.3     ' 
184.03 
15.0 
46.8 

■   • 

+0.016 
0.080 
0.070 

0.074 
0.490 
Trace 
1.06 
85.58 
12.87 
18,540 
85 
104,394 
17,399 

1.134 


June  2 

5 

6 
191.0 
491.0 
111.0 

•  • 

186.0 

389.0 

394.0 

389.0 

394.0 

391.0 

390.0 

392.0 

86.5 

95.0 

182.3 

9.+ 

38.0 

•  • 

0.013 
0.032 

o.oao 

0.033 

0.490 

Trace  { 

1.06 

85.58 

12.87 

18.540 

85 

76,857   I 

12.809 

1.137J 


Teat  at 

125  par  cent 

rating 


June  4 

5 

10 

209.5 

517.3 

135.5 

•  ■ 

185.0 

495.0 

5Q2.0 

507.5 

508.0 

507.5 

510.5 

506.0 

69.0 

75.9 

187.3 

36.8 

67.0 

•  • 

0.005 
+0.076 
+0.091 

0.110 
0.40 

1.00 
8S.5S 

12.S7 
18,6«0 
86 


26^996.3 

i.iai 


118.383         87.386         805^28 


19,730.5 

7.498.5 

1.249.7 

572 

80.3 
13.92 

1.5.73 


14.564 
5.458.5 
909.5 
422 

59.2 
14.08 

16.00 


19,907 
1.990.7 


124 
18^ 

18184 
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TABLE  1     BESULTS  OP  EFFICIENCY  TESTS  ON  STIRLING  WATER-TUBE 
BOILEB,  INSPIBATION  CONSOLIDATED  COPPER  CO/S  PLANT  iCont.) 


1 
Test  at         Test  at    •  Test  at 

100  per  cent  80  per  cent  00  per  cent 

rating^          rating         rating* 

81.76            82.54           83.74 

15.5  15.17           15.1 

15.6  15.41           15.0 
0.8                 1.11  .          1.4 

Trace                 0                 0 
83.6              83.48          83.6 
14.5              . .                 14.5 
2.3                                   2.1 

Trace      |         ■■                  0 
83.2     I                             83.4 

4.19  .                               4.19 

1 

Test  at 

125  per  cent 

rating 

Eflidmugr  of  boiler  based  on  groes  eraporation 
per  oent. 

80.29 

Per  cent  COs  in  flue  gas  at  top  of  first  pass 

[COf 

16.1 
14.4 

Peroentacie  analysis  of  cases  at    0 

1.94 

bottom  of  seoond  pass                 CO 

0 

N 

83.66 

CO« 

14.3 

P^roentace  analysis  of  cases  at    0 

2.11 

front  of  damper                           CO 

0 

N 

83.59 

V  *^ 

Per  eent  excess  air  over  chemical  requirements  at 

front  of  damper 

6.14 

>  Apfmitai  discrepancy  in  the  draft  readings  oi  power-plant  instrument  and  thermometers 
are  due  to  the  different  location  of  the  noules  and  to  alight  leaks  in  flue-gas  piping. 

*  On  account  of  the  wast»4ieat  boilers  and  intermittent  firing  of  the  other  boilers  the  load  was 
very  jerky.  On  this  account  the  damper  was  fixed  to  a  low  point  on  the  draft  and  the  ashpit  door 
was  regulated  during  the  test. 

which  the  plant  is  capable,  the  operating  crew  have,  for  the  most 
part,  been  very  efficient  in  handling  it,  except  during  an  illness  of 
the  chief  engineer,  when  the  economy  of  the  plant  fell  oflf  to  a  dis- 
appointing figure.  This  occurred  during  the  summer  and  fall  of  1918, 
and  the  figures  for  economy  for  that  period  are  thus  hardly  fair 
to  the  plant.  It  should  also  be  bonie  in  mind,  in  connection  with 
performance  data,  that  the  feedwater  condition  at  this  plant  is  such 
that  the  frequent  shutdowns  for  boiler  cleaning  and  the  large 
amount  of  hot  water  which  is  blown  off  from  the  boilers  affect  to  an 
appreciable  extent  its  economy. 

17  This  plant,  due  to  its  location  in  the  southwestern  portion 
of  Arizona,  is  subject  to  more  intense  summer  heat  than  probably 
any  other  power  plant  in  the  western  territory,  and  this  in  turn  gives 
rise  to  considerably  less  favorable  cooling-pond  and  condenser  per- 
formance, with  respect  to  vacuum,  for  the  summer  months  than  for 
the  winter  months.  The  vacuum  performance  is  also  influenced  by 
the  accumulation  of  scale  \\'ithin  the  condensers  between  the  periods 
of  cleaning  condensers,  due  to  concentration  of  salts  in  the  cooling 
pond. 

18  The  best  economy  for  this  station,  known  to  the  writer,  is 
for  the  month  of  January  1918,  the  average  performance  for  four 
successive  days  being  as  follows: 
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Date 
1918 


Jan.  26 
Jan.  27 
Jan.  28 
Jan.  29 


Average  load, 
kw. 


7921 
7830 
7726 
7800 


E^nomy,  kw-hr. 
per  bbl.  of  oil 


321.7 
324.1 
324.2 
326.2 


B.t.u.  per 
kw-hr. 


18.975 
18.833 
18.829 
18.711 


19  The  poorest  economy  for  this  station  during  the  summer 
of  1917  was  for  the  month  of  July,  namely  293.5  kw-hr.  per  bbl. 
the  average  vacuum  was  1.66  in.  absolute  and  the  average  load 
550  kw.  The  poorest  economy  during  the  summer  of  1918  was  also 
for  the  month  of  July,  or  287.5  kw-hr.  per  bbl.  The  average  vacuum 
was  2.14  in.  absolute,  the  average  load  5850  kw.,  and  consequently 
the  economy  for  the  summer  of  1918  was  abnormally  low. 

20  The  monthly  report  for  December  1918,  gives  the  following: 
Average  load,  7800  kw.;  average  economy,  312  kw.  per  bbl.  and 
19,913  B.t.u.  per  kw-hr.  The  monthly  report  for  January  1919, 
gives:  average  load,  7790  kw.;  average  economy,  317.9  kw.  per 
bbl.,  and  19,535  B.t.u.  i)er  kw-hr.  The  improvement  for  the 
month  of  January  over  December  is  due  to  a  straightening  out  of 
the  aforementioned  difficulties  experienced  in  the  summer  of  1918, 
and  it  is  the  writer's  belief  that  the  station  will  soon  be  operating  at 
its  best  previous  economy  for  the  corresponding  season. 

21  It  will  be  noted  that  the  economy  of  the  New  Cornelia 
plant  is  materially  bettor  than  that  of  the  Inspiration.  This  is  due 
somewhat  to  the  larger  turbine  units  installed,  but  in  the  main  to 
the  higher  steam  pressure  and  to  the  improved  design  of  cooling 
pond,  which  results  in  better  vacuum.  In  comparing  the  economy 
of  these  cooling-pond  stations  with  that  obtained  in  tidewater 
plants,  allowance  should  be  made  for  the  size  of  turbine  units,  the 
obtainable  vacua  under  operating  conditions,  the  increased  head 
on  circulating  pump  due  to  the  greater  quantity  of  water  which 
must  be  handled  through  the  condensers,  and  the  increaaed  pump- 
ing head  due  to  the  cooling-pond  nozzles  and  longer  lengths  of  cir- 
culating-water line. 

ECONOMY   OF   THE   ARIZONA   POWER   COMPANY'S   PLANT 

22  This  plant  was  completed  in  September  1917,  and  due  to 
the  war  conditions  in  the  mining  region  it  was  difficult  to  assemble 
a  skilled  operating  crew.    Tiie  i)lant  was  furnished  under  a  contract 
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covering  a  complete  plant-economy  guarantee  at  5000-kw.  load,  and 
the  final  test,  covering  48  hours'  operation  in  r^ular  conunercial 
service,  under  variable  load,  was  concerned  mostly  with  the  economy 
at  this  load,  although  a  rim  was  made  at  6000-kw.  load,  which  is 
the  rated  capacity  of  the  turbine     The  results  for  the  final  test  are 

TABLE  2    RESULTS  OF  TEST  OF   THE  ARIZONA  POWER  COMPANY'S 

STEAM   PLANT  AT  TAPCO,   ARIZ. 


Duration  of  teat,  houn 6 

Boiler  premire,  lb.  per  sq.  in.,  g»c* 250 

Steam  preaBure  at  .turbine  throttle,  lb.  per  sq.  in.  face 238.5 

Avg.  temp,  of  superheated  steam  at  boikis.  deg.  fahr &I6 

Temp,  of  superheated  steam  at  turbine,  deg.  fahr 516 

Temp,  of  feedwater  entering  boilers,  deg.  fahr 207 

Temp,  of  water  leaving  feedwater  heater,  deg.  fahr. 116 

Temp,  of  circxUating  water  from  condenser,  deg.  fahr 62 .4 

Temp,  of  circulating  water  to  condenser,  deg.  fahr 45 . 7 

Room  temperature,  deg.  fahr 83.2 

Barometer,  inches  of  mercury 26.773 

Vacuum  in  condenser,  inches  o(  mercury 25.783 

.Absolute  vacuum,  inches  oi  mercury 0.900 

Temp,  of  flue  gases  leaving  economiier  No.  3,  deg.  fahr 276 

.\ verage  load,  kw.  per  hr 5,815 

Power  factor  by  power-plant  indicator 0.93 

Electrical  Output  by  Integrating  Meters: 

Gross  kw.  generated 34390 

Groas  kw-hr 5315 

Auxiliary  power,  k. w 277 

Net  kw.  output 34,613 

Net  kw-hr.  output 5,769 

Oil  Measurements: 

Total  oil  weighed,  lb 34,516 

Correction  due  to  diff.  in  temp,  at  start  and  finish,  lb 46 

OU  actually  used,  lb 34,470 

Average  gravity  of  oil  (analysed  by  Smith  Emery  A  Co.),  deg.  B..  17.65 

Weight  of  oU  per  bbL  of  42  gal.,  lb 332 

Heat  value  of  oil  (anab'sed  by  Smith  Emery  A  Co.),  B.t.u.  per  lb.  18,703 

Economy: 

Fuel  used  per  groas  kw-hr.,  lb , 0.988 

Fuel  used  per  net  kw-hr,  lb 0.996 

Kw-hr.  per  bbl.  of  oil.  groes 336.0 

Kw-hr.  per  bbl.  of  oU  net 333.3 

B.t.u.  per  kw-hr.  groas 18,478 

B.t.u.  per  kw-hr.  net 18,628 


given  in  Table  2.  At  all  times  during  this  test  the  plant  was  subject 
to  a  variable  load,  due  to  the  regulation  of  the  hydroelectric  sj'stem. 
The  oil  was  oarofully  weighed  and  the  electrical  output  was  meas- 
ured by  calibrated  meters.  The  electrical  output  given  is  the  net 
useful  output  for  the  station  at  the  2300-volt  bus,  deduction  having 
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been  made  for  the  power  consumption  of  electric  auxiliaries,  includ- 
ing lighting  for  the  operators*  cottages,  circulating  water  pump, 
deep-well  pump  and  air  washer.  The  average  electrical  auxiliary 
load  was  46  kw.,  which  is  somewhat  smaller  than  would  have  been 
the  case  had  the  entire  head  on  the  circulating  water  been  overcome 
by  pumping;  against  this  condition  is  the  fact  that  during  the  test 
the  quantity  of  circulating  water  was  somewhat  less  than  specified, 
so  that,  roughly  speaking,  the  one  condition  nearly  offsets  the  other. 

23  It  is  not  possible  to  give  daily  operating  results  for  this  plant, 
at  the  load  for  which  it  was  designed,  for  since  its  installation  it  has 
been  maintained  only  for  reserve  purposes,  carrying  occasional 
peaks  but  the  majority  of  the  time  a  very  light  load,  and  for  a  num- 
ber of  hours  during  an  average  day,  with  the  turbine  at  standstill. 
Of  course,  favorable  economy  is  not  possible  under  such  conditions, 
as  the  fuel  losses  due  to  keeping  hot  boilers,  piping,  etc.,  the  dead- 
load  losses  for  the  operation  of  auxiliaries,  and  the  zero-load  steam 
consumption  of  turbine  result  in  a  zero-load  fuel  consimiption  of  the 
plant  which  is  an  appreciable  percentage  of  the  full-load  fuel  con- 
sumption. With  the  foregoing  explanation,  the  results  given  below 
for  the  month  of  February  1918,  are  as  follows: 

Total  kw-hr 1,235,680 

Total  bbl.  of  fuel  oil  used 4783.0 

Total  hours  of  operation 444 

Average  kw.  for  operating  period 2800 

Kw-hr.  per  bbl.  of  oil  (delivered  to  lines,  net) 258.50 

Operating  period  load  factor 0.467 

Average  kw.  for  monthly  period 1838 

Monthly  period  load  factor 0.306 

24  It  is  of  interest  to  note  that  the  turbine  at  the  Arisona 
Power  Companj-'s  plant  is  practically  a  duplicate  of  those  at  the 
Inspiration  Cop|XT  Compan^^'s  plant,  having  the  same  number  of 
stages,  the  difTerence  in  the  ojxjrating  economy  of  the  turbines  being 
larjrcly  due  to  steam  pressure.  Here,  again,  is  a  marked  increase 
in  plant  ocononi}'  due  to  an  increase  in  steam  pressure,  and  also 
by  reason  of  the  colder  river  water  at  the  Arizona  Power  Company's 
plant  as  compared  with  the  co()ling-]K)nd  water  at  the  Inspiration 
{)1an1  and  the  eonseiiuent  improvement  in  vacuum.  All  economy 
iiuiire^  ^iven  for  these  plants  are  l>ase<l  on  oil  as  firod,  without  deduc- 
tion or  eorrection  for  moisture,  sulphur  or  silt. 

•J.")  The  en.i:in(»ers  have  en<leavored  to  instill  in  the  minds  of 
the  o{HTators  of  these  plants  and  to  show  by  example  that  higli 
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economies  need  not  merely  be  looked  for  during  the  test  period,  but 
can  be  maintained  during  the  operating  period.  The  Inspiration 
plant  is  large  enough  to  permit  the  employment  of  a  boiler-room 
engineer,  but,  due  to  their  smaller  size,  such  an  engineer  is  not  main- 
tained at  the  other  two  plants.  This  plant  was  designed  on  the 
assiunption  that  the  average  load  would  be  maintained  for  a  period 
of  six  months  only  during  the  year,  and  that  oil  delivered  would 
cost  about  $1.45  per  bbl.  The  New  Cornelia  plant  was  designed 
on  the  assumption  that  oil  would  cost  $1.25  per  bbl.,  but  since  the 
date  of  design  of  these  plants  the  cost  of  oil  has  materially  increased. 

PEBSONNEL 

26  The  selection  of  the  principal  equipment  for  the  Inspiration 
plant  and  its  general  layout  were  made  jointly  by  John  Langton, 
Consulting  Engineer  for  the  Inspiration  Consolidated  Copper  Com- 
pany, and  Chas.  C.  Moore  and  Co.  Engineers,  which  firm  was 
also  responsible  for  the  detailed  designs,  installation  and  tuning  up 
of  the  plant. 

27  For  the  New  Cornelia  plant  the  entire  work  was  in  the 
hands  of  Chas.  C.  Moore  and  Co.  Engineers,  with  the  approval  of 
A.  G.  McGregor,  Consulting  Engineer  for  the  New  Cornelia 
Copper  Company. 

28  The  Arizona  Power  Company's  plant  was  designed  and 
built  by  Chas.  C.  Moore  and  Co.  Engineers,  with  the  approval 
of  R.  S.  Masson,  Chief  Engineer  for  the  Arizona  Power  Company. 

29  A  considerable  portion  of  the  testing  work  on  the  Inspira- 
tion plant  was  handled  by  A.  G.  Budge,  imder  the  writer's  direction, 
and  for  the  New  Cornelia  and  Arizona  Power  Company  plants  by 
T.  B.  Paulson,  also  under  the  writer's  direction. 
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C.  H.  Delany  (written).  The  Pacific  Gas  and  Electric  Com- 
pany is  operating  at  Sacramento,  Cal.,  an  oil-burning  plant  which 
is  similar  in  some  respects  to  the  three  plants  discussed  in  Mr.  Wey- 
mouth's paper.  This  plant  was  built  in  1911  and  is  equipped  with 
one  5000-kw.  Curtiss  turbine,  Stirling  boilers,  Peabody  Hammel  oil 
furnaces,  and  a  surface  condenser  taking  water  from  the  Sacramento 
River.  This  plant  was  designed  for  175  lb.  pressure  and  100  deg. 
superheat  at  the  turbine  throttle,  and  is  therefore  similar  in  this 
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respect  to  the  Inspiration  Copper  Co.'s  plant.  The  plant,  however, 
being  essentiaUy  a  stand-by  plant,  is  not  equipped  with  economizers, 
steel  casings  for  the  boilers,  or  automatic  fuel-oil  regulators. 

In  comparing  the  operation  of  different  steam  plants  operating 
at  variable  loads,  it  is  convenient  to  plot  on  a  diagram  the  kilowatt- 
hours  generated  against  the  total  oil  burned,  each  point  plotted 
representing  the  average  results  of  a  month  or  a  day  as  the  case 
may  be.  If  a  sufficient  number  of  points  at  different  loads  is  ob- 
tained, it  is  possible  to  draw  a  line  through  them  representing  their 
average,  and  thb  line  in  most  cases  is  found  to  be  practically  a  straight 
line.     Such  a  diagram  for  the  Sacramento  station  for  the  year  1918 
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Fia.  4.    Diagram  Showiko  Relation  Betwee.^  Barrels  or  On.  Busned  pkr 
DAT  and  Kilowatt-Hours  Generated 

is  given  in  Fig.  4  and  to  it  have  boon  added  points  taken  frmn  Mr. 
Weymouth's  paper  for  the  three  Arizona  plants.  The  points  for 
the  Inspiration  Copper  Co.'s  plant  arc  sufficiently  numerous  to 
enable  the  line  AC  to  be  drawn  through  them,  correHponding  to  the 
line  .4^  for  the  Sacramento  plant.  It  will  be  noted  that  these  two 
linos  interject  the  ordinate  of  zero  load  at  almost  the  same  point, 
.4,  indicating  al)out  the  same  quantity  of  oil  (that  is,  in  the  neigh- 
borhood of  25  or  30  bbl.  per  daj')  required  to  operate  either  {daot 
at  no  load. 

TluTf-  are  nut  sufficient  points  to  enable  a  similar  line  to  be 
drawn  for  cillicr  the  New  Corneliii  Copper  Co.  or  the  Arizona  Power 
Co.  plants.     Iliiwcver,  :issuniing  the  |x>int  A   for  zero  load  to  be 
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the  same  as  for  the  Inspiration  Copper  Co.,  the  line  AD  has  been 
drawn  as  an  approximate  average  for  these  two  plants. 

This  diagram  brings  out  more  clearly  than  a  mere  statement 
of  the  kilowatt-hours  per  barrel  of  oil,  though  perhaps  somewhat 
crudely,  the  essential  differences  between  the  various  plants.  Thus 
a  comparison  of  the  lines  AD  and  AC  shows  at  a  glance  the  effect  of 
the  higher  steam  pressure,  higher  superheat  and  better  vacuum  car- 
ried at  the  New  Cornelia  Copper  and  Arizona  Power  Companies' 
plants.  The  line  AC  compared  with  the  line  AB  shows  the  economy 
resulting  from  the  use  of  economizers,  steel  casings,  fuel-oil  regu- 
lators, and  other  minor  differences  such  as  the  greater  age  and  smaller 
size  of  the  turbine  in  the  Sacramento  plant. 

W.  W.  JouRDiN  (written).  Referring  to  Par.  4  of  the  paper, 
the  Inspiration  power  plant  is  equipped  with  engine-driven  circu- 
lating units  and  barometric  hot  well,  with  sealed  sump  and  lift  pumps 
located  on  a  hillside  at  a  suflBcient  distance  below  the  condensers  to 
h'ecure  positive  drainage  of  the  condensate  therefrom. 

The  high-pressure  cylinders  of  the  blowing  engines  are  being 
replaced  with  poppet-valved  cylinders  good  for  250  lb.  pressure, 
and  all  new  equipment,  including  boilers  recently  installed,  is  de- 
signed for  the  higher  pressure.  However,  imtil  such  time  as  the 
original  boilers  may  be  disposed  of,  a  maximum  of  only  200  lb.  pres- 
sure will  be  available  at  the  throttles. 

The  cooling  tower  was  not  put  into  service  until  November  1918, 
therefore  the  plant  operated  under  the  handicap  of  poor  vacuum, 
due  to  insufficient  cooling  capacity,  throughout  the  period  covered 
by  the  curves  in  Fig.  3. 

Figs.  1  and  2  do  not  represent  present  practice  —  in  fact,  there 
has  been  a  very  considerable  departure  in  numerous  operating  fea- 
tures from  the  original  instructions,  although  these  in  principle  were 
good.  Owing  to  labor  troubles,  the  plant  was  shut  down  from  July 
2  to  September  20,  1917,  inclusive,  and  in  the  absence  of  detailed 
explanation  concerning  conditions,  the  curves  would  better  be  broken 
between  June  and  October  1917. 

The  heat  recovery  is  low  in  the  economizers  not  so  much  on 
account  of  inadequate  heating  siuface  as  because  the  recovery  by 
the  boilers  is  so  high,  compared  with  coal-burning  practice,  that 
little  heat  available  for  warming  feedwater  is  contained  in  the  gases 
to  the  economizers. 

The  Inspiration  plant  is  jointly  owned  by  two  companies,  and 
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the  money  involved  is  so  large,  due  to  high  fuel  costs,  that  it  is 
essential  that  the  measurement  of  all  quantities  shall  be  so  made 
as  to  secure  the  highest  possible  accuracy.  The  metering  equip- 
ment is  quite  elaborate,  and  the  accounting  is  on  the  basis  of  contin- 
uous overall  plant  test;  consequently  the  operators  are  enabled  to 
check  economic  performance  more  closely  than  is  usually  possible 
even  in  the  most  highly  developed  plants. 

The  economy  reported  Ls  based  on  net  electrical  production,  and 
no  deduction  is  made  for  fuel  consumed  in  warming  up  and  stand-by 
due  to  changes  in  electrical  load. 

W.  D.  Ennis  (written).  The  maintenance  of  high  overall  effi- 
ciency in  regular  operation  is  a  feature  to  be  expected  with  well-de- 
signed plants  using  oil  fuel.  In  discussing  the  reasons  for  the 
superiority  of  the  New  Cornelia  plant  over  the  Inspiration  the  author 
omits  mention  of  the  higher  superheat  used.  Allowing  for  differ- 
ences in  pressure  and  superheat,  the  steam  temperatures  in  the  two 
cases  are  471  deg.  and  551  deg.  The  load  factor  may  have  been  of 
weight  also,  but  there  seems  to  be  nothing  in  the  table  dealing  with 
this  plant  to  show  whether  or  not  both  turbines  were  running.  If 
they  were,  the  New  Cornelia  load  factor  was  around  0.50  as  com- 
pared with  a  value  of  about  0.70  for  the  Inspiration  plant. 

A  most  interesting  feature  of  this  paper  is  the  indication  of 
maximum  boiler  efficiency  at  about  0.60  rating  (Fig.  2).  The  author 
attributes  this  to  the  tightness  and  insulating  efficiency  of  the  sheet- 
metal  casing.  It  is  regrettable  that  the  l)oiler  proportions  are  not 
given  in  some  detail.  The  curve  of  boiler  efficiency  against  rating 
cannot  be  considered  a  normal  curve.  The  (actual)  rate  of  evapo- 
ration at  normal  rating  works  out  3.26  lb.,  or  at  60  per  cent  rating, 
less  than  2  lb. 

W.  N.  Best  fwritten).  There  is  one  particular  point  to  be 
emphasized  in  the  use  of  oil  fuel  in  |K)wer  plants,  and  that  is  the 
imiM)rlance,  wherever  jHJssible  and  wherever  plants  are  of  suffi- 
cient size,  of  the  company's  employing  an  engineer  whose  duties 
will  l)e  to  scH.'  that  the  oil  is  pro]3erly  burned  in  order  that  the  strictest 
economy  and  highest  efficiency  may  be  attained  and  maintained  at 
all  tinu»s.  The  writ<»r  has  always  recommended  this  in  jwwcr  plants 
and  in  forge  shops.  an<l  he  is  glad  to  learn  that  there  is  one  plant  in  the 
United  States  that  really  has  placed  a  man  in  charge,  whose  duty  it 
is  to  s(»e  that  the  oil  is  properly  burned.     He  can  save  his  wages  many 
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times  by  the  economy  effected  in  fuel  by  his  attention  to  his  specific 
duties. 

W.  J.  Davis,  Jr.  (written) .  We  have  to  thank  Mr.  Weymouth 
for  presenting  us  with  some  very  interesting  and  useful  information 
on  the  possibilities  of  obtaining  imusually  high  economies  from  com- 
paratively small  steam  power  plants  operating  in  districts  where 
lack  of  sufiicient  circulating  water  for  the  condensers  makes  neces- 
sary the  use  of  cooling  ponds. 

The  monthly  average  performance  of  the  Inspiration  Consoli- 
dated Copper  Company^s  plant  of  21;500  B.t.u.  per  kw-hr.  is  es- 
pecially commendable  when  we  consider  the  plant  conditions, 
namely,  units  of  6000  kw.  capacity,  steam  pressure  of  178  lb.  gage 
at  boilers  and  vacuum  of  2.66  in.  absolute  back  pressure.  If  cor- 
rection is  made  for  the  low  vacuum  at  the  Inspiration  plant  as- 
suming 1  in.  average  back  pressure  in  the  condensers,  a  condition 
frequently  obtained  in  modem  Eastern  plants,  the  average  economy 
would  be  reduced  to  less  than  20,000  B.t.u.  per  kw-hr. 

This  figure  is  very  good  and  compares  favorably  with  the 
economy  of  plants  of  modern  design  using  much  larger  units  and 
operating  at  higher  steam  pressures  and  superheats. 

While  the  performance  of  the  Inspiration  plant  may  be  held  to 
be  unusually  good,  that  of  the  New  Cornelia  is  considerably  better 
due  mainly  to  the  remarkably  high  vacuum  conditions  resulting 
from  the  improvements  in  the  design  of  the  cooling  pond  and  also 
to  the  use  of  higher  steam  pressures  and  superheats. 

These  plants  were  both  designed  to  meet  unusual  conditions  of 
high  cost  of  fuel  and  an  inadequate  supply  of  cooling  water.  The 
high  economy  maintained  as  shown  by  the  monthly  plant  records 
should  prove  highly  gratifying  to  the  designers  of  the  plants  as  well 
as  to  those  in  charge  of  operating  them. 

A  questionnaire  on  power  conservation  was  undertaken  by  the 
Cliairman  of  the  Engineering  Committee  of  the  Pacific  Coast  Sec- 
tion of  the  National  Electric  Light  Association,  the  results  of  which 
appeared  in  the  Journal  of  Electricity  for  April  15,  1918,  and  which 
showed  the  economies  obtained  in  steam  plants  where  oil  was  the 
fuel.  The  subject  of  power  plant  losses  was  also  undertaken  by  R. 
J.  C.  Wood,  General  Superintendent  of  the  Long  Beach  Plant  of  the 
Southern  California  Edison  Company  and  the  results  of  his  in- 
vestigation were  published  in  the  Journal  of  Electricity  for  April 
1,  1918. 
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Robert  Sibley  (written) .  In  the  Spring  of  1918  the  questions 
of  the  conservation  of  fuel  oil  and  of  its  utilization  at  the  highest 
degree  of  eflSciency  became  matters  of  prime  importance  throughout 
the  nation  and  especially  west  of  the  Rocky  Mountains  where  there 
was  a  shortage  of  hydroelectric  power  and  an  urgent  necessity  for 
the  economical  operation  of  steam  plants. 

In  both  of  these  articles  the  average  economy  of  the  great  steam- 
electric  power  plants  of  the  West  was  shown  to  be  from  200  to  240 
kw-hr.  per  bbl.  of  oil.  There  was  widespread  interest  among  engi- 
neers, therefore,  when  it  became  known  that  Mr.  Weymouth  had 
secured  such  results  as  are  mentioned  in  his  paper.  An  average 
economy  of  289  kw-hr.  per  bbl.  of  oil  as  fired  was  attained  for  the 
month  of  September  1915,  at  the  Inspiration  plant  while  it  was 
still  under  the  control  of  the  engineers.  At  the  New  Cornelia  plant 
the  monthly  report  for  September  1918,  showed  312  kw-hr.  per 
bbl.  of  oil,  and  in  January  1919,  the  average  economy  rose  to  317.9 
kw-hr.  per  bbl.  of  oil.  At  the  plant  of  the  Arizona  Power  Company, 
during  September  1917,  the  final  test  covering  48  hours'  operation 
in  regular  commercial  service  under  variable  load  due  to  the  regula- 
tion of  the  hydroelectric  system  showed  the  remarkable  record  of 
333.3  kw-hr.  per  bbl.  of  oil. 

Such  instances  as  these  indicate  the  remarkable  attainments 
that  are  possible  in  modern  high-pressure  steam  generation  and  the 
economic  performance  of  automatically-controlled  oil-burning  fur- 
naces. 

The  only  adverse  comment  which  can  be  made  of  the  excellent 
results  obtained  by  Mr.  Wejnnouth  is  that  the  tests  were  conducted 
under  abnormal  conditions  wherein  engineers,  expert  in  this  par- 
ticular field,  were  employed  so  that  possibly  under  ordinary  operat- 
ing conditions  these  efficiencies  could  not  be  obtained.  The  fact 
remains,  however,  that  a  high  goal  of  accomplishment  has  been 
established  which  shows  clearly  tluit  the  engineer,  properly  trained, 
can  increiise  efficiencies  far  beyond  those  now  prevailing  in  our 
power  plants.  It  would  also  indicate?  that  our  power  plant  managers 
should  give  more  attention  to  this  important  subject  and  see  that 
men  who  have  in  cliarge  the  oixjration  of  the  plant  are  qualified  to 
develop  the  highest  efficiency  attainable. 

Mr.  We\in()uth*s  paper  brings  to  our  attention  again  the  ad- 
visiibility  of  the  estabhshment  by  the  Society  through  its  Power 
Test  Codes  Committee  of  sUmdard  test  codes  for  oil-fired  boilers. 
While  it  is  true  that  the  present  boiler  test  code  may  hi)  adapted 
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to  this  purpose,  many  definite  rulings  should  be  made  by  the  Com- 
mittee. The  subject  of  definition  of  eflSciency,  for  instance,  is  one 
of  misunderstanding  where  oil  is  used  as  a  fuel,  due  to  the  fact  that 
a  certain  amount  of  the  steam  generated  is  used  for  atomizing 
purposes. 

W.  L.  Du  Moulin  (written).  Besults  of  tests  on  power  plant 
equipment  arc  always  of  interest.  They  show  the  performance  of 
the  equipment  under  the  most  favorable  conditions.  Information 
of  this  nature  is  particularly  of  interest  from  an  engineering  stand- 
point, and  desirable  to  have.  However,  test  conditions  are  usually 
special,  and  consequently,  actual  average  operating  results  over  a 
period  of  time  are  of  more  practical  benefit.  The  data  given  of  the 
economy  of  the  power  plant  of  the  New  Cornelia  Copper  Company 
are  an  indication  of  what  may  be  attained  under  operating  condi- 
tions by  a  plant  subject  to  the  extreme  summer  heat  of  Southwest- 
ern Arizona,  and  located  where  circulating  water  for  condensing 
purposes  is  a  serious  problem.  The  operating  records  of  this  plant 
demonstrate  that  economies  can  be  obtained  by  a  well-designed 
plant  operating  under  favorable  conditions  approaching  those  ob- 
tained under  test  conditions. 

The  operating  conditions  of  the  New  Cornelia  plant  are  excep- 
tionally favorable,  both  because  of  the  high  power  factor  and  the 
relatively  high  and  steady  load  factor.  About  72  per  cent  of  our 
total  power  generated  is  converted  from  alternating  to  direct  current 
by  four  motor-generator  sets  with  synchronous  motors.  These 
motor-generator  sets  supply  the  direct  current  required  by  the  electro- 
l^'tic  tankhouse,  and  their  load  is,  therefore,  uniform. 

During  the  last  eleven  days  of  January  1919,  the  average  net 
economy  in  kw-hr.  per  bbl.  was  323.1;  average  load  8085  kw.;  aver- 
age vacuum  1.28  in.  absolute.  January  is  the  most  favorable  month 
in  the  year,  due  to  the  better  vacuum  obtainable  on  account  of  the 
cooler  condenser  circulating  water,  and  July  is  about  the  most  un- 
favorable month,  because  of  the  poorer  vacuum.  The  average  net 
economy  in  kw-hr.  per  bbl.  for  July  1919,  was  302.4;  average  load 
7587  kw.;  average  vacuum  2.08  in.  absolute.  On  January  26  and  27, 
1919,  the  net  economy  in  kw-hr.  per  bbl.  was  327.3  and  326.5;  aver- 
age load  8091  and  8012  kw.  respectively.  While  the  records  of  such 
individual  isolated  days  are  interesting,  yet  the  average  records 
covering  longer  periods  of  time  are  the  ones  that  will  be  of  more 
practical  value,  as  the  influence  of  the  personal  equation  is  reduced 
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Temperature  of  feedwater  entering  economizers,  deg.  fahr 175 

Ave.  temperature  of  feedwater  leaving  economizers,  deg.  fahr 234 

Temperature  of  superheated  steam,  deg.  fahr 508 

Degrees  of  superheat,  fahr 100 

Temperature  of  oil  to  burners,  deg.  fahr 190 

Steam  pressure,  lb.  gage 255 

Pressure  in  oil  line  to  burners,  lb.  gage 10  to  15 

Pressure  in  steam  line  to  burners,  lb.  gage 30  to  45 

Lb.  of  water  actually  evaporated  per  lb.  of  oil 13. 7 

Factor  of  evaporation 1 .  097 

Water  evaporated  from  and  a't  212  deg.  fahr.  per  lb.  oil 15. 02 

Boiler  horsepower  developed 3500 

Per  cent  of  rated  capacity  developed 106§ 

Boiler  eflficiency,  Gross,  per  cent 78. 4 

Net  (deducting  steam  to  burners)  per  cent 77. 6 

Boiler  and  economizer  efficiency,  per  cent 82. 8 

By  consistent  work,  the  boiler  room  performances  as  indicated 
may  be  improved. 

All  economies  given  in  Mr.  Weymouth's  paper  and  in  this  dis- 
cussion are  net. 

D.  S.  Jacobus  (written).  Information  respecting  plant  effi- 
ciencies such  as  that  given  in  the  author's  paper  and  by  those  who 
have  discussed  it  is  of  great  value  in  placing  on  record  the  progress 
in  the  art  of  power  generation.  Saving  of  fuel  was  brought  promi- 
nently before  the  country  during  the  war  and  is  still  prominently  be- 
fore the  pubUc  in  view  of  the  increased  cost  of  fuel  and  the  general 
movement  that  has  been  organized  to  avoid  excess  waste.  Higher 
and  higher  boiler-room  and  power-plant  efficiencies  are  being  ob- 
tained and  reliable  tests  are  most  useful  in  a  study  of  the  problem  and 
in  inspiring  those  in  charge  of  power  plants  to  secure  the  best  results. 

Mr.  Sibley  states  that  the  only  adverse  criticism  that  can  be 
made  is  the  fact  that  the  author's  test  was,  perhaps,  conducted  under 
abnormal  conditions,  in  that  engineer  experts  were  employed  and 
that  under  ordinary  operating  conditions  the  efficiencies  which  the 
author  gives  could  not  be  attained.  The  tests  given  in  the  paper 
bear  on  the  results  secured  in  the  boiler  room  and  not  in  the  plant 
as  a  whole.  All  of  the  plant  economies  given  in  the  paper  are  operat- 
ing figures  and  Mr.  Sibley's  statement  therefore  appUes  only  in 
part  to  the  figures  given  in  the  paper.  The  general  idea  involved  in 
Mr.  Sibley's  statement  is  certainly  correct  for  most  cases,  but  there 
is  no  reason  why  there  should  be  any  difference  between  test  and 
operating  results  with  the  very  best  operation.  In  some  plants  every 
detail  is  attended  to  in  the  same  way  as  in  a  continuous  test  —  in 
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fact  the  plant  is  supervised  by  high-class  experts  and  subjected  to  a 
continuous  test;  and  there  are  instances  where  the  operating  results 
are  as  high  as  any  test  results.  More  and  more  attention  is  being 
given  to  securing  engineers  of  the  right  type  for  supervising  the  opera- 
tion of  the  boiler  and  engine  room  with  the  result  that  higher  and 
higher  efficiencies  are  being  obtained.  It  is  a  mistake  to  assume  that 
as  high  a  type  of  man  is  not  required  in  the  boiler  room  as  in  the 
engine  room,  for  as  I  have  said  on  many  occasions,  there  is  more  to 
\)G  lost  or  gtiined  through  the  operation  in  the  toiler  room  than  in 
any  other  part  of  the  plant. 

The  results  secured  at  the  Inspiration  plant,  taking  into  account 
the  conditions  outlined  in  Mr.  Jourdin's  discussion,  show  what  can 
be  done  with  high-class  attendance  and  operation.  The  same  ap- 
plies to  the  figures  for  the  New  Cornelia  Copper  Company  plant 
which  are  amplified  in  Mr.  Du  Moulin's  discussion.  To  obtain  high 
efficiencies  of  the  sort  there  must  be  a  proper  equipment,  but  aside 
from  this  there  must  be  the  highest  class  of  operation. 

It  is  interesting  to  compare  the  efficiencies  secured  in  the  oil- 
buniing  plants  with  those  that  have  been  obtained  with  coal  fuel. 
The  Ix^st  maintained  economy  for  the  Inspiration  plant  is  given  :us 
20,910  H.t.u.  i)er  kw-hr.  and  the  best  performance  of  the  New  Cor- 
nelia plant  is  about  18,000  B.t.u.  per  kw-hr.  Mr.  Alex  Dow  in  his 
discussion  of  a  pajx^r  presented  by  Mr.  Richard  H.  Rice  on  Recent 
Installations  of  Ijirge  l\irbo-Generators  at  the  New  York  meeting 
of  th(^  American  Iron  and  Steel  Institute,  1917,  gave  the  following 
flguix\s  for  the  results  secured  from  the  Comiers  Creek  Power  House 
of  the  I  )etroit  Edison  Company. 


Kw-hr.  out  put 

MHxiiiiuiii  ilrinuud  ('M  niinutt*fi) 

Avi*IU|,(l-  l(iH(l    

I.oimI  fnrtor        

( 'tiiil  |Mr  kw-lir..  Ill 

It  t  li.  (H-r  kw  hr 


12  mouths 

ending 

June  30.  1016 


12r>,  158.800 

35,000 

14.300 

.400 

1.44 

19,700 


12  month* 

ending 

Dec.  31,  1016 


162.117.600 

36.000 

18,500 

.514 

1.45 

10.800 


8  montha 
NUi«h31.1017 


54.654.000 

46.000 

25,800 

.562 

1.56 

20300 


2(),(KM)-kw.  turbines  are  employed  at  Mr.  Dow's  plant. 
Mr.  Dow  states  that  the  difference  between  the  July  to  June, 
12  months,  and  the  January  to  December,  12  months,  was  due  to 
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disturbances  of  coal  supplies  and  that  the  same  cause,  together  with 
the  increased  use  of  heat  in  the  buildings  during  the  winter  months 
affected  the  three  months  period  given  in  the  final  column. 

Mr.  Dow  estimated  what  might  be  done  in  securing  efficiency 
through  making  certain  changes  in  the  plant,  his  idea  in  this  connec- 
tion being  as  follows: 

Were  we  designing  today  for  fuel  at  $5.00  —  which  seems  to  be  the  proba- 
bility —  we  would  buy  turbines  of  still  higher  rotative  speed,  which  would 
require  about  9  per  cent  less  steam  than  our  Conners  Creek  turbines,  and  which 
would  be  nearly  as  reUable;  we  would  install  economizers,  for  which  we  have 
room,  but  which  we  have  not  heretofore  thought  desirable,  and  thereby  bring 
our  maintained  boiler-room  efficiency  up  from  76  per  cent  to,  say,  81  per  cent; 
and  we  would  make  certain  other  refinements  in  our  heat  balance  which  might 
save  1  per  cent  of  oiu'  total  fuel.  The  result  of  these  changes  would  be  a  reduc- 
tion from  a  normal  use  of  19,700  heat  units  per  kw-hr.  to  something  like  17,000 
per  kw-hr.  of  net  output. 

The  high  efficiencies  secured  in  Mr.  Dow's  plant  are  an  instance 
where  the  operating  results  are  as  high  as  the  test  results,  as  the 
plant  is  fitted  with  all  the  apparatus  necessary  for  making  a  con- 
tinuous test,  and  a  continuous  test  is  actually  conducted  with  the 
plant  operated  with  the  highest  degree  of  intelligence. 

Regarding  the  limit  which  will  be  reached  in  the  economy  of 
large  power  plants,  the  writer  recently  made  the  following  statement: 

A  large  steam-turbine  plant  of  the  best  modem  design  can  be  built  to 
generate  a  kw-hr.  with  a  heat  consumption  based  on  the  heat  in  the  fuel  of  17,000 
B.t.u.  per  kw-hr.  This  is  a  round  figure  for  plants  of  the  best  modem  construc- 
tion throughout  with  a  load  factor  of,  say,  60  per  cent  and  steam  pressure  of  300 
lb.  per  sq.  in.  By  increasing  the  steam  pressure  and  raising  the  superheat  the 
figures  could  no  doubt  be  reduced  to  the  neighborhood  of  15,000  B.t.u.  per  kw-hr. 

To  secure  these  higher  efficiencies  we  must  install  plants  in- 
voKing  more  complication  than  the  older  plants.  The  day  is  fast 
passing  where  simplicity  is  considered  of  first  importance  irrespec- 
tive of  the  economy.  Where  modem  power  plants  have  been  in- 
stalled with  the  more  complicated  apparatus  it  has  been  found  that 
with  the  right  sort  of  instruments  the  same  class  of  men  that  operated 
the  more  simple  plants,  after  proper  training,  effectively  operated 
the  more  compUcated  plants  and  experience  has  demonstrated  that 
the  sa\'ing  in  fuel  far  offsets  the  increased  cost  of  investment  and  the 
cost  of  providing  better  expert  supervision. 

The  Author.  The  straight  line  diagram  representing  barrels 
of  oil  and  kilowatt  output,  submitted  by  Mr.  Delany,  is  very  interest- 
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ing,  and  the  writer  has  used  this  extensively  when  investigating  the 
economy  of  single-unit  plants  at  fractional  loads.*  It  is  a  fact  that 
a  line  of  the  character  shown  is  very  nearly  a  straight  line  through- 
out its  rated  capacity  for  a  single-unit  turbine  plant,  but  when  two 
or  more  units  are  in  operation  at  the  peak  load,  and  ^ith  a  reduc- 
tion in  the  number  of  units  in  operation  at  the  hghter  loads,  that  is 
turbines,  boilers  and  auxiliaries,  the  line  becomes  a  jagged  line,  in- 
stead of  a  straight  line,  and  the  line  which  Mr.  Delany  has  shown 
for  the  Inspiration  plant  is,  therefore,  approximate  only.  Further, 
as  the  Arizona  Power  and  New  Cornelia  Co.'s  plants  have  different 
characteristics,  and  different  rates  of  economy,  it  is  not  accurate  to 
draw  one  line  as  Mr.  Delany  has  done,  to  represent  the  performance 
of  the  two  stations. 

Tlie  comparison  of  lines  is  Ukely  to  lead  to  serious  errors.  For 
instance,  the  highest  load  recorded  for  the  Sacramento  plant  is 
145,000  kw-hr.  i)er  day,  corresi)onding  to  which  the  average  load 
was  6041  kw.  and  the  economy  238  kw-hr.  per  barrel  of  oil,  yet  Mr. 
Delany  has  extended  this  as  a  straight  line  corresponding  to  average 
loads  of  about  8000  kw.  with  a  higher  apparent  economy.  This 
overload,  on  a  5000-kw.  unit,  with  boilers  and  connected  auxiliaries, 
if  such  a  load  were  possible,  would  result  in  an  upward  turn  of  the 
hne  beyond  the  economical  rating  of  the  plant. 

ITic  graphic  method,  when  plotted  with  respect  to  the  total 
load,  gives  a  distorted  comparison.  For  example,  a  plant  of  best 
modem  design,  having  a  30,000-kw.  unit,  operating  with  300  lb. 
pressure  boilers,  150  deg.  superheat,  and  tidewater  vacuum,  would 
give,  at  full  load,  a  test  economy  of  309  kw.  ixir  barrel  of  oil,  or 
16,772  B.t.u.  per  kw-hr.  If  the  characteristic  line  for  this  plant 
had  the  same  ratio  of  deiul-load  to  live-load  fuel  consumption  as  the 
line  for  the  /Vrizona  Power  Co.,  as  plotted  by  Mr.  I>lany,  it  would 
show  an  economy,  at  5000-kw.  load,  of  al)out  245  kw-hr.  per  barrel 
of  oil,  and  when  plotted  on  the  same  sheet  with  line  ''B*'  shown  by 
Mr.  Delany,  would  indicate  al)out  the  same  economy  at  the  nOOO-kw. 
lojul;  and  yet,  comparing  the  economies  at  rate<l  loads,  there  is  a 
^rc'Mt  Mip<'riority  for  the  larger  plant.  The  comparison  of  zero-load 
eeonoiiiy  is  iriMccurMte  since  the  Ins|)iration  plant,  with  two  units  in 
ojM'ration  jil  zrro  load,  would  show  practically  double  the  fuel  con- 
sumption for  a  siiiLcle  unit. 

Although  a  sin;:;le  line  gives  an  approximate  idea  of  the  per- 
fc»nn:uue,  ;it  various  loads,  of  a  single-unit  tidewater  plant,  a  family 
of  lines  is  neeessjiiy  to  repivsent  tlie  jXirfonnance  of  a  plant  such  as 
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that  of  the  Inspiration  Copper  Co.,  having  a  cooling  pond  for  con- 
densing purposes,  due  to  the  effect,  on  the  economy  of  the  plant,  of 
the  large  variation  in  vacuum  for  winter  and  summer  conditions. 
While  it  is  necessary  to  point  out  these  limitations  with  the  grai^c 
method  of  comparison,  we  are  indebted  to  Mr.  Delany  for  pointing 
out  the  usefulness  of  this  method  in  diecking  up  tiie  day4o-day 
economy  of  a  given  plant,  at  various  loads. 

Referring  to  Mr.  Jourdin's  discussion:  The  boiler  efficiencies 
given  in  Figg.  1  and  2  were  the  result  of  a  series  ci  uniform  load  tests 
of  boilers.  Mr.  Jourdin  does  not  state  whether  these  results  have 
been  improved  in  subsequent  operation,  and  no  doubt  he  means  that 
in  variable  load  operation  the  efficiencies  are  necessarily  somewhat 
different  than  imder  constant  load  test  conditicms.  It  wiU  be  noted 
that  Fig.  3  gives  the  combined  boiler  and  economizer  efficiency,  with 
atomizing  steam  deducted,  taken  from  the  power  plant  logs,  this 
data  being  supplied  to  the  writer  by  Mr.  Jourdin,  and  showing  a 
very  favorable  performance.  Referring  to  the  performance  of 
economizers:  This  is  relatively  poorer  than  in  other  stations  oper- 
ated with  equal  bofler  efficiency,  partly  because  of  the  less  econo- 
mizer surface  per  boiler  horsepower;  this  is  diown  by  a  comparison 
of  results  at  the  Inspiration  and  Arizona  Power  Co.'s  plants,  and 
the  writer  is  unable  to  agree  with  Mr.  Jourdin's  explanation  of 
this  detail. 

Mr.  Ennis  states  that  maintenance  of  hi^  boiler  efficiencies  is 
to  be  expected  in  regular  operation  with  weD  designed  oil-burning 
plants,  but  he  apparently  is  not  aware  that  many  well  designed 
plants  are  not  showing  as  high  overall  efficiencies  as  those  given  in 
the  writer's  paper.  The  operating  efficiencies  for  the  New  Cornelia 
plant  were  based  on  one  unit  only,  and  full  information  is  given  to 
determine  the  load  factor.  The  curve  of  boiler  efficiency  against 
rating  is  a  normal  curve  for  an  oil-fired  steel-incased  boiler.  If  the 
writer  understands  it  correctly,  the  inference  from  Mr.  Ennis'  dis- 
cussion is  that  if  these  oil-burning  plants  had  been  burning  coal,  a 
considerably  poorer  economy  would  have  resulted.  It  is  regrettable 
that  no  economies  have  been  given  by  Mr.  Ennis  for  record  per- 
formances of  modem  coal-burning  plants,  having  units  of  the  size 
given  in  the  writer's  paper.  Happily  the  conversion  of  a  number  of 
eastern  coal-burning  plants  to  oil  will  soon  afford  ccnnparative  data. 
From  the  information  as  to  operating  boiler  efficiencies  given  for  the 
Inspiration  plant,  and  in  Mr.  Du  Moulin's  discussion  for  the  New 
Cornelia  plant,  also  in  Dr.  Jacobus'  discusBi<m  for  coal4mming  plants, 
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it  will  be  seen  that  the  operating  efficiency  with  oil  fuel  is  practically 
the  same  as  in  the  best  fired  stoker  plants.  It  may  be  interesting  to 
point  out  the  fact  that  in  oil-burning  plants  there  is  a  deduction  for 
the  amount  of  steam  for  atomizing  the  oil,  for  heating,  and  for 
pumping  oil.  While  it  is  true  that  good  firing  with  oil  fuel  permits 
a  very  small  percentage  of  excess  air  over  chemical  requirements, 
the  large  hydrogen  content  of  the  oil  decreases  the  actual  efficiency 
of  the  boiler.  Were  it  possible  to  bum  Uquid  carbon  with  the  same 
minimum  excess  air  as  with  oil  fuel,  boiler  efficiencies  would  be 
obtained  of  nearly  90  per  cent;  and  the  difference  between  this 
figure  and  the  actual  efficiency  is  mainly  due  to  the  large  hydrogen 
content,  and  the  formation  of  steam  from  the  combustion  of  hydro- 
gen, with  its  large  latent  heat,  superheated  to  the  temperature  of  the 
escaping  gases.  In  coal  fired  plants,  having  economizers,  there  is 
much  greater  heat  recovery  in  the  economizers  owing  to  the  greater 
weight  of  gases  per  boiler  horsepower,  and  in  turn  the  higher  tem- 
perature of  escaping  gases.  Therefore,  it  is  a  fair  statement  that 
the  net  combined  boiler  and  economizer  efficiency,  after  deducting 
steam  for  atomizing,  heating,  and  pumping  oil,  is  but  very  little 
better  in  oil-burning  plants  than  that  obtained  in  the  best  coal- 
burning  plants,  taking  as  a  basis  for  coal  the  figures  given  in  Dr. 
Jacobus'  discussion,  which  the  writer  understands  were  obtained 
from  actual  performances  at  the  plant  of  the  Detroit  Edison  Co. 

Mr.  Sibley,  no  doubt  in  error,  has  referred  to  the  economies 
given  in  the  writer's  paper  as  test  economies  under  the  care  of  ex- 
perts, instead  of  operating  economies.  A  more  careful  reading  of 
the  writer's  paper  would  have  indicated  to  Mr.  Sibley  that  the  per- 
formances for  the  Inspiration  plant,  given  in  Fig.  3,  are  strictly 
operating  records,  under  the  care  of  the  regular  power  plant  opera- 
tors, extending  over  a  number  of  years,  and  not  in  the  hands  of  the 
engineers.  Also,  as  the  writer  stated,  the  engineers  never  developed 
the  economy  of  the  New  Cornelia  plant,  and  the  figures  given  are 
strictly  operating  results,  no  complete  plant  tests  ever  having  been 
made  by  the  engineers.  The  economy  for  the  Arizona  Power  Co.'s 
plant  is  adniittedlj^  a  test  result,  but  one  which  can  Ix;  practically 
maintained,  since  it  has  lx)en  proven  that  in  the  operation  of  the 
Inspiration  plant,  subsequent  to  the  engineers'  tests,  actual  operat- 
ing efiiciencies  wore  vsecured  fully  equal  to  the  test  results.  As  has 
l)een  i)ointed  out  by  Dr.  Jacobus,  modem  ix)wer  plant  operation  is 
only  at  its  best  when  each  day's  run  is  regarded  by  the  regular 
oix^rators  as  a  test  ixM-formance.    Wiile  engineers  have  frequently 
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excused  the  rather  ordinary  performances  of  then*  stations  by  claim- 
ing that  superior  results  were  obtained  imder  test  conditions,  the 
writer  is  quite  sure  that  this  is  not  the  spirit  of  Mr.  Sibley's  discus- 
sion. The  men  responsible  for  the  economy  of  the  Inspiration  and 
New  Cornelia  plants  are  very  clever  men,  but  no  better  than  the 
type  of  men  that  should  be  employed  in  every  modem  steam-electric 
power  station.  Mr.  Sibley's  statement  of  economies  of  other  plants 
on  the  Pacific  Coast  is  hardly  fair,  since  many  of  these  operate  in 
conjunction  with  hydro-electric  plants  and  are  not  on  as  favorable 
a  load  factor  basis  as  the  Inspiration  and  New  Cornelia  plants. 
While  the  writer  does  not  know  of  any  performances  of  other  Pacific 
Coast  plants  equal  to  those  given  in  his  paper,  there  are  several 
plants  which  have  shown  very  high  efficiency,  higher  than  indicated 
by  Mr.  Sibley.  The  writer  is  pleased  to  endorse  Mr.  Sibley's  recom- 
mendation that  the  Power  Test  Code  Committee  give  especial  at- 
tention to  codes  for  oil  fired  boilers. 

The  figures  given  by  Dr.  Jacobus  afford  an  interesting  compari- 
son of  the  efficiencies  of  coal-burning  and  oil-burning  plants,  but  al- 
lowance should  be  made  for  the  fact  that  the  plants  referred  to  in 
this  paper  are  those  having  much  smaller  imits  than  the  coal-burning 
plants  quoted  by  Dr.  Jacobus.  Dr.  Jacobus'  statements  as  to  the 
ultimate  economies  now  possible  for  large  plants  are  of  great  interest 
to  engineers. 

When  considering  the  boiler  efficiencies  given  by  Mr.  Du  MouUn 
for  the  New  ComeUa  plant,  and  comparing  these  with  the  efficiencies 
given  by  Mr.  Jourdin  for  the  Inspiration  plant,  due  allowance  should 
be  made  for  the  fact  that  in  the  New  Cornelia  plant  there  is  a  con- 
siderable heat  waste  due  to  the  necessary,  but  abnormal  amount  of 
boiler  blow-ofif,  and  as  well  the  sUghtly  higher  temperature  of  escap- 
ing gases,  due  to  the  higher  steam  pressure  of  boilers  and  higher 
temperature  of  water  within  boilers. 
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ELEMENTS  OF  A  GENERAL  THEORY  OF 
AIRPLANE-WING  DESIGN 

Bt  Walter  C.  Durfee,  Boston,  Mass. 
Member  of  the  Society 

This  paper  presents  in  brief  outline  form  ten  suJbjects  which  have  reference  to 
the  theory  of  fluid  motion  around  the  wings  of  airplanes.  These  are:  the  vortex 
theory  of  lift;  the  theory  of  initial  motion  around  wings;  vortex  theory  of  shape; 
hydrodynamic-electromagnetic  analogy;  action  of  vortices  with  reference  to  each 
other;  action  on  vortices  with  reference  to  their  images;  influence  of  the  local  wind; 
laws  of  energy  content  in  trailing  vortex;  friction  and  head  resistance;  and  explosion 
of  eddies.  These  various  subjects  are  not  discussed  but  are  merely  brought  forward 
for  the  purpose  of  providing  a  starting  point  for  discussion. 

T^HERE  are  several  subjects  which  seem  so  interesting  in  con- 
nection with  a  study  of  the  action  of  wings  upon  the  air  that 
the  writer  has  thought  it  valuable  to  the  Society  to  place  them  on 
record,  in  brief  outline  and  in  such  a  way  as  to  provide  a  starting 
point  for  discussion  and  the  addition  of  any  data  which  members  of 
the  Society  may  wish  to  contribute.  These  subjects  which  have 
reference  to  the  theory  of  fluid  motions  around  the  wings  of  air- 
planes are  as  follows: 

a  The  vortex  theory  of  lift,  which  states  that  the  air  which 
passes  the  wing  of  an  airplane,  or  the  blade  of  a  propeller, 
contains  a  component  of  circulation  around  that  wing 
or  blade,  in  such  a  direction  that  there  is  a  comparatively 
high  velocity  and  low  pressure  on  the  upper  surface  of 
a  wing;  and  a  comparatively  low  velocity  and  high 
pressure  on  the  under  surface. 
b  A  theory  which  states  that  an  imperfect  fluid  will  act 
like  a  perfect  one  momentarily;  from  which  it  may  be 
inferred  that  the  circulation  around  a  wing  cannot  exist 
at  the  first  moment  or  beginning  of  its  motion  of  advance 
but  must  develop  at  some  time  after  the  first  beginning 


Presented  at  the  Spring   Meeting,   Detroit,  Mich.,  June   1919,  of  The 
Akxbican  Societt  of  Mechanical  ENGiNEERa 

465 


466  AIRPLANE-WING  DESIGN 

of  the  motion,  since  there  is  no  circulation  in  the  begin- 
ning. 

c  The  vortex  theory  of  shape,  which  treats  of  a  soUd  body 
in  motion  as  being  somewhat  similar  to  the  core  or  kernel 
of  a  group  of  vortices. 

d  The  hydrodynamic-electromagnetic  analogy,  which  states 
that  distributions  of  fluid  motion  are  very  similar  to 
distributions  of  magnetic  flux;  so  that  one  may  cal- 
culate the  fluid  motion  around  a  supposed  vortex  or  group 
of  vortices  mechanically,  by  arranging  electric  currents 
or  groups  of  currents  in  a  manner  analogous  to  the  sup- 
posed vortices,  and  measuring  the  magnetic  forces  which 
result. 

e  The  laws  of  vortex  motion  with  reference  to  the  action 
of  vortices  on  each  other,  by  which  it  seems  possible  to 
estimate  the  circulation  or  strength  of  the  trailing  vortex 
loop  which  is  generated  by  a  wing  in  flight. 

/  The  laws  of  the  actions  of  vortices  with  reference  to  their 
images  in  solid  surfaces  combined  with  the  laws,  so  far 
as  known,  concerning  the  generation  of  eddies  and  vor- 
tices by  friction,  especially  near  sharp  edges. 

g  The  concept  of  a  local  direction  of  the  wind  as  due  to  the 
eflfects  of  all  vortices  existing  in  the  neighborhood  of  a 
wing  —  such  as  its  own  trailing  vortices  and  the  influ- 
ence of  neighboring  circulations. 

h  Laws  concerning  the  energy  contained  in  various  distri- 
butions of  vortex  motion  by  which  one  may  estimate 
favorable  arrangements  of  the  trailing  vortex  systems 
in  t^nns  of  the  load  carried  by  various  parts  of  the  wing 
span,  and  from  which  the  drag  might  be  estimated. 

I  (Coefficients  of  friction  and  head  resistance  representing 
losses  of  cnerg}'  which  oixn  l)e  adde<l  to  the  losses  attrib- 
uted to  the  energy  of  the  tniiling  vortices. 

j  KxixTience  concerning  the  explosion  of  eddies  and  vor- 
tices and  the  causes  and  effects  of  such  disturbances. 
2  It  is  the  writer's  \xA\iA  that  there  arc  engineers,  mathemati- 
cians and  rxixM-inicntcrs  in  the  Society  who  can  give  illuminating 
and  interesting  statt^ments  concerning  the  subjects  mentioned;  and 
that  a  jiroup  of  such  statements  assembled  in  the  fonn  of  a  discus- 
sion would  constitute  almost  a  complete  and  classical  theory  of  the 
action  of  wings  in  st^\idy  flight.    This  i^iijxjr,  therefore,  outlines  in 
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a  preliminary  way  the  bearing  of  these  various  theories  and  indi- 
cates their  approximate  exactitude. 


a    THE   VORTEX  THEORY  OF  LIFT 

3  It  is  not  difficult  to  believe  that  a  component  of  circulation 
exists  around  a  wing  in  flight.  If  it  is  granted  that  the  wing  carries 
any  load  at  all,  as  wings  evidently  do,  there  is  certainly  a  differ- 
ence of  air  pressure  between  the  lower  and  the  upper  surface.  Con- 
sequently there  are  accelerations  in  the  neighboring  fluid  from  the 
under  surface  around  in  various  circuits  to  the  top  surface;  corre- 
sponding to  the  fall  in  pressure  from  one  surface  to  the  other.  The 
quiet  or  still  air  into  which  a  wing  advances,  experiencing  these 
accelerations,  must  accumulate  an  upward  velocity  in  front  of  the 
wing,  and  disturbances  of  a  similar  nature  evidently  must  occur  not 
only  in  front  of  the  wing  but  also  to  the  right  hand  and  to  the  left 
hand.  Since  an  upward  motion  in  one  region  involves  a  downward 
motion  in  another,  there  must  be  a  downward  motion  somewhere. 
Actually  after  the  beginning  of  the  flight  there  is  a  sort  of  circulation 
up  in  front  and  down  behind;  and  consequently  to  the  rear  above 
and  in  a  forward  direction  below. 

4  In  practice  such  motions  can  sometimes  be  seen  in  the  form 
of  little  jerks  or  jumps  of  a  fluid  in  the  neighborhood  of  a  model  wing 
passing  through  it.  It  is  not  difficult  to  believe  that  this  disturb- 
ance around  a  wing  is  rather  similar  in  arrangement  to  the  distribu- 
tion of  velocity  around  a  vortex  or  group  of  vortices  —  their  axes 
parallel  to  the  span  of  the  wing,  and  perpendicular  to  the  direction 
of  advance.  The  intensity  of  motion  is  very  likely  greatest  near  the 
seat  of  the  disturbance. 

5  According  to  mathematical  theory  the  lifting  force  would  be 
in  proportion  to  the  strength  of  the  vortex  and  to  its  rate  of  advance, 
just  as  the  lifting  force  on  a  wire  in  the  armature  of  an  electric  motor 
is  in  proportion  to  the  strength  of  the  current  and  to  the  intensity 
of  the  magnetic  flux  from  the  pole  pieces.  A  formula  is  given  in  the 
Encyclopedia  Britannica  for  the  theoretical  action  of  a  vortex  which 
surrounds  a  circular  rod  which  is  projected  sideways.  A  force  de- 
velops perpendicular  to  the  axis  of  the  rod  and  vortex  and  at  right 
angles  to  the  motion  of  advance.  This  is  very  similar  to  the  lift  of 
a  wing  in  flight. 

6  Practical  examples,  however,  suitable  for  mathematical  an- 
alysis seem  to  be  very  rare,  nevertheless  the  writer  found  one  case 
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which  seemed  to  be  reasonably  free  from  objectionable  complica- 
tions. This  was  a  wing  tested  by  Eiffel  (Eiffel  No.  8,  at  9  deg.  center 
section).  From  the  measured  pressures  in  this  case  the  probable 
approximate  velocities  of  the  air  near  the  wing  surface  were  esti- 
mated, using  Bernoulli's  theorem.  From  these  velocities  a  calcula- 
tion was  made  of  the  circulation  around  the  wing,  which  is  the  line 
integral  of  the  tangential  component  of  the  velocity  vector  in  a  circuit 
around  the  wing.  The  result  agrees  with  the  theoretical  formula  for 
lift,  or  L  =  p  Vml,  in  which  L  =  force  perpendicular  to  advance; 
p  =  density  of  air  in  absolute  units;  V  =  velocity  of  advance;  m  = 
circulation  of  the  vortex;  and  I  =  mean  span  of  sustaining  vortex. 
It  would  be  interesting  to  have  more  measurements  of  the  circulation 
around  wings. 


Fig.  1     Diagram  to  Illustrate  Theory  of  Initial  Motion 

Around  Wings 

b    THEORY   OF  INITIAL   MOTION   AROUND   WINGS 

7  It  is  very  evident  that  no  circulation  exists  around  a  wing 
when  it  is  standing  still  in  quiet  air  on  the  ground.  Mathematical 
theory  further  declares  that  circulation  cannot  be  expected  to  de- 
velop immediately  at  the  beginning  of  the  advance.  In  the  first 
instant  of  motion  conditions  are  supposed  to  be  very  much  as  they 

C  C  Axfs  of  Trailhg  ^^irfktt  A  A' 


Axfs  of  Trailing  Vbrf fees.  ^  Ajtkof 

otStorf. 

Fir..  *J     Diagram  further  Illustrating  the  Theory  or  Initial 

Motion  Around  Wings 

would  l)('  in  a  (MMfrut  fluid.  The  amount  of  circulation  if  lero  at 
the  start  would  he  zero  inuncdiately  aften\'ard.  For  example, 
imagine,  for  simplicity's  sake,  an  inclined  plane  moving  from  the 
|M)sition  A  A'  to  BB'  in  Fig.  1,  starting  suddenly  from  rest.  The 
volume  (Miuivalent  to  the  space  AA'-BB'  can  be  expected  to  be  dis- 
placed and  to  go  around  the  edges  in  such  a  manner  that  there  is 
no  n(^t  circulation  around  the  section.  Verj'  soon  after  this  b^;iii* 
niiig  of  motion,  however,  in  the  case  of  a  real  wing  suddenly  started 
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in  a  real  fluid,  a  very  violent  eddy  or  vortex  is  left  behind  at  A'B'. 
When  the  wing  has  advanced  to  a  further  position  CC  the  condi- 
tions are  as  sketched  in  perspective  in  Fig.  2.  There  is  a  vortex 
loop  stretching  rearward  from  near  the  wing  tips  and  joined  to- 
gether by  the  eddy  generated  at  the  starting  point.  This  vortex 
circuit  is  completed  by  the  sustaining  vortex  which  circulates 
around  the  instantaneous  position  of  the  wing. 

C  VORTEX  THEORY  OF  SHAPE 

8  Suppose  that  the  axes  of  a  number  of  equal-sized  vortices 
are  arranged  as  the  circles  in  Fig.  3.  Then  the  direction  of  motion 
in  the  fluid  due  to  their  combined  action  is  almost  exactly^  in  the 
directions  indicated  by  the  full-line  arrows.  Suppose  that  a  cer- 
tain motion  of  translations  is  added  to  this  particular  arrangement 
of  vortex  motion.    Then  the  resultant  velocity  of  total  result  may 
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Fir,.  3     Diagram  to  Illustrate  Hydrodynamic-Electromagnetic  Theory 

be  in  the  directions  indicated  by  the  dotted  arrows.  This  particu- 
l(ir  kind  of  fluid  motion  corresponds  to  a  certain  velocity  of  motion 
added  to  a  certain  arrangement  of  vortices. 

9  Now  it  is  a  fact  that  the  shape  of  the  curved  hne  of  circles 
shown  in  the  diagram  is,  as  nearly  as  may  be  judged,  the  effective 
shape  of  a  cross-section  of  a  certain  real  wing  (Eiffel  No.  8  at  9  deg.), 
deducting  an  allowance  for  the  thickness  of  the  section.  Also  it  is 
a  fact  that  the  spacing  of  the  circles  indicates  the  actual  distribu- 
tion of  lifting  force  experienced  by  that  wing  between  the  front 
and  the  rear  of  the  wing  section.  Also  the  component  of  horizontal 
velocity  added  to  produce  the  dotted  arrows  is  the  velocity  used  in 

*  "Almost  exactly,"  because  the  diagram  contains  an  almost  impercepti- 
ble allowance  for  the  termination  of  the  sustaining  vortices  within  the  length 
of  the  wing  span  and  for  the  influence  of  their  rearward  extensions  as  trailing 
vortices.     (Compare  heading  g.) 
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the  published  tests  of  this  real  wing,  and  the  vortex  strength  used  in 
preparing  the  diagram  agrees  with  the  vortex  theory  of  lift  (Par.  ^) 
and  the  estimated  circulation  around  the  wing  mentioned.  It  is 
evident  from  these  figures  that  there  is  a  close  connection  between 
the  factors  of  distribution  of  fluid  motion,  and  shape. 

d    HYDRODYNAMIC-ELECTROMAGNETIC   ANALOGY 

10  Diagrams  like  Fig.  3  are  easily  obtained,  not  by  mathe- 
matical calculation,  but  by  arrangements  of  electric  currents  and 
magnetic  fields  representing  vortices  and  velocities,  choosing  any 
desired  amount  of  flux  to  represent  a  standard  velocity. 

e    ACTION   OF  VORTICES  WITH  REFERENCE  TO   EACH   OTHER 

11  The  Encyclopedia  Britannica  gives  formulae  for  the  action 
of  groups  of  parallel  colunmar  vortices  upon  each  other,  in  terms 
of  the  strength  of  these  vortices  and  their  distance  apart.  It  is  inter- 
esting to  estimate  the  strength  of  the  trailing  vortices  from  a  bi- 
plane by  observing  their  actions  on  each  other.  The  pairs  from  the 
right-hand  wing  tips  arc  of  one  kind  or  direction  and  revolve  around 
each  other  in  approximate  circles.  Those  from  th^  left-hand  tips 
also  revolve  around  each  other,  but  in  the  reverse  direction  from 
the  first-mentioned  pair.  Very  careful  experiment  would  be  re- 
quired to  detect  any  error  in  the  vortex  theory  of  flight  in  terms  of 
the  action  of  these  pairs  of  trailing  vortices.  The  vortices  can  be 
seen  in  a  smoky  atmosphere  when  moving  models  are  used. 

/   ACTION   ox   VORTICES   WITH   REFERENCE   TO  THEIR   IMAGES 

12  Many  peculiarities  of  fluid  motion  are  roughly  explainable 
in  terms  of  the  action  of  eddies  as  if  under  the  influence  of  their 
images  in  solid  surfaces.  For  example,  there  is  a  remarkable  dif- 
ference in  the  circumstances  surrounding  the  eddies  formed  at  B  and 
li'  in  Fig.  1  on  the  upper  surface  of  the  plane.  The  one  at  the  rear 
B'  should  tend  to  pass  off  if  considen^d  as  under  the  influence  of  its 
image.  Conversely,  the  one  at  A  should  tend  to  remain  with  the 
plane. 

(J    INFLl'ENCE  OF  THE  LOCAL  WIND 

13  \'ortices,  although  regarded  as  having  their  axes  in  some 
particular  location,  are  usually  considered  as  having  an  influence 
through  the  fluid  in  which  they  exist,  just  as  the  magnetic  effect  of 
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an  dectiic  enrrrait  is  considered  as  having  an  effect  at  remote  dis- 
tances. It  is  int^esting  to  calculate  the  effect  of  the  trailing 
vortices  on  a  wing  of  short  span.  A  wing  in  horiiontal  flight  does 
not  act  as  if  encountering  a  horiiontal  onrush  of  the  atmosphere. 
It  acts  as  if  ih&e  were  a  downward  component  of  motion  in  the 
air  around  tiie  wing,  of  very  much  the  same  amount  that  mig^t  be 
calculated  from  the  strength  of  its  own  trailing  vortices.  This 
is  manifest  espeaaSy  in  the  case  of  short  wings  by  a  correspondingly 
poor  lift,  as  if  scmiething  were  reducing  the  an^e  of  attadc,  and  in 
a  greater  resistance  as  if  climbing  up  through  a  descending  wind. 
The  hydrodynamic-electromagnetic  analogy  is  capable  of  yielding 
interesting  information  in  this  connection. 

h   LAWS  OF  ENERGY  CONTENT  IN  TRAILINQ  VOBTEX 

14  Mathematically  it  would  appear  to  be  as  easy  to  calculate 
the  energy  of  vortex-motion  lift  in  the  wake  of  an  airplane  as  it  is 
to  calculate  electrical  self-4nductanoe.  The  arrangement  of  trailing 
vortices  behind  an  airplane  evidently  depends  considerably  on  the 
distribution  of  the  loading  along  the  wing  span^  because  a  wing  can 
terminate  in  effect  considerably  short  of  the  actual  tip  by  an  easing 
up  of  the  lift.  Calculations  concerning  the  best  arrangements  would 
be  interesting.  The  writer  has  made  some  approximate  computa- 
tion by  assuming  the  trailing  vortices  to  be  a  group  of  parallel  colum- 
nar vortices:  a  sort  of  sheet  of  vortices  constituting  the  wake  of  the 
wing.  This  method  of  calculation  gives  the  usui^l  values  of  the 
lift-drag  ratio,  when  friction  is  taken  into  account. 

t    FRICTION  AND  HEAD  RESISTANCE 

15  In  a  practical  way  friction  is  a  large  item  and  it  would  be 
interesting  to  have  separate  tests  for  the  friction  losses  of  wingps. 
Tests  might  be  made  of  the  resistance  of  a  hoop  or  endless  ring 
having  the  cross-section  of  a  good  wing. 

j    EXPLOSION  OF  EDDIES 

16  Frequently  the  low  pressure  at  the  center  of  a  vortex  or 
eddy  in  real  air  appears  to  be  penetrated  by  a  rush  of  air  along  the 
axis.  Knowledge  about  this,  especially  with  reference  to  the  effect, 
cause  and  control  of  such  disturbances  in  the  wake  of  wings,  would 
be  interesting. 
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DISCUSSION 

John  R.  Freeman  (written).  The  writer  is  hardly  competent 
to  discuss  Mr.  Durfee's  paper  in  the  language  and  symbols  of  mathe- 
matics, but  a  possible  line  of  investigation  of  these  phenomena 
occurs  to  him  which  may  perhaps  be  useful. 

About  ten  years  ago  when  members  of  our  Society  were  guests 
at  a  meeting  in  England  of  the  Institute  of  Mechanical  Engineers, 
the  eminent  mathematician,  Dr.  Hele-Shaw,  presented  an  illas- 
trated  discussion  on  stream-line  problems  in  air  currents  relating  to 
airplanes,  in  which  he  showed  the  disturbing  effect  upon  the  stream- 
line of  models  designed  to  represent  various  forms  of  wings.  The 
fluid  in  that  case  was  a  Uquid  and  the  stream  lines  were  repre- 
sented by  ingeniously  colored  liquid  filaments.  The  investigation 
was  along  hnes  of  previous  investigations  of  the  distribution  of 
velocities  in  flowing  Uquids  containing  colored  liquid  threads  which 
showed  the  eddy  currents  caused  by  such  obstructions  as  bridge 
piers. 

At  that  time  it  seemed  to  the  writer  that  the  difference  in  com- 
pressibility of  air  and  water,  and  also  the  difference  in  inertia  effect, 
impaired  the  analogy,  and  on  further  thought  he  laid  out  a  line  of 
experiments  for  tracing  the  motion  of  liquids  around  obstructions 
in  channels  by  a  combination  of  methods  borrowed  from  the  ultra- 
microscope  and  the  moving-picture  machine,  although  he  has  never 
found  time  to  carry  out  the  experiments.  This  method  seems 
admirably  adapted  to  experiments  on  air  currents  in  connection 
with  airplanes. 

The  method  in  brief  is  to  make  an  optical  cross-section  in  any 
desired  plane  by  means  of  a  thin,  broad  beam  of  intense  light  put 
into  appropriate  shape  and  parallel  rays  by  proper  condensing 
lenses,  and  an  optical  slit,  analogous  to  that  used  with  the  ultra- 
mi(Toscoi>e.  By  means  of  dust  particles  of  proper  density  intro- 
(hurd  in  the  air  current,  one  can  render  visible  the  direction  and 
velocity  (»f  the  currents  set  up  somewhat  as  he  sees  the  air  currents 
in  his  liviiiji:  rooms  made  eviilent  by  a  sunlx^ain  acting  upon  the 
susiKMHJed  (lust  particles. 

Tiuj  narrow  slit  of  lij^ht  reveals  only  the  motions  in  one  plane 
and  simplifies  the  observation  by  rendering  the  particles  visible 
only  while  traveling  in  this  optical  plane. 

In  the  case  of  the  airplane,  these  motions  would  mostly  be  too 
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rapid  for  the  eye  to  follow,  but  within  limits  it  is  possible  to  observe 
them  and  to  record  them  by  a  motion-picture  apparatus  which  can 
be  so  constructed  as  to  make  30  or  50  exposures  per  second  instead 
of  the  customary  16.  It  is  indeed  possible  to  obtain  exposures  of 
much  shorter  frequency  by  means  analogous  to  the  shutter-testing 
device  developed  in  Dr.  Mees'  Research  Laboratory  at  Kodak 
Park,  in  which  a  rapidly  revolving  polygon  of  mirrors  serves  to 
catch  and  record  the  fleeting  image.  Also  there  have  been  devised 
and  patent^ed  means  of  revolving  polygonal  prisms  of  glass,  so  ad- 
justed that  their  reaction  holds  the  image  approximately  stationary 
on  the  screen  or  film  for  the  fraction  of  a  second. 

Such  a  series  of  photographs  recorded  in  a  short  reel  of  film 
can  be  rotated  for  purposes  of  study  at  a  much  slower  speed  than 
that  at  which  they  were  taken. 

By  these  means,  the  writer  believes  the  actual  pathway  of 
the  particles  of  air  as  they  pass  either  wing  plane  or  propeller  can 
be  made  evident  and  precisely  recorded  at  velocities  far  higher 
than  can  be  observed  in  any  other  known  way,  and  a  series  of  optical 
sections,  analogous  to  those  of  the  ultra-microscope  or  the  sun- 
beam will  simplify  the  hopeless  complexity  of  a  dense  mass  of  par- 
otides traveling  in  various  directions. 

Edward  P.  Warren  (written).  It  is  manifest  that  any  con- 
siderable development  of  the  theory  of  wing  action  beyond  the 
point  already  reached  must  be  conditional  on  the  use  of  new  and 
more  powerful  and  logical  methods  of  attack.  In  most  of  the  work 
so  far  done,  whether  by  the  simple  assumption  of  plane  impact  and 
reflection  or  by  such  more  elaborate  methods  as  that  of  Kirchhoff 
and  Helmholtz,  the  continuity  of  the  air  has  been  ignored,  and  the 
results  have  consequently  been  far  from  the  truth. 

The  work  of  Lanchester,  Kutta,  and  others  on  a  vortex  theory 
of  sustentation  seems  to  offer  the  most  promising  path  to  an  analy- 
sis of  wing  action  which  shall  be  of  real  practical  use.  It  leads  to 
the  only  method  which  takes  due  account  of  the  fact  that  there  can 
be  no  actual  acquisition  of  downward  momentum  by  the  air  as  a 
whole,  since  the  center  of  gravity  of  the  atmosphere  cannot  shift, 
and  any  downward  motion  imparted  to  the  air  in  the  neighborhood 
of  the  wing  must  be  counterbalanced  by  an  equal  upward  motion 
imparted  to  an  equal  mass  at  some  other  point. 

Promising  as  the  vortex  theory  is,  however,  it  should  not  be 
overrated.    There  are  many  factors  in  the  action  of  wings  for  which 
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it  docs  not  appear  to  account,  and  the  mathematical  weapons  are 
not  at  hand  for  applying  it,  except  in  the  simplest  cases.  The  elec- 
tromagnetic  analogy  proposed  by  Mr.  Durfee  is  very  interesting, 
but  it  must  be  handled  with  care,  particularly  in  connection  with 
thick  wings,  where  the  air-flow  changes  from  stream-hne  to  turbu- 
lent types  and  back  again  with  the  greatest  suddenness  and  in 
response  to  the  minutest  alterations  of  wing  form  or  conditions  of 
operation.  It  is  doubtful  if  this  analogy  could  be  extended  to  any 
cases  beyond  those  of  the  flat  plate  and  the  simplest  forms  of  thin, 
cambered  sections. 

George  de  Bothezat^  (written).  The  statement  "a"  of 
Mr.  Durfee^s  paper  constitutes  in  reality  the  well-known  "Kutta 
theorem,"  discussed  by  Kutta  himself  (Illustrirte  AeronaiUische 
Mitteilungenj  1902;  Sitzungsberichte  der  Koniglichen  Bayerischen 
Akadcmie  der  Winsenschaftcn,  1910  and  1911);  by  Joukowski 
{Ahodynamiquey  Paris,  1916)  and  Dr.  de  Bothezat  (Report  No.  28, 
Note  I,  from  Fourth  Annual  lleport.  National  Advisory  Committee 
for  Aeronautics). 

The  statement  *'c"  was  first  made  by  Ix)rd  Kelvin  with  refer- 
ence to  an  example  actually  classical  (the  so-called  atmosphere 
around  a  system  of  two  rectilinear  and  parallel  vortices  rotating  in 
inverse  sense). 

The  statement  *'d"  of  the  hydrodynamical-electromagnetic 
analogy  is  well  known.  But  the  suggestion  to  study  the  flow  around 
an  airfoil  by  this  method  is  of  interest,  and  such  experiments  con- 
ducted in  a  suitable  manner  could  bring  valuable  results. 

A  solution  of  the  question  proposed  in  statement  "e"  is  directly 
obtained  by  the  successive  application  of  the  Kutta  theorem,  Ix>rd 
Kelvin  theorem  on  the  constancy  of  circulation  and  the  Stokes 
tlKH)rem  connecting  circulation  with  vortex  intensity.  (Sec  Report 
No.  2S  of  the  Fourth  Aiuuial.) 

The  statement  **f/*'  is  not  (juite  clear;  if  local  wind  means  only 
tiie  instantaneous  value  of  the  thiid  velocity  at  a  given  point  around 
the  airfoil,  it  is  only  a  regular  conception. 

The  statements  **/<*'  and  "T'  demand  very  careful  considera- 
tion, because  it  seems  that  in  the  case  of  hydrodynamieal  phenomena 
some  spci'ial  conditions  niMv  occur  which  we  ilo  not  meet  in  electro* 
niai^nclic  phcni>nuMia. 

'  AonnlyiKuiiiial   lAjvrt.   N:itii»n:il   Advisory  iommittoo  for  Aefonautics, 
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F.  W.  Caldwell  ^  (written).  This  paper  is  very  timely,  par- 
ticularly in  view  of  the  growing  tendency  among  aeronautical  engi- 
neers to  regard  the  classical  coefficients  Kg  and  K^  as  inadequate. 

It  has  been  almost  universally  the  practice  to  write  L  =  —KySV^ 
and  D  =  -KJSV^  where  L  is  the  lift,  D  the  drag,  S  the  area  of  the  sup- 

•7 

porting  surface,  V  the  velocity  of  advance,  p  the  density  of  the  air 

in  weight  units,  g  the  acceleration  due  to  gravity,  hence  -  the  density 

of  the  air  in  slugs. 

It  is  well  known  as  the  result  of  experience  that  the  values  of 
Ky  and  Ks  vary  somewhat  with  velocity  and  also  with  the  size  of  the 
surface  imder  consideration.  If  {  represents  one  of  the  linear  dimen- 
sions of  the  surface  it  is  assumed  that  the  values  of  Ky  and  Kx  are 
functions  of  the  product  VL    This  is  known  as  the  scaUng  effect. 


Fig.  4     Diagrammatic  Representation  of  Flow 

Information  on  the  scaUng  efifect  is  very  meagre.  In  the  case 
of  propeller  sections  we  have  been  forced  to  make  use  of  characteris- 
tics obtained  at  a  speed  of  30  miles  per  hour  and  apply  them  to 
conditions  where  the  speed  obtained  is  as  great  as  600  miles  per 
hour.  While  the  use  of  scaling  rules  and  empirical  factors  worked 
out  in  practice  have  enabled  us  to  produce  .very  fair  results,  the 
need  for  accurate  data  has  been  pressing. 

The  high-speed  wind  tunnel  operated  by  the  Technical  Section 
of  the  Department  of  Mihtary  Aeronautics  is  of  the  venturi  type 
and  shows  an  exceptionally  uniform  flow  at  all  speeds  up  to  about  500 
miles  per  hour.  The  flow  is  produced  by  means  of  an  especially 
designed  24-blade  propeller  which  produces  a  suction  of  about  16 
inches  of  water  at  the  large  end  of  the  venturi. 

An  extensive  series  of  experiments  has  been  started  on  propeller 
airfoils  in  order  to  determine  the  effect  of  speed  on  the  lift  and 
drag  coefficients. 

It  is  desired  to  call  attention  to  the  fact  that  it  is  not  sufficient 
to  understand  and  be  able  to  calculate  the  circulation  about  a  hori- 

*  Aeronautical  Engineer,  330  Eklgewood  Ave.,  Dayton,  O. 
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zontal  axis  perpendicular  to  the  direction  of  motion;  there  axe  also 
very  important  vortices  about  axes  parallel  to  the  direction  of 
motion.  These  are  particularly  apparent  in  the  form  of  tip  vortices. 
Their  intensity  might  be  estimated  similarly  to  the  calculation  for 
fore  and  aft  circulation. 

The  flight  vortices  have  been  visualized  for  the  first  time  in  the 
army  wind  tunnel  and  a  moving  picture  of  the  phenomenon  has  been 
made.  While  the  moving  pictures  show  up  very  well  on  the  screen 
it  has,  unfortunately,  been  impossible  to  make  them  show  up  well 
in  print. 

Fig.  4  shows  the  type  of  flow  corresponding  to  normal  flight 
conditions.  It  is  supposed  to  represent  a  view  of  the  plane  taken 
from  upstream. 

F.  E.  Cardullo.  As  I  understand  the  theory  which  Mr. 
Durfee  is  attempting  to  develop,  instead  of  considering  the  reac- 
tions due  to  the  acceleration  produ(»ed  under  the  action  of  the 
motion  through  the  air  of  a  plate,  which  may  be  straight  or  curved, 
he  considers  these  reactions  from  the  standpoint  of  the  Bernoulli 
theory,  on  the  basis  that  differences  in  velocity  of  air  relative  to 
the  plate  will  exist  on  its  two  sides,  and  that  in  consequence  to  these 
differences  there  will  be  a  difference  of  pressure  and  a  lifting  force. 
He  points  out  that  there  are  certain  vortex  motions  at  the  ends  and 
at  the  trailing  edges  of  the  plate.  The  best  method  of  attack 
would  seem  to  me  to  be  that  of  testing  wing  sections  either  by  the 
emission  of  smoke  from  a  fine  orifice  or  with  threads  attached  to 
needles.  This  method  gives  an  opportunity  for  studying  the  vor- 
tices which  represent  irregular  motion  and  lost  energy.  Mr.  Durfee 
prefers  to  attack  the  "problem  from  the  standpoint  of  the  investiga- 
tion of  these  stream  lines  and  velocities  rather  than  the  development 
of  the  theory  of  the  reaction  on  the  surface  produced  by  accelera- 
tion. I  do  not  know  that  there  is  nmch  choice  in  the  mathematics 
of  the  two  methods,  but  in  either  case  the  mathematics  is  too  diffi- 
cult to  offer  a  practical  solution. 

The  Author.  Mr.  Warner's  remarks  with  reference  to  tlie 
sensitive  fluctuations  l>etween  one  type  of  motion  and  another  in- 
dicate the  probable  cause  of  much  uncertainty  and  doubt  connected 
with  aerodynamic  science.  Although  the  action  of  a  first-class  wing 
is  comj)arativcly  simple  and  easy  of  analysis  the  action  of  a  poor 
wing  is  likely  to  be  intricate  and  diflicult  of  analysis,  even  though 
the  shape  may  l)e  simple  in  the  last  case  and  refined  in  the  other. 
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At  least  three  or  four  types  of  motion  might  be  named  and  de- 
scribed. There  is  first  the  type  of  motion  which  occurs  theoretically 
in  the  case  of  a  perfect  fluid  and  which  may  be  observed,  according 
to  Lord  Kelvin,  in  any  fluid  at  the  instant  when  the  wing  or  other 
object  is  first  put  in  motion.  Radical  modification  of  this  ideal 
system  of  motion  may  take  place  owing  to  the  formation  of  eddies. 
This  may  result  almost  immediately  in  an  alteration  of  the  effective 
shape  of  the  body  by  means  of  eddies  which  are  carried  along  by 
the  object  in  question,  perhaps  on  the  under  side  of  a  wing,  sharply 
curved,  and  on  the  upper  side  of  a  wing,  slightly  curved,  or  in  the 
rear  of  objects  bluntly  shaped.  Either  with  or  without  the  above 
mentioned  modification  (type  two) ,  a  third  type  of  motion  is  pro- 
duced in  the  case  of  successful  wings.  This  is  a  circulation  aroimd 
the  instantaneous  position  of  the  wing  in  such  a  manner  that  the 
atmosphere  below  the  surface  moves  forward  (with  reference  to  the 
still  air  through  which  the  wing  is  flying)  and  the  atmosphere 
above  it  moves  backward.  The  creation,  existence,  and  preservation 
of  this  circulation  is  intimately  connected  with  the  vortices  which 
Mr.  Caldwell  mentions  as  parallel  to  the  direction  of  motion.  As 
it  is  evident  that  such  trailing  vortices  must  decay  through  friction 
and  other  causes,  and  that  the  eddies  mentioned  under  the  second 
type  of  motion  must  also  decay  or  suffer  violent  destruction  or  be 
swept  away,  it  follows  that  violent  fluctuations  in  the  type  of  air 
flow  are  likely  to  occur  in  an  irregular  manner.  The  causes  which 
determine  which  types  or  type  of  flow  will  occur  or  to  what  extent 
each  of  several  will  occur  in  combination  probably  have  much  to 
do  with  the  scaling  effect  mentioned  by  Mr.  Caldwell.  The  scaling 
effect  is  probably  influenced  also  by  the  fact  that  the  drag  of  a 
wing  is  composed  partly  of  friction  and  partly  of  a  rearward  com- 
ponent in  the  reaction  of  the  sustaining  vortex.  The  following  table 
shows  this. 

{absolute  unit  »  0.5  (units  of  force  per  unit  density  and  area  at  unit  velocity) 
French  "  =  0.0625  (kilograms  per  square  meter  at  one  meter  per  second) 
English      "     a  0.(X)255  (pounds  per  square  foot  at  one  mile  per  hour) 

Corresponding  strength  of  vortex  »  i  (breadth  of  wing)  X  (velocity  of 

wind) 

Corresponding  mean  velocity  over  top  of  wing  with  refer-  >■  |  (velocity  of  wind)  plus  (Uiickness 
ence  to  wing  correction) 

Corresponding  mean  velocity  over  bottom  of  wing  with  —  }  (velocity  of  wind)  plus  (thickness 
reference  to  wing  correction) 

Cf.,  approximate  coefficient  of  friction  in  absolute  unite  —  0.005  (or  0.0025  for  each  side) 

C/M,  aerodynamic  drag  coefficient  or  coefficient  of  drag  due 
to  vortex  of  reasonably  good  distribution  and  for  aspect 
ratio  =  6,  and  C^  =  0.5  -»    0.030 

C   ,  coefficient  of  drag  in  absolute  units  »  Cp  +  Cj^  »    0.035 

Calculated  reasonably  good  lift  drag  ratio  for  aq>ect  ratio  » 
6  at  value  of  C^  =  0.5  ^Cj^-i-  {Cf.  +  C^  -  14.3 
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Friction  is  an  important  part  of  the  drag  especially  at  low  angles 
when  the  drag  due  to  lift  is  small.  But  the  coeflScient  of  friction 
is  not  a  constant  at  different  speeds  when  it  is  defined  like  the 
other  coeflBcients  as  a  force  divided  by  area,  density  and  squared 
velocity.  For  this  reason  one  may  expect  that  high  velocities  and 
large  dimensions  will  result  in  better  lift-drag  ratios. 

The  analysis  with  reference  to  the  direction  of  the  reaction  of 
the  sustaining  vortex  is  improved  by  the  concept  which  I  have 
spoken  of  under  the  heading  of  the  local  wind.  This  concept  is  not 
exactly  with  reference  to  the  instantaneous  value  of  the  fluid  ve- 
locities at  a  given  point  but  is  with  reference  to  conditions  which 
surround  the  wing  or  blade.  For  example,  in  the  case  of  the  upper 
wing  of  a  bi-plane  there  is  a  circulation  of  the  atmosphere  around 
the  lower  wing  in  such  a  direction  as  to  increase  slightly  the  in- 
tensity of  the  wind  which  acts  against  the  upper  wing.  It  is  the 
apparent  velocity  and  direction  corrected  by  such  influence  which 
I  would  speak  of  as  the  local  wind  with  reference  to  this  upper  plane. 
In  this  particular  case  this  local  wind  with  reference  to  the  upper 
plane  contains  also  certain  components  of  nearly  vertical  velocity 
due  to  the  existence  of  the  four  vortices  which  trail  behind  the  four 
tips  of  the  wings.  In  other  words  a  wing  appears  to  suffer  from  the 
downward  motions  due  to  the  existence  of  the  trailing  vortices  in  the 
same  sense  that  tlie  tail-plane  suffers;  but  in  lesser  degree.  In  this 
manner  it  is  possible  to  understand  the  peculiarities  of  aspect  ratio, 
since  by  lengthening  the  wing  a  greater  proportion  of  the  span  is 
placed  in  a  region  remote  from  the  tip  vortices  so  as  to  be  influenced 
less  severely.  Presumably  the  blades  of  a  propeller  or  fan  may  be 
similarly  considered  as  moving  in  a  local  wind  of  an  intensity  and 
direction  determined  by  the  complicated  vortex  system  which  con- 
stitutes the  blast.  The  local  wind  with  reference  to  the  blade  then  is 
not  precisely  the  velocity  at  that  point  because  that  velocity  is  in 
part  made  up  of  the  circulation  around  the  blade  itself.  By  local 
wind  I  mean  tlie  conditions  which  in  effect  act  on  that  blade.  A 
preci.^e  dcfhiition  of  this  concept  might  be  to  say  that  the  local  wind 
is  indicated  l)y  the  velocity  and  direction  in  which  the  sustaining 
vurtex  would  itself  move  if  the  wing  or  bh\de  should  vanish. 

Mr.  Warner's  remarks  as  to  the  care  with  which  the  electro- 
magnetic analog>'  must  be  used  are  very  nmch  to  the  point.  The 
experiments  must  be  conducted,  as  Doctor  de  Bothezat  remarks, 
*'in  a  suitable  manner."    The  air  will  not  follow  the  desired  and 
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ideal  type  of  motion  if  conditions  are  permitted  to  exist  more  favor- 
able to  another  kind  of  motion.  Confining  one's  self  to  arrangements 
of  vortices,  all  of  the  desired  kinds  as  shown  in  Fig.  3,  it  is  not 
difficult  to  postulate  oiu-  arrangement  (by  crowding  the  vortices 
nearer  the  leading  edge)  so  that  the  fluid  motion  will  conform  in 
theory  to  the  shape  of  a  flat  plane,  but  the  resulting  diagram  is  of 
such  a  character  as  to  suggest  the  probable  formation  through 
friction  of  an  intense  eddy  at  the  leading  edge.  This  appears  to  be 
the  case  in  practice;  and  the  effective  shape  of  the  wing  appears  to 
be  changed  by  the  presence  of  this  eddy  and  the  electromagnetic 
analogy  impaired  by  the  difficulty  or  impossibility  of  producing 
such  circumstances.  On  the  other  hand,  by  attempting  to  rearrange 
the  electromagnetic  model  so  as  to  avoid  unfavorable  conditions  one 
soon  discovers  a  series  of  shapes  and  typical  designs  which  are 
well  kno\Mi  to  be  good.  Futhermore,  the  analogy  can  furnish  useful 
information  with  reference  to  the  local  wind  at  various  points.  It 
is  not  altogether  inapplicable  to  moderately  thick  shapes  because, 
according  to  Lord  Kehan,  there  is  considerable  similarity  between 
the  fluid  motion  around  a  solid  body  and  aroimd  a  group  of  vortices. 

Mr.  CaldwelFs  remarks  as  to  the  intensity  of  the  tip  vortices 
are  of  interest.  These  vortices  may  be  observed  in  a  smoky  atmos- 
phere very  readily  by  using  a  model  which  is  driven  through  the 
air  guided  by  a  cable  trolley.  The  intensity,  so  far  as  I  have  been 
able  to  measure  it,  is  the  same  as  the  theoretical  intensity  of  the 
sustaining  vortex.  The  measurement  of  intensity  is  made  by  using 
a  small  biplane  and  observing  the  rotation  of  the  pairs  of  trailing 
vortices  around  each  other;  for  example,  by  observing  the  rotation 
of  these  from  the  right-hand  tips.  It  is  interesting  to  inquire  in 
what  manner  the  low  pressure  is  preserved  along  the  axis  of  these 
trailing  vortices.  This  inquiry  leads  one  to  become  interested  in 
the  vortex  which  joins  the  trailing  vortices  together  at  the  rear  as 
shown  in  Fig.  2.  Presumably  this  vortex  is  renewed  from  time  to 
time  so  fast  as  the  original  system  breaks  down. 

Mr.  Freeman's  remarks  with  reference  to  a  method  of  observa- 
tions derived  from  the  ultra-microscope  and  the  moving  picture 
machine  are  very  attractive.  By  making  the  observation  in  still 
air  with  a  moving  model  it  would  seem  possible  to  learn  very  much 
concerning  the  formation  and  decay  and  internal  arrangements  of 
the  entire  vortex  loop. 

In  answer  to  a  question  by  Professor  Cardullo  as  to  whether  or 
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not  ihf:  mtdhcmuiutHl  mcthcKl  was  the  only  practical  one,  the  author 
ninUul  ififtt  he  tH;liovf;^l  that  there  were  many  useful  experimental 
uit'ihtxlH.  Tlu;  prcfWint  paper  was  mainly  an  analysis  of  the  various 
iih'frM'fifH  in  thf;  action  of  a  gorxl  wing,  intended  to  be  useful  as  a 
Kuidf!  in  irinny  lim*H  of  inventigation. 
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In  this  paper  the  authors  briefly  describe  the  method  employed  by  the  Radio 
Development  Section  of  the  War  Department  in  testing  air  fans  iised  for  driving  the 
electric  generators  tistiaUy  installed  on  airplanes  for  radio  communication.  They 
also  discuss  at  some  length  the  variotis  types  of  air  fans  and  present  numerous 
photographs  and  curves  clearly  Hhistrating  the  construction  of  the  fans  and  their 
operating  characteristics. 

The  difficulty  of  the  problem  lay  in  designing  a  fan  which  would  turn  at  constant 
speed  in  the  air  streams  of  widely  varying  speed  set  up  by  the  airplane  in  flight. 
The  various  types  of  fans  tested  were:  Pixedrblade  fans  of  special  blade  shape; 
fixed-Hade  fans  with  wind  brakes.  cerUrifugaUy  regulated;  fixed-blade  fans  using  a 
friction  clutch  or  a  friction  brake  centrifugaUy  regulated,  and  pivotedrblade  fans  in 
which  the  pitch  is  centrifugaUy  regulated. 

DURING  the  war  extensive  use  was  made  of  radio  telegraph 
and  telephone  apparatus  on  military  airplanes,  and  the  prob- 
lem of  power  supply  for  such  equipment  received  a  great  deal  of 
at t cation.    The  possible  sources  of  energy  may  be  listed  as  follows: 

a  Storage  batteries  or  dry  batteries 

6  Generators  driven  from  the  airplane  engine,  with  or  with- 
out floating  storage  batteries,  and  supplying  the  radio 
sets  directly  or  through  dynamotors 

c  Generators  driven  by  separate  gasoline  engines 

d  Generators  driven  by  air  fans  or  "windmills,"  placed  in 
the  air  stream  outside  the  airplane  fuselage. 

2     From  an  economical  point  of  view,  method  b  is  preferable. 

^  Engineering  and  Research  Division,  Radio  Development  Section,  War 
Department,  Washington,  D.  C. 

Presented  at  the  Spring  Meeting,  Detroit,  Mich.,  June,  1919,  of  Thb 
American  Society  of  Mechanical  Engineebs. 
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4S2  AIB   FAN!!    FOB  AIBTLAXE  CCXEBATOBc 

It  wa%  i^rrioii'-lv  ':'.ti.«i'i*rr^  biit  involved  cojperaikai  between  t 
izntli/jti-.  tioniiniiy  ofifrnitijig  iridfrfjerirleDTly  &Dd  ns  i^jpooti  waf 
'i«rUyt;*l.  Mf^afi'A'lii]";  fJi»:  pra^K*  in  our  Army  fol]ow€*i  lisai  of  <:*.ir 
AJIi':=^,  pri(i'ri(jally  tJi*:  Frfrnch.  in  ihe  u.«e  of  method  d.  tDOustii^ 
tJift  ((''ft'-'^*''''  '"iti^idft  thf:  iiii7>lane  fiLsela^t  and  driiin^  it  with  in 
iiir  fun. 

3  'I^iL*  f/ajxrr  n;vi»;wh  the  work  done  on  ibe  development  of  iir 
fart-  f'/f  thi-r  ■J-rvi'.'*;  a«  eaiTie<i  out  Vjv  the  Radio  DeveloproMit  Sec- 
tion of  tin;  HiffjiiiJ  f'orjjs.  Aft  the  work  was  done  under  the  press  of 
iciilitary  neir'rr-ity  it  was  directe*!  entirely  by  utilitarian  coDsider&- 


Fni.  1     Am  Vas  ash  Tkmt  (Jknbkatoh  Moivted  in  Wikd  Tmnnu. 

lioiiH,  wiw  often  riitKnii'iil ar>-,  and  ncRlertcd  invostigatiooB,  the 
need  of  wliicli  WHS  realized  hut  for  whirh  limn  and  personnel  were 
lint  availfiMc.  This  n;c<ini  is  pnsteiitMl  with  the  work  still  in  un- 
fiiiislicil  form  in  the  lioix;  tliat  remiltu  obtained  may  be  useful  to 
lliose  w)io  may  liiive  occasion  to  carr>'  out  further  investigations  on 
I  lie  iirolilcm. 

(iiMitrioNS    KOIt   WIIKII    TUK   AIK    FANK    WERE   DESIGNED 

-1     Two  si/cs  of  lEoncralorH  were  to  !«  driven  by  the  air  fans  it 
w!is  ilcsinii  io  develop.     The  ewential  data  on  tho?e  arc  as  foUom: 
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forR«iio 
TBlecnpbSeti 

Osnentoi 

forBxlio 
TelsphoneSeU 

200 
330 

4H 

Genemtor  output,  w 

METHODS   OF  TEST 


5  Practically  all  of  the  tests  recorded  in  this  paper  were  made 
with  the  wind  tuimel  of  the  Bureau  of  Standards,  and  the  manage- 
ment and  personnel  of  the  Bureau  aided  materially  in  expediting 


Fia.  2    Test  Genehator  with  Streamline  Casino 

them.  A  special  testing  generator  was  mounted  in  the  wind  tunnel 
as  shown  in  Fig.  1,  and  the  fan  to  be  tested  was  attached  to  it.  This 
generator  was  provided  with  a  magnetic  tachometer,  a  separately 
excited  field,  and  convenient  means  for  applying  load  to  the  arma- 
ture circuit.  The  external  shape  and  size  of  the  machine  were  made 
identical  with  those  of  the  radio  generators,  with  which  the  air  fans 
were  to  operate  in  service,  by  the  addition  of  the  molded  micarta 
streamline  casing  shown  in  Fig.  2.  With  this  generator  and  the 
regular  wind-tunnel  equipment  for  measuring  wind  velocity,  tests 
could  be  made  rapidly  and  accurately. 

6     All  of  the  air  fans  considered  in  this  development  have  normal 
speeds  of  4000  r.p.m.,  or  above,  and  the  centrifugal  forces  are  very 
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considerable.  It  was  therefore  found  necessary  (o  pruvide  an 
overspeed  test  to  precede  the  wind  tunnel  test.  For  this  purpose  a 
30-hp.  motor  operating  througii  a  43  to  3  De  I^aval  siiecd-inereas- 
ing  gear  to  a  suitable  shaft  extension  for  the  fan  was  set  up. 
This  device  was  capable  of  driving  the  air  fans  at  speeds  up  to 
14,000  r.p.m.  and  to  prevent  danmge  to  gciirw  or  ticarinps  in  case 
of  failure  of  the  fan,  u  "weakest  point"  was  provided  by  a  ri>- 
placcable  notched-shaft  extension.  Failuit!  at  this  jwint  inon-ly 
resulted  in  the  breaking  of  the  rcplawablo  sliaft  extension,  and  of 
course  the  destruction  of  the  fan,  without  uijury  to  liearinps  or  geai-s. 
Heavy  guards  prevcntwl   the  flying  fragments  from  causing   any 


I'lu.  ',i    I'HK-W.^K  AiK  Fans 

damage.   This  i<|uipment  wsis  tle-signeitl.yC'apl.  1'.  K.  rernnt,()ffi(vr  in 
I  "harge  of  the  Signal  ( 'uriis  Ijiboratmies  at  the  Mim'au  of  Standanls. 

7  'I'herv  is  one  >enons  obji'i-iiim  to  (liif  iiietlioil  of  overspwd 
li'stiiiiT  in  that  it  al>s<irl>s  a  lar^e  iliikimiiI  nf  |H.\t'<-r  and  iiuts  a}>- 
iiiirrnal  lhrii>i  >1r:iitis  on  tlii>  fniis,  A  biillli'.  io  ))revenl  air  How 
nialiTJally  n-diic-i-d  tlii-:  •'tV<-i-l,  and  latri'  i'\|irn''nn'  indieatetl  thai 
il  would  have  l.>'en  i>ivlVral<U'  tn  make  llic'  over'S|<e<H|  test  in  a 
very  >im|ile  auxiliary  wind  liiniiel  vUU  an  iijierlutv  ju-*t  lantP 
eri..iiL:1i  1.1  dl'iv,'  llu'  miloadi'd  |':iii.  ;M   the  spe.^l  dr>iiv.l.      NeverlllC- 

les..  the  apjiai'ain-.  iii>t  d ribed  was  used  in  all  l.'-t-  di>.-u<><-<l  in 

thi^   |.a|..T. 
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8.  In  cases  where  the  strength  of  a  fan  was  problematical,  it 
was  first  given  an  overspeed  test  only  slightly  in  excess  of  the  run- 
ning speed  expected  in  the  wind  tunnel.  After  the  wind-tunnel  test 
it  was  again  tested  to  the  required  overspeed  or  to  destruction. 
The  best  fans  were  required  to  withstand  up  to  practicallj'  double 
normal  speed. 

SIMPLE    NON-REGULATING    AIR   FANS 

9  As  in  alt  power-plant  problems,  the  ideal  in  this  development 
was  a  constant-speed  drive  for  the  radio  generator.  Wien  the 
development  began,  the  only  air  fans  available  were  non-regulatiiig 


1  Radio-Telephone 


wiKideH  fans  such  as  those  illustrated  in  Fig.  3.  These  fans  have 
the  characteristic  that  rotational  speed  is  practically  proportional 
to  air  speed,  and  when  combined  with  the  normal  variations  in  the 
speetl  of  the  airplanes  this  fact  leads  to  very  severe  requirements 
for  the  generator.  .\s  an  example,  a  generator  which  would  give 
salisfact(jry  iKrfnrmance  at  3750  r.p.m.  was  required  to  withstand 
an  oversijeed  test  of  14,000  r.p.m.  for  mechanical  performance  and, 
with  the  ad(lition  of  a  very  special  regulating  device,  to  hold  its 
voltage  within  15  per  cent  at  speeds  from  4000  to  12,000  r.p.m. 

10  Although  the  need  for  better  air  fans  was  obvious,  the  non- 
regulating  tjix's  had  to  be  used  until  others  could  be  developed,  and 
a  considerable  amount  of  work  was  done  in  adapting  them  to  the 
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particular  requirements  to  be  met.  Fig.  i  shows  tiie  constnictioo 
of  one  of  the  final  forms  used  with  generators  for  radio-telephone 
sets,  and  Fig.  5  its  performance  in  the  wind  tunnel.  Figs.  6  and  7 
give  similar  information  on  a  larger-size  fixed-blade  fan  used  for 
radio-telegraph  sets.  Fig.  7  also  gives  an  idea  of  the  variation  in 
individual  fans  supposed  to  be  identical.  Considerable  trouble  was 
experienced  witli  tliese  fans  due  to  the  fact  that  the  method  for  cal- 
culating air  fans  was  assumed  to  be  the  same  as  that  uacd  for  pro- 
pellers. That  this  is  not  the  case  and  that  errors  in  using  propeller 
formula?  are  considerable  is  shown  by  the  following  data. 

11     A  fan  of  the  type  shown  in  Fig.  6  was  calculated  by  simple 


[ti-Es  OF  Type  FA-3  Aib  Fam 

(Diam.,  IS  in.;  pilch,  2.1  Ix.) 

helix  formuliP  to  have  a  pitch  of  2  ft.  Theoretically  this  fan  when 
unloaded  (i.e.,  zero  slip)  should  run  ut  4500  r.p.m.  in  a  wind  stream 
of  slightly  over  1(X)  miles  per  hour,  or  assuming  18  per  cent  slip 
under  loud,  the  wind  stream  required  to  bring  the  fan  up  to  speed 
should  Ih'  approximately  120  miles  ikt  hour.  But  this  fan  actually 
runs  at  full  sj«.n'd  under  load  in  an  82-mile -pcr-hour  wind.  The  cal- 
culalod  value  of  the  normal-speed  air  under  load  is  thus  45  per  cent 
high,  and  if  the  slip  is  actually  the  assumed  18  per  cent,  the  non-«lip 
air  speed  for  normal  mto  of  rotation  is  70  miles  per  hour  instead  of 
100  as  ealiuliitcd.  whieh  gives  the  effective  pitch  of  this  fan  as  1.37 
ft.  instead  of  2  fl.,  the  value  given  by  the  propeller  calculations. 
12     The  explanation  of  these  results  by  propeller  designers  is 
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that  the  no-lift  pitch  differa  from  the  bkde  pitch,  a  pheDomenon 
well  uDderstood  but  not  applied  to  air  fan  deeign  at  the  time  these 
tests  were  made.  The  magnitude  of  the  differences  and  the  lack 
of  information  regarding  the  correct  numerical  constants  for  design 


Fio.  6    Type  FA-6,  Non-RbouI/Atino  Air  Fan  for  Radio-Tblequapb 
Gbnehators 

formula  lead  to  the  use  of  entirely  empirical  methods  of  design  for 
the  fans  that  were  put  into  service. 

13     Obviously  it  is  desirable  to  establish  the  correct  method  of 
calculating  these  fans,  but  the  pressure  of  more  important  work 


Airspeed,  miles  per  hour. 
Fia.  7    pERTORMANCB  Corves  of  Type  FA-6  Air  Fam 

(DiuL,  20  in.:   vivii,  1.75  ft) 

prevented  its  lieing  undertaken  by  the  Radio  Development  Section. 
The  subject  was  given  much  attention  by  Mr.  E.  N.  Falea,  of  the 
Airplane  Engineering  Depari,ment,  Bureau  of  Aircraft  Production 
of  the  Army,  who  assisted  the  Section  very  materially  during  the 
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early  stages  of  the  development  described  in  this  paper,  and  it  is 
hoped  he  will  publish  his  conclusions. 

REGULATING   AIR   FANS 

14  No  one  can  work  with  simple  air  fans  without  being  im- 
pressed with  the  desirability  and  apparent  simplicity  of  modifj-ing 
them  so  that  instead  of  the  straight-line  relation  between  air  speed 
and  speed  of  rotation  there  will  be  more  or  less  tendency  toward 
constant  rotational  speed  with  varying  air  speed.  Among  the  dis- 
advantages which  may  be  corrected  by  making  the  air  fans  self- 
regulating  are  the  following: 

a  Undue  head  resistance 

b  Excessive  centrifugal  stress  in  armature  windings 

c  Vibration 

d  Commutator  and  bearing  troubles 

e  Troubles  with  voltage  regulators 

/  Troubles  in  radio  sets  due  to  var>4ng  voltage. 

During  the  progress  of  this  development  a  great  many  schemes  for 
the  construction  of  self-regulating  fans  were  proposed.  As  all  pre- 
vious experiences  led  to  the  conclusion  that  the  performance  of  a  fan 
could  not  be  predicted  with  any  degree  of  accuracy,  every  reasonable 
suggestion  was  carefully  considered  and  if  possible  tried  out.  Funda- 
mentally all  the  fans  tested  may  be  classified  under  five  principles 
of  operation  as  follows: 

a  Fixed-blade  fans  of  special  blade  shape 

b  Fixed-hhido  fans  with  wind  brakes  ccntrifugally  regulated 

c  Fixed-blade  fans  using  a  friction  clutch  ccntrifugally  regu- 
lated 

d  P^ixed-blade  fans  using  a  friction  brake  ccntrifugally 
regulated 

c  Pivoted-blado  fans  in  which  the  pitch  is  centrifugally 
regulated. 

15  Fixed-Blade  Fanf<  of  Spcci(d  Blade  Shape.  Certain  air  fans 
submitted  to  the  Signal  Cori>s  were  supposed  to  give  speed  regula- 
tion on  th(*  principle  that  the  angle  of  attack  and  efficiency  can  be 
made  to  alter  with  th(^  wind  velocity  and  in  such  a  way  that  the 
ratio  of  wind  velocity  to  r.p.m.  nwd  not  be  constant.  Tests  were 
made  first  on  a  s(M'i(»s  of  blade  secti(ms  and  later  on  a  fan,  shown 
at  the  right   in    Fig.  3,  which  was  said  io  ix)88088  the  regulating 
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features  in  a  marked  degree.  The  coDclusion  from  these  tests  was 
that  at  no  load  the  performance  of  properly  designed  fans  tends  to 
confirm  the  hopes  of  the  designers  though  the  m:^;nitudc  of  the 
regulating  effect  is  small;  but  un<ler  load,  particularly  varying  load, 
it  was  unpossible  to  distinguish  any  improvement  over  the  ordinary 
fixed-blade  types  of  fans.  Consequently  this  method  was  discarded 
as  of  no  practical  value. 

16  Fixed-Blade  Fans  with  Wind  Brakes.  Fans  of  this  type  are 
provided  with  wings,  pins  or  other  projections  which  are  normally 
enclosed  in  a  recess  in  the  blade,  but  which  are  caused  by  centrif- 
ugal force  to  emerge  and  so  retard  the  rotation  of  the  fan.     They 


Fio.  8    Fixbd-Bladb  Fahb  with  Wind  Brakes 

have  the  ilLsadvantage  of  low  efficiency  and  consequent  high  head 
resistance,  but  were  considered  worth  trying.  Fig.  8  shows  various 
development  models.  Round  rods,  rods  witli  cloth  and  metal  wings, 
flat  strips,  etc.,  were  tried  for  the  moving  brake  element.  Many 
showed  prat'tically  no  regulation  of  coiutsc,  but  others  were  reason- 
ably pn)niisiiig.  Among  such  was  the  type  in  which  the  brake  arms 
were  pivoted  anil  moved  out  into  the  air  by  the  action  of  centri- 
fugal weiKhts.  Another  interesting  fan  had  the  brake  arma  actuated 
not  by  ci-ntrifugal  force  but  by  the  air  pi-essure  on  a  plate  mounted 
in  advance  of  tlie  nose  of  the  fan,  anil  gave  a  curve  in  which,  for 
a  certain  raiiKC,  the  r.p.m.  actually  decreased  with  increase  in  air 
velocity. 
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17  Hie  Dfrt  coDclusioD  from  thif  research  was  that  the  wind- 
brake  principle  would  ei^'e  fairly  ^ood  characteristics  over  a  limited 
raiifEe  of  air  speed,  and  with  further  refinemeitt  it  might  have  been 
worth  puttiikg  into  production.  However,  that  stage  was  never 
TtAnhdi  due  to  the  woric  on  the  pivoted-blade  t>-pe  of  fan  described 
l*Iow. 

18  Fridion-Cluick  and  Friction-Brake  Fam.  As  in  the  tvyei 
of  rr^ulating  air  faa^  discussed  above,  the  friction-clutch  and  fric- 
tion-hrakc  principles  of  operation  are  inherently  objectionable  on 
account  of  their  low  efifioiency  and  consequent  high  bead  tvsistance. 
They  offerwl  a  po»*ible  solution,  however,  and  were  tried  out  experi- 
mentally. In  the  friction-clutch  type  of  fan  the  fan  hub  is  capable 
of  free  rotation  about  the  shaft  of  the  generator,  which  it  drives 
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ttirouKh  n  friction  clutch,  llic  clutch  is  released  by  the  acUoD  of 
centrifugal  weights  wlien  the  Rpce<l  passes  the  predctemuDed  nuud- 
muin,  permitting  the  fan  to  run  at  higher  speed  than  the  driven 
nliaft  of  the  generator.  The  curve  of  this  fan  was  satisfactory  for 
the  fir^t  iiukIcI,  but  the  heating  due  to  slipping  of  the  clutch  at  high 
vclocitit's  was  too  great  to  pcniiit  the  use  of  the  fan  in  practice  and 
tin-  (ieviilopiin'iit  wa.s  ubandonetl. 

H»  III  th(!  f rict ion-l)riike  type  of  fan  the  fan  ia  keyed  to  the 
Kciicffitor  shdft  and  is  [irevcnted  from  exceeding  normal  speed  by 
n  briikeshoc  oixTati^l  by  a  centrifugal  weight  and  bearing  on  a  plate 
alliii^hcd  lo  the  generator  frame.  This  also  was  tried,  and  gave  ro- 
sultH  essentially  .liniilar  to  those  obtained  with  the  clutch  type.  With 
the  very  con-sidcralilo  variation  in  air  speed  met  with  on  airplanes. 
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the  friction  devices  generated  so  much  heat  that  their  use  was  im- 
possible.    ■ 

20  Variabh'Piich  Air  Fans.  The  ideal  principal  for  the  design 
of  a  regulating  air  fan  is  that  of  varying  the  pitch  of  the  blades  to 
correspond  to  the  variation  in  air  speed;  this  principle  is  by  no  means 
new,  having  been  considered  in  a  variety  of  forms  for  propellers  for 
a  number  of  years.  The  great  difficulty  in  actual  construction  has 
been  that  the  mechanical  strength  necessary  to  withstand  the  very 
high  centrifugal  forces  and  the  delicacy  of  operation  necessary  for 
close  regulation  are  very  hard  to  combine. 

21  This  objection  does  not  apply  so  forcibly  to  fans  using  very 
thin  blades  which  are  expected  to  warp  under  centrifugal  action 
to  change  the  pitch  and  a  few  samples  which  it  was  hoped  would 
operate  on  this  principle  were  tested.    They  were  unsuccessful  prin- 
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Fio.  10    Performance  Curves  op  Type  FA-4  Aib  Fan 

cipally  on  account  of  mechanical  construction  and  improved  samples 
were  never  made  up.  The  method  is  in  any  case  of  doubtful  utility 
since  it  can  probably  take  care  of  only  limited  variations  in  speed, 
whereas  the  pivoted  blade  fans  are  capable  of  regulating  over  the 
widest  variations  in  air  speed  likely  to  be  met  with  in  airplane 
practice. 

22  I'iroted-Blade  Air  Fans.  The  earliest  pivoted-blade  fan  to 
come  to  the  attention  of  the  Eadio  Development  Section  was  made 
by  the  Sperry  Gyroscope  Company,  but  it  proved  unsuccessful, 
due  to  mechanical  weakness.  It  was,  however,  the  forerunner  of 
very  successful  fan.=i,  and  serves  to  illustrate  the  general  principle 
on  which  all  operate.  The  blades  are  mounted  on  hearings  and 
are  capable  of  rotating  through  a  considerable  angle.  Centrifugal 
weights  are  mounted  on  arms  attached  to  these  blades  and  tend  to 
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turn  them  in  the  proper  direction  to  increase  the  pitch.    A  resisting 
spring  and  necessarj'  hub  complete  the  mechanism. 

23    The  first  model  to  perform  satL'sfactorily  is  shown  in  Fig.  9. 
It  was  designed  bj-  Mr.  Thomas  Slate,  of  the  American  Mechanical 


Fig.  U    Tvpb  F.H-A,  Vai 


E-PiTcii  .\iR  Fan 


Impiovement  ('(Hiipjiiiy.  \V!i.-<hinjrtoii,  ]).  ('.,  and  ils  performiim-c 
i.s  indicated  by  1%.  10.  Thi'  very  Rfcat  inipnivemciit  over  the  fixed- 
blade  fans  then  in  xiac  made  (h<^  jirodiiction  of  this  fan  higldy  de.-iir- 


40 


ta 


K 


OT 


ikI  il   < 


.  r..i 


hciFiMAMB  fiHii^.^  o»'  TuK  [A  I  A  Am  Kan 

IIHmii.,  Min:    I^tch  viiriulili-j 

lulcrl-iikrn  at   once  uniler  purchase  s|H'cificatioiis 


()[MT:itin^'  ;iir-,-^|iccd  limits   l."i  to  .'WHl  m.p.li. 

Normal  siM'cl     -l.-rfH)  r.p.m. 

!^pcnl  vnrmliriii  Ir-s  ihaii      phis  or  minus  \  \vr  i 

Dv-Tspi-cl  l.^l        SO(H)r.p.m. 


(1.  F.  OBAT,  J.  W.  BBBD  AND  P.  N.  ELDBBEIH       493 

It  was  of  course  realized  that  this  fan  was  by  no  means  in  its  final 
form,  and  work  toward  improving  it  and  providing  new  sources  of 
production  was  carried  on  as  rapidly  as  possible.  One  of  the  objec- 
tions to  the  original  design  was  that  the  particular  mechanism  used 


Fia.  13    Ttpe  FA-8,  200-WArT,  Sinolb-Bl&di;,  Variabix-Pitch  Aib  Fan 

caused  the  centrifugal  force  to  increase  as  the  sine  of  twice  the 
angle,  while  the  spring  restraining  force  increased  according  to  a 
straight-line  relation.  In  the  second  successful  design  this  was 
corrected  by  the  use  of  a  special  linkage  between  spring  and  blade 


FiQ.  14    Pbrfobmance  Cobves  of  Type  FA-8  Ara  Fan 

(Swept  diam.,  20  in.;   jntcb  vtuikbla.) 

which  modified  the  curve  of  spring  resistance  to  fit  that  of  the 
centrifugal  weight.  Fig.  11  shows  one  of  these  fans  and  Fig.  12  its 
performance.  In  this  as  in  many  other  cases  of  radio  development 
work,  the  design  was  conceived  and  outlined  by  the  Signal  Corps 
engineers  and  the  details  worked  out  at  once  t^  the  manufacturer 
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(in  this  case  the  American  Propeller  and  Manufacturing  Compaoy) 
in  a  form  ready  for  immediate  production. 

24    The  third  successful  design  of  variable-pitch  air  fan  was 
the  work  of  Mr.  Pinaud,  of  the  Des  Lauriers  Aircraft  Corporation 
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and  ditTi'r.i  very  radically  from  {\n»^  |)reviou«ly  dcjicrilKxi.  It  uses 
only  ono  Madr,  iukI  its  prinnjiiil  advHntaRC  is  that  by  ingenioua 
<-oiint<-rbnlaiH'inK  prarlically  all  strain  is  tatcon  oft  the  twarings 
wlirrcas  in  other  funns  tin-  timist  Imirings  must  cnrrj-  a  very  con- 
cidcralilo  load  -Ih.iIi  radial  and  thmat  — due  to  the  high  speed  of 
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rotation,  and  the  unbalanced  des%D8  of  the  bjades.  Friction,  of 
course,  results  in  considerable  "lag"  in  the  performance  of  the  fan. 
The  mechanical  construction  of  the  Pinaud  fan  is  also  a  considerable 
improvement  over  its  predecessors  in  simplicity  and  ease  of  manu- 
facture.   Figs,  13  and  14  show  its  construction  and  performance. 

25  In  addition  to  the  three  types  of  regulating  air  fans  which 
were  sufficiently  perfected  to  justify  production,  a  number  of  others 
were  considered  and  may  be  of  interest,  although  the  development 
was  not  carried  to  the  point  where  the  fans  could  be  put  into  pro- 
duction. A  very  beautiful  but  delicate  all  steel  design  was  made 
by  the  General  Electric  C!ompany;  the  Frederick  Piere  Company 
made  a  fan  essentially  similar  to  the  FA-4A  type  discussed  above 


Fio.  16    AiBFoiL  Curves  of  Type  FA-4r-A  Ais  Fan  Blade 

except  that  the  blades  were  of  sheet  steel  welded  to  steel  shafts 
and  weighed  little  if  any  more  than  the  cast  aluminum  blades;  the 
National  Electric  Signal  Company  produced  a  fan  interesting 
theoretically  but  very  complicated  and  comparatively  slow  in  action ; 
the  Air  Motors  Corporation  made  a  design  using  either  two  or  three 
blades  and  especially  notable  in  that  the  hub  was  only  about  1  in. 
thick  instead  of  3  in.  or  more  as  in  other  designs.  The  Sperry 
Gyroscope  Company  overcame  bearing  difficulties  in  a  very  in- 
genious manner.  Their  fan  is  of  the  two-blade  design  with  blades  off- 
set and  geared  together  as  in  the  types  previously  discussed,  but  they 
have  a  distinct  improvement  in  the  way  they  take  up  the  thrust  due 
to  centrifugal  action.  Instead  of  thrust  bearings,  a  steel-rod  tension 
member  is  used.    It  is  located  in  the  axis  of  the  blade  and  is  rigidly 


496  AIB  FANS   FOR  AIRPLANE   OENERATORS 

fixed  to  the  hub  at  one  end  and  to  the  outer  end  of  the  blade  at  the 
other.  In  addition  to  carrying  the  centrifugal  load,  this  rod  is 
twisted  &s  the  blade  turns  and  its  torsional  force  acts  instead  of  the 
spiral  or  leaf  spring  of  the  other  designs  to  oppose  the  twisting  effort 
of  the  centrifugal  regulating  weights.  The  elimination  of  the  fric- 
tion in  the  thrust  bearings  undoubtedly  increased  the  sensitivity  of 
the  fan,  but,  in  the  samples  so  far  tested,  it  was  found  difficult  to 
obtain  sufficient  strength  combined  with  sufficiently  low  torsional 
force  and  high  permissible  angle  of  twist  witliin  the  dimensions  con- 
sidered suitable.  A  further  difficulty  was  met  in  the  built-up  blades 
used,  but  this  could  undoubtedly  be  ca.aily  overcome. 


I'lo.  17    AiK  TiimjiiK  Ci^ii 


II1LM>-RESISTANL'E  TESTS 

26  A  demonstration  of  the  value  of  the  n^ulating  air  fans  in 
reducing  heiwl  ronintance  was  made  by  the  <Un'ct  test  of  a  complete 
radio-telegraph  transmitting  set  in  the  wind  tunnel.  A  run  was 
first  made  with  the  set  cfiuipped  with  a  fan  hub  and  nose  cap  but 
no  bladcH;  then  a  socon<l  run  was  made  with  a  fan  oixrating  noi^ 
maliy  with  the  gcni-ratnr  lH)th  loaded  nnd  nmning  light,  and  finally 
a  Ihinl  run  was  niudo  with  the  fan  blades  lockeil  at  several  values 
(if  pilch.  The  results  of  thcjic  tests  nm  shown  in  Fig,  I'l,  from  which 
the  fuUdwing  loni'lasiuns  may  Itc  drawn: 

27  The  liead  resistance  of  the  t>ot  fully  loade<l  in  un  air  stream 
of  7.'>  miles  |icr  linur  is  t>.''>  lb.  At  this  air  s|>cod  the  resistance  of 
the  bhxlcs  alum-  i!<|uals  the  nvsiintancc  of  the  body,  after  which  the 
resistance  of  ihct  blades  remnin  nmrly  constant  while  that  of  the 
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body  increases  as  the  square  of  the  air  speed.  The  body  alone  has 
5  lb.  head  resistance  at  an  air  speed  of  90  miles  per  hour,  and  at  the 
usual  ratio  of  ^  hp.  from  the  engine  per  lb.  of  head  resistance,  this 
requires  0.36  hp.  from  the  engine.  On  a  basis  of  20  lb.  in  the  fuselage 
per  hp.  from  the  engine,  the  set  could  weigh  13  lb.  more  than  it  now 
does  and  still  be  no  more  load  on  the  engine  provided  it  was  mounted 
in  the  fuselage  and  obtained  its  power  directly  from  the  engine.  This 
emphasizes  the  desirability  already  mentioned  of  obtaining  all  elec- 
tric power  by  direct  drive  from  the  engine  rather  than  from  air  fans 
where  it  is  possible  to  do  so. 

AIRFOIL  TESTS   ON   BLADES   FOR  REGULATING   AIR    FANS 

28  In  designing  blades  for  regulating  air  fans  the  effect  of  wind 
pressure  in  producing  torque  around  the  blade  axis  has  been  ques- 
tioned, and  obviously  such  an  effect  might  seriously  interfere  with 
the  performance  of  the  fan.  To  obtain  data  on  this  point  t^sts 
were  made  on  blades  from  a  fan  of  the  type  shown  in  Fig.  11,  using 
an  airfoil  balance,  with  the  results  shown  in  Figs.  16  and  17.  The 
conclusion  is  that  this  effect  is  negligible  so  far  as  practical  design- 
ing is  concerned. 
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In  this  paper  the  author  first  describes  at  same  length  the  various  types  of  me- 
chanical and  hydraulic  lifts  that  have  been  developed  for  use  in  canal  locks.  He 
then  gives  particulars  regarding  a  new  type  of  lift  in  which  the  points  of  support  of 
two  counterbalancing  loads  are  so  interconnected  that  the  movements  of  the  support- 
ing elements  of  the  structure  are  synchronized  and  it  is  made  impossible  for  the  sup- 
ports to  get  out  of  level.  The  advantage  of  this  scheme  and  its  adaptation  to  freight- 
car  liftSy  lifts  for  launching  and  dry-docking  and  lift  bridges,  as  well  as  to  canal- 
lock  lifts,  are  also  brought  out, 

^rANY  types  of  mechanical  lifts  or  elevators  for  lifting  vessels 
^  '^  over  elevations  have  been  proposed  and  built  in  the  course 
of  the  development  of  waterways.  However,  the  original  principle 
involved  in  the  masonry  lock  invented  by  Leonardo  da  Vinci  still 
holds  its  superiority,  mainly  because  efforts  to  develop  mechanical 
lifts  have  failed  to  keep  pace  with  the  increasing  size  of  vessels  to 
be  transported. 

2  The  inclined  railway  for  hauling  the  load  up  and  over  eleva- 
tions by  cable  served  its  purpose,  to  a  certain  extent,  in  the  early 
days  of  canal  development,  but  had  its  apparent  limitations. 

3  A  gated  tank  on  wheels  was  built  in  1874  on  the  Chesapeake 
and  Ohio  Canal,  to  be  hauled  up  an  incline  by  means  of  cables  with 
counterweights,  but  failed  in  its  practical  application. 

4  In  the  same  year,  1874,  Edwin  Clark,  an  English  engineer, 
invented  and  built  the  first  balanced  hydrauUc-lift  lock.  This 
structure,  built  at  Anderton,  England,  provided  means  for  trans- 
ferring vessels  between  levels  of  the  canal  on  single-plunger  lifts. 

5  Clark  and  his  associates  later  built  balanced  lifts  at  La  Lou- 
viSre,  Belgium,  and  Les  Fontinettes,  France,  having  a  lift  of  50  ft., 


Presented   at  the  Spring  Meeting,  Detroit,  Mich.,  June  1919,   of  Thb 
American  Society  of  Mechanical  Engineebs. 

499 


500  MECHANICAL  LIFTS,   PAST  AND   PBESENT 

the  lock  chambers  bemg  140  ft.  long  and  19  ft.  wide,  with  a  naviga- 
ble depth  of  7  ft.  10  in.  He  also  proposed  to  use  this  principle  for 
transferring  trains  of  freight  cars  between  different  levels,  but  did 
not  put  the  idea  into  practical  use. 

CANAL-LIFT   DEVELOPMENT   IN   GERAL^NY 

(5  In  Germany  much  work  has  been  done  in  developing  me- 
chanical-lift locks.  Hoffman,  a  German  engineer,  invented  and 
built  a  floating  lock  supported  on  tanks;  and  later,  in  the  Dort- 
mund and  Ems  C-anal,  locks  were  built  on  this  principle  having 
a  lift  68.5  ft.  The  lock  chamber  was  built  in  the  shape  of  a  box 
with  end  gates,  229.6  ft.  long,  28.2  ft.  wide  and  8.2  ft.  deep,  sup- 
ported on  five  steel  cylinders  or  tanks.  The  weight  of  the  struc- 
ture and  water  load  was  supported  by  the  buoyancy  of  these  tanks 
which  floated  in  wells  30.17  ft.  in  diameter.  The  lift  is  made  in 
approximately  15  min.  by  four  large  screws  operated  by  a  150-hp. 
motor.  This  installation,  while  larger  than  any  mechanical  lift 
previously  built,  fails  to  take  advantage  of  the  counterbalancing 
effect  that  obtains  in  the  !)alanced  lifts  built  by  Clark.  This  necessi- 
tates a  considerable  expenditure  of  energy  in  overcoming  the  attrac- 
tion of  gravity,  which  is,  of  course,  unnecessary  in  anj'  form  of 
balanced  lifts. 

7  In  Austria  an  international  compc»tition  for  a  canal  lift  was 
authorized  for  the  Danube-Oder  Ganal.  The  difference  in  elevation 
to  be  overcome  was  62.5  ft.  and  the  lock  was  to  be  229.6  ft.  long, 
28.2  ft.  wide  and  8.2  ft.  deep.  The  competition,  which  closed  in 
1904,  awarded  the  first  prize  of  100,000  kronen  to  a  design  invohdng 
the  old  principle  of  the  inclined  jJane.  The  design  awarded  the 
second  prize  was  uiii(iue,  at  least,  in  proposing  a  revolving  elevator. 
The  scheme  callcHl  for  a  floating  structure  about  175  ft.  in  diameter 
and  280  ft.  long,  with  a  pair  of  swinging  boxes  somewhat  similar  to 
a  Ferris  wheel.  With  the  elevator  built  lengthwise  in  the  canal,  it 
WMS  proposed  to  float  a  boat  into  the  up|H»r  or  lower  Ik)x  through 
end  grates,  and  by  rotating  the  wheel  transfer  the  vessel  from  one 
\o\r\  to  another. 

S  'I'lic  linn  of  Hopi)e  in  Berlin  has  made  a  study  of  the  applica- 
tion of  a  multiple  of  hydraulic  plung(M*s  for  oi>erating  large  lifts,  but 
found  an  insurmountable  diflicult}'  in  maintaining  the  |X5rfectly 
uniform  and  synchronous  movement  of  a  number  of  plungers  which 
is  ai»solutely  netMssary  when  handling  loads  gix*ater  than  can  be 
carried  nn  one  plung(M*. 
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9  The  largest  and  most  sucoeeaful  example  of  the  application 
of  the  balanced  hydraulic  lift  was  built  in  1005  in  Canada  in  the 
Trent  Canal  at  Peterborough.*  This  lock,  shown  in  Fig.  1,  together 
with  the  Bimilar  one  at  KirkGeld  on  the  Trent  Canal,  has  been  in 
successful  operation  since  put  into  ocnnmisaion  and  has  various 
economic  advantages  'over  the  masonry  ^rpe  of  look.  The  total 
lift  of  65  ft.  —  over  twice  the  height  of  the  lift  ctf  ihe  Panama  Canal 
locks  —  has  been  made  in  the  record  time  of  6)  min.,  the  averts 
time  necesBuy  to  pass  a  vessel  being  frton  10  to  12  min.    Since  only 


Fig.  1     Peterbobouoh  HxDRAcuoLirr  Locx,  Tbbkt  Canal 

a  comparatively  small  amount  of  water  is  used  in  making  a  lockage, 
most  of  the  normal  flow  through  the  canal  is  available  for  water 
power,  some  of  which  is  used  for  operating  auxiliary  pumps  and 
lighting.      , 

10  Th^  lock  at  Peterborough  consists  of  two  steel  boxes  140 
ft.  long,  33  ft.  wide  and  carrying  10  ft.  of  water,  each  supported  on 
its  centrally  located  plunger  7J  ft.  in  diameter  with  a  65-ft.  stroke. 
See  Fig.  2.  The  cylinders  or  presses  into  which  the  plungeie  extend 
are  connected  by  a  12-in.  pipe  with  a  gate  valve,  so  that  with  one 

>  This  lift  has  been  fully  described  and  Ulustratad  in  the  Baanttfic  Avieriean, 
July  7,  1006,  the  En^nteriTig  Record,  Marcb  30,  1907,  and  varioiB  other  engi- 
DeerinB  publicatioiu. 
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box  with  its  water  load  at  the  upper  level  and  the  other  at  the  lower 
level  of  the  canal,  by  opening  the  valve  in  the  cross-connection  the 
position  of  the  lock  chambers  is  changed  and  the  lockage  made. 

11    The  stroke  of  the  plungers  has  been  set  so  that  the  box  at 
the  upper  level  stops  with  the  water  level  in  the  box  about  four  inches 


Flij.    2       0\K    111--    THE    I'UNUEKS    OF    TUB    I'tTGHHUHUrUfl    LocK 

below  (he  wjitt-r  levi-l  in  (In-  canal,  ;in<l  takes  (.n  this  additional  water 
Io:ui.  This  exress  load,  aniiiuiiting  to  silMuit  .">0  tuns,  when  taken 
into  the  iipjHT  lock  aets  as  a  surehuiye  to  overcome  friction  and 
Kfavity  and  brine  tlic  upjHT  lock  down  and  the  lower  one  up. 

12     When  it  is  desired  to  transfer  a  l»oat  from  one  level  to  the 
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other,  the  boxes  being  in  their  respective  positions  at  the  end  of  the 
stroke  of  the  plunger,  the  clearance  between  the  end  of  the  box  and 
canal  is  first  closed  by  inflating  an  air  hose  laid  down  the  side  walls 
and  across  the  sill.  Then  this  clearance  space  is  filled  through 
wicket  gates  in  the  end  gates  of  the  lock  and  canal.  The  clearance 
space  having  been  filled  and  water  levels  in  canal  and  lock  having 
been  equalized,  the  end  gates,  which  are  hinged  across  the  sill  of  lock 
and  canal,  are  folded  down,  making  a  continuous  stretch  of  water 
from  the  canal  to  lock.  Then  the  vessel  is  moved  into  the  lock, 
displacing  its  own  weight  of  water,  of  course,  so  that  the  load  is 
constant,  regardless  of  the  size  of  the  vessel.  After  the  entrance  of 
a  vessel  into  one  or  both  of  the  locks  the  end  gates  are  closed,  the 
clearance  space  emptied,  and  the  cross-connection  valve  gradually 
opened,  allowing  the  upper  box  to  come  down  and  forcing  the  lower 
one  up. 

13  While  this  installation  of  balanced  lifts  has  proved  to  be 
economical  in  first  cost,  operation,  time  and  quantity  of  water  re- 
quired to  make  a  lockage,  the  locks  are  not  large  enough  to  accom- 
modate vessels  or  cargo  barges  of  very  great  capacity. 

14  It  was  found,  however,  that  the  size  and  load  to  be  handled 
were  about  as  extensive  as  could  be  supported  on  the  cantilever 
structure  of  the  box  over  one  plunger.  Also,  the  total  weight  of 
one  lock  chamber,  plunger  and  water  load,  which  is  in  the  neighbor- 
hood of  1900  tons,  was  about  the  maximum  that  could  be  safely 
supported  on  the  masonry  fomidation  for  the  cylinder  castings. 

15  For  these  reasons,  and  because  no  scheme  has  been  found 
for  safely  supporting  the  load  on  more  than  one  plunger,  no 
balanced  lift  has  ever  been  built  of  greater  size  than  the  one  at 
Peterborough. 

PROPOSED   LIFT   LOCKS   FOR   N.    Y.    STATE   BARGE   CANAL 

16  A  vertical-lift  lock  was  proposed  for  the  Erie  Canal  at  Lock- 
port,  N.  Y.,  where  a  single  mechanical  lift  was  to  take  the  place  of 
a  double  flight  of  masonry  locks  there  used  to  overcome  an  abrupt 
change  in  elevation  of  56  ft.  The  design  called  for  a  steel  box  225 
ft.  long,  29  ft.  wide  and  9  ft.  deep,  which  was  to  be  supported  by 
88  link-and-pin  chain  cables  attached  to  floor  beams  and  running 
up  and  over  sheave  pulleys  and  down  to  1000  tons  of  cast-iron  coun- 
terweights. The  sheave  pulleys  were  to  be  carried  by  s'teel  shafts 
supported,  one  on  each  side,  in  the  permanent  structure  built  at 
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eacli  i-itlfi  of  the  canal.    The  movement  of  the  load  was  to  be  cod* 
trolled  by  a  numljer  of  brakes  on  the  shafts. 

17  At  Cohftes,  on  the  New  York  State  Barge  Canal,  the  installa- 
tion of  a  mcphanical-lift  lock  was  seriously  considered,  and  a  board 
of  engineenj  investigated  and  reported  on  three  different  designs. 
Here,  in  the  place  of  16  masonrj'  locks,  it  was  proposed  to  install 
a  pair  of  balanced  lifts  to  overcome  an  elevation  of  about  120  ft. 
Tlie  specifications  called  for  two  counterbalancing  tanks  310  ft. 
long,  28  ft.  wide  and  12  ft.  deep,  each  capable  of  floating  two  vessels 


Fi«.  3    Aiii-Si.i'iijHTKD  LitT  IdjfK  PnoposEU  KOR  X.Y.  State  Bakue  Canal 

of  UMM)  tuns  caiHicity.  The  three  designs  concidereti  proposed  to 
iiiaki^  UM'  (if  (hrce  diffcn-nt  HUpi>orting  mediums:  air,  seta  of  cables, 
.■iiul  byiiraiiliciilly  opmilcd  plinigrrs. 

\K    Air-SiipiHiiliil  I.iJU.     In  tlie  pneumatic  design  the  weight 
of  llic  slccl  box,  ur  Idik  !iiiil  water  load,  was  to  l>e  directly  supported 

I'll  1 1 1:is(  ic-  I'lisliimi  of  air  maintained  uniier  the  load  by  having  the 

strcl  sici.s  i]f  llic  box  extend  downwani  Ik'Iow  the  surface  of  water 
iiisicld  a   lari;!'  rectangular  caisson  built  in  the  canal.      See  Fig,  3. 
HI     The  twu  sitnllar  structures,  cither   in   tandem   or    parallel, 
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were  to  have  the  air  space  under  each  box  connected  by  huge  air 
mains  21  ft.  in  diameter,  with  the  necessary  return  bends  and  valves 
for  shifting  the  supporting  air  from  the  space  below  one  lock  to  the 
other  when  the  locks  were  to  be  shifted  between  levels. 

20  This  scheme  would  necessitate  an  excavation  or  pit  some- 
what larger  than  the  area  of  the  lock  and  somewhat  deeper  below 
the  lower  level  of  the  canal  than  the  height  of  the  lift,  or  120  ft. 
Built  into  the  retaining  walls  of  this  pit  were  to  be  steel  side  walls 
to  act  as  guides  for  the  moving  structure  and  to  carry  apparatus 
for  maintaining  the  lock  on  an  even  keel. 

21  A  feature  necessary  to  the  successful  operation  of  such  a 
structure  is  some  method  of  counteracting  the  action  of  excess  loads 
at  one  end  brought  about  by  the  banking  up  of  water  due  to  the 
wind  or  the  entrance  of  a  vessel. 

22  The  method  proposed  for  preventing  any  such  tipping  ac- 
tion was  to  install  a  shaft  running  the  full  length  of  the  lock  on  each 
side  between  the  box  and  the  side  walls,  the  shafts  to  be  equipped 
with  gears  which  were  to  mesh  with  stationary  racks  attached  to 
the  lock  structure  and  the  side  walls.  Since  the  ability  of  such  a 
device  to  overcome  the  tipping  forces  would  depend  on  the  tor- 
sional strength  of  a  shaft  some  310  ft.  long,  it  is  improbable  that  it 
could  perform  its  functions  successfully  without  an  excessively 
large  shaft  being  used. 

23  Cable-Supported  Lifts.  The  second  design  considered  by 
the  board  of  engineers  covered  a  pair  of  steel  boxes  of  the  specified 
dimensions  supported  by  niunerous  cables  running  over  sheave 
pulleys  on  the  permanent  structure  from  one  box  to  the  other,  each 
load  thus  counterweighting  the  other  and  being  shifted  from  one 
elevation  to  another  by  a  surcharge  of  water  in  the  upper  box. 

24  Plunger-Supported  Lifts,  The  third  proposal  covered  a  pair 
of  steel  boxes  working  up  and  down  in  balance  with  each  other  and 
supported  on  three  steel  plungers  under  each  load.  The  cylinders 
were  to  be  connected  by  piping  with  suitable  valves  so  that  when 
the  upper  lock  came  down  the  lower  lock  would  be  forced  up,  regis- 
tering with  the  upper  level  of  the  canal.  As  in  the  pneumatic  scheme, 
it  was  recognized  that  some  device  for  maintaining  the  level  of  the 
box  would  be  necessary.  In  this  case  the  movement  of  the  three 
plungers  was  to  be  coordinated  by  a  central  counterweight  directly 
connected  with  both  ends  of  the  tank  ''in  such  a  manner  that  the 
weight  would  always  act  to  overcome  the  efifect  of  any  unbalanced 
load." 


iitii.'.iiiiijc  !)]-■  l.v.I<,fiinmisliiMf  water  load.    Tlic  report 
I'l  of  cijciijci-r.'-  .»li(jw.-i  ciiiisiilcruMv  iiiUTi>«t  in  the  future 
iif  (In-  )iy'lr;iulii--pliiiiK(T  lift,  but  n-coimucmled  four 
•<k     »il)i  ;i  lifl  <,i  2S  (t.  •■aril. 
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PBOPOSED   CABLE-BCPFOBTSD-LIET  LOCKS 

26  An  interestiiig  design  for  a  balanced-lift  lock  has  been  de- 
scribed by  Dr.  J.  A.  L.  Waddell,*  in  connection  with  the  proposed 
Lake  Erie  and  Ontario  Sanitary  Canal  and  power  project.  See  Fig. 
4.  Here,  in  order  to  make  available  for  power  purposes  the  water 
which  would  be  used  for  lockage  in  the  masonry  type  of  lock,  it  is 
proposed  to  install  two  pairs  of  balanced  lifts,  one  of  208  ft.  and 


Ijft  No.  1:  nuDien  o[  Grou;i*  N«.  <1.  3.  3.  4)  ooiuuotBd  to  plunien 

N«.  {1,3,  3.4)orOroupB   (A,  B,  C,  D)  r' "- "-  "   —■• '- ■-— 

Life  No,  3.     Euh  pluncat  ol  OrouiM  A. . 
pluDCer  in  OiDupa  (1,  2.  3,  4)  of  Lift  No. 


il  OrouiM  A.  B,  C,  D  ii  « 
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(Pluoaen  of  Mah  irailp  of  o»  lift  ue  hydnuliollr  Baoiiacited  lo  tha  four  soriMBnl  of  tht  otbar 
lift,  so  that  th*  prflHun  dua  to  ana  load  ii  UDifonnlr  distributed  to  iht  othv,  nukinc  it  iivtpot- 
.  nbia  for  atber  lift  to  (et  out  of  laTal.) 

one  of  104  ft.  lift.  The  Ufts,  as  described,  are  to  be  supported  by 
cables  connecting  the  inboard  sides  of  the  two  parallel  boxes  and 
nmning  over  fifty-six  20-ft.-diameter  sheave  pulleys  mounted  on 
the  retaining  wall  between  the  boxes.  The  outboard  edge  of  each 
box  is  connected  by  a  similar  set  of  cables  running  over  pull^s  and 
to  counterweights  suspended  outside  the  two  outer  rettuniiig  walls. 

27  This  design,  adopted  as  the  most  feasible  known  method  of 
overcoming  the  high  lift  with  locks  of  large  size,  is  somewhat  similar 

>  Seienlifie  Ameriean,  March  23,  1018. 
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since  the  red,  brown  and  twisted  cords  are  carried  in  the  same  way 
from  the  other  three  comers  of  the  first  shelf  to  all  comers  of  shelf 
No.  2,  no  part  of  either  shelf  can  move  up  or  down  without  all  parts 
of  the  other  shelf  moving  an  equal  distance  in  the  opposite  direc- 
tion. Any  part  of  either  shelf  will  sustain  loads  equal  to  the  full 
combined  strength  of  the  cords  supporting  that  part. 

35  The  device  is  not  limited  to  any  one  size  or  shape  in  securing 
these  results.  If  the  shelf  is  too  long  to  carry  the  necessary'  load  bj' 
the  cords  supporting  it  at  the  corners,  a  second  group  of  cords  can 
be  attaclied  to  each  shelf  at  any  equal  distance  from  the  center  of 
each  shelf,  carrying  from  each  part  of  shelf  No.  1  to  each  corre- 
sponding part  of  shelf  No.  2  and  duplicating  the  arrangement  of  the 
first  set;  these  shelves  can  then  be  loaded  to  the  combined  strength 
of  the  32  cords  and  at  the  same  time  be  practically  divided  into 
three  sections  as  to  their  strength  for  carrying  these  loads.  Then,  if 
force  enough  to  overcome  the  combined  friction  of  all  the  cords  l)e 
applied  to  either  shelf,  all  parts  of  each  one  will  travel  up  or  down 
the  same  distance  at  the  same  time. 

36  It  is  apparent  that  with  the  two  loads  supported  in  this 
manner,  either  by  plungers  below  the  lifts,  or  overhead  cables,  no 
load,  up  to  the  Hmit  of  the  design  of  the  stmcture,  could  force  either 
lift  out  of  its  normal  plane  or  level,  however  eccentrically  the  load 
might  be  placed.  If  it  were  desired  to  build  a  pair  of  lifts  several 
hundred  feet  long,  the  total  length  would  be  divided  into  a  certain 
number  of  spans  required  by  economy  of  design,  and  the  required 
number  of  similar  systems  of  balancing  plungers  would  1x5  used 
and  the  various  systems  connected  as  shown  in  the  sketch  of  a 
single  system.  Thus,  by  increasing  the  numl)er  of  similar  s>'^tems 
it  would  be  possible  to  build  lifts  of  practically  unlimited  size. 

FREICJHT    LIFTS 

37  The  utilization  of  the  ix)tential  (»nergy  of  one  of  two  similar 
loads  to  shift  them  l)etween  diflen^nt  levels  has  only  Ikm^u  applied 
in  a  large  way  to  the  transfer  of  ve*KS(»ls  in  canals.  But  the  fore- 
going illustrated  scheme  of  supporting  two  such  loads  makes  it 
fea.*<ible  to  apply  the  principle  to  other  uses.  Clark's  idea  of  trans- 
ferring trains  b(»tw(MMi  different  l(»vels  on  single-plunger  lifts  may 
now  Ik*  applied  to  the  handling  of  freight  betwe(*n  subway  and  sur- 
face levels,  on  lift,s  of  sufficient  size  to  carr>'  any  numlKT  of  freight 
cars. 
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38  In  view  of  the  difficulty  and  expense  of  present  methods  of 
deUvering  freight,  for  example,  into  New  York  City  by  car  ferry 
and  the  fact  that  no  feasible  method  has  hitherto  been  proposed  for 
getting  freight  from  subways  to  surface  levels  other  than  the  haul- 
ing of  trains  up  inclines  or  breaking  freight  below  and  lifting  it  on 
elevators  of  small  capacity,  this  scheme  is  put  forward  as  a  solution 
to  the  problem  of  overcoming  freight  congestion. 

39  With  the  increasing  value  of  real  estate,  the  use  of  large 
surface  areas  becomes  prohibitive,  making  many  floors  above  and 
below  surface  levels  necessary.  This  scheme,  applying  balanced 
lifts  to  freight-terminal  warehouses  and  points  of  distribution, 
would  obviate  present  long  hauls  both  by  truck  and  train,  and 
make  it  possible  to  utilize  space  to  the  greatest  advantage.  For  the 
handling  of  freight  it  would  be  advisable  to  design  the  lifts  so  that 
a  certain  load  could  be  Ufted  up  in  excess  of  that  coming  down. 
This  could  be  done  by  having  a  certain  number  of  lifting  plungers 
under  each  lift,  with  a  pumping  plant  of  the  necessary  capacity  to 
lift  the  excess  load. 

40  Fig.  7  shows  a  typical  design  of  a  freight  lift  for  handling 
fifteen  cars  on  each  of  two  three-track  bridge  structures  between 
subway  and  surface  levels.  After  assuring  the  level  and  uniform 
travel  of  the  lift  by  a  certain  number  of  balancing  systems  of  plung- 
ers, certain  plungers  of  the  remaining  groups  have  their  pipe  con- 
nections led  through  a  pumping  plant  for  controlling  and  Ufting 
excess  loads. 

41  While  it  is  true  that  in  less-than-carload-lot  freight  ter- 
minals the  outgoing  tonnage  is  usually  two  or  three  times  the  in- 
coming tonnage,  this  capacity  for  lifting  a  certain  per  cent  excess 
load  would  be  advisable  and  methods  of  handling  such  incoming  and 
outgoing  freight  would  have  to  be  so  coordinated  as  to  make  use  of 
the  loads  in  so  far  as  possible.  The  available  portion  of  the  potential 
energy  of  the  excess  outgoing  tonnage  might  be  used  to  advantage 
to  lift  occasional  excess  incoming  loads  by  storing  the  excess  energy 
in  accumulators  and  using  it  to  assist  in  elevating  incoming  tonnage. 

LIFTS   FOR   LAUNCHING   AND   DRY-DOCKING 

42  This  principle  may  have  a  possible  application  in  the  field 
of  shipbuilding  in  connection  with  the  dry-docking  and  laimching 
of  vessels.  For  example,  it  might  have  been  applied  to  advantage 
in  the  launching  elevator  recently  built  at  the  Ford  plant  for  launch- 
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ing  Eagle  boats.  In  this  installation  two  pairs  of  simple  hydraulic 
jacks  on  each  side  of  the  platform  are  used  to  support  the  movable 
structure  and  boat  and  to  lower  the  boat  into  the  water.  It  is  then 
necessary  to  pump  the  jack  plungers  and  platform  back  up  into 
position. 

43  An  elevator  of  this  kind  might  be  supported  by  groups  of 
four  plungers  under  each  corner  with  a  nearby  counterweight  to 
balance  the  weight  of  the  platfohn,  supported  on  an  equal  number 
of  plungers.  With  the  plungers  connected  as  described  there  would 
be  no  possibility  of  their  tipping  or  binding,  even  though  the  plat- 
form were  eccentrically  loaded.  The  counterweight  would  bring 
the  platform  back  up  into  position,  without  the  necessity  of  a  pump- 
ing plant  or  any  power  for  control  or  operation. 

LIFT   BRIDGES 

44  This  scheme  may  be  applied  to  lift  bridges  where  the  span 
is  too  great  for  the  use  of  the  so-called  "jack-knife''  bridge.  Here 
again  the  bridge  structure  could  be  supported  by  four  plungers  at 
each  corner  connected  to  four  plungers  imder  each  comer  of  the 
counterweight  situated  under  the  roadway  at  one  end  of  the  bridge. 
The  plungers  under  the  counterweight  might  be  two  or  three  times 
the  diameter  of  the  plungers  supporting  the  bridge,  and  so  reduce 
the  stroke  of  the  counterweight  to  one-half  or  one-third  that  of  the 
bridge. 

45  The  same  principle  of  interconnecting  the  points  of  support 
of  bridge  and  counterweight  may  be  applied  with  supporting  cables 
instead  of  plungers.  It  is  probable,  however,  that  the  plunger  lift 
would  be  the  most  economical  design  as  no  heavy  overhead  truss 
would  l)e  necessary  and  the  towers  now  used  in  counterweighted 
vertical-lift  bridges  to  support  the  overhead  truss,  counterweights 
and  motors  could  be  made  very  much  lighter,  since  these  towers 
would  only  l)e  needed  as  guides  at  each  end  of  the  bridge.  The 
movement  of  the  bridge  would  be  properly  regulated  by  a  train  of 
throttling  valves  in  the  system  of  interconnecting  pipe  lines,  and 
all  operations  would  be  governed  by  an  interlocking  system  of 
automatic  control. 

BALANCED    LIFTS   AS   APPLIED   TO   ERIE   AND   ONTARIO   CANAL 

PROJECT 

46  While  th(^  lift  of  208  ft.  in  the  proposed  lock  of  the  Erie  and 
Ontario   Canal   project  is   considerably  higher  than  any  existing 
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pluDger  lift,  it  is  within  the  range  of  the  feasible  application  of  a 
multiple  of  supporting  plungers.  Such  hfts  as  are  propoeedr  sup- 
ported on  plungers,  would  be  absolutely  positive  in  their  relative 
movement  and  would  have  their  equilibrium  and  level  assured 
without  auxiliary  apparatus.  Plunger  lifts  would  render  unneces- 
sary the  immense  counterweights,  the  total  weight  of  which  baa  to 
be  equivalent  to  the  weight  of  one  lock  with  its  water  load.  By 
supporting  the  loads  on  plungers  below  the  structure,  the  retaining 
walls,  which  support  the  sheaves  aad  total  weight  of  the  locks, 
could  be  made  verj'  much  lighter  as  they  would  be  needed  simply 
to  act  as  guides  to  the  movable  structure.  With  these  locks  sup- 
ported on  the  proper  numl>er  of  systems  of  balancing  plungers,  as 


Fia.  8     \iKv  1'NDEit.NEATii  MuDEL  Nu.  3  uF  Habrib  Hydrauuc  Balancxd 
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dcteniiiucd  by  economical  design,  the  grouits  of  four  plungers  at 
several  poinis  in  their  travel  upwani  would  pick  up  guides  to  art 
na  stilTf'Hors  siniiUir  to  tlmso  used  with  the  long  single  plungers  of 
pnsscnccr  <'l.'vat<ii-s.  Tlu'sc  guides  would  hang  by  chain  or  cable 
fi-oiii  tlio  lork  slnicturc  and  would  Ik;  prtrtiiicil  with  a  loose  collar 
for  cat-h  plunger  and  guide  in  tracks  in  the  side  walls,  thus  breaking 
u]>  the  uTisiipjH>!icd  Iciiglh  of  the  jilunger  colnnins  sufficiently  to 
rarrv  llie  Kiad  withuut  liendiiig. 

17  ill  llu-  .al.l.-supix-rted  lifts  d.-serilH'.l  by  I>r.  Waddell  it  is 
piiipdHii  t.i  UM'  eli-elrie  motors  connected  t<i  the  sheavo-puUey 
shafts  for  sliifiini;  the  loek.-*.  Sinn-  the  friilion  of  the  extensiv* 
caMr  system  iind  the  inertia  of  two  such  hiads,  eslimat(.-<l  to  be 
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appnmmately  50,000  tons  each,  would  be  very-  great,  thia  would 
entail  a  conaiderable  expendituie  of  power.  In  view  of  this  fact 
it  would  seem  mote  econcHnical  to  make  use  of  a  Burchaige  of  water 
in  tiie  upper  lock  for  Bhifting  the  locks,  similar  to  the  manner  in 
which  the  Peterborough  locks  are  operated.  With  the  two  loads 
supported  on  systems  of  bid&ncing  plungers,  assuring  perfect  syn- 
chronism (^  movement,  control  in  starting  and  stopping  would  be 


Fig.  9  Model  No.  3  wrra  Each  Gbodp  or  PLUNOSBfl  or  One  Lift 
Havino  Imditiduai.  Loads  add  an  Eqcal  Load  on  the  Plattobm 
or  THE  Other  Litt 

maintained  by  a  train  of  simultaneously  operated  throttling  valves 
in  the  various  interconnecting  pipe  lines. 

48  The  proper  sequence  of  events  in  the  operation  of  Buch  an 
installation,  ae  a  whole,  would  be  governed  by  semi-automatic  inter- 
lockii^  control  systems  under  the  supervision  of  one  man,  bo  ihere 
would  be  httle  possibility  of  anything  going  wrong. 

49  Figs.  8  and  9  illustrate  the  hydraulic-plunger  application  of 
this  principle.    Fig.  8,  a  view  of  the  underneath  side  of  Model  No.  3, 
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shows  the  four  pipes  running  from  the  four  balancing  plungers  at 
each  corner  of  one  platform  to  the  four  corners  of  the  other  platform. 
Under  the  middle  of  each  platform  are  two  groups  of  four  pump 
plungers  connected  to  a  common  pipe  through  a  small  geared  pump 
to  the  other  platform.  At  the  left  end  of  the  model  Ls  a  small  ac- 
cumulator, with  a  hand  pump,  which  can  feed  through  a  common 
pipe  and  check  valve  in  each  of  the  IG  small  pipe  connections  Ijo- 
tween  the  ])alancing  plungers.  The  accunmlator  is  kept  under 
sufficient  pressure  to  feed  through  any  check  valve  to  replace  leakage 
in  any  part  of  the  system.  Another  train  of  check  and  throttling 
valves  —  one  in  each  of  the  16  interconnecting  pipe  lines  —  connects 
to  a  common  pipe  and  back  to  the  accumulator  for  throttling  down 
the  platform  that  happens  to  be  in  the  upper  position  when  it  is 
desired  to  put  the  lift  out  of  commission  for  repairs. 

50  In  another  view  of  Model  No.  3  (Fig.  9)  the  pump  plungers 
were  secured  down  out  of  the  way  and  a  load  of  two  pigs  of  lead  was 
balanced  over  the  cap  of  each  set  of  balancing  plungers.  An  equal 
load  was  placed  on  the  other  platform.  With  the  model  loaded  in 
this  way  it  was  possible  to  force  down  any  one  of  the  four  groups 
of  pluiigei*s  l)y  the  pn^ssure  of  th(^  hand,  when  the  other  platform 
would  ns(»  and  the  remaining  three  groups  of  plungers  would  descend 
at  the  sani(^  rate;  showing  that  no  dej^Midence  was  necessary'  on  the 
platform  structure  for  maintaining  the  level  of  the  groups  and  that 
no  strains  would  l)e  produced  in  such  a  structure  for  maintaining 
the  loads  level.  Moreover,  when  loads  of  1200  lb.  were  placed  ec- 
c(Mitrically  on  each  platform  the  lifts  remained  level  when  moved  up 
or  down  by  means  of  the  pump  and  pump  plungei*s. 

51  The  gages  on  the  front  of  the  model  were  installed  for  the 
|)urpose  of  studying  the  various  pressures.  The  first  one  on  the 
right  shows  the  accumulator  pressure;  the  small  gage  indicati^ 
th(»  punij)  pressures,  and  the  remaining  four  gag(*s  are  installed  in 
the  |)ip('  lines  from  the  cylinders  of  one*  group  of  balancing  plungers. 

52  In  its  ap|>lication  to  canal-lock  lifts  this  prinriple  has  no 
limit  lo  which  it  may  be  ext(»n<l(Ml.  It  may  be  applitnl  in  the 
great  canal  systems  l>eing  dt'veloiM'd  in  Canada,  and  in  the  jK^ssihle 
fiitiin*  canalizati(»n  of  tli(^  TnitcMl  States  for  ocean-going  shipping. 
It  has  the  very  great  advantage  of  economy  of  wat<T  necessar>'  to 
supply  tiie  lockage  of  vessels.  This  feature  maki*s  it  possible  to  build 
canals  over  lerrilory  where  the  rainfall  over  an»as  at  summit  levels 
is  insudicient  to  supply  th(*  wat<»r  necessjiry  for  lockage  in  the 
old  masonry  type*  of  lock.     This  matter  of  taking  the  watcT  supply 
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now  used  for  water  power  for  use  in  proposed  canal  systems  has 
alone  been  a  considerable  item  of  cost  of  proposed  waterways. 

53  While  this  scheme  of  interconnecting  points  of  support  of 
two  loads,  as  described,  has  been  granted  iMisic  patent  rights  and 
some  little  work  has  been  done  in  the  design  and  development  of 
models  and  in  anticipating  the  many  engineering  problems  involved, 
no  application  of  it  has  yet  been  undertaken. 

54  It  is  believed,  however,  that  by  the  development  of  this 
method  of  so  connecting  the  points  of  support  of  two  counterbalanc- 
ing loads  as  to  synchronise  the  movement  of  the  supporting  ele- 
ments of  the  structure  and  make  it  impossible  for  the  loads  to  get 
out  of  level,  its  inventor,  William  lliomas  Harris,  of  Chicago,  has 
solved  an  important  mechanical  problem,  and  has  opened  a  way  to 
the  future  development  of  waterways  and  to  more  efficient  methods 
of  handling  freight. 


DISCUSSION 

Thos.  H.  Rees^  (written).  I  happened  to  be  located  in  Chicago 
at  the  time  when  Mr.  Harris  was  developing  the  principle  and 
design  of  his  balanced  lift  and  had  the  pleasure  of  several  discus- 
sions with  him  on  various  features  of  his  invention.  I  was  greatly 
impressed  with  the  ingenuity  of  his  device  and  with  the  possibiUties 
of  its  practical  application. 

The  older  types  of  lift  are  so  well  known  that  they  require  but 
little  comment.  In  all  of  them  that  involve  large  dimensions  diffi- 
culties are  encountered  in  preserving  a  level  position  under  unsym- 
metrical  loads.  Mr.  Harris's  simple  application  of  well-known 
principles  solves  these  difficulties  and  preserves  the  horizontality 
of  the  loaded  platforms  under  any  distribution  of  the  loads. 

In  the  simple  S3r8tem  of  four  groups  of  plungers  to  each  lift  as 
illustrated  in  Fig.  5  of  the  paper  the  cross-connections  between 
cylinders  are  readily  traced  Al  to  lA,  C4  to  4C,  etc.,  but  in  the 
multiple  system  shown  in  Fig.  7  they  are  not  so  readily  apparent. 
The  system  of  notation  given  below  will  show  plainly  the  inter- 
connections between  groups  and  cylinders. 

^  Colonel,  Corps  of  Engineers,  U^.A.  Office  of  Diviskm  Ebfcbeer,.  South- 
east Division,  Savannah,  €ra. 


518 


.•.B«^>.    •■•- 

—-"  -^»  - 

1        2 

O 

6 

9 

10 

9 

10 

5 

6 

1        2 

A 

E 

J 

K 

F 

B 

4        3 

S 

1 

12 

11 
LIlrT 

12 
B 

11 

S 

7 

4        3 

1        2 

5 

6 

9 

10 

9 

10 

5 

6 

1        2 

D 

H 

M 

L 

G 

C 

4        3 

8 

t 

12 

11 

12 

11 

S 

7 

4        3 

A       B 

E 

F 

J 

K 

J 

K 

E 

F 

A       B 

1 

9 

10 

6 

2 

D       C 

H 

G 

M 

L 

M 
A 

L 

H 

G 

D       C 

A       B 

E 

F 

J 

K 

J 

K 

E 

F 

A      B 

4 

8 

12 

11 

7 

3 

D      C 

H 

G 

M 

L 

M 

L 

H 

G 

D       C 

In  Lift  B,  the  groups  are  lettered  and  the  plungers  are  num- 
bered. In  Lift  A  the  groups  are  numl^ered  and  the  plungers  are 
lettered.  The  connecting  pi|X*s  or  cords  are  from  ^41  to  1/1,  JlO 
to  lOJ,  3/11  to  ILV.  etc. 

In  Fig.  7  there  is  an  o<iil  pair  of  groups  at  the  middle  of  each 
lift  which  are  assumed  to  be  tiie  o|X' rating  plungers  with  pump  con- 
nections and  which  might  Ikj  connocteil  as  follows: 
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In  the  l)alaiico  hft  for  freigiit  cars,  instead  of  using  operating 
I)Iung(Ts  with  power  pumps,  it  would  \)C  fe;LsibIe  to  build  tanks  in 
the  platforms  and  by  means  of  service  tanks,  one  high  and  one  low, 
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to  admit  water  augmenting  the  lighter  load  and  draw  ofif  water 
reducing  the  heavier  load  and  thus  secure  the  necessary  overbal- 
ance to  produce  motion  in  the  desired  direction.  A  centrifugal  pump 
would  restore  the  used  water  to  the  higher  service  tank,  the  total 
work  being  the  same  as  with  pump-driven  plungers. 

Referring  to  Par.  43,  under  the  heading  of  "  Lifts  for  launching 
and  dry-docking/'  it  would  be  advisable  to  use  a  tank  of  water  as 
a  counterweight  and  to  draw  ofif  water  when  the  platform  and  vessel 
become  submerged  in  order  to  compensate  for  their  buoyancy  and 
permit  the  platform  to  sink  clear  of  the  floating  vessel.  In  other 
cases  where  var3dng  loads  are  to  be  handled  adjustable  water  bal- 
last will  be  found  useful. 

It  is  true  (Par.  50)  that  with  a  simple  system  of  16  plungers 
no  strains  would  be  produced  in  the  superstructure  for  maintaining 
the  level  of  the  loads,  but  with  a  multiple  system  each  set  of  2  times 
16  plungers  acts  as  a  separate  unit  and  any  force  applied  through 
one  set  of  plungers  to  produce  motion  must  be  transmitted  through 
the  superstructure  to  overcome  the  friction  in  the  plungers  of  other 
systems.  Such  transmitted  forces  will,  however,  be  balanced  and 
will  have  no  tendency  to  disturb  the  levels. 

It  will  be  most  interesting  to  observe  the  first  practical  appli- 
cation of  this  balanced  multiple  plunger  system  on  a  large  scale, 
and  it  is  to  be  hoped  that  such  application  will  not  be  long  delayed. 

A.  W.  MosELEY  (written).  The  practicability  of  balanced 
locks  seems  to  have  been  demonstrated.  No  balanced  locks  of  great 
size  have  ever  been  built,  however,  and  difficulties  of  construction 
and  operation  which  have  never  been  met  will  surely  require  atten- 
tion.    Among  the  most  prominent  difficulties  are: 

1.  The  keeping  of  each  lock  tank  in  perfect  level. 

2.  With  chain  supports, 

a  large  number  required, 

6  the  mechanism  necessary  to  insure  reasonably  equal 

load  on  each  cable, 
c  the  mechanism  to  control  the  motion  of  the  lock  tanks, 

and 
d  the  unbalancing  effect  of  the  weight  of  the  chains. 

3.  With  hydraulic  plungers, 

a  with  reasonable  pressures,  the  enormous  amount  of 
plunger  area 
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b  the  complicate  piping  necessary  to  secure  the  trim 

of  the  lock  tanks, 
c  the  complexity  of  the  valve  control, 

d  the  .side  support  of  the  plungers  in  case  of  high  hfts,  and 
^  the  unbalancing  effect  of  the  weight  of  water  displaced 
by  the  plungers. 

J^icutenant  Robbing  seems  to  be  strongly  in  favor  of  the  use  of 
plungers  cross-connected  on  the  Harris  plan.  In  view  of  the  diffi* 
culties  itemized  above,  it  would  seem  that  some  method  might  be 
devised  to  simplify  and  cheapen  the  entire  construction.  His  objec- 
tion to  the  use  of  cables  appears  to  be  chiefly  due  to  the  diflSculty 
of  control  of  operation,  and  this  objection  seems  to  be  well  taken. 

A  careful  reading  of  the  paper  gives  no  hint  that  serious  con- 
sideration has  ever  been  given  to  a  combination  of  the  hydraulic 
and  cable  methods  of  operation.  This  combination  is  successfully 
used  in  very  many  elevator  installations;  not,  however,  so  far  as 
I  know,  for  elevators  balanced  in  pairs.  It  would  seem  that  such 
a  combination  of  methods  would  lend  itself  admirably  to  the  problem 
under  discussion  in  a  manner  somewhat  as  follows: 

The  full  weight  of  the  lock  tanks  would  be  balanced  against 
each  other  by  means  of  cables,  such  cables  being  arranged  accord- 
ing to  the  Harris  plan.  It  may  be  noted  in  passing  that  the  un- 
l)ahincing  effect  noted  in  2-c/  and  that  noted  in  3-6  would  tend  to 
offset  each  other. 

Plunger-lifting  capacity  amountuig  to  perhaps  a  fourth  or  a 
fifth  of  the  weight  of  the  lock  tanks  and  their  contents  would  also 
be  provided,  and  this  i)lunger  installation  would  serve  to  operate 
and  control. 

The  subject  of  the  paper  is  fascinating  ami  one  destined  to 
(ak(»  a  very  important  place  in  tlie  field  of  mechanical  engineering, 
in  view  of  the  KJ'^)winj»:  prominence  of  traffic  l)y  canal  in  all  partd 
of  the  world.  A  general  survey  such  as  is  pven  in  the  paper  under 
disiMission  is  most   time*!}'. 

F.  11.  Kkankland*  (written).  The  author  makes  the  foUow- 
ing  statement  in  refiMTing  to  the  propositi  mammoth  cable-supported 
lift  locks  for  tlu^  Krie-Ontario  Canal:  **It  is  believed  that  there 
would  1m'  considrrable  difiiculty  in  maintaining  the  equilibrium  of 
these  lock  chambei-s."     He  does  not,   however,  state  upon  what 

'  CniiMiltiii^;  Kn^;iiit"rr,  Nt'w  Vurk  City. 
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grounds  his  belief  is  based.  In  any  lift  lock  safety  demands  that 
some  mechanical  device  be  applied  which  will  maintain  the  level 
position  of  the  lock  chambers.  In  the  cable-supported  Uft  lock  this 
can  be  provided  for  in  either  one  of  two  ways;  first,  by  placing  all 
the  supporting  sheaves  on  continuous  shaft,  or,  second,  by  a  verti- 
cal screw  shaft  at  each  corner  operated  by  an  electric  motor. 

Maintenance  of  equiUbrium  of  cable-supported  lock  chambers 
can  be  had  to  the  greatest  nicety,  but  the  maintenance  of  equilib- 
rium when  hydrauUc  plungers  are  used  is  of  the  greatest  difficulty, 
because  it  involves  the  maintaining  of  constant  volumes  of  liquid 
under  each  plunger,  especially  with  the  author^s  design.  This  great 
difficulty  is  due  to  the  slight  compressibiUty  of  water,  to  the 
unavoidable  leakage  under  the  high  pressures  required,  to  the 
expansibility  of  the  pipes,  and  especially  to  the  air  content  of  water, 
which  it  is  impracticable  to  remove  entirely.  The  cable-supported 
lift  lock  does  not  present  a  difficult  problem  in  maintaining  the 
horizontal  position  of  the  chambers,  be  they  fifty  feet  long  or  one 
mile  long.  Can  the  author  explain  how  it  is  possible  that  "any  excess 
load  on  the  one  end  of  one  lock,  tending  to  force  it  down,  would 
lift  the  end  of  the  other  up  and  would  be  cumulative  in  effect  with 
the  water  load '7  It  is  granted,  of  course,  that  the  above  conten- 
tion might  be  correct  if  it  were  possible  for  any  excess  Uve  load  to 
exist  at  the  end  of  a  lock  tank.  The  amount  of  water  admitted  to 
each  lock  chamber  can  be  controlled  to  any  degree  of  exactitude, 
and,  naturally,  the  tank  is  in  equiUbrium  at  all  times,  owing  to  the 
fact  that  the  Uve  load  is  constant  and  always  uniformly  distributed. 
It  should  be  needless  to  point  out  that  the  load  and  its  reaction  are 
always  constant,  no  matter  whether  there  is  a  vessel  in  any  position 
in  one,  both,  or  neither  of  the  locks. 

The  author  says,  "Plunger  lifts  would  render  unnecessary  the 
immense  counterweights"  (as  applying  to  the  cable-supported  locks). 
Evidently  he  has  not  considered  the  necessity  for  equally  great  or 
greater  counterweights  which  would  be  required  on  the  hydraulic 
accumulators  of  plunger  lift  locks.  In  any  case  it  is  almost  a  self- 
evident  fact  that  the  plunger  lift  lock  would  be  much  more  expen- 
sive than  the  comparatively  simple  cable-supported  locks. 

It  would  appear  to  the  writer  that  Mr.  Harris's  proposed  scheme, 
involving,  as  it  does,  an  exceedingly  intricate  plunger,  pipe  and 
valve  system,  would  insure  constant  trouble  through  difficulties  of 
functioning  and  maintenance. 

Under  the  caption  of  "Lift  Bridges"  the  author  says,  "It  is 
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probable,  however,  that  the  plunger  lift  would  be  the  most  economi- 
cal design,  as  no  heavy  overhead  truss  would  be  necessary."  The 
writer,  being  a  specialist  in  the  design  of  vertical-lift  bridges,  can 
confidently  assure  Lieutenant  Bobbins  that  the  hydraulic  plunger 
lift  bridge  is  not  nearly  as  economical  as  regards  first  cost,  operation, 
or  maintenance,  as  cable-supported  Ufts.  The  writer  wishes  to 
dispel  the  illusion  created  in  the  paper  as  regards  the  "heavy  over- 
head truss."  There  is  no  heavy,  nor  indeed  any,  overhead  truss 
required  for  cable-supported  lift  bridges.  Consequently  the  author's 
contentions  regarding  lift  bridges  fall  to  the  ground.  The  writer 
wishes  to  point  out  here  the  very  serious  difficulties  presented  in 
hydraulically-operated  Uft  bridges  by  the  necessity  of  carrsdng  the 
pressure  pipes  under  the  channel. 

Thomas  E.  Brown^  (written).  Lieutenant  Robbins'  paper  is 
interesting  and  valuable,  especially  in  its  complete,  though  brief, 
synopsis  of  the  art  as  applied  to  large  structures  up  to  the  present 
time.  The  writer  is  esp)ecially  interested  in  view  of  the  reference  in 
Par.  24  and  25  to  the  three-plunger  lift  design  offered  by  him  for  the 
proposed  lift  lock  at  Cohocs.  This  plan  was  approved  to  the  extent 
that,  while  reporting  in  favor  of  another  route,  the  board  of  engineers 
recommended  the  plan  in  the  event  that  the  Cohoes  route  be  adopted. 

In  Par.  25  +he  author  unplies  that  ''mechanical  devices"  are 
not  suitable  for  tlie  stabilization  of  variably  loaded  structures,  and 
apparently  criticises  the  writer's  design  in  which  the  ends  of  the 
tanks  were  connjcted  to  a  central  stabilizing  counterweight.  The 
writer  fails  to  appreciate  why  the  term  "mechanicar'  applies  to 
this  construction  in  any  different  sense  than  to  the  cordage  system 
described  in  Par.  31,  or  to  the  accumulator  and  plunger  sjrstenis 
elsewhere  descrilxid.  If  adlstinction  is  to  be  made  between  metallic 
and  hydraulic  devices,  then  it  may  be  iK)intod  out  that  hydraulic 
pressure  nmst  be  controlled  and  confined  by  metallic  de\'ice3  which 
certainly  are  mechanical. 

Broadly  si)eaking,  any  stahiliziiiK  device  must  l)e  mechanical. 

The  principle  described  in  the  paj)cr  is  very  old,  but  as  do^ 
s(  rilxMl  involves  an  excessive  number  of  cords  or  plungers.  The 
l)i()a<l  principle  may  be  stated  as  follows:  IJ  n  body  in  conneded  by 
Jhxihh'  tninthrrs  of  constant  lengthy  from  at  least  three  supporting 
eormrs  to  a  single  ptnntj  then  when  said  point  inovm  vertically  ike 
IhhUj  will  wove  irrticallif  and  retnain  parallel  to  its  primary  position, 

'Hie  ])rinciplc  is  the  same  whether  the  ccmnections  are  pipes 

'  .S5  Nns&iu  St.,  New  York,  X.  Y. 
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full  of  water  or  cords  overhead,  but  constant  length  is  essential. 
The  single  point  may  be  on  a  counterweight  or  may  be  on  a  similar 
body,  as  one  of  the  platforms  or  tanks  imder  discussion.  When  two 
bodies  are  to  be  kept  parallel,  at  least  three  comers  on  each  may 
be  connected  to  a  single  point  on  the  other.  The  principle  seems 
too  obvious  to  be  patentable,  nevertheless  the  writer  was  grante4 
a  patent  involving  this  principle  eighteen  years  ago. 

In  view  of  the  simpUcity  of  the  principle  the  great  multipUca- 
tion  of  plimgers  or  cords  proposed  in  the  paper  seems  entirely  un- 
necessary. Experience  shows  that  with  long  narrow  structures, 
supported  at  their,  longitudinal  center  line,  transverse  moments  are 
easily  sustained  by  the  fixed  guiding  structure,  and,  therefore, 
devices  are  needed  only  for  longitudinal  stabilization;  in  such  cases 
only  two  points,  the  ends,  need  be  connected.  It  would  seem,  there- 
fore, that  the  very  large  number  of  elements  proposed  in  the  paper 
is  entirely  unnecessary. 

A  great  trouble  in  hydraulic  apparatus  is  leakage,  which  may 
occur  from  a  variety  of  causes,  at  any  moment,  and  it  is  beUeved 
that  maintenance  of  the  constant  quantity  of  Uquid  required  in  each 
separate  element  of  the  proposed  system  will  be  found  impracticable. 

Many  years  ago  the  writer  prepared  a  design  of  a  plunger  train 
lift  for  the  Reading  Railroad,  on  the  multiple  ram  accumulator 
principle  suggested  in  this  paper.  After  very  careful  consideration, 
the  engineers  decided  against  it,  for  the  reason  mentioned,  and  the 
writer  withdrew  the  design  and  substituted  another  which  met  the 
objections.  The  latter  design  involved  several  plungers  taking 
pressure  from  a  single  source,  one  plunger  acting  as  a  governor  or 
pilot  for  all  the  others. 

The  design  proposed  by  the  writer  for  the  Cohoes  lock  con- 
sisted of  two  tanks  separated  by  a  central  guiding  structure  suffi- 
cient to  sustain  all  overturning  and  transverse  moments;  each  tank 
was  supported  on  three  plungers,  the  natural  strength  of  the  tank, 
i.e.,  that  due  to  the  minimum  metal  practicable,  requiring  but  three 
points  of  support. 

All  three  plungers  were  connected  and  under  equal  pressure. 
Stabilization  was  accomplished  by  cords  (a  group  of  very  strong 
cables)  from  each  end  of  the  tank  to  a  counterweight,  each  tank 
having  a  separate  counterweight.  Each  coimterweight  was  suffi- 
ciently heavy  to  provide  for  the  maximum  possible  variation  of 
load,  which  was  assumed  to  be  that  due  to  such  an  angle  of  the  water 
surface  as  would  cause  a  spill  over  one  end  of  the  tank. 
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The  stabilizing  counterweights  were  considered  neoeasaiy  in 
view  of  the  recognized  impracticability  of  maintaining  a  constant 
volume  of  liquid  under  the  plungers,  and  especially  so  in  the  event 
of  leakage.  Had  the  cords  connected  one  tank  with  the  other,  then 
a  decrease  of  volume  of  liquid  would  throw  the  entire  weight  of 
ly)th  tanks  on  the  cords  and  guiding  structure,  which  for  safety 
would  have  to  have  been  constructed  to  carry  this  load.  The  use 
of  stabilizing  weights  removes  this  difficulty. 

The  Cohoes  design  with  only  six  plungers  and  a  simple  system 
of  piping  and  valves  appears  to  the  writer  far  superior  to  the  arrange- 
ment suggested  in  the  paper  requiring  some  48. plungers  and  an 
equivalent  number  of  pipes  and  valves. 

There  have  been  many  installations  on  a  smaller  scale  of  multi- 
ple plungers  with  levelling  devices.  About  thirty-five  years  ago 
Mr.  R.  C.  Smith,  then  engineer  of  the  Otis  Elevator  Company, 
designed  a  gate  for  the  Mills  Building,  New  York,  with  a  span  of 
40  feet  or  more,  supported  by  a  plunger  at  each  end.  These  plungers 
were  controlled  by  a  valve  operated  by  the  gate  itself,  to  maintain 
the  level. 

The  writer,  some  years  later,  designed  and  installed  a  double 
plunger  passenger  elevator  in  the  Saint  Paul  Building,  New  York 
('ity,  and  later  a  double  plunger  elevator  in  the  Prudential  Build- 
ing, Newark,  N.J. 

A  very  elaborate  system  of  multiple  plungers  was  designed  and 
installed  by  Mr.  D.  L.  Holbrook,  in  the  Hippodrome,  New  York, 
to  lift  the  stage  and  the  aquatic  tank.  These  installations  operated 
successfully  for  many  years  and  probably  are  still  working. 

At  the  end  of  Par.  46  the  author  describes  a  device  for  sup- 
porting long  plungers  at  intenneiliate  points.  This  device  is  an 
invention  of  the  writer's,  and  was  first  installed  by  him  in  the  tank 
shop  of  the  Pennsylvania  Railroad  at  Altoona,  Pa. 

In  Par.  6,  describing  the  Hoffman  lock,  the  author  appears  to 
he  in  error  in  assuming  that  the  lock  is  unbalanced.  Such  a  lock 
^<h(>ul(l  ])e  iK'rfectly  balanced  under  normal  conditions  and  the  power 
required,  as  in  any  other  balanced  lock,  only  that  necessary  to 
ovorcoine  friction.  The  large  motive  power  is  provided  to  take 
care  of  variations  of  level  in  the  canal,  and  provision  must  be  made 
for  this  condition  in  any  system  of  lift  locks. 

Th(»  writer  lK»lieves  that  Mr.  Harris  has  merely  solved,  in  a 
('oniplicat(Ml  nianncT,  a  problem  already  solved  by  many  others 
in  much  simpler  ways. 


V 
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The  author's  paper  is  of  great  value  in  calling  attention  to  this 
important  subject  and  its  possibilities^  which  appear  to  have  been 
generally  overlooked.  Whatever  difference  of  opinion  of  methods 
and  details  may  exist,  the  general  conclusions  reached  as  to  the 
advantages  of  such  constructions  in  the  solution  of  canal  and  rail- 
road problems  are  in  accord  with  those  of  the  writer. 

The  Atjthob  desires  to  thank  Colonel  Rees  for  his  constructive 
criticism  of  this  paper  and  for  suggesting  some  details  of  connection 
and  design. 

Limited  space  prevented  the  author  from  giving  a  detailed  de- 
scription of  the  design  for  a  car  liftt  (Fig.  7) .  In  this  design,  it  was 
proposed  to  use  the  end  groups  of  each  lift,  group  A,  B,  C,  D,  and 
Nos.  1,  2,  3,  4,  for  balancing  plungers  interconnected  as  shown  in 
Fig.  5.  After  providing  for  one  complete  set  of  balancing  plungers 
and  two  balancing  plungers  from  each  of  the  groups  /,  K,  L,  N, 
and  9,  11,  12,  14,  making  24  balancing  plungers  under  one  lift,  the 
remaining  32  plungers  have  their  piping  connections  led  through  the 
piunps  to  the  other  lift.  This  design  provided  for  lifting  up  a  load 
fifty  per  cent  in  excess  of  that  coming  down. 

An  acciunulator  system  is  incorporated  in  the  design  to  store 
excess  energy  from  heavier  down-coming  loads  and  to  assist  l^e 
pumping  plant  in  lifting  excess  loads  up. 

The  author  believes  with  Mr.  Moseley  that  the  practicability  of 
the  balancing  principle  has  been  demonstrated  and  agrees  that  there 
are  problems  of  economical  design  to  be  solved  for  each  different 
application  of  the  principle.  It  is  believed,  however,  that  there  are 
no  details  that  may  not  be  worked  out  by  following  present  ac- 
cepted engineering  methods. 

Pressures  between  1000  and  2000  lb.  per  sq.  in.  can  be  carried 
as  safely  as  lower  pressures  and  result  in  economical  plunger  areas. 
Multiples  of  plungers  permit  of  economical  lengths  of  span  and  re- 
duce the  weight  of  steel  necessary  in  the  lift  structiu^.  Plungers, 
cylinders;  and  castings  are  all  similar  and  can  be  machined,  cast 
and  assembled  in  multiples  in  any  large  shop. 

Using  the  higher  pressures  and  small  plungers,  piping  and 
valves  for  economy,  these  parts  need  not  be  complicated  nor  of 
special  manufacture.  The  piping  between  balancing  plungers  de- 
pends for  positive  action  on  its  simplicity.  There  must  be  only  one 
pipe  connecting  any  one  plimger  under  one  lift  with  a  similar 
plunger  imder  the  other  lift. 
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Connected  with  each  of  these  separate  pipe  lines  there  would 
be  one  check  valve  connecting  with  an  accumulator  system  for 
make-up  feed  to  compensate  for  leakage  around  the  plunger  pack- 
ings. 

Mechanism  for  side  support  of  long  plungers  has  been  developed 
and  in  use  for  many  years  and  should  present  no  serious  difficulties. 

The  water  displaced  by  plungers  would  not  produce  any  unbal- 
ancing effect  as  all  of  the  plungers  are  of  the  same  size  and  the 
weight  of  water  displaced  by  plungers  that  are  down  would  be  uni- 
formly distributed  over  the  area  of  the  lower  lift.  The  wei^t  of 
water  displaced  by  plungers  under  the  lift  going  down  necessitates 
a  small  additional  per  cent  of  pressure  to  force  the  one  lift  down  and 
tlie  other  up  after  they  pass  each  other  at  the  middle  of  the  stroke. 

The  greater  part  of  the  paper  deals  with  plunger  supported 
mechanical  lifts  since  most  of  the  earlier  development  has  been 
along  this  line,  but  there  is  no  reason  to  believe  cable  supported 
lifts  may  not  be  preferable  for  some  applications.  Either  plungers, 
cables  or  combinations  of  the  two  may  be  found  most  economical 
for  particular  cases.  In  fact  a  combination  of  cable  and  plunger 
support  has  been  incorporated  in  a  design  for  a  pair  of  freight  ele- 
vators where  conditions  call  for  a  long  and  narrow  lifting  platform. 
As  Mr.  Moselcy  suggests,  the  balancing  and  support  of  the  lifts  will 
be  taken  care  of  by  the  cables,  while  excess  loads  and  control  will 
be  handled  by  plungers  and  pumping  plant. 

Mr.  Frankland  questions  the  statement  that,  there  would  be 
considerable  difficulty  in  maintaining  the  equilibriimi  of  lock 
chambers  660  ft.  long,  70  ft.  wide,  carrying  30  ft.  of  water  and 
supported  on  cables,  as  designed  for  the  Erie-Ontario  Canal.  The 
author  believes  that  sufficient  grounds  for  this  statement  are  evi- 
denced in  the  fact  that  in  every  design  of  proposed  and  actual  in- 
stallations, nil  much  smaller  in  size,  this  balancing  problem  has  been 
recognized  as  the  most  difficult  consideration.  In  all  such  designs, 
sopanitc  mechanical  devices  have  been  propo.sed  and,  while  vertical 
screw  .shafts  and  motor  control  has  been  used  successfully  in  the 
Dortnnmdcr-Enis  lock,  such  mechanism  or  brakes  and  motors  on 
the  slioave-pullcy  shafts  are  apt  to  be  a  large  and  cx|)cnsive  part 
of  tiio  whole  installation. 

Difficulties  involve<l  in  the  use  of  plungers  for  maintaining  the 
o(iuilil)rium  of  lifts  have  l)een  mentioned,  such  as  the  compressi- 
bility of  WMtor,  oxpansil)ility  of  pipes,  entrained  air  in  the  system 
and  leakage.    Water  is  so  nearly  incompressible  that  variations  in 
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volume  due  to  different  pressures  need  not  be  considered.  Change 
in  volume  due  to  expansibility  of  pipes  may  be  reduced  to  a  negli- 
gible point  by  the  use  of  piping  of  the  proper  strength  to  take  care 
of  variations  of  pressure  due  to  eccentric  loading.  Free  air  can  be 
eliminated  from  pure  water  without  diflBculty  and  by  the  avoidance 
of  air  pockets  in  the  piping,  no  appreciable  change  in  volimie  would 
result  from  entrained  air.  If,  as  Mr.  Frankland  believes,  there 
could  be  no  excess  load  at  one  end  of  a  lock  tank,  then  there  could 
be  no  variations  of  pressure  tending  to  reduce  the  volume  of  water 
under  various  plungers  and  his  criticisms  on  the  above  points  would 
have  no  weight.  A  small  per  cent  of  leakage  around  plunger  pack- 
ing is  unavoidable,  but  can  easily  be  supplied  by  an  accumulator 
system.  This  leakage  will  be  fairly  uniform  among  the  various 
plimgers  even  when  there  happens  to  be  a  considerable  variation  in 
pressure  due  to  eccentric  loading  as  neither  friction  of  plungers  nor 
leakage  increases  in  proportion  to  increase  in  pressure. 

Mr.  Frankland  questions  the  possibility  of  there  ever  being  an 
excess  load  on  one  end  of  a  lock  tank.  The  probability  of  this 
condition  has  been  recognized  in  every  design  of  lift  locks.  For 
example,  I  may  quote  from  Mr.  Brown's  discussion  describing  the 
design  for  the  Cohoes  locks,  "Each  counterweight  was  sufficiently 
heavy  to  provide  for  the  maximum  possible  variation  of  load,  which 
was  assumed  to  be  that  due  to  such  an  angle  of  the  water  surface 
as  would  cause  a  spill  over  one  end  of  the  tank." 

Since  in  the  design  favored  by  Mr.  Frankland,  the  cables  sup- 
porting one  end  of  one  lock  run  to  the  same  end  of  the  other  lock, 
any  excess  load  on  one  end  of  one  lock,  tending  to  force  it  down, 
would  certainly  react  on  the  same  end  of  the  other  lock  tending  to 
lift  it  up.  It  is  equally  certain  that  such  force,  having  tilted  the 
tank  ever  so  slightly  out  of  level,  would  be  cumulative  in  effect,  as 
long  as  water  rims  down  hill. 

Attention  may  be  called  to  the  fact  that  the  stretching  of  cables 
used  for  supporting  and  overcoming  these  unbalanced  loads  will 
present  a  far  more  serious  problem  than  the  compressibility  of  water 
or  the  expansibility  of  pipes. 

The  counterweights  for  the  accimiulator  system  of  plimger  locks 
of  Mr.  Harris'  design  have  been  considered  sufficiently  to  know  that 
they  would  be  a  comparatively  small  part  of  the  whole  installation. 
Since  they  are  needed  solely  for  supplying  leakage  aroimd  plungers, 
their  capacity,  in  proportion  to  the  size  of  the  locks,  would  be  as 
the  amount  of  leakage  is  to  the  total  amoimt  of  water  in  the  plimger 
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5y=tem-  Such  countersreier.ts  cin  Linlly  be  compared  with  those  of 
a  design  that  calU  for  et3un?erareie:*ts  equivalent  in  weight  to 
the  'aeight  o:  one  of  the  I^xk  cL:\mber5  fuli  of  water,  some  50.000 
tons. 

The  author  does  not  pretend  to  be  an  authority  on  lift  bridges 
and,  as  there  are  no  plunger  lift  bridges  to  compare  with  those  of 
the  cable  supp'trte*!  design,  cannot  furnish  any  data  as  to  their 
relative  economy.    It  ^f-e^i^  p<j>sible.  however,  that  a  design  making 
it  lea^ibie  to  use  very  much  ligiiter  t-nd  towers  (since  they  would 
not  have  to  carr\'  the  wt-iglit  of  f« »untiTweiglils.  slieave   pulleys. 
rabies.  et^-.».  u-^ing  the  towers  simply  as  guidc-s  for  a  plunger  sup- 
porter! bridge  and  placing  the  «n  »unterweight  under  the  roadway, 
might  be  worthy  of  consideration.     It  is  not  believed  that  there 
would  be  any  serious  difficulty  invulveii  in  laying  ten  2-  or  3-in. 
pipes  under  the  channel  between  the  plungers  on  one  side  and  the 
counter- weight  on  the  other. 

Mr.  Frankland  criticizes  the  writer's  reference  to  overhead 
trusses  connecting  the  towers  of  lift  bridges.  Recognizing  the  fact 
that  later  designs  have  made  it  |xjssible  to  eliminate  the  overhead 
truss,  still  the  very  substantial  structure  connecting  the  towers  ob- 
served many  tiiiu-s  in  crossing  thv  HaNt<'ad  Strti't  bridge  in  Cliieago 
can  iiardly  Im-  di-iM-lk-d  a??  an  illusiun. 

The  author  is  imh-btcd  to  Mr.  Hrown  for  bringing  up  several 
points  for  <liscii>sion  that  evidently  have  not  l)een  covered  in  sufli- 
cii'nt  detail.  It  apjK'ars  desirable  to  point  i»ut  ila*  difference  between 
purely  ''mechanical  devices"  wiiich  have  been  projwsed  for  the 
"stabilization  of  variably  l(Ki«led  structures"  an«l  the  balancing  prin- 
ciple which  is  inherent  in  the  method  of  support  in  Mr.  Harris*  de- 
sign. 

Referring  to  the  description  of  the  shelvi'S  ^Fig.  6)  both  sup- 
ported and  maintained  in  i)a]ance  i)y  the  same  supi)orting  members, 
it  is  api):ircnt  why  a  di^tincti«)n  is  made  betwi-eii  this  principle  and 
designs  involving  separate  mechanical  <levices  for  stabilizing,  such 
as  coiiritcrweiu;hts  underneath  the  lift  or  hung  by  cables  at  each  side, 
Innuitudinal  >haftinj^  and  gears,  vertical  screw  .shafts  at  each  corner 
operated  by  motors,  or  dynamit*  braking  mechanism  on  shcavc- 
piilley  sliMi'ts.  The  balaiicinK  prin<'i|)le  described  by  the  author  in- 
volves no  extraneous  .stabilizing  device,  but  is  inherent  in  the 
nictiiod  of  .supporting  tiie  loads,  be  it  by  cables  or  plungers. 

It  is  a^ned  that  the  printiple  set  forth  in  Mr.  Brown's  discus- 
^ion  is  very  old,  i.e.,  "If  a  body  is  connected  by  flexible  members  of 
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constant  length,  from  at  least  three  supporting  comers  to  a  single 
point,  then  when  said  point  moves  vertically  the  body  will  move 
vertically  and  remain  parallel  to  its  primary  position."  But  the 
writer  desires  to  point  out  that  this  is  far  from  being  the  principle 
under  discussion. 

Mr.  Brown^s  principle  no  doubt  was  one  of  the  most  ancient 
mechanical  devices  and  was  certainly  made  use  of  by  our  grand- 
fathers when  they  hung  a  shelf  by  three  or  four  cords  running  up 
through  pulleys  and  down  to  a  single  point  on  a  counterweight. 
Such  shelves  served  the  purpose  for  which  they  were  intended,  but 
the  idea  would  hardly  be  feasible  for  balanced  freight  or  lock  lifts. 
The  writer  maintains  that  the  principle  he  describes  is  new  and  can 
only  be  applied  by  using  the  same  number  of  supporting  members 
at  each  point  of  support  of  each  lift  as  there  are  points  of  support 
to  the  lift,  and  connecting  those  supporting  members  as  previously 
described  to  the  other  balancing  lift  or  counterweight.  Giving  an 
example  of  the  principle  he  has  in  mind,  Mr.  Brown  says,  "When 
two  bodies  are  to  be  kept  parallel,  at  least  three  comers  on  each 
may  be  connected  to  a  single  point  on  the  other."  This  idea  might 
suffice  for  two  shelves  with  a  uniformly  distributed  load.  But  as- 
sume two  such  bodies  in  form  of  shelves  with  three  points  on  each 
shelf  supported  by  three  cords  running  to  a  single  point  on  the  other 
shelf.  (The  single  point  on  each  shelf  would  logically  be  over  the 
center  of  gravity  of  the  shelf.)  If  the  load  on  each  shelf  were  con- 
centrated at  one  of  the  three  points  of  support  and  suflBcient  addi- 
tional force  were  applied  to  that  point  on  one  shelf  to  depress  it, 
the  center  of  the  other  shelf  must  be  raised  an  equal  distance  through 
the  medium  of  the  single  cord,  but  there  is  nothing  to  prevent  the 
loaded  corner  of  the  second  shelf  from  tipping  down,  since  there  is  a 
couple  formed  by  two  forces  acting  in  opposite  directions  through 
the  center  and  one  comer  of  the  shelf. 

In  order  to  make  clear  the  distinction  between  the  two  prin- 
ciples, consider  the  same  two  shelves  with  three  cords  supporting 
each  of  the  three  comers.  Let  the  three  cords  at  one  comer  of  one 
shelf  be  connected  to  the  three  corners  of  the  other  shelf,  instead  of 
at  one  single  point,  and  let  the  cords  at  the  remaining  comers  be 
similarly  connected.  Then  if  we  depress  any  comer  or  part  of  one 
shelf,  we  necessarily  apply  the  lifting  force  at  all  three  corners  of 
the  other  shelf  instead  of  at  a  single  point  and  regardless  of  the 
location  of  the  load  on  the  shelves,  all  parts  of  each  one  must  move 
equal  distances. 
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As  concisely  as  it  is  possible  to  state  the  proposition  in  one 
paragraph,  I  would  put  it  as  follows: 

If  each  of  two  bodies  is  supported  by  flexible  members  of  con- 
stant length,  and  if  there  are  as  many  supporting  members  at  each 
point  of  support  as  there  are  points  of  support  to  the  body,  and  if 
one  member  from  each  point  of  support  of  the  first  body  is  connected 
to  one  point  of  support  of  the  second  body,  and  if  the  remaining 
members  of  the  first  body  are  similarly  connected  to  the  remaining 
points  of  support  of  the  second  body,  then  the  vertical  movement  of 
any  part  of  one  body  will  cause  an  equal  movement  of  the  other 
body  as  a  whole  and  no  part  of  either  body  can  move  up  or  down 
without  all  parts  of  the  other  body  moving  an  equal  distance  in  the 
opposite  direction. 

The  writer  desires  to  correct  the  impression  given  by  Mr. 
Brown  in  his  reference  to  the  Hoffman  lock,  where  he  says,  "The 
author  appears  to  be  in  error  in  assuming  that  the  lock  is  unbal- 
anced." No  such  assumption  was  made.  There  is  no  question  about 
the  lock  being  balanced  in  the  sense  of  its  being  in  stable  equilib- 
rium. This  lock  is  a  single-lift  structure  and  cannot  be  termed  a 
balanced  lift  as  compared  with  the  pair  of  lifts  in  balance  with  each 
other  in  Clark^s  design.  The  statement  made  by  the  author  was 
that  the  Hoffman  lift,  "fails  to  take  advantage  of  the  counterbal- 
ancing effect  that  obtains  in  the  balanced  lifts  built  by  Clark." 

Reference  may  be  made  to  The  Engineer,  London,  of  Jan.  3, 
1902,  and  of  April  17,  1896,  for  more  detailed  descriptions  of  this 
lift.  It  will  be  seen  that  the  large  motive  power  is  only  partially 
require<l  for  overcoming  friction,  for  there  is  very  little  friction  due 
to  the  lift  floating  freely  on  tanks  in  the  wells,  and  is  not  required 
for  taking  care  of  variations  of  the  level  of  the  canal,  but  that  the 
power  is  necessary  for  control  and  for  lifting  the  lock  in  overcoining 
the  effect  of  the  decreasing  buoyancy  as  the  structure  connecting  the 
lock  chamber  and  the  tanks  rises  out  of  the  water  in  the  wells. 

\  description  of  the  design  of  this  lock  before  completion  states 
♦  liat  the  lock  was  to  be  caused  to  fall  or  rise  by  the  addition  or 
niiioval  of  water  from  the  lock.  The  later  description  after  it  was 
put  in  operation  states  that  alxnit  400  hp.  is  required  in  overcoining 
the  inertia  in  starting,  about  200  hp.  being  required  after  the  struc- 
ture is  in  nu)tion. 

The  Colioes  locks  were  to  l)e  comparatively  long  and  narrow 
and  were  adniirahly  suited  for  support  along  their  longitudinal 
center  line,  de|>eiuling  on  side  walls  for  guides  to  sustain  trans* 
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verse  overturning  moments.  In  Mr.  Brown's  design  for  these  locks, 
it  was  necessary  to  include  two  separate  stabilizing  counterweights 
sufficiently  heavy  to  provide  for  the  maximum  possible  variation  of 
load.  If  these  locks  had  been  supported  on  nine  plungers,  three  at 
each  of  the  points  of  support  and  interconnected,  as  in  the  design  of 
Mr.  Harris,  the  system  would  have  required  no  stabilizing  counter- 
weights. Of  coiu'se  with  nine  plungers,  the  area  of  each  plunger  and 
pipe  connection  would  be  only  one-third  as  large  as  those  of  the 
three-plimger  design. 

Under  some  conditions  greater  economy  in  the  amoimt  of  steel 
used  in  the  lock  structure  would  be  obtained  by  using  a  greater 
number  of  smaller  plimgers  more  economically  spaced  if,  by  doing 
so,  an  automatically  balanced  system  is  the  result. 

The  author  stands  on  his  previous  assertion  that  Mr.  Harris 
has  solved  a  problem,  actually  in  a  very  simple  way,  which  has 
never  been  applied  by  others  and  is  willing  to  leave  it  to  those  of 
unprejudiced  minds  who  may  be  interested  in  the  future  application 
of  mechanical  lifts. 
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In  this  paper  Sckwedler's  ffrapMcal  meihod  of  dengning  rweied  joinU  is  ano" 
lyiicaUy  treated  by  the  author,  who  states  the  fvndamental  assumptions  employed  and 
submits  bruf  evidence  for  their  jusUfieation. 

A  general  eqtuUion  is  derived  to  determine  the  pitch  in  any  row,  and  another  to 
determine  the  efficiency  in  ideal  cases.    The  design  ef  cover  plates  is  also  considered. 

Actual  joints  are  calculated,  using  commercial  dimensions,  and  the  dose  agree" 
ment  found  between  the  ideal  and  calculated  efficiencies  seems  to  indicate  that  the 
scheme  of  analysis  is  consistent.  The  design  of  a  quadruple^riveted  joint  furnishes 
the  data  for  the  single-,  dovkle-  and  triple^riveted  joints  by  simply  omitting  the  extra 
rows  of  rivets. 

TN  the  design  of  riveted  joints  certain  assumptions  are  made  the 
justification  of  which  is  ascertained  from  their  agreement  with 
the  results  of  experiments.    Among  the  more  important  of  these 
assumptions  are  the  following: 

a  The  tensile  resistance  of  the  joint  is  directly  proportional  to 

the  net  area  under  stress 
b  The  shearing  resistance  of  the  joint  is  directly  proportional 

to  the  total  crossHsectional  area  of  the  driven  size  of  rivets 
c  The  bearing  resistance  of  the  joint  is  directly  proportional  to 

the  total  projected  area  of  the  driven  size  of  rivets 
d  There  is  no  bending  stress  in  the  rivets 
6  The  frictional  resistance  of  the  joint  is  independent  of  the 

strength. 

2  Of  the  foregoing,  the  first  assumption  is  perhaps  the  one  which 
involves  the  greatest  discrepancy.  This  subject  was  studied  by 
Coker*  by  means  of  an  optical  method.  A  perforated  plate  of 
xylonite  was  placed  between  the  polarizer  and  analyzer  of  a  pair  of 
Nicol  prisms.  By  this  means  Coker  showed  the  intensity  of  stress 
around  the  rivet  hole.    An  analytical  treatment  of  this  problem  was 

*  Engineering  (London),  March  28,  1913,  p.  439. 

Presented  at  the  Spring  Meeting,  Detroit,  Mich.,  June  1919,  of  Ths 
American  Societt  of  Mechanical  Enginbebs. 
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given  by  Suyehiro  -  and  his  results  show  fair  agreement  with  those 
obtained  experimentally-  by  Coker.  Suyehiro  further  shows  that 
if  the  hole  in  a  pbie  is  plugged,  the  resultant  stress  around  the  rivet 
hole  is  verj-  much  less.  In  the  latter  ease  it  corresponds  to  a  riveted 
joint  when  the  rivets  are  driven,  as  only  in  this  case  can  the  plate 
}>e  loaded.  The  stress  intensity  l»etween  the  rivet  holes,  neverthe- 
less, is  not  uniform. 

3  Assumptions  h  anrl  c  are  common  in  structural  and  machine 
rlesign  and  are  dealt  with  at  leneth  in  the  more  important  texts  on 
strength  of  materials.  Assumption  d  is  also  common  in  structural 
design.  .Since  the  rivet  completely  fills  the  hole  and  the  plates  are 
comparatively  rigid,  there  is  little  cliance  for  bending  and  hence  the 
bending  stress  is  negligible. 

4  The  last  assumption  forms  the  basis  of  another  method  of 
designing  joints  the  advantages  of  which  are  pointed  out  by  Bach.* 
Briefly  stated,  joints  in  this  country-  are  designed  for  strength  and 
checked  for  tightness,  while  in  the  method  proposed  by  Bach  the 
procedure  is  reversed  and  quite  different  from  that  in  the  former 
case. 

5  After  all,  if  iictual  joints  arc  riveted  up  and  tested  to  destruc- 
tion, the;  data  so  obtained  yield  the  maximum  values  of  the  stresses 
in  tension,  shear  and  bearing.  If  these  values  are  then  used  in  actual 
designs  tlie  process  becomes  reversible  and  errors  made  originally 
in  the  assumptions  are  automatically  canceled.  Indeed,  this  is  the 
gencirfd  plan  followed  in  structural  design  today.  For  the  limited 
sizes  of  plate  and  rivets  used  in  boiler  joints  it  should  give  results 
sufficiently  reliable  to  inspire  confidence.  However,  additional  ex- 
p(;rimental  <lata  will  always  be  useful. 

ANALYTICAL   TKKATMKNT 

r»  As  is  customary  in  rivet ed-joint  design,  the  shearing  resist- 
ances of  a  rivet  is  ecjuated  to  the  crushing  resistance  in  order  to 
find  tln^  sniall(\'<t  permissible  diameter  of  rivet.  Hence  if  d  is  the 
di:imeter  of  tlic^  rivet  in  inches, /j'  the  shearing  resistance  in  lb.  per 
sq.  in.  per  singh^  surface  in  d(Mible  shear,  f/  the  crushing  (or  bear- 
ing) resist  a  nc(»  in  lb.  |)er  scj.  in.  in  doubl(»-.^hear  bearing,  and  i  the 
thickness  of  the  plates  comiect(»il  in  inches, 

"f/.'  =  '»// [1] 

•  \\.ir\i,  l)ii>  M:Lsr}iinrii-Klt>niiMit«',  clmptcr  oil  Nictverhindiiiigoti. 
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In'other  words,  il  dia  cboeen  in  accordaoce  with  Eq.  [3]  the  rivet  is 
equally  likely  to  fejl  in  shear  or  crushing  because  of  the  condition 
imposed  in  equating  the  shearing  and  bearing  reaiatancee. 

7  For  reasons  to  follow,  assume  a  strip  of  plate  of  width  w  inches 
to  be  bent  around  the  rivet  somewhat  like  the  link  of  a  chain  but  of 
rectangular  cross-section.  If  the  reastance  of  this  link  under  ten- 
sion is  equal  to  dtber  the  shearing  or  the  crushing  reastance  of  the 
rivet  and  if  R  denote  this  resistance, 

R  =  2v)tf, 
or 

-w. ™ 

where  /<  is  the  tensile  resistance  of  the  plate  in  lb.  per  sq.  in. 


FlQ.    1      SlNQLB-RlVETED   BUTT  JOINT 

8  The  idea  of  conceiving  a  plate  to  be  divided  into  hjrpothetical 
tension  strips  the  resistance  of  each  of  which  is  equal  to  the  strength 
of  a  rivet,  first  occurred  to  Schwedler^,  who  used  it  as  the  basis  of  a 
graphical  method.  Unwin*  has  applied  this  method  to  boiler  joints, 
but  it  is  cumbersome  and  does  not  lend  itself  to  slight  changes  in 
the  assumed  data  without  entailing  a  comparatively  large  amount 
of  effort.  An  attempt  to  avoid  this  led  to  an  analytical  treatment 
which  was  published  by  the  writer  in  1916.*  It  was  found  later  that 
the  steps  in  this  analysis  could  be  concisely  expressed  by  simple 
general  equations,  and  these  are  the  subject  of  this  paper.  A 
sufficient  part  of  the  article  referred  to  is  repeated  here  in  order  to 
insure  continuity  of  treatment. 

'  Ueber  Nietverbindungen.    Lecture  by  J.  W.  Sohwedler  btion  the  Archi- 
tekten  Verein  zu  Berlin;  reprinted  in  their  Wochenblatt,  Nov.  22, 1867,  •>* 
pp.  451,  461  and  472. 

'  Machine  Design,  vol.  1.  I     .    [7J 

•  Power,  August  1,  1916. 
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9  Fig.  1  shows  a  ait^le-riveted  joint  in  which  the  cover  plate 
nearest  the  observer  has  been  removed  for  convenience.  The  ten- 
sion strips  are  shown  around  the  rivet.  The  portion  between  the 
tension  strips  (shown  shaded)  could  be  cut  out  of  the  plate  without 
impairing  its  strength.  Of  course  in  an  actual  boiler  this  could  not 
be  done,  since  this  metal  is  required  to  enclose  the  contents. 

10  Fig  2  shows  a  commercial  quadruple-riveted  joint  with  the 
distance  l^etween  the  rivet  rows  greatly  exaggerated  and  in  which 
the  rivets  are  not  staggered.  The  tension  strips  are  numbered  for 
convenience.  It  will  be  found  tKat,  starting  below  with  any  strip, 
it  may  be  traced  around  a  rivet  and  liack  again,  thus  showing  that 
each  strip  has  a  particular  rivet  the  resistance  of  which  it  adds  to 
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Km.  2    Layout  of  a  QvADnupLE-RiVETEo  Butt  Joint 

the  total  resistance  of  the  joint.     The  problem  therefore  rests  on 
finding  the  niaxiniuni  resultant  strength. 

11  If  w  is  the  width  of  a  strip  and  d  is  the  diameter  of  the  rivet, 
then  from  Fig.  1  the  most  economirul  pilch  for  th<!  first  row  of  rivets 
occurs  when  the  tension  striiw  just  touch  each  other.  l)(-noting  this 
pilch  by  7)1, 

Pi  =  2w  +  d CO 

12  The  shaded  area  is  metal  available  for  rivets  in  sul>sec)uent 
rows.  Thus  in  each  pileh  there  i.s  available  a  strip  uf  width  d.  If  nti 
represents  the  availiible  metal  |>er  imli,  then 
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fiut  since  the  amount  of  metal  required  to  insert  extra  rivets  in  a 
second  row  is  a  strip  of  width  {2w  +  d),  the  pitch  of  the  second 
row  is 

2w  +  d 


P2  = 


mi 


Since,  however,  from  Eq.  [4]  pi  =  2w  +  d  and  mi  =  — ,  the  pitch 

Pi 

jH  may  be  written 

^-.^,=^' ra 

13  Similarly,  there  is  available  for  rivets  in  a  third  row  a  width 
of  metal  d  in  each  distance  p2,  or  the  width  of  available  metal  ms 
from  the  second  row  per  inch  of  width  of  seam  is 

d 

Mi  =  — 

P2 

Hence  the  pitch  of  the  third  row  is 

2w  +  d 

and  replacing  the  values  of  numerator  and  denominator  as  before, 

But  since  pi  is  given  in  terms  of  pi  by  Eq.  [6],  this  substitution 
results  in 

d 

d 
=  Pi-^ 


PiVd 
or 


d 

14    In  the  same  manner 

d 
mz  =  — 

2w  +  d 


Pa  =  ?r [6] 


ms  pi  Piydr 

or 


p*=%    TO 
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15  Therefore  it  will  be  seen  in  Eqs.  [4],  [5],  [6]  and  [7]  that  the 
subscript  of  p  in  the  left-hand  member  is  the  same  as  the  exponent 
of  the  numerator  pi  in  the  right-hand  member  and  is  one  greater 
than  the  exponent  of  d  in  the  denominator.  For  a  general  equa- 
tion, let  n  signify  the  number  of  the  row;  then 

p-  =  |^i m 

16  To  try  a  simple  check,  the  equation  should  hold  for  the  first 
row.    Let  therefore 

or 

Pi  =  Pi 

which  as  it  stands  conveys  little  information;   but  recourse  to  Eq. 
[4]  shows  it  to  be  equal  to2w  +  d, 

17  A  general  equation  for  the  efficiency  of  a  Schwedler  joint  is 
also  possible.  Thus,  in  an  ideal  joint  all  manners  of  failure  are 
equally  likely.  Choosing  the  most  convenient  form  for  the  equation, 
take  the  case  for  the  efficiency  in  tension  of  the  last  row: 

^   _{p,^d)t!t 

Pntft 

=  Pn_-_^ 
Pn 

=    1  -  "^ [9] 

Pn 

As  Pn  becomes  very  large  by  increasing  the  number  of  rows,  the 
efficiency  approaches  unity  or  100  per  cent. 

18  A  slightly  different  form  might  be  obtained  for  the  general 
ecjuation  of  the  efficiency.  Since  />»  in  Va\,  [9]  may  be  replaced  by 
its  vahio  from  Va\.  [8], 

^  ,  d 

=  1-''" 

—CD" 


[10] 


This  eciuation  (expresses  tin*  same  result  as  Va\.  [9].     For  example, 
the  ratio  d/pi  is  always  Irss  than  unity,  and  the  fraction  raised  to 
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any  positive  power  will  approach  zero  as  n  becomes  large.  Again, 
the  efficiency  approaches  100  per  cent  as  the  number  of  rows  is 
increased. 

19  For  high-efficiency  joints  the  cover  plates  must  be  designed 
from  fundamental  principles  rather  than  from  the  empirical  rules 
given  in  certain  textbooks.  On  the  plate  the  tension  strips  must  all 
pass  through  the  last  row  of  rivets.  On  the  cover  plates  the  condi- 
tion is  just  the  reverse,  that  is,  the  strips  all  pass  through  the  first 
row  of  rivets.  Since  the  pitch  and  tensile  stress  are  fixed,  the  re- 
quired area  of  metal  may  be  obtained  by  suitably  determining  the 
thickness. 

20  The  total  load  on  a  strip  of  plate  of  width  pi  is 

100 

where  e  is  the  actual  efficiency  of  the  joint  in  per  cent.  The  resist- 
ance of  two  cover  plates  is 

2{vi-d)tcfi 

where  ic  is  the  thickness  in  inches  of  one  cover  plate.  For  equal 
strength  these  must  be  equated;  hence 

2(p.-d)/J.  =  P^ 
from  which 

t  = p^^  nn 

^'      200(pi-d) ^^^-I 

APPLICATION   OF  THE  METHOD 

21  Assume  a  plate  ^  in.  thick.    Let  ft  =  60,000  lb.  per  sq.  in., 

//  =  45,000  lb.  per  sq.  in.,  and  /«'  =  100,000  lb.  per  sq.  in.     From 

Eq.  [2], 

,      2  X  i  X  100,000      ^  -^-  . 

d  = -—Yr?jL-~  =  0.707  m. 

T  X  45,000 

The  value  of  R  in  Eq.  [3]  is  obtained  from  the  shearing  or  bearing 
resistance  in  Eq.  [1].    Thus  for  shear, 


From  Eq.  [3] 


R  =  -  ^  ^^■'''l'  X  '"'"^  =  35.300  lb. 


o5,o00  ^  -OQ  . 

"'  =  2xix60,000=Q-^"^- 
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Then  from  Eqs.  [4],  [6],  [6],  and  [7] 

Pi  =  (2  X  0.588)  +  0.707  =  1.883  in. 
(1.883)»  ,  _„  . 

^  =        -OJOT  =  ^-^  '°- 

(1.883)»  ,_  .  . 

^»  =         (OTOTp  =  ^^-^  •"• 

(1.883)* 
P*  =         (0.707)»  =  ^-^  '"• 

The  corresponding  efficiencies  for  these  ideal  joints  are,  from  either 
Eqs.  [9]  or  [10], 

0.707 
ei  =  1  —  T-QQo  ~  ^2.5  per  cent  (Single-riveted) 

0  707 
^2=1  — ri^  —  85.9  per  cent  (Double-riveted) 

0  707 
f 3  =  1  — i'.j  ^  =  94.7  per  cent  (Triple-riveted) 

0  707 
^4  =  1  —  -;t^-;^  =  98.0  per  cent  (Quadruple-riveted) 

22  To  design  commercial  joints  from  the  foregoing,  choose,  say, 
d  =  0.75  in.,  jh  =  2  in.,  p2  =  6  in,  ps  =  12  in.,  pi  =  36  in.,  as  shown 
in  Fig.  2.  This  will  afford  a  joint  having  simple  ratios  of  rivet 
pitches  from  row  to  row.  The  calculated  efficiencies  for  commercial 
riveted  joints  are  found  in  the  usual  way.  A  simple  calculation  will 
show  that  It  =  37,500  lb.  in  bearing.  Hence  no  rivets  will  fail  in 
shear  since  the  shearing  resistance  is  39,000  lb.  Thus,  for  a  quad- 
ruple-riveted joint  where  the  unit  pitch  is  36  in.,  it  is  necessary  to 
consider  — 

a  Bearing  resistance  of  all  rivets  in  a  36-in.  strip. 

6  Tensile  resistance  of  row  4 

c  Tensile  resistance  of  row  3  plus  bearing  resistance  of  row  4 

(I  Tensile  resisUince  of  row  2  plus  l)earing  resistance  of  rows  3 

and  4 
e  Tensile  resistance  of  row  1  plus  bearing  resistance  of  rows  2, 

3  and  4. 

The  values  of  these  resistances  are  as  follows: 

a  28  X  37,r)(H)  =  1,050,000  lb. 

b  35.25  X  00,000  X  J  «=  1,057,500  lb. 

c  (33.75  X  60,000  X  J)  +  (1  X  37,500)  -  1,050,000  lb. 
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d  (31.50  X  60,000  X  i)  +  (4  X  37,500)  =  1,095,000  lb. 
e  (22.5  X  60,000  X  i)  +  (10  X  37,500)  =  1,050,000  lb. 

23  It  will  be  seen  that  the  liabiUty  of  rupture  will  occur  under 
items  a,  c  or  e.  The  resistance  of  an  unperforated  strip  36  in.  wide 
is  36  X  60,000  X  J  =  1,080,000  lb.    The  efficiency  is  consequently 


1,050,000^,^      ^-^ 

=  lioso^ooo  ^  ^^  =  ^^-2  P"^  ^^^* 


The  thickness  of  the  cover  plates  is,  from  Eq.  [11],  approximately 

^  2  X  ^  X  97.2  ^  25  . 
200  X  1.25        64  ^^' 

24  To  make  a  triple-riveted  joint,  omit  the  rivets  in  row  4  of 
Fig.  2.  A  similar  set  of  calculations  will  show  that  in  a  12-in.  strip 
failure  is  likely  to  occur  through  — 

a  Bearing  resistance  of  all  rivets  in  a  12-in.  strip 
b  Tensile  resistance  of  row  3 

c  Tensile  resistance  of  row  2  plus  bearing  resistance  of  row  3 
d  Tensile  resistance  of  row  1  plus  bearing  resistance  of  rows 
2  and  3. 

These  resistances  have  respectively  the  following  values: 

a  9  X  37,500  =  337,500  lb. 

b  11.25  X  60,000  X  i  =  337,500  lb. 

c  (10.5  X  60,000  X  i)  +  (1  X  37,500)  =  352,500  lb. 

d  (7.5  X  60,000  X  ^)  +  (3  X  37,500)    =  337,500  lb. 

The  lowest  resistance  of  the  joint  is  for  items  a,  b  and  d.  The  initial 
strength  of  the  plate  is  12  X  60,000  X  §  =  360,000  lb.,  hence  the 
efficiency  is 

'  =  mm  ^  '"^  =  ''•'  p^' ''''' 

The  thickness  of  the  cover  plates  is  approximately 

,       i5  X  ■j  X  y«j.  /      « . 
'  "    200  X  1.25    ^  *  ^^' 

25  For  a  double-riveted  joint  omit  rows  3  and  4  of  the  quad- 
ruple joint  and  the  unit  strip  becomes  6  in.  wide.  In  this  case 
failure  may  occur  through  — 

a  Bearing  resistance  of  all  rivets  in  a  6-in.  strip 
b  Tensile  resistance  of  row  2 

c  Tensile  resistance  of  row  1  plus  bearing  resistance  of  row  2 : 
Numerically  these  become 
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uniformly  distributed  among  the  rivets  of  a  given  joint.  To  prevent 
too  serious  a  deviation  from  this  premise,  the  cover  plates  might  be 
designed  in  the  following  way:  Let  it  be  assumed  at  the  start  that 
each  rivet  is  properly  driven;  then,  in  an  ideal  case,  the  same  metal- 
to-metal  contact  exists  among  all  the  rivets.  For  this  condition  to 
prevail  after  loading  requires  that  the  same  stress  exist  in  the  cover 
plates  as  exists  in  the  connected  plate.  Under  these  conditions  the 
deformation  under  load  will  be  the  same  for  both  cover  plates  and 
connected  plate.  In  commercial  joints,  departures  from  the  ideal  case 
arise  which  may  be  somewhat  obviated  by  scalloping  the  cover 
plates  for  triple-  and  quadruple-riveted  joints,  as  shown  in  Fig.  3. 
This  will  decrease  the  rigidity  of  the  cover  plate  and  to  some  extent 
prevent  the  rivets  of  the  outer  rows  from  taking  an  undue  share  of 
the  whole  load. 


DISCUSSION 

Sherwood  F.  Jeter  (written).  Professor  Adler's  paper  interests 
inc  for  two  ix'iusons;  fii-st,  l)ecaiLse  I  criticisetl  hL^  article  referred  to  as 
having  been  publislicd  in  Power;  second,  on  account  of  my  general 
interest  in  the  general  subject  of  riveted  joints.  Anyone  interested 
should  read  the  orignial  article  in  Power  of  August  1,  1916,  page  159, 
my  criticism  of  it  on  page  281  of  the  issue  of  August  22,  1916,  and 
Professor  Adler's  rejoinder  on  page  432  of  the  issue  of  September  19. 

My  criticisms  of  the  paper  under  discussion  are  as  follows: 

First,  the  introduction  of  Schwedler's  graphical  method  appears 
to  coini)licatc  rather  than  aid  in  an  analytical  treatment  of  the 
subject. 

Sccotfd,  tlie  general  formula  for  the  pitch  of  rivets,  as  derived 
by  Professor  Adler,  while  correct,  is  not  in  the  simplest  form  or 
the  oiH*  most  useful  to  the  designer. 

Third,  the  author  does  not  show  how  the  design  of  a  maximum 
efiicicncy  joint,  or  the  principles  involved  in  the  design  of  such  a 
joint,  may  be  made  useful  to  the  lK)iler  designer  in  arriving  at  the 
proportions  of  a  commercial  joint  of  the  highest  efficiency. 

Fourth  J  for  the  best  n»sults  in  (k^igning  a  commercial  joint 
with  several  rows  of  rivet.s,  both  as  regards  rivet  spacing  and  strength, 
it  is  not  advisable  to  design  such  a  join  with  more  rows  of  rivets 
than  re(|uire(I  and  then  omit  the  rows  that  are  not  considered  neces- 
sary, as  is  done  in  the  pai)er. 
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Fijihj  joints  of  maximum  efficiency  are  not  practical  for  use 
in  boiler  construction,  even  with  only  one  row  of  rivets,  except  for 
the  thinner  plates. 

In  what  follows,  I  expect  to  show  the  above  statements  to  be 
facts. 

The  letters  used  in  the  f ormulse  will  have  the  following  meanings : 

P  =  The  pitch  of  rivets,  inches.    Where  there  is  more  than 

one  row,  this  refers  to  the  pitch  on  the  outer  row. 
t  »  The  plate  thickness,  inches. 

d  =  The  diameter  of  the  rivet  hole,  or  driven  diameter  of 
rivet,  inches. 

C  =  The  crushing  strength  of  the  plate,  lb.  per  sq.  in. 

T  =  The  tensile  strength  of  the  plate,  lb.  per  sq.  in. 

S  =  The  shearing  strength  of  the  rivets,  lb.  per  sq.  in.  of 
sheared  surface. 

E  =»  The  joint  efficiency. 

The  efficiency  of  a  single-riveted  joint  with  double  butt  straps 
is  expressed  by  one  of  the  three  following  formula,  the  one  giving 
the  minimum  value,  of  course,  determining  the  efficiency. 

Equation  [1]  is  based  on  the  breaking  of  the  net  section  of  the 
plate  between  the  rivet  holes;  formula  [2],  on  the  crushing  of  the 
plate  in  front  of  the  rivets;  and  formula  [3],  on  the  shearing  of  the 
rivets  in  double  shear. 

--'^^■^-% m 

^_Ctd^Cd 

PtT      PT ^  -^ 

„      0.7854d^(2SJ 

^  ^  PtT L'-l 

Examining  Eq.  [1]  and  [2],  it  is  evident  that  as  the  value  of 

P  increases,  E  increases  by  [1]  and  decreases  by  [2].    Therefore, 

starting  with  the  smallest  possible  value  for  P,  without  considering 

the  interference  of  the  rivet  heads,  where  P  would  equal  d,  that  is 

the  rivet  shanks  would  touch  each  other  (in  which  case  the  efficiency 

C 
would  be  zero  by  [1]  and  ^  by  [2]),  and  increasing  the  value  of 

P,  the  efficiencies  by  these  two  formulae  approach  each  other  and 
become  equal  at  some  higher  value  for  P. 
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Erjuating  [1]  and  [2],  the  value  of  P,  in  terms  of  C,  T  and  d, 
is  found  where  the  efficiency  by  [l^  and  [2]  will  be  equal,  thus: 

PT  P 


or 


=  d(^+l) C4] 


It  Ls  evident  that  a  single-riveted  joint  cannot  have  a  higher 
efficiency  than  when  P  has  this  value,  for  a  change  in  the  value  of 
P  will  result  in  a  lower  efficiency  by  either  Eq.  [1]  or  [2]. 

It  Ls  .seen  by  examining  Eq.  [3],  that  the  efficiency  due  to  the 
shearing  of  the  rivets,  for  any  finite  value  of  P,  may  be  anything 
desired,  providing  the  value  of  d  is  not  limited. 

To  detennine  the  value  of  d,  if  the  efficiency  by  Eq.  p]  is  to 
Ix;  the  same  as  for  Ivj.  [2],  equate  these,  as  follows: 

Cd  ^  0.7854fP(2S) 

PT  "         PtT 
or 

tC 

"^  ^  0.7854(2*S;       ^^^ 

Since  the;  value  of  r/,  as  given  by  Eq.  [6],  is  such  that  the  crush- 
ing of  flu*  i)lat(>  aitd  the  shearing  of  the  rivets  are  equally  possible, 
any  increase*  in  d  beyond  this  value  would  cause  the  shearing  of  the 
rivets  lo  ccas(»  to  Ix;  a  factor.  This  is  so.  since  the  shearing  strength 
incn^ascs  as  the  s(juare  of  </,  while  the  crushing  strength  increases 
directly  as  fl.  Therefore,  to  design  a  single-riveted  joint  of  maximum 
I'fliciency.  it  is  only  necessary  to  select  rivets  of  such  size  that: 

"  ^  ().7S54(2Nr '-•J 


and  space  them  so  that: 


Since  the  eflicit'nc}'  of  such  a  joint  will  lx»  expressefi  by  either  Eq. 
(1|  or  [2],  that  is  the  shearing  of  rivets  will  not  U»  a  factor,  the 
efficirncy  may  Ik*  written  from  Eq.  [1], 

or 

A'-  1  -  ,,  '- 
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If  Fig.  4  represents  a  single-riveted  joint  arranged  for  ynaximum 
efficiency,  the  portion  of  the  plate  in  front  of  the  rivets  (equivalent 
to  a  strip  of  width  d  for  each  pitch),  shown  shaded,  is  not  required 
for  transmission  of  stress  to  the  rivets.  Therefore,  the  efficiency 
of  such  a  joint  may  be  increased  by  the  addition  of  another  row 
of  rivets  outside  the  first.  To  secure  maximum  results  from  this 
added  row  of  rivets,  the  rivets  must  be  so  spaced  that  there  will  be 
just  enough  of  these  unused  strips  included  in  a  pitch  of  the  added 
row  as  required  for  a  pitch  of  rivets  on  the  first  row.  This  is  true, 
since  it  requires  a  width  of  plate  equal  to  a  pitch  length  on  the  first 


Fig.  4.    Single-Riveted  Joint  Arranged  for  Maximum  Efficiency 

row  to  include  a  rivet  hole  and  the  necessary  plate  to  transmit  stress 
to  the  rivet  to  be  driven  in  it. 

Calling  the  pitch  of  rivets  on  the  second  row  P2,    to   comply 
with  the  above  requirements, 


P2  =  P  X  T 


or  from  Eq.  [4], 


p,  =  d(J  +  i)g+i) 


or 


Similarly  for  a  third  row, 

P,  =  d(^  +  l)' 


and  for  m  rows  of  rivets 

P 


=  d(^+l) 


m 


cn 


where  P  is  the  pitch  in  the  outer  row. 

From  the  method  of  design,  these  joints  are  equal  in  strength 
by  any  method  of  failure  to  be  considered;  therefore,  the  efficiency 
may  be  given  by  Eq.  [1],  thus, 
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As  will  be  noted  from  Eq.  [7],  the  pitch  of  a  joint  of  maximum 
eflSciency  varies  directly  as  the  value  of  d,  and  the  smallest  value 
for  P  will  result  when  d  just  equals  the  value  determined  by  Eq.  [6]. 

It  will  be  noted  that  the  increases  in  pitch  from  row  to  row  are 
determined  by  the  ratio  of  C  to  T.  If  this  ratio  should  be  a  whole 
number,  then  there  would  be  a  simple  ratio  for  the  spacing  of 
rivets  from  row  to  row.  Since,  with  boiler-plate  material,  the  ratio 
between  the  crushing  strength  and  the  tensile  strength  is  not  usually 
a  whole  number,  maximum-eflSciency  joints  will  not  have  sjrmmetri- 
cally  spaced  rivets  in  the  dififerent  rows. 

It  will  be  noted  that  E^q.  [7]  expresses  the  value  for  pitch  on 
the  first  row  as  well  as  that  for  any  other  row.  Professor  Adler's 
general  formula  for  pitch  (Eq.  [7]  of  his  paper)  requires  a  separate 
determination  for  the  pitch  of  the  first  row,  which  is  involved  with 
the  determination  of  two  other  values,  specified  by  him  as  w  and 
R.  The  above  formula,  Eq.  [8],  for  cflScicncy,  is  for  the  same 
reasons  more  simple  and  easier  to  apply  than  the  one  which  the 

paper  provides.     The  value  (m+  l)'";  when  found,  serves  equally 

well  for  the  detcrmiaation  of  the  pitch  or  tie  efficiency. 

The  above,  I  consider,  covers  the  first  two  points  on  which  I 
have  undertaken  to  criticise  this  paper. 

When  Professor  Adler  shows  how  to  design  a  commercial  joint 
it  would  appear  to  the  reader  that  he  merely  selected  the  next  larger 
conmiercial  rivet-hole  size  and  the  next  whole  number  for  pitch, 
above  the  values  he  derived  from  a  joint  of  maximum  efficiency. 
T  le  particular  values  chosen  by  Professor  Adler  for  illustration  give 
the  best  results. 

To  dci^ign  a  commercial  joint  of  the  highest  efficiency,  a  rivet- 
hole  diaincter  should  \)c  chosen  that  will  comply  with  the  conditions 
specified  bj'^  Eq.  [6],  keeping  in  mind  that  the  smaller  the  rivet-hole 
diameter  the  smaller  the  pitch.  Next  determine  the  pitch  of  the 
rivets  on  the  difTerent  rows  by  Eq.  [7]].  Decide  the  maximum  spac- 
ing; of  rivets  that  will  permit  tight  calking  and  select  the  row  of 
riv(»ts  wlierc  this  pitch  Ls  most  closely  approached  without  being 
exceeded.  This  will  be  the  row  to  which  the  e<lges  of  the  outer  straps 
will  have  to  l>e  cut.    Arrange  the  rivets  in  the  first  or  second  row 
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(and  other  outer  rows)  beyond  the  row  having  a  calking  pitch,  so 
that  there  will  be  a  simple  ratio  or  ratios  between  the  pitches  of 
succeeding  rows,  the  ratio  or  ratios  chosen  to  be  as  nearly  as  possi- 


ble to  the  value 


of  [f  +  l). 


To  show  how  this  method  works  out  in  practice,  assume  the 
same  values  as  are  used  in  the  paper  for  C,  T  (25)  and  t,  of  100,000, 
60,000,  90,000,  and  1/2,  respectively.    By  Eq.  [6], 

1/2  X  100,000       ^_- 
^  '  >  0.7854  X  y0,0U0  ^  ^-^^^ 

the  same  as  Professor  Adler  finds. 

The  next  larger  commercial  rivet-hole  size  is  3/4  in.,  therefore, 
by  Eq.  [7],  for  a  joint  of  maximum  eflSciency,  the  pitches  would  he: 

For  first  row,  3/4  (  go^go  +  ^ )  ""  ^  "^• 
For  second  row,  3/4  (  finnm  "^  ^)   ^  ^*^^  ^' 
For  third  row,  3/4  (^^  +  1 J  =  14.21  in. 

For  fourth  row,  3/4  (^^  +lY  =  37.89  in. 

The  pitch  on  the  second  row,  of  5.33  in.,  would  not  permit  tight 
calking  with  any  strap  thickness  likely  to  be  used  with  ^in.  plate, 
but  since  Professor  Adler  shows  an  even  wider  pitch  along  the  calk- 
ing edge,  it  will  be  assumed,  for  the  sake  of  comparison,  that  this 
pitch  could  be  calked.  Spacing  the  rivets  in  the  two  outer  rows 
with  the  simple  ratios  of  1  to  3  and  1  to  2,  since  these  are  the  near- 
est to  1  to  2.66,  which  is  the  ratio  required  for  maximum  efficiency, 
the  design  of  joint  will  be  as  shown  in  Fig.  5.  There  are  25  rivets 
in  a  unit  section  of  this  joint,  and  calculating  the  strength  by  the 
different  modes  of  failure,  as  is  done  in  the  paper,  would  result  as 
follows: 

Crushing  strength  of  25  rivets: 

a.  25  X  37500  =  937,500. 
Tensile  strength  of  plate  at  outer  net  section: 

6.  31.25  X  .5  X  60,000  =  937,500. 

Strength  of  plate  along  next  to  outer  row  plus  crushing  of 
one  rivet: 
c.  30.5  X  .5  X  60,000  +  37,500  -  952,500. 
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Strength  of  plate  along  next  to  inner  row  plus  shearing  of 
three  rivets: 

d.   27.0  X  .5  X  60,000  +  3  x  37,500  =  937,500. 

Strength  of  the  solid  plate: 

32  X  .5  X  60,000  =  930,000. 
Therefore,  the  efficiency  would  l)e 

937,500      _^.  . 

^^P^  =  9/.6o  per  cent. 

There  is  no  need  to  consider  failure  at  the  inner  row  of  rivets,  since 
the  spacing  of  the  rivets  along  the  two  inner  rows  was  such  that 
failure  was  ecjually  likely  on  either:  therefore,  the  result  would  be 
the  sain(»  as  by  method  d  if  the  calculation  had  been  made. 

While  I  do  not  wish  to  Iw  understood  as  advocating  this  ab- 
normal joint  for  use  on  a  boiler,  I  do  contend  that  Fig.  5  shows  a 

K- *"  •■■  32    — ..-.— - 
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more  practical  joint  than  the  one  Professor  Adler  has  designed,  and 

one  having  a  hij!;her  efficiency.     The  method  of  design  just  given 

covers  my  third  point  of  criticism. 

If  onlv  three  rows  of  rivets  were  to  l)e  used  in  a  commercial 

joint  and  it  was  considered  that  the  5.33-in.  pitch  on  the  second 

row  would  permit  proper  calking,  then  tne  rivets  in  the  third  row 

could  be  spaced  14.21  inches  apart.     Such  a  joint  would  be  like 

Fig.  6.  and  it  would,  of  course,  l)e  a  maximum  efficiency  joint  and 

have  an  efficiency  of 

1 


1  - 


/ 100,000        Y 
\  60,000  ^    / 


since  there  ar<j  three  lows  of  rivets  u.scm1;  that  Ls,  the  efficiency  would 
i)e  91.72  per  cent. 

Again,  if  the  joint  was  to  be  double-riveted  only,  then  the  calk- 
ing edg(»  of  the  strap  would  Ix^  straight,  that  is,  the  same  as  Fig.  [6] 
with  th(;  projections  used  to  include  the  third  row  of  rivets  omitted. 
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This  joint  would  also  be  a  maxrnium-eflSciency  joint  and  the  effi- 
ciency would  be 

1 


1  - 


/100,000       Y 
V  60,000  ^    J 


or  85.93  per  cent.  The  above  indicates  that  to  design  a  commercial 
joint  of  the  highest  efficiency  the  procedure  I  have  suggested  should 
be  followed  rather  than  the  method  proposed  by  Professor  Adler- 
Coming  to  my  fifth  point  of  criticism,  Fig.  7  gives  the  relation- 
ship between  rivet  diameters  and  plate  thicknesses  that  are  required 
for  joints  of  maximum  efficiency,  where  the  crushing  strength  is 
95,000  lb.  per  sq.  in.,  and  the  shearing  strength  is  44,000  for  single 
and  88,000  lb.  per  sq.  in.  for  double  shear.  The  point  of  intersec- 
tion of  a  horizontal  line,  representing  the  rivet  diameter,  and  a  verti- 
cal line  representing  the  plate  thickness,  must  lie  to  the  left  and 

pc-5iVk- Mzr >| 
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Fig.  6.    Triple-Riveted  Joint 

above  either  one  or  the  other  of  the  solid  lines,  which  one  depend- 
ing on  whether  the  rivets  are  in  single  or  double  shear.  The  dotted 
curved  line  shows  the  average  or  usual  relationship  between  rivet 
diameters  and  plate  thicknesses  selected  by  designers  of  experience* 

It  will  be  seen  that  the  range  of  plate  thicknesses  is  very  limited 
for  maximum  efficiency  joints,  even  where  the  rivets  are  in  double 
shear. 

Without  doubt,  the  most  practical  way  to  design  commercial 
joints  is  to  decide  on  an  arrangement  of  rivets  that  will  best  meet 
the  conditions  of  coDstruction  and  make  a  diagram  giving  the 
efficiencies  of  such  joints.  By  the  aid  of  such  diagrams,  the  joint 
that  will  best  meet  the  practical  requirements  for  calking,  the 
maximum  size  of  rivet  that  may  be  driven  with  the  apparatus  avail- 
able and  other  practical  considerations  of  a  similar  character  may 
be  selected. 

The  Author.  Considering  the  first  of  Mr.  Jeter's  criticisms,  I 
must  call  his  attention  to  the  paragraphs  leading  up  to  his  Eq. 
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'jr.    It  reads  thus:  ''If  fig.  4  represents  a  sin^e^treted  joint . . . ." 

Xow  the  Doiion  here  expressed  i=  precUelr  the  same  as  used  in  my 
paper,  and  is  Schwedler'E  analysis.  It  leads  to  an  e^qiression  which 
in  the  notstion  o;  my  paper  i=  pu  =  y^^■^  I  ha^-e  left  the  ecpiation 
Id  this  fonn  in  my  paper  whereaTMr.  Jeter  replaces  p,"  by  its  value 


mill  iirrivi'H  ;it  his  Kii-  [7J,  Kiiicc  Mr.  Jeter's  transformations  are 
irurn'ct  his  firiiil  K({.  [7^  is  oqiiivalent  to  mine.  Thus,  I  do  not  see 
tin-  fnriri-  of  liw  first  criticism. 

T:ikinK  (hi;  si-eontl  point,  the  Eq.  [8]  given  by  mc  contains  only 
il  iind  ;),.  Now  it  is  nci'O-sary  to  know  the  value  of  d  in  any  case 
:iii<l  sinir  no  joint  may  l>c  designed  with  less  than  one  row  of  riveta 
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the  value  of  p^  must  also  be  known.  I  do  not  see  how  any  equation 
can  be  simpler.  Furthermore,  had  Mr.  Jeter  used  the  value  0.707  in. 
for  d  instead  of  f  in.  in  showing  the  use  of  his  Eq.  [7],  he  would 
have  obtained  ideal  pitches  numerically  the  same  as  mine.  It  is 
incorrect  to  tise  commercial  rivet  diameters  in  equations  based  on 
ideal  considerations. 

For  the  third  point  of  criticism,  the  commercial  mode  of  pro- 
cedure is  to  calculate  the  ideal  joint  and  approximate  the  practical 
joint.  It  is  impossible  to  derive  an  equation  that  will  give  an 
answer  in  commercial  dimensions.  The  approxunation  of  the  prac- 
tical joint  is  not  a  serious  matter  for  anyone  with  a  little  experience. 
If  the  outer  pitch  is  too  great  for  calking,  scallop  the  cover  plates  or 
decrease  the  pitch.  Any  change  in  the  ideal  joint  is  made  at  a 
sacrifice  in  eflSciency. 

For  the  fourth  point,  it  is  not  necessary  to  design  a  quadruple 
joint  and  omit  the  extra  rows  to  obtain,  say,  a  double-riveted  joint. 
When  Pi  and  p,  ^re  foimd  the  problem  is  finished.  The  illustration 
given  in  the  paper  shows  the  similarity  of  tha  jomts  and  the  possi- 
bility of  standardization. 

Mr.  Jeter's  last  point  requires  additional  evidence  on  his  part. 
He  has  not  shown  why  designers  of  experience  use  his  so-called 
"usual  relationship."  There  certainly  must  be  some  reason  for  it 
and,  if  there  is,  it  must  be  possible  to  state  it. 
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ECONOMICAL  SECTION   OF  WATER  CON- 
DUIT FOR  POWER  DEVELOPMENT 

By  Gary  T.  Hutchinson,  New  York,  N.  Y. 
Member  of  the  Society 

In  this  paper  the  author  deduces  a  fonnyla  for  determining  the  best  slope  and 
size  of  a  conduit  for  supplying  water  to  a  power  plarU,  this  formvla  taking  into 
account  the  construction  costs^  the  value  of  the  power  recovered^  the  rate  of  returns 
expected  on  expenditures  made^  etc.  The  resulting  relcUion  between  the  best  area 
and  the  flow  in  second-feet  for  chosen  values  of  factors  is  shown  in  a  logarithmic 
charts  and  it  is  pointed  out  how  this  chart  may  be  modified  so  that  the  relation  for 
other  costs  and  unit  prices  can  be  easily  determined. 

THE  literature  of  water-power  engineering  accessible  to  the 
writer  does  not  include  a  discussion  of  the  method  of  deter- 
mining the  economical  section  of  a  water  conduit  for  supplying 
water  to  a  power  plant. 

2  In  what  follows  a  formula  for  the  best  slope  and  size  of  con- 
duit is  deduced,  which  takes  into  account  in  a  practical  manner  the 
construction  costs,  the  value  of  the  power  recovered,  and  the  rate 
of  returns  expected  on  expenditures  made,  as  well  as  the  other 
physical  conditions  of  the  problem.  The  resulting  relation  between 
the  best  area  and  the  quantity  of  water  is  shown  in  Fig.  2,  for  chosen 
values  of  factors  entering  the  problem,  and  it  is  pointed  out  how,  by 
a  simple  modification  of  the  graphs  of  this  figure,  the  relation  for 
other  costs  and  unit  prices  can  be  easily  determined.  One  inter- 
esting result  is  that  for  a  flume,  or  for  any  conduit,  for  which  the 
increment  cost  of  increasing  the  capacity  by  a  relatively  small 
amount  is  proportional  to  the  surface  the  best  speed  of  flow  of  the 
water  is  constant,  independent  of  the  size  of  the  conduit. 

3  The  economical  section  is  evidently  that  resulting  in  the 
greatest  net  earnings  of  the  power  plant  under  the  conditions  con- 
trolling the  market  where  the  power  is  delivered.  Inasmuch,  how- 
ever, as  this  section  must  be  determined  in  advance  of  complete 
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knowledge  of  market  conditions,  it  is  clear  that  only  an  approximation 
can  be  made,  and  that  a  ready  method  to  determine  the  variation  in 
net  earnings  for  a  large  range  of  sections  and  shapes  of  water  conduit 
may  be  useful. 

4  Assuming  that  a  certain  shape  and  slope  of  water  conduit  is 
fixed  upon  provisionally,  the  question  is  whether  some  change  either 
in  the  slope  or  in  the  shape  or  size  of  the  section  will  result  in  an 
increase  in  net  earnings.  Any  increase  in  the  dimensions  of  the 
conduit  will  obviously  entail  an  increase  in  construction  cost,  and 
hence  an  increase  in  annual  charges.  This  increase  in  annual  charges 
is  limited,  practically  speaking,  to  interest,  amortization  and  profit, 
inasmuch  as  only  small  changes  in  a  quantity  which  itself  is  a  small 
part  of  the  total  are  under  consideration.  For  instance,  under  ordi- 
nary conditions  the  loss  in  the  water  conduit  may  vary  from,  say, 
5  per  cent  to  10  per  cent  of  the  total  power;  it  is  a  variation  of 
possibly  25  per  cent  one  way  or  the  other  in  this  6  or  10  per  cent 
that  is  involved. 

5  It  is  therefore  e\'ident  that  no  increase  in  operating  charges, 
or  maintenance,  or  repairs  need  be  considered,  and  that  the  changes 
in  design  of  the  conduit  should  carry  charges  only  for  interest, 
amortization,  and  profit.  An  allowance  for  profit  on  the  additional 
expenditure  must  l)e  included,  since  every  dollar  invested  should 
earn  its  share  of  profit  as  well  as  its  fixed  charges. 

6  The  increase  in  power  resulting  from  an  increase  in  the  sixe 
of  the  conduit  brings  in  a  certain  addition  to  gross  earnings.  Against 
this,  in  theory,  should  be  charged  the  costs  of  operation  and  main- 
tenance on  the  additional  equipment  and  machinery  required  to 
deliver  this  ])ower  to  the  market;  but  for  the  same  reasons  stated 
in  considering  the  water  conduit,  all  these  charges  against  the  addi- 
tional gross  earnings  may  be  ignored  in  this  anal^'sis,  as  they  are 
nogIigil)lc  in  amount,  due  to  the  fact  that  the  increase  in  the  power 
outi)ut  is  small.  There  would,  in  fact,  l>e  no  increase  in  operating 
charges,  and  under  practical  conditions  there  would  \ye  no  increase 
in  equipment,  and  therefore  no  increase  in  fixed  charges  on  equip- 
ment. 

7  The  matter  then  reduces  to  the  comparison  of  the  additional 
gross  earnings  from  the  power  recovered  by  an  increase  in  the  sise 
of  the  conduit  on  the  one  hand,  and  the  additional  interest,  amor- 
tization, and  profit  on  the  cost  of  the  enlargement  of  the  conduit  on 
the  other. 

8  The  detennination  of  additional  power  is  simple,  involving 
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merely  the  overall  effidenoy  from  the  water  to  point  of  delivery. 
A  consideration  of  the  value  of  this  increased  power  is  a  matter  of 
judgment  on  the  part  of  the  engineers  and  executives  of  the  enter- 
prise, giving  attention  to  the  market  conditions  under  which  the 
power  is  sold,  and  particularly  to  the  load  factor. 

9  The  determination  of  the  additional  cost  of  the  conduit,  how- 
ever, is  more  difficult,  inasmuch  as  this  cost  depends  in  theory  not 
only  on  the  area  of  the  crossHsection  of  the  conduit,  but  also  upon 
its  shape;  that  is,  upon  the  hydraulic  radius  or  the  wetted  perim- 
eter. The  relation  between  the  area  and  the  wetted  perimeter 
differs,  for  example,  for  a  rectangular,  a  circular,  or  a  hexagonal 
conduit,  and  cannot  be  expressed  in  a  simple  equation  to  cover  all 
shapes  of  conduit.  The  practical  way  to  handle  the  problem  is 
to  fix  upon  one  shape  of  conduit,  determine  the  economical  area 
and  slope  for  this  shape,  and  then  follow  out  a  similar  procedure  for 
such  other  shapes  as  may  be  practicable  in  the  case  under  considera- 
tion. This  determination  being  made  for  the  several  possible  shapes, 
the  best  result  is  then  selected. 

10  The  procedure  indicated  in  the  foregoing  general  discussion 
can  be  expressed  symbolically  as  follows: 

Let  Q  =  flow  in  sec-ft.,  taken  as  constant 
L  =  length  of  conduit,  ft. 
A  =  area  of  conduit,  sq.  ft. 

8  =  slope  of  conduit,  ft.  per  ft.  of  length 

r  =  hydraulic  radius  of  conduit,  ft. 
w  =  wetted  perimeter  of  conduit,  ft. 

V  =  speed  of  flow,  ft.  per  sec. 

C  =  constant  in  the  Chdzy  formula 

e  =  efficiency  from  water  to  point  of  delivery  X  0.065. 

Then  the  power  loss  p  in  the  conduit  in  kilowatts  will  be 

p  =  eQsL [1] 

11  In  this  equation  8  is  the  variable,  and  any  change  of  p  is  due 
to  a  change  of  s  and  is  expressed  by 

dp^eQLds [2] 

12  If  m  is  the  annual  value  of  one  kilowatt  under  the  ruling 

conditions,  then 

mdp  =  meQL  d8 [8] 

is  the  added  gross  (and  net)  earnings  due  to  the  change  in  8. 


t 
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13    As  to  the  cost  of  increasing  the  capacity  of  the  conduit:  the 
flow  is  assumed  to  be  given  by  the  Ch^zy  formula 


v  =  ^==C  (rs)o-6. 


M 


14    The  best  size  of  conduit  is  to  be  determined  for  a  known 
vahie  of  the  flow  Q;  that  is,  in  Equation  [4]  Q  is  to  be  taken  as  con- 

i^tant.     In  this  case, 


and 


as 


ciA  _  _2  A^     dw  _  _li£     dr 1  r  p--. 


ds 


ds 


5  s'  ds 


5« 


TABLE   1    VALUES  OF  SECTION  CONSTANT  a  FOR  VARIOUS  SECTIONS 


iShapo  of  Section 


I  I 

I 

I  I    SectioD  Constiuit 

Hydraulic  ,    CroaB-    i 

RadiuB     '<  Section   < 


I 


^i 


Semicircle,  radio.''  ~  r         r/2 

Square,  side— </ d/3 

Half-square,  depth  -  d  ... .  rf,'2 

HoxaRon,  half-full,  depth   -  d  d/2 

Prisru: 


2^ 


C 

b 

Tana  ----  1   1..').  ^  =  4(i 

0  72d 

Tano  =  1  2./'-  lOJ 

O.S3d 

2v 

9 

8 

*V3 


12<f> 


10.6 

le.o 


2  51 
Z  00 
283 
255 


3.26 

4.00 


15  With  Q  constant,  a  change  in  s  can  be  offset  by  a  change  in 
(uthor  A  or  r,  or  in  both;  that  is,  cither  the  size  or  the  shape  of  the 
conduit  can  bo  varied  to  keep  Q  constant. 

1()  ThcTc^  is  no  way  of  cxpr(»ssinp  a  Reneral  relation  between  A 
and  r,  but  for  any  chosen  shape,  as,  for  example,  a  rectangle  or  semi- 
circle, the  area  is  proportional  to  the  square  of  any  linear  dimen- 
sion; tliat  is, 

•  •  •  •  •IVI 

a  *-  -■ 


.1  =  ar-  =  nr  = 


17    'i'he  value  of  the  section  constant  a  varies,  but  for  usual 
forms  the  difTcrences  are  not  great,  and  the  influence  of  changes  in  a 
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on  the  ec<momical  section  is  slight;  in  fact,  it  can  be  shown  that  for 
the  best  section 

for  the  conditions  of  Equation  [7a].  Table  1  gives  values  of  a  for 
the  usual  shapes.  For  preliminary  calculations  a  =  9  may  be  used. 
18  The  cost  of  a  water  conduit  can  be  expressed  as  a  constant, 
representing  the  cost  of  a  large  part  of  the  preliminary  work  and 
plant,  plus  an  amount  depending  on  the  sise  and  surface  area.  In 
general,  the  cost  per  foot  may  be  expressed  by 

D  =  ko  +  kA^ [7] 

where  D  —  cost  per  foot,  dollars 

A^  =  constant  part  of  cost  per  foot 
A;  =  a  constant 
n  =:  an  exponent  whose  value  lies  between  1  and  0.5. 


A.  A^  As 

FiQ.  1    Relation  BsrwasN  SacnoKAL  Abba  op  Ck>XDUir  and  Cost 

19  In  any  specific  case,  when  all  the  conditions  are  known,  esti- 
mates of  the  total  cost  per  foot  of  the  conduit  should  be  made  for 
three  or  more  different  cross-sections;  plotting  these  values  will 
enable  both  k  and  n  to  be  determined. 

20  For  example,  let  Fig.  1  represent  the  cost  per  foot  for  a  cer- 
tain conduit;  then  A^o  is  given  at  once  by  the  curve,  and  from 


Dt-ko  ^  (At\ 
Di-ko      \aJ 


n  is  determined.  Each  pair  of  points  should  be  used  and  the  value 
of  n  found.  The  values  of  n  and  A:o  being  known,  k  may  be  obtained 
from 
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21  Other  methods  could  be  used.  The  gist  of  the  matter  is  that 
the  accurate  way  is  to  make  detailed  estimates  for  several  cross- 
sections  and  determine  the  constants  from  an  analysis  of  these 
estimates. 

22  Two  extreme  cases  simplify  the  formula:    First,  when  the 

increment  cost  is  proportional  to  the  area,  as  in  a  heavy  rock  cut, 

then 

D  =  ko  +  kA [7a] 

and,  second,  where  the  increment  cost  is  proportional  to  the  sur- 
face, or  the  wetted  perimeter,  as  for  a  flume,  then 

D  =  ko  +  kA^'' [76] 

These  are  considered  later. 

23  If  I  represents  the  total  rate  of  returns  expected  on  all  ex- 
penditures on  the  property,  including  interest,  amortization  and 

profit,  then 

I  =  iL{ko  +  kA-), [8] 

gives  the  total  returns  from  this  investment,  and  a  change  ds  in  s 

calls  for  a  change  in  returns  of 

f// =  ///LAvl"-i^'^d5 [9] 

or,  from  Equation  [5], 

dl  =  -^'^P'^\/.> [10] 

OS 

24  This  saving,  due  to  an  increase  in  .*?,  must  be  at  least  equal  in 

value  to  tlic  power  lost,  and  indeed  should  exceed  it  by  some  margin; 

this  margin  can  ])e  included  in  the  overall  rate  of  return  i,  and 

therefore 

(11  =  nuJp [11] 


25 


Substituting  in  [11]  from  [10]  and  [3],  there  results 


omtQs  =  2kniA'' 
Substituting  further  from  [6]  and  [4],  namely, 

V  V" 

(t      C'iA/a)^-^ 
gives  finally 

In -0.6  ^  2.omr(/^-*  _     _ 

fnkC'  -^ 

This  may  also  be  written 

.1  ('■'")  = -•'."''    (T [13] 
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If 

then 


iV  = 


2.5  Tyteo"* 
nikC* 


[14] 


^(n+».5)  =  JVQ» [16] 

26    The  best  way  to  handle  this  equation  for  engineers  is  by 
logarithmic  plotting.    From  [16] 

logiV  3 


log  A  = 


+ 


logQ  . 


[16] 


(n  +  2.5)  '  (n  +  2.5) 

When  n  is  known,  this  can  be  readily  plotted  for  any  range  of  Q 
desired.    As  an  illustration,  assume  ^ 

m  =  $10,  e  =  0.67  X  0.085  =  0.057 
t  =  0.15,    C  =  120 

TABLE  2  VALUES  COMPUTED  FSOM  FIQ.  2 


Q 

A 

V 

r 

• 
(Ft.  per  1000) 

100 

3 

4.35 

1.60 

0.830 

500 

100 

6.00 

3.34 

0.520 

1.000 

191 

5.22 

10.50 

0.180 

2.500 

450 

5.56 

16.70 

0.128 

10.000 

1050 

6.08 

33.30 

0.077 

then 


N  = 


10-' X  2 

nk 


[17] 


If,  further,  n  =  0.75  and  k  =  $0.10, 

JV  =  10-*  X  2.67 
and 


logil  = 


log  10-2  X  2.67 


+  0.925  log  Q 


3.25 
= -0.485 +  0.925  log  Q [18] 

27  Fig.  2  is  the  logarithmic  graph  of  Equation  [18]  for  values  of 
Q  from  100  to  10,000,  in  four  parts;  for  the  line  BC  the  ordinates 
are  to  be  multiplied  by  10  and  the  abscissae  by  100;  for  CD,  by 
100  and  100;  for  DE^  by  .100  and  1000;  for  EF  by  1000  and  1000 
—  all  as  indicated  by  the  figure.  From  this  figure,  Table  2  is  readily 
computed. 

28  Two  special  cases  are  of  particular  interest:  First,  when  n  = 
0.5  and  the  increment  cost  is  proportional  to  the  surface;  this  would 
approximate  the  case  of  a  flume  or  a  concrete-lined  canal  in  earth. 
Here 
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and,  since  t;  =  Q/A, 


»»  = 


1^ 

N 


[19] 


or  there  is  one  best  speed  of  flow  independent  of  the  size  of  conduit. 
This  is  a  somewhat  surprising  result. 

29  The  second  case  is  when  the  increment  cost  is  proportional  to 

the  amount  of  excavation,  as  for  a  costly  rock  cut;   here  ti  =  1.0, 

and 

A^'^  =  iVQ' [20] 

30  This  can  be  solved  either  by  plotting,  as  in  Fig.  2,  or  as  fol- 
lows* 

^0.5  =  ^^» [21] 

and 

Q  =  Av 

Calculate  A®-*  and  A  from  [21],  assuming  values  for  v;  then  find  Q, 
which  can  be  plotted  to  A, 

TABLE  3 


N 

Q 

A 

• 

I0>X4.00 
10«X2.«7 
10«X1.78 

2500 
2500 
2500 

510 
450 
395 

4.90 
5.5« 
6.32 

31  Variations  in  A  resulting  from  other  values  of  the  unit  costs 
than  those  used  in  plotting  Fig.  2  can  be  easily  taken  into  account 
without  replotting  these  curves.     Put 

then  log  N'  =  log/  +  log  N 

and  a  length  equal  to  log//(n  +  2.5)  added  to  the  ordinate  of  the 
curve  at  any  point  will  give  the  value  of  Y  for  iV'  =  fN.  If  /  is  less 
than  unity  the  length  is  to  be  subtracted.  For  example,  for  the 
point  P  of  Fig.  2,  Q  =  2500,  A  =  450,  v  =  5.56.     If  /  =  1.5,  then 

Pi  is  the  point  where  PPi  =  -^^f^  =  ^^^ .    If  /  =  1/1.5,  P,  is 

n  +  2.5        3.25 

the  point.    These  values  are  given  in  Table  3. 

32  The  usefulness  of  this  analysis  is  limited  by  the  accuracy  of 
the  determination  of  n,  and  this  in  turn  depends  upon  the  definite 
knowledge  of  construction  costs. 
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dinner  at  Harvard  Club.  Addresses:  Employee  and  Service  De- 
partment of  Hood  Rubber  Co.,  by  Dr.  R.  S.  Quinby,  and  Rubber 
from  the  Crude  to  Manufactured  State,  by  Alfred  A.  Glidden  (illus- 
trated).   Discussion:  Shall  the  Engineer  be  Licensed? 

BUFFALO 

October  6:  Fundamental  Americanism,  S.  A.  Botsford,  and 
Our  Country's  Call,  M.  E.  Cooley. 

October  14:  Manufactured  Weather,  J.  E.  Boiling. 

November  18:  Peace  Memorial  Bridge,  Messrs.  Eckert  and 
Bagley. 

665 
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CHICAGO 

September  30:  City  Zoning  as  it  pertains  to  the  requirement 
for  residential  and  manufacturing  districts,  by  Mr.  Whiten,  Chair- 
man, Zoning  Committee,  Cleveland,  O. 

October  21:   Political  Problems. 

October  29 :  Power  Supply  of  the  Future. 

Xoveynbcr  21:  Successful  Method  of  Improving  Human  Rela- 
tions, Chas.  V.  Scribner,  Results  of  an  Americanization  Program, 
Alex.  D.  Bailey.  Discussion:  A  National  Department  of  Public 
Works. 

Xovetnber  24:  (Joint  meeting  A.  I.  E.  E.,  I.  E.  S.,  and  W.  S.  E. 
on  Industrial  Economics.)  Personal  Efficiency  of  the  Employee, 
Harold  Elmert.  Electrical  Power  as  a  Factor  in  Effecting  Ekwno- 
mies  and  Increasing  Production,  Geo.  H.  Jones.  Reaction 
of  Labor  to  Intensive  Lighting,  Edwin  W.  Tillson. 


CINCINNATI 


October  20:    (With  Engineers*  Club  of  Cincinnati).     The  Engi- 
neers' Place  in  Labor,  Dr.  Ira  N.  Hollis. 


CLEVELAND 

Septcttihtr  i);  All  day  meeting.  Thi^  Trackless  Train  for  Moving 
Materials  (Illustratc^d  with  motion  pictures).  Engineering  Problems 
of  Cleveland's  Ra])id  Transit  Development.  Inspection  trip  by 
sepcial  train,  th(^  first  over  the  N(»w  Rapid  Transit  Line,  stopping 
at  the  )Shak(*r  II(Mjz;hts  Club  for  luncheon.  Dinner  at  Hotel 
Clev(»land.  XotcMl  Hydro-Elect ric  Developments  in  Italy  and  South 
AnnMioa  (lllustrat(Ml)  by  O.  M.  Smart,  specialist  in  hydro-electric 
(MipiincMM-in^,  dcfailcMl  by  the  V.  S.  (lovernment  to  investigate  the 
rcM-ent  water  power  progress  made  in  the  Italian  Alps.  Pertinent 
nddn^ss  on  a  ])has<'  of  (he  i)roblem  of  capital  and  labor  by  Dr.  Willis 
A.  Moore. 

Srptctnhvr  'M):  T\w  Engineer's  Place  in  Safety  Work,  L.  A. 
DeKlois,  IlnginiMT  of  the  E.  L  Du  Pont  deNemours  Company, 
Wilmington. 

Xoirniber  25:  (With  Ch^'eland  Engineering  Society.)  The 
(>l)en  Court  Trial  of  Patent  Cases,  Hon.  W.  L.  Day. 
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COLORADO 

September  13:  Informal  dinner  to  Dean  Charles  Russ  Richards. 

October  24:  Dinner  and  addresses.  Building  Marine  Engines 
and  Ship  Machinery  One  Mile  Above  Sea  Level,  Wm.  Lester,  and 
Government's  Preparation  for  Educating  Disabled  Soldiers,  Pro- 
fessor J.  A.  Hunter. 

November  28:  Industrial  Education  in  Denver  Public  Schools, 
Jos.  Y.  Parce.  Discussion  on  Industrial  Democracy  and  Industrial 
Education. 

December  26:  Dinner  meeting. 

CONNECTICUT 

November  19:  The  Motor  IVuck  in  War,  Col.  F.  H.  Pope 
and  Lt.  Col.  A.  J.  Slade.  Motorization  of  the  World's  TraflSc, 
K.  G.  Martin. 

Hartford  Branch 

October  20:   Engineering  Problems  Involved  in  Distribution  of 
Water  in  the  City  of  Hartford,  Caleb  M.  Saville. 
November  24:   Precision  Gages,  C.  W.  Weingar. 

Meriden  Branch 

November  7:  Conflicting  Claims  on  Piston  Rings,  Maurice  A. 
Michaels,  and  The  Manufacture  of  Shot  Guns,  Walter  A.  King. 

November  21 :  Application  of  the  Vacuum  Tube  to  Radio  Teleg- 
raphy, Harold  P.  Donle. 

December  19:  Manufacture  of  Phonograph  Records,  Fred  L. 
Wood. 

New  Haven  Branch 

October  15:  Joint  meeting  with  the  Winchester  Engineering 
Club:  address  by  F.  O.  Williams. 

October  16:  Industrial  and  Technical  Points  of  the  Rubber 
Industry,  Charles  R.  Haynes. 

EASTERN    NEW   YORK 

October  27 :  Dinner,  and  talk  by  E.  W.  Rice,  Jr. 
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INDIANAPOLIS 

October  24:  Industrial  Unrest,  W.  C.  Rogers;  Improving  Human 
Relations,  in  Industry,  C.  F.  Scribner;  Results  of  Americanization 
Program  Carried  Out  by  Conmionwealth  Edison  Co.,  A.  D.  Bailey; 
Training  of  Students  in  Industrial  Management,  Prof.  B.  W.  Bene- 
dict; Industrial  Medicine,  Dr.  0.  P.  Geier. 

October  25:  General  Consideration  of  Present  Status  of  Re- 
search in  Industrial  Life  of  the  Countrj',  C.  F.  Hirshfeld;  Adminis- 
tration of  Industrial  Research  Affairs,  R.  E.  Carp>enter;  Industrial 
Research,  Walter  A.  Spear;  Research  in  Nela  Park  Laboratory, 
E.  P.  Hyde;  Present  Status  of  Fatigue  of  Metals  Phenomena,  Pro- 
fessor H.  F.  Moore;  Design  of  Purdue  Tractor  I'esting  Plant,  C.  J. 
Benjamin;  Research,  George  S.  Hessenbruch;  and  Pure  Science 
and  Engineering  Research,  Dean  J.  R.  Allen. 

LOS  ANGELES 

December  8:  Address  by  A.  H.  Goldingham. 


MID-CONTINENT 

October  30:  All-day  meeting  at  Bartlesville,  Okla.  Report  of 
Committee:  What  Should  Be  the  Content  of  a  Course  to  Fit  Young 
Men  to  Become  Petroleum  Engineers?  Addresses:  Construction 
and  Oix^ration  of  Pipe  Lines  for  Transportation  of  Natural  Gas, 
C.  E.  Brock;  A  Standard  for  Gasoline,  Kerosene  and  Motor  Fuel 
Oil,  Dr.  E.  DeBarr;  Problems  Confronting  Engineering  Colleges, 
Professor  A.  A.  Potter;  Eflfect  of  Compressed  Air  or  Gas  on  the 
Production  of  Petroleum  Wells,  W.  S.  Smith;  New  Problems  for 
Engineers,  Dr.  Ira  N.  Hollis;  Natural  Gas  Gasoline  Plants,  F.  E. 
Rice;   and  Appmisement  of  Oil  and  Gas  Properties,  O.  J.  Berend. 

October  31:   Inspection  trip  by  automobile. 


MINNESOTA 


Xnvrmbir  3:  The  Preparation  and  I'st^  of  Powdered  Coal, 
Alonzo  H.  K(*n3'<»n. 

Darmbrr  1:  (With  Student  Br.  of  Univ.  Minn.)  Problems 
Confronting  Young  Enginei^rs,  Dean  L.  W.  Jones. 


SOCIETY  AFFAIRS  569 

NEW  YORK 

September  17:  Industrial  Unrest,  Dr.  William  M.  Leiserson. 
Published  in  full  in  Mechanical  Engineering  for-  November,  1919. 

October  9:  Steel  Carvings,  Geo.  J.  Foran  and  The  Human 
Factor  in  the  Operation  of  Industry,  Dr.  Henry  R.  Seager.  Ab- 
stracts in  Mechanical  Engineering  for  November  1919. 

November  26:  Position  of  the  Engineer  in  Modem  Industry, 
Charles  Ferguson,  and  Management  in  Relation  to  Capital  and 
Labor,  E.  W.  Hulet. 

ONTARIO 

November  14:  Dinner,  followed  by  address  by  General  C.  H. 
Mitchell. 

December  18:  Thirty  Years'  Progress  in  Boiler  Construction, 
N.  Quesnal. 

PHILADELPHIA 

October  28:  Powdered  Coal  and  Its  Future,  H.  C.  Barnhurst. 

November  25:  Color  Photography,  Henry  Hess.  Informal  talk 
by  J.  A.  Steinmetz. 

December  11:  Oil  as  a  Fuel,  Henry  Thomas  and  E.  H.  Pea- 
body. 

ST.   LOUIS 

October  15:   Address  by  Dean  D.  S.  Kimball. 
October  16:  Industrial  Medicine,  Dr.  Otto  P.  Geier. 

SAN   FRANCISCO 

October  23:  Flow  of  Oil  in  Pipe  Lines,  Dr.  W.  F.  Durand,  and 
Oil  Pipe  Line  Design  and  Economics,  Herbert  W.  Grozier. 

WASHINGTON 

November  19:  Joint  Meeting  under  the  auspices  of  the  Society 
of  Washington  Engineers. 

November  20:  War  Inventions,  Col.  C.  H.  Hilton,  and  War 
Inventions  and  their  Application  to  Industry,  F.  C.  Colwell.  Dis- 
cussion:  Department  of  Public  Works. 

WASHINGTON   STATE 

November  24:  Organization  meeting,  election  of  oflScers  and 
adoption  of  constitution. 
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WORCESTER 

September  30:  Methods  of  Sewage  Disposal  (illustrated),  Hani- 
son  P.  Eddy. 

October  28:  Costs  from  Any  Angle,  Wm.  R.  Bassett. 

November  25:  National  Department  of  Public  Works,  Dr. 
George  F.  Swain. 

December  16:  Power,  Its  Production  and  Distribution  as  Applied 
to  Industrial  Plants  (illustrated),  R.  J.  S.  Pigott. 


THE  ANNUAL  MEETING 

Attendance  at  the  Annual  Meeting  of  the  Society,  held  at  the 
Engineering  Societies'  Building,  New  York,  December  2-5,  reached 
a  record  total  of  2116,  of  which  1346  were  members  and  770  guests. 
Anticipating  a  largo  attendance,  a  Sul>-Committee  of  the  Committee 
on  Meetings  and  Program,  composed  of  local  members  having  the 
social  arrang(»ments  in  charge,  prepared  to  utilize  all  the  available 
space  in  the  ])uilding.  Besides  the  Society's  headquarters  on  the 
el(»ventli  floor,  the  meeting  rooms  on  the  fifth  and  sixth  floors  and 
the  auditorium  were  made  use  of,  and  on  Thursday  evening,  the 
annual  nuiiiion  night,  members  also  gathered  in  the  spacious  foyer 
on  the  first  floor. 

Although  the  convention  nominally  oiK»ned  on  Tuesday,  De- 
ccMuher  2,  many  were  present  earlier  for  Council  and  committee 
UKH'tings,  Local  Sections  conf(»rences,  etc.,  twenty-eight  delegates 
l)eing  in  attendances  from  the  Local  Sections  of  the  Society. 

Th(»  formal  optMiing  wjis  on  Tuesday  evening,  when  President 
C'oolcy  gav(*  his  presidential  address  on  the  activities  of  the  Society 
and  national  scope*  of  the  work  of  the  engineer.  Following  his  ad- 
dress the  ann()unc(»ni(*nt  was  made*  of  the  election  of  officers  for  the 
<'nsuing  year.  President -Klect  Fred  J.  Miller  was  introduced  by 
President  ('()ol(*y  and  responded  with  a  speech  of  acceptance. 

Honorary  menihership  was  tlu'n  conferred  upon  Charles  de 
Freniinville,  Consulting  Kngineer,  Creusot  Works,  Fninee,  who  was 
present  and  delivered  an  address  of  aeeeptanc(»,  and  announcement 
was  niade  of  the  election  to  honorary  membership  of  Auguste  C.  E. 
i^atean.  ( 'lijiirnian.  Hoard  of  Directors,  Hateau,  liattu  and  Smoot 
('onipany,  France.  At  tile  conclusion  of  tiie  exercises  there  was 
held  a  reception  by  the  Society  to  the  President,  President-EIect, 
ladies,  members  and  gu<*sts. 
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During  the  Business  Meeting  a  tablet  was  unveiled  of  the  late 
Frederic  R.  Hutton,  for  twenty-three  years  Secretary  of  the  Society. 
This  tablet,  an  engraving  of  which  is  reproduced  herewith,  was  exe- 
cuted by  Victor  Brenner  and  now  hangs  in  the  reception  hall  of  the 
Society  headquarters.  The  tablet  was  presented  with  remarks  by 
Major  William  H,  Wiley,  Treasurer  of  the  Society,  a  close  friend  of 


Memorial  Plaqle  to  the  Late  Frederic  R.  Hutton 

Professor  Hutton,  and  Acting  Chairman  of  the  Committee  appointed 
for  the  preparation  of  this  memorial.    Major  Wiley  spoke  as  follows: 

Gentlemen  of  The  Ambhican  Soccetv  of  Mechanical  Enqinebrs: 

la  preaenttng  this  tablet,  aa  Autiiig  Cbairmaa  of  the  MemoTtal  Conunittee 
appointed  for  that  purposi^,  I  was  firmly  of  the  belief  that  no  worda  of  mine 
would  be  htting  on  such  an  occasion  in  speaking  of  a  man  so  well  known  to  the 
entire  Society  and  whose  work,  as  its  Secretary  and  President,  was  a  large  part 
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of  the  history  of  this  organization,  but  the  rest  of  the  Ck>nunitte8  unanimoualy 
differed  from  my  judgment,  hence  I  will  yield  to  them  and  make  a  few  brief  re- 
marks in  tendering  this  memorial. 

When  Dr.  Hutton  became  Secretary  of  the  Society  in  1883  the  memberahip 
was  554.  I  was  elected  Treasurer  in  1884  and  the  amount  of  money  passing 
through  my  hands  that  year  was,  in  round  numbers,  $6,500.  With  his  usual 
energy  shown  in  every  enterprise  with  which  he  was  connected,  Dr.  Hutton 
labored  in  season  and  out  of  season  to  increase  the  membership  of  the  Society 
by  every  means  in  his  power,  and  used  wonderful  tact  in  all  such  action.  Natu- 
rally a  wonderful  success  resulted  from  his  efforts. 

The  Society  showed  its  appreciation  of  him  and  of  his  work  by  electing 
him  to  the  presidency  in  1908,  at  which  time  the  membership  was  2,929  and  the 
amount  of  money  passing  through  my  hands,  as  Treasurer,  was  nearly  (54,000. 
I  think  I  shall  not  say  too  much  when  I  assert  that  a  great  part  of  the  increase 
in  membership  was  due  to  his  untiring  efforts.  At  the  present  time,  the  year 
ending  September  30,  1919,  the  membership  has  increased  to  11,082  and  the 
money  passing  through  my  hands,  as  Treasurer,  $375,430.  I  mention  these  figures 
to  show  that  the  growth  fostered  by  Dr.  Hutton  was  maintained  by  his  successor. 

My  associations  with  Dr.  Hutton,  as  Treasurer,  were  naturally  intimate, 
and  most  pleasant.  His  energy  is  known  to  all  of  us,  and  as  his  neighbor  in  the 
Catskill  Moimtains  for  over  twenty  years,  I  can  say  that  he  threw  his  efforta  in 
that  section  to  building  up  and  increasing  the  activities  of  the  Union  Chapel 
with  which  he  was  connected.  He  was  busy  at  all  times,  and  devoted  a  great 
deal  of  valuable  time  to  this  work,  and,  like  his  actions  for  the  interests  of  the 
Society  of  Mechanical  Engineers,  his  efforts  in  the  Mountains  were  marked  by 
signal  success.  1  could  dwell  at  great  length  on  the  work  of  Dr.  Hutton,  both 
profos.sionally  and  socially.  He  has  been  sadly  missed  in  this  Society  as  well 
as  in  Twilight  Park,  his  summer  home.  Notwithstanding  he  went  to  the  Moun- 
tains for  a  well-deserved  n^st,  yet  when  an  ai)peal  for  any  charitable  object 
reached  him,  he  did  not  hesitate  to  volunteer  to  aid  as  a  reader  or  a  speaker  or 
a  contributor.  I  am  just  glancing  at  these  matters  in  passing  to  pay  a  deserved 
tribute  to  one  who  did  so  much  for  others,  but  the  si>cakers  who  are  to  follow 
me  will  go  more  into  the  details  of  his  work. 

I  cannot  close  more  fittingly  than  to  apply  to  our  late  Secretary  and  Presi- 
dent, the  words  inscribed  on  the  tomb  of  a  ceU^bratcd  architect  who  was  buried 
ne4ir  one  of  the  finest  structures  he  had  ever  erected  —  '*If  you  wish  to  see  his 
work,  look  around  you." 

There  was  widcsprcatl  interest  during  the  convention  in  the 
(liseus.^ion  upon  tlu*  repcuts  of  the  Aims  and  Organization  Com- 
mittee of  the.  Society  and  the  Joint  Conferenco  Committee  of  the 
Founder  Societieti,  an<l  in  the  confcin^nce  of  the   Ix)cal  Sections' 

(lelegateM!. 

Numerous  committee  meetings  were  also  held,  including  those 
of  the  A.S.M.K.  ]\)wer  Test  Codes  and  its  Sub-Committee  on 
(leneral  Instructions;  Jiesearch  Conunittee  and  its  Sub-Committee 
on  Fluid  Meters;  the  ConunittcKi  on  Steel  Roller  Cliains;  the  Com- 
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mittee  on  the  Standardization  of  Shafting;  and  the  Standardization 
Committee. 

On  the  social  side  mention  should  be  made  in  particular  of  the 
gathering  at  the  ladies'  reception  and  tea  on  Thursday  afternoon, 
alwajrs  one  of  the  pleasantest  occasions  of  the  Annual  Meeting. 

The  excursions  to  points  of  interest  about  the  city  were  well 
attended,  particularly  that  on  Friday  to  the  Curtiss  aeroplane  plant 
and  flying  field  at  Garden  City  where  exhibition  flights  were  given 
and  special  arrangements  were  made  whereby  members  who  so  de- 
sired were  able  to  undertake  flights.  As  usual  the  meeting  of  repre- 
sentatives of  student  branches  was  held  and  following  the  conven- 
tion on  Friday  evening  there  were  numerous  college  reunions.  An 
event  of  interest  to  many  was  an  evening  devoted  to  an  account  of 
the  work  of  John  Ericsson  and  Cornelius  H.  DeLamater,  the  founder 
of  the  famous  DeLamater  Iron  Works,  the  occasion  being  the  eigh- 
tieth anniversary  of  the  meeting  of  these  two  noted  engineers  and 
the  thirtieth  anniversary  of  their  death.  Several  societies  joined  in 
these  exercises. 

The  Sub-Committee  for  the  1919  Annual  Meeting  consisted  of 
R.  V.  Wright,  General  Chairman,  and  R.  F.  Jacobus,  Frederick  A. 
Scheffler,  E.  Van  Winkle,  F.  T.  Chapman,  Hazen  G.  Tyler,  H.  J. 
Marks,  Edric  B.  Smith  and  Mrs.  H.  C.  Spaulding,  chairmen  in 
charge  of  branches  of  the  Sub-Conmiittee's  activities. 


PROGRAM 

Tuesday  Morning,  December  2 

Registration  of  members  and  guests  at  headquarters.  Meetings  of  Council 
and  Society's  Committees. 

Monday  Evening 
PRESIDENTIAL   ADDRESS   AND   RECEPTION 

Presidential  address,  M.  E.  Cooley,  President  of  the  Society.  Report  of 
Tellers  of  Election.  Introduction  of  President-Elect.  Conferring  of  Honorary 
Membership  upon  Charles  de  Freminville,  Consulting  Engineer,  Creusot  Works, 
France,  and  announcement  of  election  to  Honorary  Membership  of  Auguste 
C.  E.  Rateau,  Chairman,  Board  of  Directors,  Rateau,  Battu  and  Smoot  Com- 
pany, France. 

Reception  by  the  Society  to  the  President,  President-Elect,  ladies,  mem- 
bers and  guests.    Dancing. 
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Wednesday  Morning^  December  3 
BUSINESS  MEETING 

Discussion  on  Amendments  to  Constitution.  Reports  of  Standing  and 
Special  Committees.  Awards  of  Junior  and  Student  Prizes.  Memorial  to  Prof. 
Frederic  R.  Hut  ton  and  William  Kent.  Exercises  in  Honor  of  Members  who 
Ser\'ed  in  the  War. 

Reports  of  Aims  and  Organization  Committee  and  of  the  Joint  Conference 
Conmiitteo  of  the  Founder  Societies. 

Wednesday  AJtemoon 

SIMULTANEOUS  SESSIONS 
APPRAISAL   AND   VALUATION 

Joint  Session  with  the  American  Societ}'  of  Refrigerating  Engineers. 
Ice  Plant  Depreciation,  George  E.  Wells. 
Depreciation  of  Insulation,  John  E.  Starr. 
Appraisal  and  Valuation  Methods,  David  H.  Ray. 

P'UNDAMENTAL     PRINCIPLES     OF    RATIONAL    VALUATION,     JameS     Rowland 

Bibbins. 

Development  of  Project,  by  the  late  F.  B.  H.  Paine. 
The  (Construction  Period,  II.  C.  Anderson. 
Price  Levei^  and  Value,  Cecil  Elmes. 

(JAS   POWER    SESSION 


The  Hvid  Kncjine  and  its  Relation  to  the  Fuel  Problem,  E.  B.  Blakely. 
Kerosene  as  a  Fuel  for  High-Speed  Engines,  L.  F.  Seaton. 
Combustion  of  Heavier  Fuei^  in  Engines  of  Constant-Volume  Type 
and  Super-Induction  Type  Engines,  I^eon  Caminen. 
Oil  Pipe  Lines,  S.  A.  Sulontic. 

Wtdnisday  Evening 
Do  Lainatcr-Ericsson  Counncmoration. 

Thursday  Morningy  December  4 

THE    INDUSTRIAL  SITUATION   IN   RELATION  TO   PRESENT 

CONDITIONS 

The  Causks  of  Industrial  Unrest;  and  the  Remedy,  Frederick  P. 
Fish,  Chairnmn,  National  Industrial  Conference  Hoard. 

Wage  Paymknt,  \.  L.  Dc  Leeuw. 

Systkmr  for  Mutuai,  Control  of  Industry,  William  L.  Leiseraon,  fonn- 
crly  Chief,  Davisimi  of  Labor  Administration,  Working  Conditions  Service, 
r.  S.  IVpartnu'nt  t)f  Lalx)r. 

What  may  we  Expkut  of  Profit  Sharinq  in  Indvbtry?  Ralph  E.  Heil- 
inan,  Dean,  School  of  Commerce,  Northwestern  University,  Chicago. 
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Thursday  Afternoon 

SIMULTANEOUS  SESSIONS 
MACHINE   DESIGN  SESSION 

REIilABIUTT  OF   MATERIALS  AND   MECHANISM  OF  FRACTURES,   CharleS  de 

Freminville. 

Tests  on  Dredging  Pumps  used  in  Inner  Harbor  Navigation  Canal, 
New  Orleans,  W.  J.  White. 

A  Prefected  High-Pressure  Rotary  Compressor,  C.  B.  Lord. 

Turbo-Compressor  Calculations,  A.  H.  Blaisdell. 

A  New  Type  op  Hydraulic-Turbine  Runner,  Forrest  Nagler. 

POWER   MACHINERY  SESSION 

Emergency  Fleet  Corporation  Water-Tube  Boilers  for  Wood  Ships, 
F.  W.  Dean  and  Henry  Kreisinger. 

"Flow  of  Water  through  Condenser  Tubes,  William  L.  DeBaufre  and 
Milton  C.  Stuart. 

Air  Pumps  for  Condensing  Equipment,  Frank  R.  Wheeler. 

Thermal  Conductivity  of  Insulating  and  other  Materials,  T.  S. 
Taylor. 

TEXTILE   SESSION 

The  Economical  Use  of  Steam  in  Textile  Plants,  George  H.  Perkins. 
Topical  Discussion  on  Teaching  and  Training  Textile-Mill  Employees. 

Thursday  Evening 

Lecture  on  The  Future  of  Aviation,  by  Colonel  E.  A.  Deeds,  Dayton, 
Ohio. 

Lecture  on  Present  Development  of  the  Military  Airplane,  by 
Colonel  Thurman  H.  Bane,  Chief  of  Engineering  Division  of  Air  Service. 

Friday  Morning^  December  5 

SIMULTANEOUS  SESSIONS 
TRANSPORTATION   SESSION 

Scientific  Development  of  the  Steam  Locomotive,  John  E.  Muhlfeld. 
Motor-Transport    Vehicles    for    the    United    States  Army,    John 
Younger. 

MACHINE   SHOP   SESSION 

Common  Erroks  in  Designing  and  Machining  Bearings,  C.  H.  Bier- 
baum. 

Lubrication  of  Ball  Bearings,  H.  R.  Trotter. 
Thread  Forms  for  Worms  and  Hobs,  B.  F.  Waterman. 
Illustrated  Talk  on  Electric  Arc  Welding,  H.  L.  Unland. 
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GENERAL  SESSION 

Slow-Speed  and  Ofher  Tests  op  Kingsbury  Thrusp  Bearings,  H.  A.  S. 
Howarth. 

OcTAVAL  Notation  and  the  Measurement  of  Binary  Inch  Fractions, 
Alfred  Watkins. 

Modern  Electric  Furnace  Practice  as  Related  to  Foundries  ix 
Particular,  W.  E.  Moore. 

An  Investigation  of  Strains  in  the  Rolling  of  Metal,  Alfred  Musso. 

Friday  Afternoon 
Council  Meeting. 
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No.  1710 

A  SURVEY  OF  THE  SOCIETY'S  ORGANIZATION 

PRESIDENTIAL  ADDRESS  1919 

Bt  Moetimeb  E.  Coolbt,  Ann  Abbor,  Mich. 
President  of  the  Society 

XT  is  my  pleasant  duty  on  this  occasion  to  tell  you  something  of 
the  doings  of  the  Society  during  the  year  while  I  have  been  its 
President.  And  I  thought  you  would  also  be  interested  to  hear 
something  about  the  way  in  which  the  Society  does  its  work.  For 
most  of  you,  I  feel  certain  my  story  will  be  like  the  opening  chapters 
of  a  new  book.  It  will,  in  fact,  be  from  the  opening  chapters  of  an 
old  book,  familiar  to  you  in  appearance  but,  I  dare  say,  one  you  have 
scarcely  ever  opened.    I  mean  the  Year  Book  of  the  Society. 

Fu^,  however,  let  me  tell  you  how  much  I  have  enjoyed  the 
year  and  how  much  I  appreciate  the  honor  you  conferred  on  me 
when  you  entrusted  me  with  the  responsibilties  of  administering 
the  affairs  of  the  Society.  It  is  truly  a  great  responsibility  and 
growing  greater  with  each  year's  growth  of  the  Sodety  —  growth 
both  in  its  membership  and  in  its  activities. 

I  remember  well  those  first  years,  back  in  the  early  eighties 
when  oiu"  members  were  only  a  few  himdred,  and  our  activities 
confined  principally  to  two  meetings,  one  in  the  spring,  the  other 
in  the  winter.  The  contributions  were  chiefly  the  papers  read  at 
the  two  meetings  and  the  discussion  they  provoked.  Today  there 
are  over  12,000  members,  72  committees  engaged  in  the  work  of 
the  Society,  17  committees  representing  the  Society  or  other  organ- 
izations, 31  local  sections,  and  47  student  branches.  These  are 
directed  by  a  Council  of  22  members  assisted  by  the  chairmen  of 
the  six  Standing  Committees  of  Administration  and  a  paid  Secretary 
with  76  assistants.  Thus  has  the  Society  grown  in  the  39  years 
since  it  was  organized  in  1880. 

The  machinery  of  this  great  national  society  is  really  somewhat 
complicated.    I  assume  that  you  are  as  ignorant  of  it  as  I  was  when 
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I  took  my  place  at  the  throttle  valve.  Ah!  happy  thought!  How 
easy  to  explain  when  the  right  analogy  comes  to  one.  As  you  know 
a  throttle  valve  has  two  f mictions,  one  to  start,  the  other  to  stop. 
At  first  I  thought  its  most  important  function  had  to  do  with  start- 
ing. But  then  I  was  guileless.  I  did  not  know  my  colleagues  on 
the  Council.  Throttle  valve  is  just  the  right  word.  How  many 
times  we  would  in  our  discussions  have  settled  the  affairs  of  the  Na- 
tion had  something  gone  wrong  with  the  stopping  function  of  that 
throttle  valve;  but  as  it  happened  the  valve  never  got  out  of  order; 
only  indi\dduals  got  "out  of  order." 

ProbalDly  only  a  few  of  you  know  what  the  Council  is.  I  need 
not  hesitate  to  speak  openly  and  with  freedom,  as  knowing  me 
as  well  as  they  do,  it  would  not  have  surprised  me  had  there  been 
not  a  single  member  of  the  Council  present  here  this  evening.  The 
fact  that  a  number  are  present  is  evidence  of  the  discipline  to  which 
they  have  been  subjected;  or  it  may  be  evidence  of  the  possession 
of  a  conscience  still  active  in  pointing  the  way  of  duty.  But  let  that 
pass.  The  C^ouncil  Ls  composed  of  the  President,  six  Vice-Presidents. 
nine  Managers,  the  Treasurer,  and  five  Past-Presidents.  They  are 
a  fairly  quiet  and  orderly,  not  to  say,  modest  lot  of  men  —  starting 
with  the  President  at  the  top.  But  those  past-presidents  at  the 
bottom!  AMiat  sliall  I  say  of  those  past-presidents?  And  to  think 
that  I,  too,  sliall  so  soon  graduate  and  become  one  of  them.  But 
so  mns  the  machinery  of  the  Society.  The  last  five  presidents  have 
a  place  on  the  Council.  Thus  each  i)rcsidcnt  has  five  years  in  which 
to  make  amends  for  any  bad  judgment  he  may  have  exercised  during 
his  one  year  of  l)oiiig  fii-st  in  resjKjnsibilitj'.  While  these  22  men  do 
all  the  voting,  they  do  not  do  all  the  talking.  There  are  the  six 
chairmen  of  Standing  Committees  to  be  nu'koned  with  on  the  floor 
in  debate.  That  niak(*s  28.  But  that  is  not  all  —  far  from  it. 
Tliere  is  iilso  the  Secretary.  He  is  a  spouting  fountain  —  of  ideas 
for  advancing  the  interests  of  the  Society,  and  the  watchdog  of  its 
.Mctivities.  No  one  of  you  knows  how  gn*at  is  his  responsibility  to 
k(H^p  the  President  functioning  i)roix'rIy.  The  Trt^asurer  of  the 
S(K'i(»ty  is  the  only  member  of  the  Council  who  sits  tight  and  says 
nothing. 

Now  that  I  have  paid  my  n^sjXTts  to  these  gentlemen,  my  most 
iinniediatc^  collcagiK^s,  let  me  say  of  them  that  it  has  been  a  rare 
privilege  to  be  associatcnl  with  such  nH»n  in  the  gn\at  work  of  the 
Society.  It  is  no  men^  honor  as  sonn^  have  thought,  to  l)e  a  member 
of  the  Cuutx'il.     It  means  hard  and  conscientious  work  and  vast 
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quantities  of  it.  If  you  could  see  these  gentlemen  sitting  long  hours 
around  the  Council  Board,  sometimes  two  full  days  at  a  time,  you 
would  realize  what  good  servants  of  the  Society  they  are.  And  let 
me  tell  you  that  were  it  more  generally  known  how  like  horses  these 
men  have  to  work  there  would  be  fewer  candidates,  when  the  nomi- 
nations for  officers  of  the  Society  are  made.  The  Council  has  held 
in  all,  during  the  past  year,  eleven  meetings,  one  of  them  in  Pitts- 
burgh, two  in  Detroit  and  one  in  Indianapolis. 

To  my  colleagues  of  the  Executive  Committee  I  would  pay 
especial  tribute.  They  have  been  ever  faithful  in  responding  to 
calls  for  some  emergency  action.  And  many  times  I  fear  they 
have  thereby  been  greatly  inconvenienced.  I  was  told  I  must 
choose  nearby  men  in  order  to  get  them  together,  and  even  then 
I  would  rarely  have  a  quorum.  But  I  wanted  to  go  afield  a  bit 
in  my  selections  for  the  Executive  Conmiittee  and  bethought  me  of 
a  way  to  break  down  tradition.  So  I  invited  the  Executive  Com- 
mittee to  meet  me  at  dinner.  It  worked  Uke  a  charm.  Not  a  man 
was  absent.  And  at  none  of  the  many  meetings  we  have  held  has 
there  ever  lacked  a  quorum.  My  heart  goes  out  in  gratitude  to 
those  loyal  men  who  have  so  wholeheartedly  helped  the  President 
over  so  many  difficult  places. 

Next  in  our  administration  machinery  come  the  six  Standing 
Committees  of  Administration  —  Finance,  Meetings  and  Program, 
Publication  and  Papers,  Membership,  Constitution  and  By-Laws, 
and  Local  Sections.  I  do  not  quite  know  how  to  tell  you  of  my 
appreciation  of  the  thirty  men  on  these  six  conmiittees.  The  amount 
of  time  and  energy  they  give  to  the  Society's  work  is  enormous  — 
appalling  I  nearly  said,  but  that  word  refers  to  the  President  who 
must  keep  in  touch  with  their  several  activities.  The  Society 
should  know  and  appreciate  the  great  care  required  and  given  so 
splendidly  by  the  groups  of  five  gentlemen  composing  each  of  our 
six  standing  committees  of  administration. 

To  aid  in  its  work,  the  Meetings  and  Program  Committee  is 
assisted  by  six  sub-conmiittees,  each  charged  with  the  responsi- 
bilities of  securing  papers  and  preparing  programs  on  particular 
subjects  for  sessions  at  the  Annual  and  Spring  Meetings  of  the 
Society.  These  sub-committees  are  really  special  conmiittees  in 
that  they  may  be  changed  from  time  to  time  to  meet  the  need  of 
new  subject  matter  for  presentation  at  the  Society's  meetings. 

Next  come  the  Standing  Committees  —  House,  Library,  PubUc 
Relations,    Research    and    Standardization.    The    Research    Com- 
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mittee  super\'ises  all  research  activities,  collaborates  with  kindrenl 
committees  of  other  institutions  and  obtains  results  of  researches 
conducted  in  other  countries.  It  has  at  present  seven  sub-com- 
niittecs  which  are  rcally  s{x?cial  committees,  each  engaged  in  the 
investigation  of  some  particular  subject,  such  as  the  cutting  action 
of  machine  tools,  fuel  oils,  lubrication,  fluid  meters,  worm  gear- 
ing, bearing  metals,  and  heat  transmission.  The  latter  acts  jointly 
with  a  similar  connnittee  of  the  American  Society  of  Refrigerating 
Engineei-s.  The  report  of  the  Research  Committee  by  its  Chair- 
man, Professor  Arthur  M.  Greene,  Jr.,  read  at  the  Detroit  meet- 
ing, merits  wide  attention.  It  deals  with  the  subject  comprehen- 
sivelv. 

The  Society  has  naturally  a  large  number  of  special  committees 
to  deal  with  particular  prol)lenis.  These  are  formed  as  occasion 
demands  and  discharged  with  the  acceptance  of  their  reports.  Some 
of  thoni  are  appointed  annually  and  thus  become  standing  com- 
mittees for  the  year;  such  for  examples  as  the  Conunittee  on  Junior 
and  Stud(M}t  Prizes.  Others  are  more  in  the  nature  of  permanent 
standinir  coniniittees,  such  as  the  Committee  on  Increase  of  Member- 
sliij)  and  on  Student  Branches.  The  latter  is  now  called  Committee 
on  Hclalions  with  Collogos. 

During  the  past  year  this  Conunitt(Hi  on  Relations  with  Col- 
l(*ges  lias,  un<liM"  the  direction  of  its  Acting  Chairman,  Past  Presi- 
dent Ira  X.  Hollis,  made  a  comprehensive  study  of  the  Society's 
relations  with  eilucational  institutions  and  of  student  and  junior 
])riz(»s.  The  report  of  this  committee  is  very  complete  and  well 
worth  attention.  It  is  the  result  of  much  hard  work  involving 
extended  correspondence  and  study  of  other  society  organisations. 
The  Council  in  accepting  tliis  report  put  itself  on  record  as  favor- 
ing priz(\s  other  than  honorary  menihei-ship,  now  accorded  to  persons 
of  a('knowl('dg(Ml  professional  eminence.  Life  memlxjrship,  in  addi- 
tion to  being  accjuired  for  a  sum  of  money,  could  be  awarded  for 
the  lu'st  contribution  to  mechanical  engineering  found  in  the  papers 
for  one  year;  Junior  and  Student  Prizes,  for  papers  of  exceptional 
merit ;  a  medal,  for  notable  invention  or  some  striking  improvement 
in  connection  with  the  industries;  honorable  or  sjx^cial  mention, 
for  conspicuous  contributions  to  engimH>ring  either  of  a  practical 
nature  c)r  in  literature;  scholarsliips  or  fellowshii)S,  for  exceptional 
attainments  in  college  work;  a  medal  or  speciiil  mention,  for 
exceptional  achievement  by  Junior  and  Student  members. 

Hear  Admiral  George  W.  Melville  left  a  bequest  of  $1,000  to 
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the  Society  for  the  award  annually  of  a  medal  for  the  best  thesis 
on  mechanical  engineering;  and  another  gentleman  has  this  year 
made  a  similar  contribution.  The  Society  allowed  him  $1500  for 
expenses  to  France  as  the  Society's  offidal  representative  at  the 
Franco-American  Congress  but  he  paid  his  own  expenses  and  added 
of  his  own  money  $1000,  making  his  contribution  $2500.  I  refer 
to  Past-President  Charles  T.  Main. 

The  National  Societies  can  well  afford  to  further  their  relations 
with  collies.  It  is  impossible  to  do  too  much  toward  helping  to 
shape  the  ideals  and  ambitions  of  the  youth  of  our  country  who 
are  soon  to  take  our  places  in  the  engineering  world.  The  colleges 
would  welcome  the  counsel  of  men  in  actual  contact  with  the  world's 
affairs.  These  engineers  are  giving  Uttle  attention,  or  none  at  aU, 
to  the  preliminary  training  of  the  young  men  they  take  on  their 
staffs  as  assistants.  They  are,  or  should  be,  vitally  interested; 
and  they  could  if  they  would,  be  of  great  help  in  shaping  the  curri- 
cula of  engineering  colleges.  Whatever  the  practicing  engineer  may 
think  of  his  brother  the  professor-engineer  —  and  his  thou^ts  are, 
I  fear,  sometimes  none  too  flattering  —  he  must  not  confuse  his 
brothers  with  clairvoyants.  While  college  professors  may  be  con- 
ceded to  have  wonderful  imaginations,  they  stop  short  of  being 
occult.  The  advice  of  the  practicing  engineer  would  be  eag^y 
welcomed.  If  he  thinks  of  us  of  the  near-cloth  as  being  diviners, 
let  him  at  least  show  his  hand  to  be  read. 

It  cannot  be  said  in  these  days  that  the  college  man  works  for 
money.  His  real  compensation  comes  from  the  success  of  his  stu- 
dents after  they  leave  collie  and  enter  the  practical  world.  Their 
training  must  stiU,  and  for  several  years,  be  in  progress.  Their 
teachers  only  are  different.  If  we  are  to  achieve  greatest  success 
in  our  profession  of  engineering,  that  is,  have  it  stand  at  the  fore- 
front in  woyld  affairs,  you  to  whom  are  turned  over  the  young  men 
from  our  colleges  must  do  your  part.  When  you  realize  what  your 
part  is,  you  will  be  both  willing  and  anxious  to  help  the  collie 
man  in  his  part  of  the  work.  The  foiu*  years  in  college  should  not 
be  separated,  as  by  a  wall,  from  the  years  which  follow.  There 
should  in  those  after  years  be  the  same  inspiration  to  hi^  ideals 
of  bfe  —  those  quite  apart  from  money.  Our  country  —  the  wh<de 
world,  never  needed  high  ideals  more  than  it  does  today. 

But  let  me  get  on  with  my  description  of  the  Society's  ma- 
chinery. The  Boiler  Code  Committee  with  its  five  sub-oonunit- 
tees,  still  occupies  a  front  seat  in  the  Society's  activities.    The 
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fact  that  our  Boiler  Code  has  been  incorporated  in  the  lan-s  of  thir- 
teen states  and  seven  municipalities,  is  a  source  of  great  satisfaction 
and  pride.  It  indicates  a  good  work,  well  done.  The  Boiler  Code 
sub-committee  on  Railway  Locomotive  Boilers  is  very  active.  The 
railroads  themselves,  through  the  Interstate  Commerce  Commis- 
sion, have  now  sought  the  opportunity  to  cooperate  in  this  work. 

The  Committee  on  Power  Test  Codes,  reorganized  in  1918  with 
18  sub-committees,  is  a  bee-hive  of  industry",  and  bids  fair  to  rival 
the  Boiler  Code  Committee  for  the  Society's  favor.  Some  of  it^ 
sub-committees  have  already  practically  completed  their  work 
and  submitted  reports.  Another  year  should  get  the  important 
work  of  this  committee  well  on  towards  completion. 

Progress  in  various  degrees  is  being  made  by  other  special 
committees.  The  Committees  on  Standardization  of  Feedwater 
Heaters,  Shafting,  Steel  Roller  Chains,  have  all  reported  progress. 
The  Conmiittee  on  Protection  of  Industrial  Workers  has  recently 
completed  jointly  with  the  I'nited  States  Bureau  of  Standards, 
an  elevator  code  in  which  the  Safety  Committee  of  the  National 
Association  of  Manufacturers  i)ai-ticipated.  The  special  Screw 
Threads  Committee  and  the  Conmiittee  on  Flanges  and  Pipe  Fit- 
tings have  l>eon  active.  An  inteniational  convention  was  recently 
called  to  mcH^t  in  Paris  to  adopt  a  standard  for  pipe  threads.  This 
Society's  official  delegate  is  'M.  Laurence  V.  Benet,  who  resides  in 
Paris;  and  to  assist  M.  Benet  technical  advisors  have  been  appointed 
from  the  Society's  membership  in  various  American  industries 
engaged  in  the  manufacture  of  pijxj  and  fittings. 

It  will  interest  you  to  learn  that  standardization  in  general  has 
recently  taken  a  distinct  stop  forward.  The  American  Engineer- 
ing Standards  Committee  is  now,  after  lx»ing  for  several  months 
the  subject  of  active  debate,  an  accompUshed  fact.  While  it  is 
recognized  that  there  are  still  several  changes  that  could  well  be 
incorporated  in  its  Constitution,  it  was  considered  l)etter  to  get 
started  and  let  experience  detorniine  the  exact  nature  of  those  changes. 
The  Coininittee  starts  off  with  n^  present  at  ivea  from  the  American 
Society  of  Civil  Engineers,  the  American  Institute  of  Mining  and 
Aletiillurgical  Kiigineers.  The  American  Society  of  Mechanical 
Miigineei*s,  the  American  Institute  of  Kleclrical  luigincers,  the 
Anioricnn  Society  for  T(»sting  Materials,  and  from  the  (iovcmment 
Departments  of  War,  Navj-  and  Commerce.  The  constitution 
1  rovides  for  admitting  to  niemU'i-ship  on  the  Committee,  repre- 
sentatives from  other  socic^ties  and  jussociations.     This  Committee 


MOBTIMEB  E.   COOLBT  583 

does  not  create  standards.  That  work  is  left  to  be  done  as  now,  by 
bodies  especially  interested  in  some  particular  standard.  But  the 
Committee  gives  its  stamp  of  approval  and  serves  as  the  medium 
through  which  standards  are  passed  out  to  the  world.  One  of  the 
most,  useful  functions  of  the  American  Engineering  Standards  Com- 
mittee will  be  to  cooperate  with  similar  bodies  in  other  countries 
in  the  formation  of  international  standards;  for  instancCi  with  the 
industries  of  Great  Britain  through  the  British  Engineering  Stand- 
ards Association.  When  this  Committee  is  functioning  completely, 
such  matters  as  the  coming  meeting  in  Paris,  of  the  Conmiission  on 
an  International  Standard  for  Pipe  Threads,  would  be  handled  by 
the  American  Engine  ring  Standards  Committee. 

It  wiU  be  remembered  that  last  year  at  the  Annual  Meeting, 
President  Main,  after  delivering  his  address,  fled  the  coimtiy.  I 
did  not  at  first  know  the  reason  for  his  precipitate  haste.  I  could 
scarcely  imagine  that  it  was  because  of  the  things  he  said  in  his 
address,  although  I  now  know  that  the  President  can  say  and  do 
things  amply  justifying  him  in  seeking  safety.  It  was,  however, 
an  honorable  mission  that  called  him  away.  He  went  abroad  as 
this  Society's  representative  on  a  Committee  of  the  four  Founder 
Societies  which  was  invited  by  the  Soci^t6  dcs  Ingeneurs  Civils 
and  the  Conmiittee  of  the  French  Engineers  Congress,  with  the 
official  approval  of  the  French  Minister  of  Armament,  Public  Works 
and  Commerce,  to  study  with  French  Engineers  the  rehabilitation 
of  France  after  the  war.  Out  of  the  service  rendered  by  this  Com- 
mittee has  come  about  the  appointment  of  a  Franco-American  Com- 
mittee in  which  this  Society  is  represented  by  Charles  T.  Main  and 
George  W.  Fuller. 

Other  exchanges  of  international  courtesies  that  have  afforded 
us  satisfaction  and  pleasure  during  the  year  occurred  in  connec- 
tion with  the  Ottawa  meeting  of  the  Ekigineering  Institute  of  Canada 
in  February  and  the  Detroit  meeting  of  this  Society  in  June.  Past- 
President  Hollis  went  to  Ottawa  as  our  special  representative  and 
Fraser  S.  Keith,  Secretary  of  the  Engineering  Institute  of  Canada, 
came  to  Detroit  as  special  representative  of  the  Institute. 

The  James  Watt  Centenary  celebration  was  held  in  England 
on  September  16th,  1919.  In  response  to  an  invitation  to  partici- 
pate, this  Society  sent  as  1  onorary  Vice-Presidents  Messrs.  J.  Wilfrid 
Harris,  Harry  F.  L.  Orcutt,  R.  Sanford  Riley,  and  Wilson  E.  Sy- 
monds. 

This  Society  has  had  the  pleasure  of  participating  in  extending 
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eourtosior?  to  ineml:>ers  of  several  delegations  from  foreign  coun- 
tries who  have  come  to  this  coiintr\'  on  various  mission?.  Qffidal 
flelcffations  have  come  from  France,  Belgium  and  Switzerland. 
In  fact,  our  distinsuished  guest  of  the  evening,  M.  de  Freinin\'ille, 
is  a  member  of  the  P'rench  Engineering  and  Economic  Mission  which 
was  invited  to  this  country'  l>y  the  Chamber  of  Commerce  of  the 
United  Stat(»s.  M.  :^chneider,  the  illustrious  head  of  this  Commis- 
sion, was  iccently  entertained  by  our  sister  society,  the  Mining 
and  M'^tallur^ical  Society  of  America. 

An  interesting  an<l  important  part  of  the  mechanism  of  the 
Society's  macliine  is  the  groups  of  memlxjrs,  known  as  Society  Repre- 
sentatives, who  represent  this  Society  on  other  bodies.  There  are 
17  of  these  groups,  and  the  men  who  compose  them  are  those  who 
liave  l)een  conspicuous  in  the  Society's  work,  or  have  qualifications 
es|x»cial1y  fitting  them  for  the  particular  duties  involved.  These 
other  ]»o(lies  and  committees  are  the  American  Association  for  the 
Advanc^'Hient  of  Science,  American  Engineering  Standards  Com- 
mittee, Classification  of  Tc^chnical  Literature  Committee,  Cost  of 
Electric  Power  Conunittee,  Engineering  Council,  Engineering 
Foundation  Hoard,  International  Conmiittee  on  Screw  Threads, 
Int(?rnati(ni.Ml  Standard  for  Vipe  Threads,  John  Fritz  Medal  Board, 
Joseph  A.  Holmes  ^femorial  Board,  National  Research  Council, 
Naval  (Vjiisulting  Hoard  of  the  United  States,  Standards  for  Gra- 
phic; Presentation,  United  Engineering  Society  —  its  Board  of 
Trustees  and  its  Library  Hoard,  United  States  Bureau  of  Mines 
Advisory  Committee,  Western  Society  of  ICngineers,  Washington 
Award  Committee.  The  namc^s  themselves  sufficiently  describe  the 
chara<'ter  of  work  involved  making  umiecessar}'  any  detailed  de- 
script  it^n.  1'lie  reorgMnization  of  the  National  Res^earch  Council 
on  a  peace  hasis  inchwles  its  affiliation  with  similar  Inxlies  of  other 
nations.  'I'lir  Chairman  of  our  own  Committee  on  Research  has  a 
plare  on  the  National  Hcsearcli  ( 'ouncil. 

The  Hc^ular  Nominating  Connnittee  and  the  Tellers  of  Election 
must  also  Ik>  mentioned.  Tlie  Nominating  Committee  was  in  the 
old  (lays  chosen  by  the  lVt*sident  aloiu*.  Hut  President  Jacobus 
in  1!)L7  inaugurated  the  policy,  followed  since,  of  inviting  the  Local 
S(>ctions  to  make  nominations  from  which  the  President  could  choose. 
Hut  a  new  j)lan  is  to  Ix^  followed  in  the  future. 

Tlir  Nominating  ('onunittc^;  is  to  1h»  <»lected  hy  the  \^ting 
meml»rr>liij):  ami  tomorrow  morning,  the  Society  will  decide  on 
the  macliinrry.     The  proiM)sal  is  to  utiHze  the  Local  Sections  or- 
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ganization  for  conducting  the  primary  for  nominations,  every  voting 
member  being  assigned  to  a  local  section  for  that  purpose.  The 
nominations  are  to  be  confirmed  at  the  Local  Sections  Conference  to 
be  held  at  the  Annual  Meeting,  after  which  the  election  will  take 
place  at  the  Annual  Business  Meeting.  Thus  will  be  insured,  it 
is  believed,  a  thoroughly  democratic  election. 

In  1918  there  were  twenty-one  Local  Sections.  Now  there  are 
thirty-one,  an  increase  of  ten  during  the  year.  Three  of  them 
are  on  the  Pacific  Coast.  One  local  section  in  New  England  has 
five  branches.  This  growth  of  Local  Sections  and  extension  of 
section  responsibiUtes  is  one  of  the  marked  features  of  the  Society's 
development.  Like  a  wide  spreading  tree,  the  Society  must  have 
its  roots  and  branches  wide  spread  if  it  is  to  grow  and  thrive.  The 
roots  must  reach  out  into  new  earth  and  the  branches  out  into  sun- 
shine. It  is  my  firm  behef  that  by  increasing  the  importance  of  its 
sections  the  Society  will  add  to  its  strength  and  vigor  and  render 
the  greatest  service  to  its  membership. 

As  I  see  future  development  of  the  profession  as  a  whole,  it 
is  important  that  the  members  of  local  sections  of  our  own  and 
other  national  societies  should  be  also  members  of  sectional  and 
local  engineering  societies  which  embrace  in  their  membership  all 
engineers  whether  they  be  members  of  national  societies  or  not; 
and  which  include  those  who  work  with  engineers  as  members  of 
their  staffs,  and  who  may  not  possess  the  qualifications  for  mem- 
bership in  the  national  societies.  This,  happily,  is  the  plan  being 
followed.  Cleveland  is  a  good  example.  There  is  now  an  arrange- 
ment, approved  for  trial  by  our  Council,  whereby  our  members 
who  are  also  members  of  the  Cleveland  Engineering  Society  may 
have  part  of  their  dues  to  this  Society  remitted;  that  is,  there  is 
a  division  of  dues.  No  doubt,  considerable  latitude  will  be  per- 
mitted Local  Sections  in  order  to  encourage  them  to  work  out  plans 
for  improving  their  own  organizations.  With  increase  in  impor- 
tance of  Local  Sections  work,  there  will  come  the  necessity  of  pro- 
viding more  permanent  local  headquarters.  It  has  been  suggested 
and  I  believe  wisely,  that  financial  assistance  should  be  given  to 
local  building  projects  through  the  aid  of  societies  owning  the  Elngi- 
neering  Building  here  in  New  York,  and,  by  loans  from  surplus  re- 
serves.   This  subject  may  well  have  our  earnest  consideration. 

One  of  the  Sections  Committee's  recommendations  is  a  Travel- 
ling Secretary  whose  duty  it  shall  be  to  visit  Local  Sections  and  assist 
them  in  developing  their  plans.     It  is  a  good  su^estion;  but  I  would 
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add  to  it.  The  President's  duties  have  become  very  heavy.  Not- 
withstanding that  I  have  given  one-quarter  or  one-third  of  my  time 
to  the  duties  of  the  office,  I  am  sure  that  I  have  not  done  more  than 
one-half  of  what  the  President  should  do.  Among  other  things, 
it  has  been  impossible  to  respond  to  the  many  cordial  invitations 
to  visit  local  sections.  It  has  also  been  impossible  to  respond  to 
many  invitations  from  other  national  bodies  to  be  present  and  par- 
ticipate in  their  deliberations  and  ceremonial  functions.  You  wiU 
agree  with  me  that  these  are  proper  and  important  duties  of  the 
President,  and  the  dignity  of  the  Society  requires  that  they  should 
be  performed. 

What  I  would  add,  therefore,  is  that  the  proposed  travelling 
secretary  be  the  President's  repi*esentative.  He  could  be  styled 
''Assistant  to  the  President.''  He  should  be  a  man  of  parts  and 
worth  a  salary  of  at  least  $5,000  per  year.  With  such  assistance 
the  President  could  perform  many  of  his  duties  in  whatever  part 
of  the  country  he  might  come  from;  that  is,  it  would  not  be  neces- 
sary for  him  to  spend  so  much  of  his  time  at  national  headquarters. 

This  assistant  could  go  to  the  President's  home  and  stay  a  week 
or  two  at  a  time  if  necessaiy.  He  could  represent  the  President  at 
Ix)cal  Section  hoadqiiartors;  or  by  lightening  the  burden  of  routine 
work,  enable  the  President  to  go.  Nor  is  this  all.  Many  of  the 
President's  du1i(\s  now  necessarily  fall  on  our  Secretary,  already 
overburdened  with  his  own  duties.  The  assistant  to  the  President 
could  relieve  the  Socivtary  of  many  of  these,  but  not  all  of  course. 
Certain  very  important  duties  could  Ixi  performed  by  no  one  with 
more  grace  or  with  more  complete  regard  for  the  proprieties  and  re- 
<|uirements,  than  by  our  Si'cretary. 

In  taking  up  the  duties  of  President,  it  l)ecame  evident  to  me 
after  a  time  that  pending  the  n»port  of  our  Committee  on  Aims 
and  Organization,  it  would  \k\  inexixHliont  to  suggest  or  inaugurate 
any  changes  in  the  existing  policies  of  the  Society.  It  seemed  rather 
a  |XMio(l  during  which  the  existing  activities  of  th(»  Society  should  be 
fostered  and  made  as  fruitful  of  n^sults  as  possible.  With  this  thought 
in  mind,  I  undertook  a  study  of  committcH;  work.  As  was  to  he 
exiK'cted  with  such  a  large  nuniln'r  of  committees,  some  of  them  were 
more  active  than  othei-s.  Inactivity  was  not  necessarily  the  fault 
of  a  eon  unit  tee.  Some  of  tlu;  sub-committees  were  required  to  work 
only  when  called  on.  The  work  of  other  ci)nmiitti»es  was  temporarily 
^^us])en<le(i  on  account  of  the*  war.  In  a  numlH*r  of  instances  sua- 
{M'lided  conunitt(*e  work  has  l)een  n^sumed. 
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One  result  of  my  investigation  was  to  find  frequently  the  same 
man  serving  on  a  nmnber  of  conmiittees,  and  only  the  older  and  more 
experienced  members  of  the  Society  on  many  of  the  conmiittees. 
While  in  some  cases  these  conditions  were  warranted  as  tending 
to  give  the  best  results,  it  seemed  to  me  that  for  the  good  of  the  Society 
it  was  desirable  to  increase  the  nimiber  of  individuals  engaged  on 
committee  work  by  limiting  one's  membership  to  a  few  committees 
and  by  adding  some  of  the  younger  men.  In  this  way  more  general 
interest  would  be  stimulated  in  the  Society's  work  and  the  younger 
men  would  be  trained  for  more  responsibility  later.  Accordingly, 
Local  Section  officers  were  requested  to  canvass  their  membership 
for  men  willing  to  accept  conmiittee  appointments.  There  is  now 
on  file  a  considerable  list  of  men  not  only  willing  to  serve  but  who 
have  promised  if  appointed  to  attend  to  the  work. 

Another  result  of  my  investigation  was  to  find  the  membership 
of  many  of  the  committees  confined  to  within  reaching  distance  of 
national  headquarters  here  in  New  York.  It  is  absolutely  neces- 
sary, in  a  number  of  cases,  to  have  at  least  a  majority  member- 
ship living  nearby.  The  Executive  Conmiittee,  the  Finance,  the 
House,  the  Library  and  the  Membership  Committees  are  examples. 
It  is  not  advisable,  in  general,  to  have  members  of  a  committee  come 
from  widely  separated  parts  of  the  country.  It  should  be  possible 
for  them  to  get  together  without  too  great  sacrifice  of  time  consumed 
in  travel,  and  without  too  great  expense,  which  in  most  cases  must 
be  borne  by  the  members  personally. 

It  appeared  that  a  solution  of  the  difficulty  might  be  found 
in  choosing  committee  members  with  respect  to  localities.  For 
instance,  an  automobile  committee  might  be  centered  in  Detroit 
and  embrace  Buffalo,  Cleveland,  Toledo,  Jackson  and. Port  Huron. 
A  petrolemn  committee  might  be  wholly  from  the  Oklahoma  or 
the  California  oil  districts.  A  machine-tool  committee  might  be 
wholly  from  the  Ohio  or  the  New  England  district,  and  similarly 
for  committees  on  other  subjects.  A  natural  way  with  the  in- 
creased imf)ortance  of  our  local  sections  would  be  to  choose  the 
membership  committee  wherever  practicable  from  the  members  of 
a  particular  local  section.  The  local  section  itself  could  be  held 
responsible  for  the  work  of  the  committee.  The  membership  of 
such  committees  need  not  be  confined  to  this  Society.  Indeed,  it 
might  be  well,  and  in  the  interests  of  the  Society  as  well  as  the  work, 
to  appoint  some  non-members.  If  they  become  greatly  interested 
they  might  become  members  later.     Committee  work  is  of  first 
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importance  in  the  Society,  and  should  be  well  cared  for.  When  it 
is  of  high  order  great  credit  comes  to  the  members  of  the  Committee 
and  to  the  Society.  It  is  the  good  work  done  by  its  members  that 
enables  the  Society  to  occupy  and  hold  its  high  place  in  the  world. 
The  honor  of  the  Society  is  the  honor  of  its  members.  The  Society 
can  give  back  only  what  its  members  put  in  both  in  kind  and  in 
quantity. 

Of  equal  importance  to  that  of  Local  Sections,  if  not  greater, 
is  the  Society's  publications.  It  is  through  them  that  the  Society 
gives  l>ack  to  its  meml)ers  what  they  contribute  in  money  and  in 
work.  Its  journal  has  been  rechristened  and  is  now  called  Mechan- 
ical Engineering.  It  is  the  medium  through  which  the  member- 
ship at  large  can  keep  in  touch  with  all  Society  activities,  and  become 
promptly  infonned  on  important  engineering  topics  discussed  at  the 
annual  and  spring  meetings  and  at  the  Sections'  meetings  through- 
out the  count  ly .  During  the  year  the  Society  has  acquired  the  owner- 
ship of  *' Engineering  Index"  which  it  has  greatly  enlarged,  and  in 
which  now  appear  regularly  reviews  or  titles  of  articles  from  over 
eleven  hundred  periodicals  properly  classified  and  indexed.  The 
Council  has  recently  authorized  an  increase  in  the  scope  of  the  journal 
so  that  it  van  he  of  still  gix^ater  service  to  the  membership. 

With  the  dcsin^  to  take  part  in  and  help  solve,  so  far  as  it  could 
properly,  the  industrial  troubles  of  the  country,  the  Council  eariy 
in  the  y(»ar  directed  the  ap])ointnient  of  a  committee  of  seven  to 
investigate  and  repoil  on  the  f(»asihility  of  the  Society  actively 
])arti('ii)ating  in  hidustrial  questions.  This  committee  made  its 
report  in  February,  advising  that  inasmuch  as  the  constitution  of 
the  Society  set  forth  as  its  object  "to  promote  the  Arts  and  Sciences 
connected  with  l']njj:i  nee  ring  and  Mechanical  Construction"  it  was 
inexpeclient  to  take  any  active*  part  as  a  society  in  industrial  matters; 
hut  that  it  was  highly  important  that  the  memlx;rs  as  individuals 
or  in  tlieir  business  capacity,  shouM  take  such  part  as  they  could. 

Melieviiitf  that  it  would  be  helpful  to  the  nieml)ership  to  receive 
the  results  of  investigations  of  industrial  conditions  the  Council 
in  A])ril  authorized  afliliation  with  the  National  Industrial  Ccm- 
ferenee  Jioard  ami  a|>pointe(l  a  rej)resentativ(»  on  the  Board.  The 
propriety  of  the  Society  holding  such  relations  l^eing  later  ques- 
tione(l  the  Council  in  October  directed  the  apiM)intment  of  a  com- 
miller  to  report  <»m  the  (|uestion  of  ivtaining  our  ntemlx^rship.  This 
('oniniitter.  whilr  unanimously  commending  (he  work  of  the  Na- 
tional   In(iu>trial   Confen*nce   Hoard   Wiis  of  the  opinion   that  the 
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Society  should  not  hold  membership  in  any  other  society  or  or- 
ganization. The  Council,  therefore,  withdrew  from  the  National 
Industrial  Conference  Board  at  its  November  meeting  held  on 
December  1. 

By  far  the  most  important  work  of  the  Society  during  the  year 
has  been  that  of  its  Committee  on  Aims  and  Organization.  Inas- 
much as  the  report  of  this  Conunittee  has  been  sent  out  to  the  mem- 
bership and  is  to  be  discussed  and  disposed  of  at  this  annual  meet- 
ing, I  have  not  deemed  it  necessary,  or  even  proper  to  do  more  than 
call  your  attention  to  it  and  to  urge  you  to  take  part  in  its  con- 
sideration when  presented.  Suffice  to  say  that  certain  reconmienda- 
tions  of  the  conunittee  have  already  had  the  attention  of  the  Council 
since  they  were  favorably  considered  by  the  Society  at  its  spring 
meeting  in  Detroit.  I  refer  particularly  to  the  development  of 
Local  Sections,  the  encouragement  of  Professional  Sections  and  the 
enlargement  of  the  scope  of  the  Society's  journal,  Mechanical 
Engineering.  We  are  all  most  appreciative  of  the  work  of  this 
Conmiittee.  Theirs  was  a  hard  task,  and  while  they  would  have 
welcomed  an  opportunity  to  carry  their  work  further  and  perfect 
it,  the  Council  thought  that  the  Society  would  do  well  if  it  agreed 
upon  and  adopted  even  a  few  of  the  large  number  of  recommendations 
made. 

A  most  important  part  of  the  work  of  our  Committee  on  Aims 
and  Organization  was  its  cooperation  with  similar  committees  of 
the  American  Society  of  Civil  Engineers,  the  American  Institute  of 
Mining  and  Metallurgical  Engineers,  and  the  American  Institute  of 
Electrical  Engineers.  A  joint  committee  of  these  four  founder 
societies  has  held  several  meetings  to  consider  and  agree  upon  cer- 
tain fundamental  things  as  the  basis  for  closer  cooperation  in  the 
future.  Without  in  any  way  sacrificing  their  identity  and  purpose, 
and  leaving  the  chief  aim  of  each  to  be  pursued  independently,  it 
has  been  agreed  that  a  comprehensive  national  organization  or 
council  of  engineers  should  be  created  to  be  composed  of  representa- 
tives of  local,  state  and  regional  societies.  Further,  that  this  organ- 
ization be  so  framed  as  to  include  allied  technical  societies;  and  that 
cooperation  of  these  several  bodies  in  technical  activities,  and  affilia- 
tions of  local  organization  for  general  public  service  and  welfare  work 
be  encouraged.  This  joint  committee  also  reconmiends  that  the 
bill  to  create  a  National  Department  of  PubUc  Works  receive  the 
active  support  of  all  engineers. 

Every  thoughtful  engineer  will    recognize  the  importance  of 
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these  recommendations.  The  engineer  has  in  the  past  been  too 
much  of  an  individuaUst.  He  is  at  heart  an  idealist.  He  lives  in 
the  things  he  creates,  and  often  his  chief  reward  is  the  satisfaction 
he  enjoys  from  work  well  done  rather  than  pecuniary.  It  is  a  splendid 
quality  of  heart  and  mind  that  enshrines  the  engineer.  It  harks 
back  to  those  earlier  days  when  respect  for  one's  achievements  and 
personal  character  measured  success  rather  than  the  dollars  amassed. 
But  to  keep  one's  place  in  these  modem  days  requires  that  the  game 
be  played  in  accordance  with  prevailing  rules.  Thus  the  engineer 
must  perforce  conform  to  these  rules  if  he  would  exert  his  fullest  in- 
fluence. It  is  organized  rather  than  individual  effort  that  gets  ahead 
today.  Only  the  individual  who  can  direct  and  control  organized 
effort  stands  out  as  an  individual.  He  is  the  general  in  conmiand  of 
forces. 

The  one  criticism  of  the  engineering  profession,  as  I  see  it,  is 
that  there  are  too  few  generals.  The  positions  of  high  command 
too  often  go  to  others  who  are  rarelj'-  themselves  engineers  but  who 
constantly  make  use  of  engineers  in  framing  and  executing  their 
plans.  That  is  to  say,  the  engineer,  while  he  has  the  knowledge 
and  skill  required  to  plan  and  build  structures  utilizing  Nature's 
niatorial  forces  for  the  benefit  of  mankind,  has  apparently  given 
Init  little  indication  that  he  possesses  the  knowledge  and  skill  re- 
quired to  handle  human  forces  for  the  benefit  of  mankind.  It  would 
appear  that  that  kind  of  leadership  does  not  appeal  to  the  engineer. 
He  has  made  the  instnmient,  even  composed  the  music,  which  others 
have  plaj'od  to  sway  the  multitude.  In  short,  the  engineer,  if  he 
has  the  (lualitios  for  leadership,  has  not  been  leading,  except  in  his 
own  field  and  amongst  his  own  kind  where  of  course  he  stands  pre- 
eminent. 

The  world  today  needs  a  Moses  to  lead  it  out  of  the  Wilderness. 
Moses  must  have  In^en  an  engineer.  That  job  of  his  in  the  Red 
Soa  would  indicate  that  he  was  an  h3''draulic  engineer.  Can  the 
en^:iiieeriiig  prof(\^sion  aspire  to  such  leadership  as  is  today  needed? 
No  ()n(»  knows.  We  think  it  can.  But  it  would  apix*ar  that  the 
engineer  has  not  been  thought  of  in  that  connection.  Wij"?  Simply 
because  he  has  in  the  past  taken  so  little  part  in  pubic  affairs  out- 
side his  |)rofession.  Hen^  then  lies  the  opjwrt unity,  the  first  step 
brin^  1o  organize  nationally  and  do  the  things  recommended  by  our 
Joint  Conmiittre  of  the  four  national  engine<*ring  societies. 

t)n(»  of  the  things  reconunended  is  the  active  8up|K)rt  of  the 
bill  in  Congress  to  cn^ate  a  National  Department  of  Public  Works. 
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Such  a  department  would  at  once  bring  the  engineering  profession 
before  the  eyes  of  the  world.  It  is  such  a  normal  and  proper  move 
that  one  would  think  it  would  carry  itself.  But  it  will  not.  You 
can  be  sure  of  that.  It  is  forty  years  since  the  effort  to  seciu*e  such 
a  department  was  first  made.  It  failed  as  have  all  subsequent 
efforts  for  want  of  being  properly  pushed.  And  who  is  to  push? 
You,  gentlemen  of  the  engineering  profession.  Not  one,  nor  a  few, 
but  all  of  you  and  all  together,  and  at  this  particular  time. 

I  am  now  come  to  near  the  end  of  what  I  had  in  mind  to  say 
to  you.  There  are  other  things  that  should  be  added  to  make  my 
story  of  the  year's  doings  complete.  But  something  must  be  left 
for  my  successor  in  office  to  say  next  year.  A  president's  address 
is  not,  I  fear,  the  best  medium  of  conveying  a  message  to  the  multi- 
tude. It  partakes  more  of  the  nature  of  an  embalming  process  of 
ideas.  It  will  find  its  mausoleum  in  the  Transactions.  Some 
thousands  of  years  hence  it  will  be  discovered,  and  the  world  of  that 
day  will  comment  on  it  much  as  we  now  do  on  the  papyrus  from  the 
tombs  of  Egypt.  But  I  have  had  great  pleasure,  notwithstanding, 
in  preparing  my  address. 

Our  worthy  editor  has  for  several  weeks  been  keen  to  discover 
the  title  of  my  address.  He  was  somewhat  perturbed  when  I  in- 
formed him  that  there  was  to  be  no  title;  that  I  proposed  to  be 
free,  up  to  the  last  moment  to  write  what  I  pleased.  The  fact  that 
I  have  succeeded  in  eluding  him  I  consider  some  accomplishment, 
as  you  would  agree  did  you  know  him  as  well  as  I  do. 

And  now  my  adieus.  It  has  been  for  me  a  happy  year.  I  am 
grateful  to  you  for  your  confidence,  and  your  good  will.  It  has 
brought  forth  the  best  that  is  in  me.  While  I  have  many  times 
failed  to  measure  up  to  what  I  consider  a  proper  specification  for 
a  president  of  The  American  Society  of  Mechanical  Engineers, 
I  have  the  satisfaction  of  feeling  that  I  have  stretched  myself  to  the 
utmost  in  an  effort  to  render  all  the  service  of  which  I  was  capable. 


\k 
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STEAM  USE  IN  TEXTILE  PROCESSES 

By  George  H.  Perkins,*  Boston,  Mass. 
Member  of  the  Society 

The  following  paper,  presents  tables  of  comparative  figures  showing  the 
importance  of  the  use  of  steam  for  the  manufacturing  processes  in  the  textile 
industry.  Analyses  are  given  of  the  various  uses  to  which  steam  is  put  and  sug- 
gestions are  made  for  research  and  improvement  of  economy. 

T^HE  collective  textile  industries  of  the  United  States  consume 
9,662,600  tons  of  coal  annually  and  require  for  their  operation 
a  total  primary  power  of  2,495,000  hp.  of  which  66.8  per  cent,  or 
1,665,900  hp.,  is  developed  by  steam  prime  movers. 

2  Tables  1  and  2  give  figures  compiled  from  the  United  States 
Census  of  Manufactures  for  1914,  showing  the  distribution  of  coal 
and  primary  power  to  the  seven  principal  manufacturing  groups 
included  in  the  textile  industry.  These  figures  serve  to  emphasize 
the  magnitude  of  the  steam  requirements  of  this  industry,  which 
are  to  be  considered  in  this  paper  with  particular  reference  to  the 
heat  demands  of  textile  processes. 

RELATIVE   ECONOMY   OF  TEXTILE   INDUSTRIES 

3  The  relative  fuel  economy  of  the  different  textile  groups  is 
shown  in  Table  3,  derived  from  data  given  in  Tables  1  and  2. 
The  items  are  listed  in  the  order  of  comparative  performance  as 
figured  on  a  common  basis  of  power  production  and  show  clearly 
the  effect  on  the  over-all  economy  of  the  extensive  use  of  steam  in 
the  various  processes  of  manufacture. 

4  The  cotton  goods  and  cordage  groups  rank  first,  owing  to 
their  small  demands  for  process  steam.  The  relatively  good 
economy  shown  by  the  woolen  and  worsted  group  may  be  attri- 
buted to  a  more  general  utilization  of  exhaust  steam  in  processes  and 
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Presented  at  the  Annual   Meeting,   December   1919,  of  The   American 
Society  of  Mechanical  Engineers. 

593 


594 


STEAM   USE   IN   TEXTILE  PROCESSES 


the  better  balance  usually  existing  between  the  steam  demands  of 
prime  movers  and  processes. 

TABLE   I     COAL  CONSUMPTION   AND   STEAM   POWER   REQUIREMENTS  OF 

THE   TEXTILE   INDUSTRIES 


Industry 

Anthracite 
1000  Tons 
of  2240  lb. 

Per  Cent 
of  Total 
Anthra- 
cite 

Bituminous 
1000  Tons 
of  2000  lb. 

Per  Cent 
of  Total 
Bitumi- 
nous 

Steam 

Power 

1000 

Hp. 

Per  Cent 

of  Total 

Steam 

Power 

• 

Carpets  and  Rugs 

Cordage,  Jute,  Twine  and 

Linen 

Cotton  Goods 

74  7 

U1.9 
313.5 
4\H).G 
118.1 
10.53.7 
2r)7.4 

3  1 

3.8 
13  U 
20  5 

4.9 
44  0 
10.7 

193.7 

195.2 
3634.2 
806.6 
4^.3 
249.9 
1C08.8 

2.7 

2  7 

50.0 

12.4 

6.7 

3.5 

22.0 

29.5 

65.8 

1011.3 

111.5 

80.8 

78.3 

288.7 

4  U 

60.7 

Dyeing  and  Finishing  ^ . . . 
Hosiery  and  Knit  Goods. . 
Silk  Goods 

6.6 
4.9 
4.7 

Woolen,  Worsted  and  Felt 

17.3 

Total 

2309.9 

100.0 

72G2.7 

100.0 

1665.9 

100.0 

*  Exolu.'*ive  of  that  done  in  textile  mills. 

Fuels  other  than  coal  have  l>oen  omitted  as  the  etiuivalent  total  is  unall. 


TABLE   2     DISTKIurTION   OF   PRIMARY   POWER   IN   THE  TEXTILE 

INDUSTRIES 


TntHl 

Induatiy 

Prill  lit  ly 
KKK) 

Hp. 

C'arix-t."*  uml  Kuum 

n  0 

ConlMKi',  Jiiti',  Twine  umi 

LiiK-n 

*JA  •♦ 

(  'ottoll  C««hh1m    

1  ."i.s.'j .  y 

Dyi-iuK  mid  FinisliinK.  ■  . . 

i:i0.i 

Ilit.oii'iy  .'iiid  Kiiit  GiKjdn.. 

1J.-I.7 

.<ilk  ^;.ii"l-. 

117.0 

W  (iiilin.  Wtii.^trd,  :iiul  I'llt 

:v.t.s .  4 

'l..t-.l         

2it»:>  i) 

Tit  Cent  of  Tutiil 

KM)  0 

I 


. 

Internal 

Rented  Puw«r 

Stt'iini 

PiiWtT 

Water 

PiiWtT 

CombuM- 
tiuu 

KMMJ 

1000 

Engines 

Electrie 

Other 

lip. 

Hp. 

1000 

1000 

1000 

L'i»  :» 

Hp. 

Hp. 

Hp. 

-(    1 

■    •   •  • 

9.2 

1.2 

li.'i .  s 

It    t 

2.* 

10.7 

0.3 

1011  :{ 

311.2 

4  0 

252.9 

3.5 

111  .') 

\i .  H 

0.7 

7.2 

0.8 

so. 8 

14.6 

1.1 

26.3 

2.9 

78.3 

7.C 

1.8 

23.8 

5.5 

2SS.7 

7r,  3 

2.7 

25  0 

6.7 

16«;5.9 

441.1 

13.1 

355.1 

19.8 

tHi.8 

17.7 

0.5 

14.2 

0.8 

5  'VUv  dyvhiii  and  finisliin^  p'oup  has  u  coinpanilivcly  small 
power  di'inaiid  and  a  most  (*xt<Misive  use  for  process  steam.  The 
ivlation  of  coal  to  powiM*  in  the  silk  goods  ^roup  apjx^ars  out  of  pro- 
portion in  comparison  with  the  other  industries  and  must  be  attri- 
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buted,  in  part,  to  the  wasteful  use  of  steam  and  a  more  extensive  use 
of  the  lower  grades  of  fuel. 

6  The  validity  of  the  results  given  in  Table  3  may  best  be 
shown  by  citing  a  nimiber  of  specific  examples  of  individual  plants 
of  different  types,  giving  the  actual  fuel  consiunption  and  power 
production.  This  is  shown  in  Table  4.  These  figures  check  well 
with  the  average  for  the  respective  groups  as  given  in  Table  3. 

TABLE  3    COMPARATIVE  FUEL  ECONOMY  OF  THE  TEXTILE  INDUSTRIES 


Industry 


Cotton  Goods 

Cordage,  Jute,  Twine  and 

Linen 

Woolen,  Worsted  and  Felt 
Hosiery  and  Knit  Goods . . 

Carpets  and  Rugs 

Dyeing  and  Finishing .... 
Silk  Goods 

Total 


Equivalent 

Bituminous 

1000  Tons 

of  2000  lb.» 


3947.7 

287.1 

1866.2 

602.4 

268.4 

1387.2 

1303.6 


9662.6 


Per  Cent 

of 

Total 

Steam 

Power 

1000 

Hp. 

Per  Cent 

of  Total 

Primary 

Power 

Tons 

Per 

Hp. 

Per 

Year 

40.8 

3.0 

19.3 

6.2 

2  8 

14.4 

13.5 

1011.3 

65.8 
288.7 

80.8 

29.5 
111.5 

78.3 

63.7 

70.0 
72.3 
64.5 
67.2 
85.8 
67.0 

3.90 

4.35 
6.50 
7.45 
9.08 
12.50 
16.70 

100.0 

1665.9 

66.8 

5.80 

Lb.* 

Per 

Hp. 

Per  Hr.« 


3.12 

3.48 
5.20 
5.96 
7.26 
10.00 
13.36 


4.64 


^  Anthracite  ton  of  2240  lb.  included  as  equivalent  of  Bituminous  ton  of  2000  lb. 
'  Based  on  2500  hr.  operation  per  year. 


TABLE  4     ACTUAL   ECONOMY   OF   INDIVIDUAL  PLANTS 


Kind  of  Plant 


Cotton  goods,  no  dyeing.  . 
Cotton  goods,  with  dyeing. 

Jute  goods 

Worsted  yarns 

Woolen  goods 

Bleachery  and  finishing .  .  . 
Print  works 


ToUl  Coal 
Tons 


10,500 

13.000 

9.400 

1.560 

1.800 

10.200 

60.000 


Total  Steam  Power 
Hp. 


2,800 

3,000 

2,200 

340 

270 

800 

4.000 


Coal  Per  Hp. 
Per  Year 


3.75 
4.33 
4.28 
4.6 
6.67 
12.75 
15.00 


FUEL    PER    UNrr    OF    PRODUCT 


7  It  is  still  the  practice  in  many  textile  plants  to  compare  the 
total  weight  of  coal  burned  with  the  weight  of  yardage  of  goods 
processed  or  produced.     Such  ratios  are  at  best  only  rough  measures 
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of  the  actual  economy  and  are  subject  to  wide  variatioDS,  with 
fluctuations  in  the  quantity  or  quality  of  the  product,  grade  of  coal, 
etc.  As  a  matter  of  interest  only,  the  following  gives  the  average 
range  of  these  ratios  for  a  number  of  the  industries: 

Industry  Coal  Per  Unit  of  Product 

Cotton  goods 2  to  2.2o  lb.  per  lb.  of  cloth  produced. 

Jute  goods 1  to  1.25  lb.  per  lb.  product. 

Woolen  goods 6  to  7      lb.  per  lb.  of  cloth  finished. 

Worsted  yarns 3  to  3.25  lb.  per  lb.  of  yarn  produced. 

Wool  scouring  and  combing. .  O.S  to  1.2  lb.  per  lb.  of  grease  wool  proceeded. 

Bleaching  and  finishing 0.8  to  1.3  lb.  per  lb.  of  goods  procrased. 

Print  works 2.5  to  3      lb.  per  lb.  of  goods  processed. 

COAL    USED    BY    PROCESSES 

8  The  approximate  proportion  of  the  total  coal  which  is  used 
by  the  procopsos  in  tliis  industry  is  given  in  Table  5. 

9  Th(»so  figiues  are  based  on  data  obtained  from  the  analysis 
of  represent  ivc  plants.  While  the  requirements  of  individual  mills 
in  the  same  group  will  vary  according  to  local  conditions,  it  is  be- 
lieved that  th(^  figures  presented  are  conservative  and  wiU  serve  the 
present  pur])()ses. 

TAHLE  T)  PROPORTION  OF  TOTAL  COAL  USED  BY  PROCESSES 


Iricluhtry 


C'ottnll  giKwls 

("••rdaKr,  juto.  t'l«'.  . . 
WiKilrn  aiul  Worst I'tl 

Hominy 

('ni|)4*t.'«  ami  nil:."*  . .  . 
Dyr-iii^  aiul  tini-thiiie 
Silk  i; J- 


T..tal 


Tottil  Cual 
(1000  Tohh) 


2S7.1 

l.wm.2 

0U2.I 

2(VS.4 

1.387.2 

l,:ia3.6 

l>.Mi2.ri 


Percent 

Coftluiedby 

Used  by 

Pfooeiets 

Processei^ 

(1000  Toiu) 

6 

236.8 

6 

17.2 

70 

1.S08.2 

50 

801.2 

60 

161 .0 

7R 

1.010.3 

AO 

781.8 

39.8 

3.844.5 

I  'I'll*  M-  iM-MTiitagi-.^  iiirlmli' tho  prtipurtional  boiler  losucd  and  alio  credit  for  qm  of 


•  l«airi. 


IMPORTAXC'K   OF  HEAT  APPLICATIONS 

10  The  foregoing  facts  emphiusize  in  general  terms  the  impori- 
iiiice  of  the  j)n)l)leins  of  lieat  ap])Iiention  to  textile  processes.  Tlieoe 
proMems  wnrrant  far  greater  attention  than  they  have  yet  reoeiTedi 
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both  from  the  standpoint  of  production  efficiency  and  from  the 
consideration  of  fuel  economy.  But  little  progress  has  been  made 
along  either  line  in  comparison  with  the  marked  advances  in  the  art 
of  generating  steam  and  power. 

11  Many  textile  power  plants  are  ''saving  at  the  spigot  and 
wasting  at  the  bung"  and  the  average  dye-house,  bleachery  or  print- 
works is  usually  considered  a  necessary  evil  to  be  endured  up  to 
the  limit  of  the  boiler  capacity  of  the  plant.  While  production 
efficiency  must  be  considered  as  of  the  first  importance,  the  present 
fuel  situation  demands  rigid  conservation  in  the  use  of  both  coal 
and  steam. 


EFFECTS  OF  HEAT  ON  TEXTILE  MATERIALS 

12  The  purposes  for  which  heat  is  appUed  to  textile  materials 
in  process  are  numerous  and  varied  and  only  the  principal  ones  will 
be  summarized  as  follows: 


Process 

Material 

Scouring 

Wool 

Carbonizing 

Wools  and  shoddies 

Combing 

Worsted  wools 

Dyeing 

All  materials 

Kier  Boiling 

Cotton  goods 

Drying 

All  materials 

Tentering 

Steaming 

Soaping 

Cotton      and      worsted 

goods 

W^oolen,     worsted     and 

print  goods 

Print    and    dyed    goods 

Ageing 
Washing 

Print    and    dyed    goods 
Woolen      and      worsted 
goods 

Pressing 
Calendering 

Woolen      and      worsted 

goods 

Cotton  goods 

Purpose  or  Effect  of  Heat 

To  assist  the  action  of  the  soap 
and  alkali. 

To  free  the  add  from  moisture 
to  permit  carbonization. 
To    facilitate    drawing    through 
the  pins. 

To   assist   the   fixation   of   dye- 
stuffs. 

To    assist    action    of    liquor    in 
softening  impurities. 
Evaporation  and  removal  of  mois- 
ture. 

To     dry    goods    imder    tension 
retaining  width. 

To  shrink,  remove  glaze  and 
to  set  fabrics  and  colors. 
Warm  water  removes  surplus 
color  and  improves  appearance. 
To  set  or  develop  colors. 
Warm  water  removes  oil  and 
soap   applied   in    previous  proo- 

tssacOm 

With    pressure,    flattens   surface 
for  finish  effect. 

With  pressure  and  friction,  assists 
in  producing  luster. 
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CLASSIFICATION   OF  PRINCIPAL  HEAT-USING  PROCESSES 


Machines  of  Similar  Use 

Steamers  for  woolen  goods,  print  goods,  etc. 
Ageing  machines  for  print  and  dyed  goods 
Yarn  conditioning  machines 

Worsted  comb  steam  chests 
terials  with  heated  sur-    Worsted  back  washers 
faces       for       warming    Plate  presses  for  woolen  goods 


Application 

Direct  contact  of  ma- 
terials with  steam  or 
water  vapor 

Direct   contact   of   ma- 


stock,   pressing,   polish- 
ing, drj'ing,  etc. 


Drying  of  materials 
with  air  heated  by  di- 
rect or  indirect  radia- 
tion 


Rotary  presses  for  woolen  goods 
Slashers  and  dressers 
Cyhnder  and  can  dryers 
Calenders  for  cotton  goods 
Polishers  for  twine,  thread,  etc. 

Hot  air  slashers  and  dressers 
Cotton  and  wool  stock  dryers 
Carbonizing  dryers 
Cloth  drj'ers 
Shrinking  dryers 
Tenter  frames 
Dry  rooms  for  yarn 
Hack  washer  dryers 

Dye  tubs  and  dyeing  machines 

Scouring  bowls  for  wool 

Hh'aching  kiers 

( 'loth  washers 

( 'rabbing  machines 

Starch  and  size  cooking 

Soapcrs 

Hhiuhiiig  kiers  with  closed   heaters  and  circulating 

pumps. 

.lacketcd  kettles  for  size,  starch  or  dyestuffs.    Tubs 

and  dyeing  machines  with  closed  submerged  coilfl. 

Preheating  of  licpiiils  for  process  or  storage  by  closed 

heaters. 

13     The  d'uvvX  or  iiidirci't  heating  of  rooms  containing  processes 
rociuiriii^  careful   temixTatun^  and  liinnidity  control  may  also  be 

iiKMitioned  under  the  ^en(M*al  heading. 


Direct  use  of  steam  for 
boiling  or  heating 
liquids  and  u«^e  of 
warm  water 


Indirect     use    of    st(»am 
for  heating  Ii(|uids 


FACTORS   AF1'K(TI\(;    PUODrcmON   AND   ECONOMY 

11     Some  of  tli(*  various  conditions  commonly  found,  which 
alTect  either  production  or  economy  an^  as  follows: 


rpMhietion 

Wei  ^te:i!n 

Poorly     dr>i;;ned     steam     distribution 

system 


10ct)noniy 

l^rakap*'  from  trajw,  vents,  etc. 
Wasted  lirips 
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Incorrect  urangement  of  traps  Overheating    or    overcooling    through 

careless  operation 

DeGcient  trap  capacity  Radiation  losses  through  diyer  hous- 

ings, etc. 

Delays  in  heating  liquor,  dyes,  etc.  Waste  of  exhaust  steam  or  condensing 

Inefficient  air  circulation  in  dryers         Lack  of  hot  water  storage 
Deficient  dryer  radiation  Failure  to  recirculate  air  in  dryers 

15     In  additioD  to  the  data  given  above,  there  is  usually  little 
information  available  either  of  the  ste-am  requirements  or  demands. 


KiEK  Test. 

ouUide  healer  uid  pump 


While  considerable  progress  is  being  made  in  means  and  methods 
for  correcting  the  conditions  mentioned,  there  is  still  room  for  much 
improvement. 

16  Many  of  the  larger  mills  are  making  complete  steam  surveys 
of  their  plants  periodically  to  check  use  against  demand  and  also 
to  enable  steam  costs  to  be  properly  apportioned  to  the  various 
processes.  Modem  steam  meters  give  reliable  results  and  invari- 
ably reveal  many  surprising  conditions  which  require  attention  and 
which  cannot  be  disclosed  by  any  other  means. 

TEST      RESULTS 

17  The  results  of  testa  made  at  different  plants  are  given  in  the 
following  tabular  fonn,  and  in  Figs.  1  and  2,  merely  to  illustrate 
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common  practice  and  not  as  standards  of  high  perfonnance.     They 
wili  liowcver  be  found  useful  for  comparative  purposes. 


;  'I-KST  (.SODA  BOIL) 


*  Di'i:-TcB  TtST. 


uib. 

10  hr. 

8200  lb. 


;c  loM  throufb  rmdiitioi 


■ivca  in  tht  form  ol  ■  hmt  bi 
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TABLE  7     DYE   TUB   TEST 
See  Fig.  2 


Galls  of  liquor  boiled     1845 

Pounds  of  liquor  boiled 15300 

Initial  temperature 34  deg.  fahr. 

Final  temperature 210  deg.  fahr. 

Total  temperature  rise 176  deg.  fahr. 

Time  of  total  temp,  rise,  min 70 

Total  steam  used  during  total  temperature  rise,  lb 3230 

The  above  table  and  fig.  2  give  the  results  of  a  test  on  a  dye  tub  during  the  period  of  the 
total  temperature  rise.  The  curves  in  Fig.  2  show  the  rate  of  temperature  rise,  rate  of  steam  flow 
in  pounds  per  hour  and  also  the  total  amount  of  steam  used.  It  should  be  noted  that  fully  one- 
half  of  the  total  steam  used  is  consumed  within  the  first  thirty  minutes  and  below  a  temperature 
of  120  deg.  Fahr. 


SUGGESTIONS   FOR  INVESTIGATION  AND   IMPROVEMENT 

18  It  is  hoped  that  the  outline  given  of  this  subject  will  help  to 
stimulate  greater  attention  to  this  important  matter. 

19  The  following  suggestions  are  offered  as  concrete  lines  for 
useful  and  practical  study  and  research. 

a  Further  investigation  of  conditions  of  temperature,  humidity 
and  air  circulation  for  drying  various  materials  with 
maximum  production  and  minimum  heat  consumption 

h  Development  of  more  efficient  arrangement  of  radiation 
and  air  circulation  in  dryers 

c  Automatic  control  of  the  production  rate  of  dryers,  through 
conditions  resulting  from  drying  results  obtained 

d  Further  development  and  application  of  temperature  con- 
trol devices  to  heat  using  processes 

e  More  effective  utilization  of  exhaust  steam  in  processes, 
heating  water  storage,  etc. 

/  Recovery  of  heat  from  spent  and  rejected  liquors 

g  Development  of  insulating  materials  to  be  used  under  con- 
ditions where  equipment  is  subject  to  extreme  moisture 
conditions  or  to  mechanical  injury 

h  Use  of  supplementary  air  circulation  with  can  dryers. 

20  The  field  is  a  broad  one  with  many  varied  and  complex 
problems,  but  the  cooperative  effort  of  manufacturers,  machine 
builders  and  engineers  should  bring  about  much  needed  improve- 
ment in  the  present  average  practice. 


602 


STEAM  USE  IN  TEXTILE  PROCESSES 


TABLE  8    TENTER  FRAME  TESTS 


Aver,  weight  of  cloth,  yd.  per  lb 

Duration  of  test,  hr 

Steam  pressure,  gage 

Outside  temperature 

Temp,  of  air  supplied,  dry  bulb 

Temp,  of  air  supplied,  wet  bulb 

Temp,  of  return  air,  dry  bulb 

Temp,  of  return  air,  wet  bulb 

Air  supplied,  cu.  ft.  per  niin 

Weight  of  cloth  dried  per  hr.,  lb 

Weight  of  water  evaporated  per  hr.,  lb. 
Per  cent  of  water  in  wet  cloth 


5.4 

7.0 

301b. 

70  deg.  fahr. 
163  dec.  t»^r. 
85  dec*  ffthr. 
138  dec.  fi^r. 
81  dec.  fahr. 
8700 
650 
106 
14 


Steam  condensed  ];>er  hr.,  lb 

Steam  per  lb.  of  dry  cloth,  lb 

Steam  per  lb.  of  water  evap.,  lb. .  . 
Lb.  of  cloth  dried  per  lb.  of  steam . 
Yd.  of  cloth  dried  per  lb.  of  steam, 


Without  air 
reeirealaticm 


1122 
1.71 
10.6 
0.58 
3.23 


With 
raeirculatioii 


433 

0.67 
4.1 
1.5 
8.1 


TI)is  table  gives  the  results  of  tests  on  a  tenter  frame  both  with  and  without  redroulation 
of  air.    The  economy  resulting  from  recirculation  should  be  especially  noted. 


TABLE  9    CAN   DRYER  TESTS 


Tcht  No. 


Wt.  of  goods,  yd.  iH"r  lb. 

Kind  of  goods 

Steam  preatiure  in  cans, 

gage 

Number  of  cans 

Size  of  cans 

Mttti'rial  of  cans 

Total  ran  surface,  sq.  ft. 
Cloth  dried  iHjr  hr.,  y<l. 
Cloth  dried  i)er  hr.,  lb. , 
Per  ornt  of  water  in  wot 

oloth 

W»t»T   I'VJiporutcd   per 

hr.,  lb 

.Strarn  coiuIciih.  ix?r  hr., 

lb 

St<  am  jM'!  lb.  dry  cloth, 

lb 

Stfarii     iM-r     lb.     wat»'r 

•rv:«|Hiratt«l.  lb 

NiiiiilxT  of  .-tiiiiir.s 

AViTMK*'    !»|M«'il    yil.     IMT 

nun 

Yards  uf   clutli   pi'r   lb. 

Ht«'ani 

Sti'aTii  i»"i  Ijr.  |»or  sij.  ft. 

«'ari  *.iirfaci' 


1.45 
Shoe  Lining 

5.7 
47 
23  in.  X  100  in 
Copi>er 
23.V) 
2393 
Hl.V) 

18.  S 

l.'>70 

2102 

1.49 

1.57 
2 

20 

n .  •,>7 

1   0.-1 


2.5 
Shoe  Lining 

4.7 
47 
23  in.  z  100  in. 
Copi)er 
2350 
4120 
1708 

r>l   8 

1892 

2025 

1  ts 

1.39 
•> 

.30.. ■» 
l.fiS 
1.12 


5.15 
Sheeting 

8.1 
47 
23  in.  X  100  in. 
Copper 

2350 
10.135 

19GS 

51.7 

2112 

3124 

1   74 

1.02 
o 

2.90 
1.40 


8.10 
TwUl 

6.6 
23 
23  in.  z  141  in. 
Tinned  Iron 
1626 
17.750 
2191 

46  1 

1R73 

2530 

I    15 

l..'i4 
4 

74 

7  00 

1.56 


10.85 
Lawn 

6.S 
13 

36in.s124iB. 
Co|»per 
1265 
12.790 
I17S 

44.4 


1310 
1.12 

1.40 

4 

90 
0.7 
1.04 


Till?*  table  t:tvi-.>«  the  results  of  5  t4'8ls  on  can  dryers  with  a  range  of  weichta  of 
1.1.)  to  lO.SA  yanls  |M>r  p^iund.     It  should  be  noted  that  the  amount  of  fteani  uaed  per 
water  ov.t|H)rutc«l  iii  com|mratively  uniform  throughout  the  teeta. 


pOdM  91 


DISCUSSION 
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TABLE   10    CLOTH   DRYER  TESTS 


Weight  of  goods,  os.  per  yd 

Weight  of  wet  gooda  processed  per  br.,  lb. 

Weight  of  goods  dried  per  hr.,  lb 

Yards  dried  per  hr.,  lb 

Weight  of  water  evaporated  per  hr.,  lb — 

Per  cent  moisture  in  wet  cloth , 

Heating  surface,  sq.  ft 

Steam  pressure,  gage 

Temperature  in  dryer , 

Weight  of  steam  condensed  per  hr.,  lb.  . . , 
Steam  condensed  per  sq.  ft.  of  radiation .  . 

Steam  per  lb.  of  dry  cloth,  lb 

Steam  per  lb.  of  mobture  evaporated 

Yards  dried  per  lb.  of  steam 


Uninsulated 

Housing 

Woolen  suiting 


13  OS. 
900 
523 
644 
377 
41.9 
2240 
42.5 

135  deg.  fahr. 
875 
0.39 
1.67 
2.32 
0.735 


J-M  No.  1  Type 
Insulated 
Housing 

Woolen  suiting 


13  OS. 
1047 
609 
747 
438 
41.9 
2240 
43.5 

189  deg.  fahr. 
738 
0.33 
1.21 
1.85 
1.01 


TABLE    11     CARBONIZING   DRYER   TEST 


Weight  wet  stock  processed  per  hr.,  lb 

Weight  stock  dried  per  hr.,  lb 

Weight  of  water  removed  per  hr.,  lb 

Per  cent  moisture  in  wet  stock 

Heating  surface,  sq.  ft 

Temperature  in  dryer 

Steam  pressure,  gage 

Weight  of  steam  condensed  per  hr.,  lb 

Steam  condensed  i>er  sq.  ft.  of  radiation,  lb 

Steam  condensed  per  lb.  of  dry  stock,  lb 

Steam  condensed  per  lb.  of  moisture  removed,  lb. 


Uninsulated 

Housing 

Woolen  and 

cotton  thread 

waste 


402 
266 
136 
32.4 
2488 
279  dog.  fahr. 
80 
1044 
0.42 
3.93 
7.68 


J-M  No.  1  Type 

Insulated 

Housing 

Woolen  and 

cotton  thread 

waste 


585 
391 
194 
33.3 
1952 
261  deg.  fahr. 

80 
432 
0.22 
1.11 
2.23 


Tables  10  and  11  give  the  results  of  tests  on  a  woolen  cloth  dryer  and  a  carbonising  stock 
dryer  and  show  clearly  the  effect  of  using  insulated  housings. 

Note:  The  author  wifihes  to  acknowledge  the  contribution  of  the  above  tests  on  insulated 
and  uninsulated  cloth  and  stock  dryers  from  the  H.  W.  Johns-Manville  Co. 

DISCUSSION 

Charles  T.  Main  emphasized  the  desirability  of  there  being 
as  much  information  as  possible  of  the  type  contained  in  the  author's 
paper  presented  to  the  society.     In  the  design  of  the  power  plant 
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for  textile  mill^  engineers  were  often  groping  in  the  dark  because  of 
lack  of  information  as  to  the  steam  requirements. 

One  of  the  greatest  wastes  in  mills  was  that  of  the  hot  water. 
He  cited  the  case  of  a  mill  in  which  he  had  installed  at  the  request 
of  the  ownere  facilities  for  greater  amounts  of  hot  water  than  were 
customaril}'  used.  L^pon  being  told  after  the  mill  was  in  operation 
that  the  power  plant  was  inefficient,  he  reported,  after  conducting 
a  boiler  test  to  prove  the  efficiency  of  the  steam  generating  apparatus 
that  the  fault  lay  in  the  fact  that  about  twice  as  much  hot  water 
was  being  useil  as  was  ordinarily  necessary. 

With  reference  to  the  apparently  large  amount  of  coal  used 
ixn*  hoi-sepower  in  a  silk  mill  as  shown  by  the  author's  figures  he 
said  that  he  thought  that  silk  mill  operators  were  unwilling  to  use 
exhaust  steam  to  the  extent  that  it  is  used  in  a  cotton  mill  for  fear 
of  damaging  their  product. 

John  C.  Percy  thought  that  the  reason  for  the  greater  coal 
consumption  of  the  silk  mill  might  lie  in  the  fact  that  less  heat  was 
available^  fiom  the  machinery  and  that  a  larger  proportion  of  heat 
was  ncMrssary  for  heating  the  mill,  there  being  insufficient  exhaust 
steam  for  h(\'iting  purj)os(*s. 

Tup:  Aithoh,  in  answer  to  a  question,  said  that  his  figures  as 
reported  from  the  census  included  plants  o])erated  with  other  fuels 
than  coal  but  that  on  reducing  these  to  an  equivalent  coal  basis,  the 
total  amounted  to  such  a  small  percentage  of  the  aggregate  coal  as 
to  l)e  negligil.)le  for  his  purposes. 

Jle  pointed  out  that  the  census  figun^s  were  five  years  old  and 
that  present-day  statistics  would  show  material  increases  in  the  use 
of  all  fuels,  particularly  fuel  oil. 


No.  1713 

THE  THERMAL  CONDUCTIVITY  OF  IN- 
SULATING AND  OTHER  IVIATERIALS 

Bt  T.  S.  Taylor,*  East  Pxttsburgh,  Pa. 

Non-Member 

Despite  the  fact  that  numerous  thermalrConductivUy  measurements  have  been 
made,  but  very  few  data  are  available  for  such  materials  as  are  uaed  in  the  construc- 
tion of  electrical  machinery.  To  further  investigate  this  field  the  author  accordingly 
conducted  a  series  of  tests  based  upon  two  methods,  both  of  which  are  explained  in 
detail  in  this  paper.  The  resiUts  obtained  are  tabulated  for  such  materials  as  fish 
paper,  fuller  board,  cambric,  mica  tape,  various  kinds  of  woods,  asbestos,  plate  glass 
sheet  sled,  wool  fell,  etc. 

A  LTHOUGH  numerous  experimenters  have  been  interested  in 
"^  making  thermal-conductivity  measurements,  but  very  few 
data  are  available  for  such  materials  as  are  used  in  the  construction 
of  electrical  machinery.  The  most  important  work  on  such  insulat- 
ing materials  thus  far  available  was  done  by  Symons  and  Walker.* 
The  materials  tested  by  these  authors  were  special  and  consequently 
the  values  obtained  cannot  be  taken  as  applicable  to  similar  ma- 
terials used  in  the  construction  of  electrical  machinery  in  this  country. 
The  investigations  herein  described  were  therefore  undertaken  to 
obtain  values  of  the  thermal  conductivity  of  insulating  and  other 
materials,  the  values  of  which  are  of  direct  interest  to  those  concerned 
with  the  heat  problem  in  electrical  apparatus.  Results  have  also  been 
obtained  for  numerous  other  materials  of  general  interest. 

THE   NORTHRUP   THERMAL   BRIDGE 

2.   As  a  preliminary  step  it  seemed  worth   while  to  try  the 
"Thermal  Bridge''  method  suggested  by  Prof.  E.  F.  Northrup.'    The 

*  Westinghouse  Research  Laboratory,  Westinghouse  Electric  and  Manu- 
facturing Company. 

*  See  Journal  of  the  Institute  of  Electrical  Engineers  (London),  vol.  48, 
p.  674,  1912. 

*  See  American  Electrochemical  Society,  Journal  no.  24. 


Presented    at  the  Annual  Meeting,  December  1919,  of  The  American 
Society  of  Mechanical  Engineers. 
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bridge  used  is  ahown  io  Fig.  1.  If  consisted  of  two  soapstone  cylin- 
ders each  4f  in.  Id  diameter,  one  being  8i  in.  long  and  the  other 
3  in.  long.  Each  cyhnder  consisted  of  an  inner  core  If  in.  in  diameter 
surrounded  by  a  coaxial  cyhnder  having  a  wall  thickness  of  1|  in. 
The  two  faces  along  MN  separating  the  two  parts  of  the  apparatus 
were  ground  so  as  to  fit  very  closely.     A  spiral  groove  was  cut  JD 


r '*-t-*i 


the  l<p|)  of  tlir  loiiircr  cyliiuli'r  I'J  and  a  ht-atcr  wire  placed  in  this 
firoDVc.  Siiuill  iicilcs,  1,  2,  )J.  etc.,  wore  drilled  at  right  angles  to  the 
axis  of  the  cyliiid.-i^i  lliroiiiili  the  outer  wall  and  into  the  oeotnl 
iiirc  a.-i  iiiiliiali-d.  < 'iippcr-iimstantan  thcnnocouples  made  of 
(),(Hl.Mii.  wire  wviv  inserted  in  these  liokw  for  the  pur|)ose  of  deter" 
iriiiiimr  tlif,'  iein|«-raliirc  Kradii.'nt  along  the  fvlindoM.  The  lower 
part  of  tlie  ajiiiaratus  F  was  plautl  on  a  hrass  Iwx  which  scr^-ed  aa  a 
colcl-tejuperatiire  ii'serviiir  wlii-n  kept  filled  with  water  and  ice  or 
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when  water  was  kept  circulating  throu^  it.  The  heat  g^erated 
at  the  top  would  flow  down  the  core  and  outer  wall  through  the 
junction  MN  to  the  reservoir.  The  purpose  of  the  core  and  sur- 
rounding wall  was  to  insure  a  uniform  flow  of  heat  through  the  core. 
Felt  was  placed  around  the  outer  cylinder  to  further  prevent  undue 
loss  of  heat  from  the  surface  of  the  apparatus. 

3  If  the  distance  from  thermocouple  1  to  thermocouple  5  is 
made  the  same  as  that  from  2  to  8,  and  the  conditions  are  such  that 
a  uniform  temperature  drop  exists  along  the  core,  the  thermal  con- 
ductivity of  a  material  placed  in  MN  can  be  determined  in  terms  of 
soapstone.  first  suppose  the  above  conditions  to  exist  when  there 
is  no  specimen  in  MN.  Then  the  temperature  drop  will  be  uniform 
along  the  apparatus,  as  can  be  tested  by  the  thermocouples.  Whei^ 
a  sample  is  inserted  in  MN  and  the  temperatures  of  1,  5,  2  and  8  are 
measured,  the  drop  between  2  and  8  exceeds  that  from  1  to  5  by 
an  amount  equal  to  the  drop  through  the  sample.  The  soapstone 
equivalent  of  the  sample  is  then  readily  calculated  from  the  tem- 
perature drop  through  the  sample  and  the  temperature  drop  per 
unit  length  along  the  soapstone.  This  is  true  provided  that  the 
drop  is  uniform  along  the  soapstone  and  that  there  is  no  tempera- 
ture drop  across  the  jimctions  of  sample  and  soapstone  at  MN. 
In  the  actual  experiment  the  procedure  was  slightly  different  from 
that  outlined  as  the  distance  from  thermocouple  1  to  5  was  not 
exactly  the  same  as  that  between  2  and  8.  As  seen  in  Fig.  1,  several 
thermocouples  were  inserted  along  the  cylinder;  and  then  from  the 
curve  showing  the  relation  between  temperature  and  distance  from 
the  upper  thermocouple  (Fig.  2)  the  soapstone  equivalent  of  the 
sample  under  test  was  readily  determined.  The  thermoelectro- 
motive  forces  of  the  thermocouples  were  measured  by  means  of  a 
thermocouple  potentiometer  and  their  equivalent  temperatures 
obtained  by  reference  to  a  calibration  curve  previously  determined 
for  the  thermocouple  wire  used. 

4  If  the  two  parts  of  the*  apparatus  are  fitted  as  closely  as 
possible  together,  thus  having  no  material  between  them  at  MN^ 
and  the  temperatures  as  indicated  by  the  thermocouples  measured, 
curve  A,  Fig.  2,  represents  the  temperature  distribution  along  the 
cylinders.  The  positions  of  all  thermocouples  are  measured  from 
the  uppermost  one.  As  is  seen,  there  is  a  very  marked  temperature 
drop  at  the  division  between  the  two  parts  of  the  apparatus,  equiva- 
lent to  2.5  deg.  cent,  for  this  particular  temperature  distribution. 
This  is  about  4.4  per  cent  of  the  total  drop  between  thermocouples 
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1  and  8.  A  sheet  of  paper  0.001  in.  thick  was  then  inserted,  which 
caused  a  slight  increase  in  this  temperature  drop  although  it  by  do 
means  doubled  it.  This  being  observed,  several  things  were  tried 
to  see  whether  the  drop  could  be  ehminated  either  entirely  or  in 
part.  It  was  found  that  by  putting  vaseUne  or  glycerine  between 
the  surfaces  MN,  this  division  drop  was  almost,  if  not  entirely, 
eliminated.  This  w!is  true  at  least  for  relatively  small  temperature 
gradients.     Curve  B,  Fig.  2,  illustrates  this  point  very  clearly.    The 
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Distanco  ,n  Centimetero  from  Top       Thermocouple 
I'll!,    1!      f'Al.lElllATmN    Cl'RVEM    OF   Tl[R    NoRTilRUP   ThERUAL   BbIDGB 

curvf  j^lidHii  was  obtained  whon  (ho  division    MN  was  well  lubri- 
cated with  vaseline 

."i  To  ti'wt  wJietJicr  the  vaseline  soaked  into  the  soapstone 
siifiLCLciLlly  to  alTcct.  (ho  results,  two  rings  and  disks  were  cut  from 
lh<'  saiiii-  pici'o,  one  ring  an<l  one  disk  lH.'ing  thoroughly  soaked  in 
liol  vascliiu';  iJio  ti'tii]H'rature  gradients  were  then  obtained  botb 
wilh  lh<'  vasf'linc-soakcd  rint;  and  di.-^k  inserted  in  MN  and  again 
with  the  unsoakcd  imcs  in  tlie  same  position.  Xo  noticeable  dif- 
fcn'ni't'  was  fuiiiid  to  exist  Ix'tween  the  two  cases  as  the  t 
turc    gradirnls    :LloTig   the    apparatus    and    through    the   disks   ' 
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SOAPSTOm  EQUIVALENT  OF  PARAFFINED  FISR   PAPBB 

6  Disks  and  rings  were  cut  fnun  0.015-in.  paraffined  Bah 
paper  so  as  to  fit  the  core  and  surrounding  ring  at  the  junction  MN 
of  Hm  apparatus,  llie  temperature  gradient  along  the  apparatus 
was  determined  iriien  different  numbers  of  sheets  (disks  and  rin^) 
were  in  position  MN  for  various  temperature  differeooeB  between 
the  hot  and  cold  ends.  A  typical  set  of  observations  is  rei^esrated 
by  ttie  curves  in  Fig.  3.  Tlie  ordinstes  are  the  temperatures  in 
degrees  centigrade  oorresponding  to  the  respective  distances  of  the 
thermocouples  1,  2,  3,  etc.,  measured  from  couple  1.  Curve  A  was 
obtained  when  the  sample  was  composed  of  6  sheets  and  Curve  B 


DiBtDnce  in  Cent.mvtrrifrvfn  Top      ThvnnocDupts 

Fia.  3    Curves  illustratinq  Teuferaturb  Giudient  for  Parappinbd 
Fish  Paper 

for  10  sheets  of  0.01&-in.  paraffined  fish  paper.  Vaseline  was  used 
between  the  sheets  in  order  to  diminish  the  division  drop  as  much 
as  possible.  Sufficient  pressure  was  appUed  to  the  top  of  the  ai>- 
paratus  to  insure  good  contact  between  the  surface  of  the  constit- 
uents of  the  sample  and  the  soapstone.  The  values  of  Uie  aoapBtone 
equivalent  of  a  thickness  of  one  inch  of  paraffined  fish  paper  ob- 
tained from  the  curves  in  F^.  3  were  32.8  in.  and  32  in.,  respectively. 
That  is,  one  inch  of  parafiined  fish  paper  composed  of  sheets  0.0154n. 
thick  would  have  a  thermal  resistance  equivalent  to  the  for^cnng 
values  of  soapstone.  These  values  of  the  soapstone  equivalent  of 
fish  paper  were  obtained  from  the  ciu^es  in  Fig.  3  as  follows:    The 
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drop  through  the  sample  (A)  is  2.55  deg.  cent,  and  hence  the  drop 
per  centhneter  is  thus  divided  by  the  thickness  of  the  sample,  that  is, 
2.55/0.2286,  or  11.15.  The  average  temperature  gradient  obtained 
from  the  slope  of  the  curve  just  above  and  below  the  sample  is  0.350 
deg.  per  cm.  Therefore  1  cm.  of  the  fish  paper  is  equivalent  to 
11.15/0.350  or  32.8  cm.  of  soapstone,  or  one  inch  of  fish  paper  will 
have  the  same  thermal  resistance  as  32.8  in.  of  soapstone. 

7  Similar  results  were  obtained  for  other  samples  composed 
of  different  numbers  of  sheets.  These  results  are  given  in  Table  1, 
and  all  values  refer  to  paraffined  fish  paper  0.015  in.  thick.  As 
can  be  seen  from  the  table,  this  method  gives  a  wide  variation  in 
results.  Various  factors  produce  these  variations,  one  of  which  is 
due  to  the  fact  that  the  temperature  does  not  fall  uniformly  along 


TABLE    1     SOAPSTONE  EQUIVALENT  OF  PARAFFINED  FISH   PAPER 


No.  sheets 
in  sample 

Total  thickness 

of  sample  in 

in. 

Aver.  temp, 
of  sample, 
deg.  cent. 

Total  drop 

from  couple 

1  to  8 

Drop  in 
sample 

SoApstone 
equivalent 

5 

0.077 

29.7 

11.5 

2.58 

37.4 

2 

0.030 

29.6 

10.6 

1.06 

37.5 

6 

0.088 

33.3 

11.7 

2.55 

32.8 

10 

0.155 

25.7 

11.8 

3.66 

32.0 

4 

0.000 

30.0 

11.2 

1.70 

27.2 

15 

0.221 

28.0 

12.0 

4.25 

24.7 

20 

0.305 

28.5 

14.4 

6.30 

28.2 

15 

0.228 

28.6 

14.0 

5.45 

83.4 

10 

0.150 

27.7 

12.6 

3.58 

27.2 

50 

0.75 

48  5 

55.7 

10.5 

32.6 

the  sample,  heat  Ikmiip  lost  by  radiation,  contiurtion  and  convection 
from  the  inner  core  to  the  outside  wall.  Tliis  makes  the  slope  of 
the  curve,  whicli  detennincs  the  value  of  the  temperature  gradienti 
quite  uncertain,  esix^cially  just  above  and  just  below  the  sample. 

8  Tlie  final  results  which  depend  upon  these  gradients  vary 
considerably.  This  large  variation  in  results  made  it  quite  evident 
that  it  would  Ix*  advisable  to  attemi)t  the  work  by  use  of  some  other 
method.  The  one  descril)ed  in  the  following  paragraphs  was  used 
and  found  very  satisfactory.  The  thermal-bridge  method  has  the 
disadvantapie  also  of  being  an  indirect  one  which  would  necessitate 
a  separate  (l(»t(Tniination  of  the  thermal  conductivity  of  soapstone 
itself.     This,  however,  would  have  l)een  a  small  matter  had  the 
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results  been  in  close  and  satisfactory  agreement.     Such  results  as 
are  recorded  in  Table  1  by  no  means  fulfill  these  conditions. 

THE   "THERUAL  UETBr" 

9  A  sketch  of  the  "thermal  meter"  used  is  shown  in  F^.  4. 
It  consisted  essentially  of  an  electric  heater  H  constituting  two 
hot  equitemperature  surfaces  or  sources  of  heat  and  two  cooling 
chambers  E,  E  (one  on  either  side  of  the  heater)  or  cold  constant - 
temperature  surfaces.  The  heat  generated  in  H  passed  laterally 
throi^h  the  samples  /,  /,  of  a  given  material  to  the  cold  reservoirs 
E,  E.  The  beater  was  made  from  two  disks  of  soapstone  9  in.  in 
diameter  and  |  in.  thick.     Elach  disk  had  a  helical  groove  of  -^in 


Fta.  4    DiAGRAUUATic  Sketch  of  tbb  Thermal  Meter 

pitch  cut  in  one  face.  A  heater  wire.  No.  21  constantan,  was  wound 
and  cemented  securely  in  the  groove  of  each  disk  and  then  the  iron 
disks  were  cemented  together  with  the  sides  containing  the  heater 
wite  adjacent.  The  two  heating  elements  in  the  two  dbks  were 
joined  together  at  the  center  by  means  of  a  peg  in  one  disk  being 
pushed  into  the  spring  contact  in  the  other.  Potential  leads  were 
brought  out  from  each  heating  element  at  points  2  in.  from  the 
centers.  It  was  later  found  that  potential  leads  fastened  to  the 
heating  elements  at  the  points  where  the  wire  started  in  the  outer 
terminals  of  the  spirals  served  equally  well,  since  the  temperature 
coefficient  of  resistance  of  the  constantan  wire  is  very  small  and 
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furthermore  the  temperature  of  the  heater  was  constant  over  its 
entire  face.  Extra  turns  of  wire  were  wound  around  the  outer  edge 
of  the  heater  in  order  to  prevent  the  loss  of  the  heat  generated  in 
the  heating  element  proper  through  the  edge  of  the  heater.  After 
several  trials  it  was  found  that  this  procedure  gave  a  heater  which 
in  use  had  a  very  constant  temperature  over  its  two  faces,  even  up 
to  the  outer  edge. 

10    Two  samples  of  the  material  to  be  tested  were  always  used, 
each  being  9  in.  in  diameter  and  from  0.1  to  0.75  in.  thick,  depending 
upon  the  nature  of  the  material.    One  sample  was  placed  on  each 
side  of  the  heater  /,  /,  Fig.  4.    Extra  disks  of  lagging  of  the  same 
material  of  the  sample  or  something  else  suitable  were  placed  on 
each  side  of  the  sample,  as  shown  by  the  shaded  portions  in  Fig.  4. 
This  made  the  ultimate  drop  at  high  temperatures  less  than  it  other- 
wise would  have  been,  and  Ukewise  gave  a  wider  range  of  mean 
temperature.     The  faces  of  the  cold  reservoirs  E,  E,  constituting 
the  cold  equitcmperature  surfaces,  were  made  of  heavy  brass  having 
a  diameter  of  10  in.    The  samples,  heaters,  and  cold  reservoirs  were 
held  securely  together  by  means  of  bolts  extending  between  these 
two  plates.     At  first  strong  spiral  springs  were  used  around  these 
connecting  bolts  to  insure  uniform  pressure,  but  it  was  found  later 
that  equally  satisfactory  results  could  be  obtained  by  merely  turn- 
ing down  the  nuts  on  the  bolts  till  the  samples,  etc.,  were  drawn 
tightly  together.     Thermocouples  of  5-mm.  copper-constantan  wire 
were  inserted  on  each  side  of  the  samples  /,  /,  under  test.    Great 
care  was  taken  in  order  to  insure  good  contact  between  the  sample 
and  the  thermocouple  junction.     Two  couples  were  placed  on  each 
side  of  a  sample,  one  at  the  mid-point  and  another  about  IJ  in. 
from  the  center.     The  electromotive  force  of  the  couples  (the  cold 
junction  being  always  kept  at  0  deg.  cent.)  was  measured  by  means 
of  a  thennocouple  potentiometer.     The  current  in  the  heater  was 
likewise  measured  by  the  same  potentiometer  by  measuring  the 
drop  through  a  standard  resistance  placed  in  series  with  the  heater. 
The  potential  drop  i>er  unit  length  of  heater  wire  was  also  measured 
by  means  of  the  potontionu^ter.     This  necessitated  placing  a  high 
resistance  in  parallel  with  the  heatcT  and  then  measuring  the  poten- 
tial drop  across  a  small  fraction  of  this.    The  current  was  supplied 
by  a  storage  battery  and  consetiuontly  remained  quite  steady.    The 
cold  e(iuiteniiKTatun^  surfaces  /i,  K,  were  maintaine<l  so  by  having 
water  from  the  tap  circulating  through  them  continuously.     The 
out(M'  edges  of  the  samples  and  heater  were  surrounded  by  felt  in 
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order  to  prevent  undue  loss  of  heat  from  the  edges  of  the  heater  and 
samples. 

11  In  order  to  facilitate  the  work  a  second  apparatus  having 
the  same  parts  as  the  one  described  above  was  constructed.  The 
only  difference  being  that  the  heater,  etc.,  were  of  square  cross-sec- 
tion. This  heater  was  made  of  soapstone  slabs  12  in.  square.  The 
heater  wire  (No.  21  constantan)  was  wound  back  and  forth  in  par- 
aUel  slots  ^  in.  apart  in  each  of  the  parts  of  the  heater.  This  made 
its  construction  quite  easy.  The  elements  of  the  two  parts  of  this 
heater  were  joined  in  parallel  as  its  resistance  would  have  been  too 
high  for  the  available  voltage  had  they  been  in  series.  The  po- 
tential leads  of  this  heater  were  joined  at  the  ends  of  a  wire  in  a 
single  groove,  thus  measuring  the  drop  in  a  12-in.  length  of  the 
wire.-  Four  sets  of  potential  leads  were  inserted  (two  in  each  half) 
and  the  average  of  the  four  potential  drops  used  in  calculating  the 
drop  per  unit  length  of  heater  wire.  As  for  the  round  heater,  extra 
turns  of  wire  were  put  around  its  outer  edges  to  insure  a  uniform 
temperature  source.  Great  care  was  taken  to  have  the  same  amount 
of  resistance  in  each  element  of  the  heater,  since  they  were  joined 
in  parallel.  The  faces  of  the  cooling  reservoirs  were  of  cast  brass 
131  in.  by  13§  in.  by  1  in.,  and  being  heavy  they  did  not  buckle 
when  bolted  together  over  the  heater  and  the  materials  tested. 
Identical  results  were  obtained  with  the  two  pieces  of  apparatus 
for  a  given  material. 

12  The  chief  advantage  of  this  method  of  determining  thermal 
conductivities  is  the  ease  with  which  the  quantities  involved  are 
measured.  When  heat  passes  continuously  from  one  plane  con- 
stant-temperature surface  to  another  parallel  to  it,  the  quantity 
of  heat  flowing  per  second  is  given  by  the  relation, 

kAjt,  ^  <i) 
^  "  d 

where  k  is  the  thermal  conductivity  of  the  intervening  medium,  d 
its  thickness  or  the  distance  between  the  constant-temperature  sur- 
faces, A  the  area  through  which  the  heat  passes,  and  fe,  ti,  the  tem- 
peratures of  the  hot  and  cold  surfaces,  respectively.  This  formula 
readily  lends  itself  to  the  calculation  of  k.  The  other  quantities  are 
readily  measured  in  the  above-described  apparatus.  Q  is  determined 
from  the  current  in  the  heater  \^'ire  and  the  potential  drop  per  unit 
area  of  heater.  The  latter  is  readily  calculated  from  the  constants 
of  the  heater  and  the  potential  drops  between  the  fixed  leads  pre- 
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viously  mentioned.  Half  the  heat  generated  must  pass  laterally 
through  each  sample.  The  distance  d  is  the  average  thickness  of 
each  sample.  The  area  A  can  be  taken  any  desired  value,  preferably 
unity.  This  is  possible  only  since  the  resistance  of  heating  elements 
der  unit  length  is  constant,  it  being  constantan  and  its  temperature 
l)eing  practically  constant.  The  temperatures  tz  and  ti  are  the  mean 
values  of  the  temperatures  for  the  hot  and  cold  sides  of  bDth  samples 
as  determined  by  the  thermocouples.  The  thermocouples  (copper- 
constantan)  were  carefully  calibrated  so  that  the  temperatures 
corresponding  to  the  microvolts  measured  from  the  calibration 
curve  could  be  readily  obtained.  One  rather  serious  disadvantage 
of  this  method  of  measuring  thermal  conductivities  is  that  it  re- 
quires a  long  interval  of  time  for  the  temperature  equilibrium  to  be 
established,  which  is  absolutely  requisite  in  such  measurements. 
For  the  apparatus  used  here  no  observations  were  ever  taken  under 
3^  hours^  heating  and  most  all  measurements  were  taken  after  some 
6  to  7  hours'  heating.  This  latter  time  was  quite  sufficient  for  equili- 
brium of  temperature  distribution  to  be  fully  established. 

13  The  samples  of  the  materials  tested  were  usually  composed 
of  one  or  more  sheets.  Extreme  care  was  taken  to  eliminate  the  air 
between  the  surfaces  of  the  comix>nent  sheets  as  much  as  possible 
by  the  us(.^  of  vaseline,  shellac,  carixinter's  glue,  etc.  By  the  use 
of  such  nialerials  the  drop  Ixjtween  component  sheets  was  made 
quite  negligible  or  at  letist  of  the  same  order  of  magnitude  as  the 
drop  through  the  same  distance  in  the  material  itself.  This  was  due 
to  the  fact  that  the  thermal  conductivity  of  such  materials  as  glue, 
etc.,  when  dried  diflcrs  but  little  in  order  of  magnitude  from  that 
of  the  sheet  materials  dealt  with.  In  making  up  a  sample  that 
material  w:is  us(m1  to  make  good  contact  between  the  components 
which  lent  its(^lf  most  readily  to  the  casii  in  (question. 

hksi:lts  ohtainkd  by  the  tiikrmal  mktuk 

14  Table  2  shows  a  typical  si4  of  results  for  samples  made  up 
of  7  sheets  of  0.03-in.  fuller  Ixiard,  0.23  in.  in  thickness.  By  plotting 
the  values  of  the  mean  temix;ratun\s  as  oiilinates  and  the  corre- 
sponding values  of  the  thermal  conductivity  k  iis  abscissa;  it  is  pois- 
sible  1o  g(4  a  measun^  of  the  temi)eRiture  coefficients  of  thermal 
(M)n(lu(tivity.  The  values  given  in  Table  2  if  plottcil  will  give  a 
straight  line  whose  etjuation  is 

A*,  -  fco  (1   ^  at) 
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where  kt  and  ko  are  the  thermal  conductivities  at  temperatures  t 
and  0,  respectively,  and  a  is  the  temperature  coefficient.  From  the 
data  give  the  value  of  a  for  this  sample  is  found  to  be  about  0.0030. 

15  In  the  manner  outlined  above  the  thermal-conductivity 
measurements  have  been  made  for  a  large  number  of  materials. 
The  values  obtained  are  recorded  in  Table  3  and  are  expressed  both 
in  calories  per  cm.  per  deg.  cent,  per  sec.  and  in  watts  per  in.  per 
d^.  cent,  per  sec.  The  values  are  also  given  for  a  definite  tempera- 
tiu^  such  as  20  deg.  cent,  as  well  as  for  an  average  range  20  d^.  to 
80  deg.    The  temperature  coefficient  is  also  recorded  as  determined 

TABLE  2    THERMAL  CONDUCTIVITY  OF  FULLER  BOARD 


Hot<«ide  temp., 
/t,  deg.  eent. 

Cold-aide  temp., 
deg.  cent 

Mean  temp., 
deg.  cent. 

Conducthrity  k,  watt« 

per  in.  per  d^.  cent. 

per  sec. 

29.15 

18.10 

23  62 

0.00414 

47.10 

29.40 

38.25 

0.00432 

59.45 

37.15 

48.30 

0.00133 

84.00 

53-07 

68.54 

0.00458 

102.60 

65.05 

83.82 

0.00484 

26.85 

16.15 

21.50 

0.00407 

40.87 

24.20 

32.54 

0.00418 

62.65 

37.75 

50.20 

0.00436 

115.20 

70.30 

92.75 

0.00486 

in  Par.  14.  It  is  to  be  observed  that  aU  samples  did  not  show  a 
temperature  coefficient.  This  is  doubtless  due  to  the  changing 
characteristics  of  the  samples.  Thus  it  is  highly  possible  that  the 
increase  in  the  thermal  conductivity  due  to  an  increase  in  tempera- 
ture is  counteracted  by  a  corresponding  increase  in  the  thermal  re- 
sistance due  to  the  change  in  the  surface  contacts  and  Ukewise 
increase  in  air  pockets.  Besides  measuring  the  thermal  conduc- 
tivity transversely  for  sheet  material,  measurements  have  been  made 
as  shown  by  Table  3  of  the  longitudinal  conductivity  along  the 
laminations.  The  samples  for  this  latter  work  were  prepared  for 
the  one  apparatus  by  winding  up  disks  of  the  material  9  in.  in  diameter, 
and  for  the  other  apparatus  by  cutting  the  material  into  strips  and 
then  forcing  them  tightly  together  in  a  special  press.  By  coating  the 
edges  of  the  strips  while  in  the  press  with  glue  they  could  be  held 
together  in  a  square  sample  and  later  placed  in  the  apparatus.  It 
is  interesting  to  note  that  the  ratio  of  the  longitudinal  to  the  trans- 
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TABLE  3    THERMAL  CONDUCTIVITIES 


Thickness 

CbLpcr 

Watte 
per  in. 

Temp, 
eoer. 
X10« 

Material, 

of 

Sp.  gr. 

Direction  of 

Temp., 

onou  por 

deg-oent. 

perseo. 

xio» 

perdeg. 

thickneds  in  in. 

sample. 

heat  flow 

deg.  cent. 

cent. 

in. 

per  see. 

xio» 

FISH  PAPEB 

1.06 

Trans. 

20 

410 

435 

10 

0.010 

0.212 

20-85 

433 

462 

0.010 

0.748 

1.06 

Long. 

20 
20-80 

1150 
1215 

1222 
1290 

19 

0.023 

0.222 

1.03 

Trans. 

20 
20-85 

482 

517 

512 
548 

24 

0.056 

0.355 

1.01 

Trans. 

20 

567 

602 

21 

PABArriNED  riSH 

PAPER 

1.06 

Trans. 

20 

460 

489 

IS 

0.007 

0.211 

20-80 

483 

513 

0.015 

0.225 

1.13 

Trans. 

20 
20-00 

520 
525 

553 
558 

0.038 

0.209 

1.15 

Trans. 

15-30 

404 

525 

riTLIiCB  BOARD 

TREATED 

0.020.  dark 

0.230 

1.30 

Trans. 

20 
20-00 

381 

418 

40S 
444 

30 

0.030,  dark 

0.600 

1.15 

Long. 

20 
20-80 

1450 
1650 

1540 
1750 

50 

0.056.  green 

0.227 

1.09 

Trans. 

20 

357 

380 

30 

*                  '   ^ 

20-100 

396 

421 

0 .  125.  green 

0.25t 

0.95 

Trans. 

20 
20-80 

339 
350 

361 
373 

16 

rULLBR  BOARD 

U^^■RBATED 

0.015 

0.232 

1.38 

Trans. 

20 
20-80 

6tO 
611 

681 
682 

0.30 

0.21G 

1.26 

Trans. 

20 

20-80 

610 
628 

640 

667 

9 

0.30 

0.500 

1.23 

r.iong. 

20 
20-80 

1500 
1580 

1500 
1680 

17 

0.010 

0.210 

1.39 

Trans. 

20 
20-90 

622 
690 

661 
735 

10 

0.050,  light  grey 

0.217 

1.15 

Trans. 

20 
20-60 

465 
515 

405 
648 

00 

0.050,  light  grey 

0.500 

1 .  15 

r»ng. 

20 
20-80 

1520 
1650 

1620 
1750 

26 

0.125,  light  grey 

0.305 

1.01 

Trans. 

20 
20-80 

817 
387 

860 
412 

33 

PCLLER  BOARD 

0.12.'),  light  Krcy, 

soaked  in  trans- 

former oil 

0.305 

1.01 

Trans. 

20 
2t)-S0 

507 
513 

5tO 

677 

16 

0.125 

0.520 

1.01 

I<<mg. 

20-80 

1230 

1310 

VAHNI!»HED  CAMBRIC 

Tran-*. 

20 

517 

550 

O.OiYJ,  tarky 

0.2(>.3 

1.17 

20-95 

511 

578 

10 

O.OOy,  tacky 

0.6'Jl 

1.17 

I^jng. 

•20 

1027 

1093 

20-100 

1016 

1113 

5 

0.000,  dry 

0.275 

1.2t 

Trani. 

20 

516 

519 

20-90 

532 

565 

0 

rUMKNT  I'APKIl 

Trans. 

20 

301 

323 

0.01.'),  pbiii 

0  21<) 

0.02 

20-90 

322 

313 

17 

0.0 IS,  trr:itpd 

0.211 

1.02 

Trans. 

20 

372 

305 

20-80 

3Jj 

420 

21 

.\fli'\  T\I'B 

(i.(N)i; 

0.201 

1.00 

Trans. 

20 -SO 

630 

670 

0  (KK 

0.2J'I 

1.12 

Trani. 

20 -HO 

6:}0 

670 

O.JK)«> 

0.7GS 

l.OJ 

Long. 

20-80 

3170 

3680 

IH.ACK    mis   rLoni 

0  (H)'.) 

0.20.» 

1.20 

Trand. 

20-100 

600 

621 

0  i)iy.i 

0.7S2 

1.20 

I^mg. 

21) 

915 

975 

2«)-100 

1027 

1021 

M 

CKMr.N'T    PM'»:K    .\si> 

Mli'.\ 

t 

.V...  'S2r, 

1     0.223 

•   •  ■  • 

Trans. 

20 

413 

472 

1 
1 

20 -SO 

462 

491 

14 
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verse  conductivity  is  much  greater  for  the  mica  combinations  than 
for  the  other  insulating  materials.  This  is  due  to  the  influence  of 
the  mica,  whose  longitudinal  conductivity  is  so  much  better  than  its 
transverse.  The  same  ratio  has  its  least  value  for  such  materials 
as  varnished  cambric  and  black  bias  cloth.  For  these  materials 
there  is  less  difference  between  the  transverse  and  longitudinal  con- 
struction than  the  mica  compounds. 

16    Results  were  also  obtained  for  a  number  of  granular  and 
powdered  materials.    In  order  to  make  these  measurements  toroidal 


TABLE  3    THERMAL  CX)NDUCTlVITIES  —  Coiiiii»M«< 


Material, 
thickness  iu  in. 


W.    A.   SILICON   STEEL 
—  CONT. 

Unvarnished 

Same      painted      a^t 
above 

8IL-0-CEL 

Brick 
l*owd<'rt'd 

MtiOL  FELT 

dark  grt>y 

(iKAI'illTK 

Solid 

I'uwdered,  through 
20  mesh  on  4U  mesh 

Powdered,     tlirough 
4U  mesh 

Powdered,     through 
100  mosh 

LAMPIILACK 

KhkIc  Brand 
( iermantown 

COAL  DUST 

IKON    Dl'ST    AND    HAND 


Thickness 

of 

sample, 

in. 

Sp.gr. 

0.440 

0.443 

0.977 

0.495 

O.ySG 

0.15 

0.118 

0.15 

1.04 

1.58 

0.476 

0.70 

0.470 

0.42 

0.470 

0.48 

0.470 

0.105 

0.47G 

0.73 

0.377 

1.14 

Cal.per. 

Direction  of 
heat  flow 

Temp., 
deg.  cent. 

em.  per. 

deg.  cent. 

per  seo. 

X10« 

Trans. 

20 

1340 

20-100 

1470 

Trans. 

20 

4200 

20-100 

4520 

Tran.H. 

30 

242 

30-150 

262 

30 

208 

30-150 

242 

Trans. 

40 

149 

40-100 

175 

50 

105500 

50-130 

110200 

40 

2850 

. 

40-100 

3200 

40 

922 

40-100 

1007 

40 

438 

40-100 

482 

40 

156 

40150 

106 

30 

205 

30-150 

298 

30 

400 

30-150 

617 

Watta 

per  in. 
per  dag. 

oent. 
per  MO. 

XIO* 


1420 
1660 
4470 
4810 

268 
279 
222 
268 

169 
186 

112200 

117200 

3030 

8400 


1080 
467 
613 

160 
176 


317 
489 
650 


eoei. 
XIO* 


25 
17 
15 
31 

76 

12 

48 
40 
34 


rinus  won^  iikkU:  of  pine  wood  ^J  in.  wide,  ]  in.  thick  and  having  an 
iutrnial  diaiuotcr  ^li^hlly  l(\<s  than  9  in.  The  powdered  materials 
wen*  ))la('od  within  these  rin^s  l>etweiMi  sheets  of  paper  glued  to 
the  .^ides  of  the  rin^:s.  Tlie  thernioeouples  were  attached  adjacent 
to  the  niati'ri.'il  hy  means  of  shellac  to  tiie  inner  sides  of  the  papers 
filled  to  the  rin^ris. 

17     Results    were   also   obtained    for   the   transverse    thermal 
eondiK'tivilv  of  O.U172-in.  carbon  sheet  steel  and  for  0.014-in.  silicon 
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sheet  steel.  The  values  obtained  are  slightly  greater  than  those 
obtained  by  other  observers  for  similar  materials.  Attempts  were 
made  to  detect  the  change  of  transverse  thermal  conductivity  of 
iron  stampings  with  pressure,  but  the  apparatus  did  not  lend  itse}f 
readily  to  this  since  the  exact  pressure  applied  could  not  be  deter- 
mined. Since  this  work  has  been  done  a  testing  machine  has  become 
available  and  a  study  will  be  made  in  the  near  future  of  the  influence 
of  pressure  on  the  transverse  thermal  conductivity  of  iron  stampings, 
and  this  work  will  be  reported  later.  It  is  interesting  to  note  that 
the  transverse  conductivity  of  iron  stampings  can  be  increased  from 
3  to  4^  times  by  coating  the  sheets  with  asphalt  paint  before  put- 
ting them  together.  Consequently  if  the  punchings  in  electrical 
apparatus  could  be  assembled  in  groups,  having  a  gum  or  other 
suitable  material  between  the  constituents  so  as  to  have  better 
contact,  the  heat  generated  could  be  much  more  readily  conducted 
away.  This  point  will  also  be  investigated  when  the  work  on  iron 
stampings  is  resinned.  The  results  for  the  longitudinal  thermal 
conductivity  of  iron  stampings  were  obtained  by  making  up  a  form 
12  in.  by  12  in.  by  1^  in.  from  strips  12  in.  by  1^  in.  of  each  of  the 
two  kinds  of  steel  mentioned  above.  The  strips  were  fastened  tightly 
together  by  means  of  heavy  bars  and  bolts  into  the  form  12  in.  by 
12  in.  by  1|  in.  Both  sides  of  these  were  ground  smooth  and  the 
thermocouples  inserted  in  small  grooves  in  the  faces,  the  thermo- 
couple junction  being  actually  pinched  between  the  sheets  of  the 
material. 

18  By  comparing  the  values  found  for  soapstone  and  0.015-in. 
paraffined  fish  paper  by  this  method  it  is  seen  that  1  in.  of  paraffined 
fish  paper  (made  up  of  sheets)  has  a  thermal  resistance  equal  to 
16  in.  of  soapstone.  The  same  ratio  was  found  to  be  32  by  means  of 
Northrup's  thermal  bridge.  The  discrepancy  is  no  doubt  due  to  the 
loss  of  heat  laterally  in  the  bridge.  This  makes  the  slope  of  the 
curve,  Fig.  3,  much  greater  above  the  sample  than  below  it.  Con- 
sequently a  larger  ratio  is  obtained  than  would  be  the  case  were  the 
temperature  drop  uniform  along  the  apparatus.  It  is  easy  to  show 
mathematically  also  that  an  apparatus  such  as  that  indicated  in 
Fig.  1  should  be  at  least  five  times  as  large  in  diameter  as  it  is  long 
in  order  to  be  little  influenced  by  loss  of  heat  from  the  sides.  As 
can  be  seen,  no  such  relations  existed  between  the  dimensions  of 
the  apparatus. 

19  It  is  interesting  to  see  the  effect  a  layer  of  dust  would 
have  upon  the  internal  temperature  of  a  piece  of  apparatus.    Thus 
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if  a  layer  of  cold  dust  is  deposited  upon  a  surface  through  which 
heat  is  passing  the  temperature  within  the  surface  will  be  raised 
0.001/0.003  or  ^  deg.  cent,  for  each  watt  of  energy  that  passes  through 
the  surface  in  the  form  of  heat.  This  is  on  the  assumption  that 
there  is  but  Uttle  difference  between  the  loss  of  heat  from  the  two 
surfaces,  which  cannot  be  far  from  correct. 


SUMMARY   OF   RESULTS 

20     Experiments    in    the   thermal   conductivity   of   insulating 
and  other  materials  have  led  to  the  following  conclusions: 

a  The  ''thermal  bridge"  recommended  by  Professor  North- 
rup  has  not  been  found  satisfactory  for  determining  the 
thermal  conductivity  of  sheet  materials 

b  Two  "thermal  meters/'  one  of  circular  cross-section  and 
the  other  of  square  cross-section,  have  been  found  en- 
tirely reliable  for  the  measurement  of  the  thermal  con- 
ductivity of  sheet  and  other  materials 

c  By  putting  vaseline,  glycerine,  glue,  shellac  or  a  similar 
material  on  the  division  between  two  surfaces  the  ther- 
mal drop  due  to  such  division  can  be  largely  eliminated. 
This  is  particularly  true  for  poor  conductors 

(i  The  thermal  conductivity  has  Ix^n  measured  for  a  large 
number  of  materials  both  across  and  along  the  lamina- 
tions. For  the  poor  conductors  the  ratio  of  the  longi- 
tudinal to  the  transverse  conductivity  varies  from  2  for 
})lack  bias  cloth  to  5 J-  for  mica  tape 

e  The  temperature  coefficient  of  thermal  conductivity  has 
been  measured  whenever  the  experimental  results  justified 
doing  so 

/  Of  the  electrical  insulating  materials  tested,  those  con- 
taining mica  have  in  general  the  better  thermal  con- 
ductivity 

(J  As  a  thermal  insulator  soft  pine  is  the  Iwst  of  the  woods 
tested  and  is  but  little  inferior  to  dark-grey  felt. 

//  The  transverse  conductivity  of  iron  stampings  can  be 
iiuToased  some  three  or  four  times  by  the  insertion  of 
some  suitable  material  l)etween  the  stampings  so  as  to 
make  better  thermal  contact.  Tiiis  Ls  for  a  pressure  of 
about  .')()  lb.  jKT  sq.  in.  Nothing  destroying  the  elec- 
trical   insulation    could    lx»    used,    however.     By   using 


y 
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something  between  sheets  the  ratio  of  the  longitudinal 
to  transverse  conductivity  could  be  reduced  to  20  to 
25  instead  of  80  to  100 

I  In  general,  the  thermal  conductivity  of  laminated  prod- 
ucts can  be  considerably  increased  by  suitable  im- 
pregnation so  as  to  get  rid  of  the  air  film 

j  Oil-soaking  soft  fuller  board  increases  its  thermal  conduc- 
tivity by  about  50  per  cent. 

k  To  obtain  the  best  thermal  insulation  for  a  given  thickness 
it  would  be  better  to  make  it  up  of  several  thin  sheets 
rather  than  of  a  single  sheet.  The  efiFect  is  more  pro- 
nounced for  good  conductors  than  for  poor  ones. 

I  Results  were  obtained  for  longitudinal  conductivity  of 
iron  stampings.  0.0172-in.  carbon  sheet  steel  is  about 
two  and  one-half  times  better  than  0.014-in.  siUcon 
sheet  steel.  Carbon  sheet  steel  has  a  longitudinal  thermal 
conductivity  about  80  times  the  transverse  while  silicon 
has  but  32  times  the  transverse. 

m  A  layer  of  dust,  say,  coal  dust,  upon  the  surface  of  a  body 
will  increase  its  internal  temperature  by  i  deg.  cent, 
per  watt  flowing  through  unit  area. 

21  The  influence  of  pressure  upon  the  thermal  conductivity 
of  sheet  metal  is  to  be  studied  soon  and  any  further  work  on  thermal 
conductivity  will  be  done  under  definite  pressures. 


DISCUSSION 

L.  B.  McMillan  (written).  The  author  has  given  considerable 
valuable  information  on  the  thermal  conductivities  of  electrical  in- 
sulating materials.  Only  a  few  heat-insulating  materials  are  con- 
sidered, however,  and  none  of  the  more  eflBcient  ones. 

In  the  case  of  electrical  insulating  materials  high  thermal  con- 
ductivity is  a  desirable  quality  as  it  faciUtates  the  dissipation  of 
heat  from  electrical  conductors,  while  obviously  in  the  case  of  heat- 
insulating  materials  it  is  low  conductivity  that  is  desirable.  Further- 
more, the  results  are  expressed  in  units  convenient  to  the  electrical 
but  not  to  the  mechanical  engineer.  Therefore  it  would  seem  that 
the  paper  would  have  been  more  Ukely  to  receive  the  attention  of 
the  engineers  most  interested  had  the  title  been  more  expUcit. 
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EMERGENCY  FLEET  CORPORATION  WATER- 
TUBE  BOILER  FOR  WOOD  SHIPS 

By  F.  W.  Dian,  Boston,  Mass. 

and 

Hbnbt  Krbisingbr,  Pittsbubgh,  Pa. 

Members  of  the  Society 

The  ioUowing  pamper  describes  and  reports  tests  upon  the  standard 
water-tvbe  marine  boiler  designed  by  the  United  8t<Ues  Shipping  Board 
Emergency  Fleet  Corporation.  Thirteen  hundred  and-  fifty-two  boilers  were 
ordered,  oj  which  the  first  706  toere  alike,  ajter  which  646  were  ordered  with 
slight  changes  including  the  use  of  four  passes  instead  of  three  as  employed  in 
the  original  lot.  In  view  of  the  large  number  of  boilers  needed,  the  scarcity  of 
steel  and  the  desire  to  secure  competitive  prices,  the  water-tube  type  was 
adopted  instead  of  the  Scotch  marine  type.  This  made  it  possible  to  have  the 
boilers  constructed  in  inland  shops  throughout  the  country  and  effected  a 
reduction  in  the  weight  of  steel  of  more  than  nine  miUion  pounds  for  the  total 
order.  The  boUers  had  a  grate  area  of  65.54  sq.  ft.,  heating  svrface  of  2500 
sq.  ft.  and  a  commercial  horsepower  of  435  on  the  basis  of  the  marine  ra;tmg 
of  6  lb.  of  water  to  a  square  foot  of  heating  surface  per  hour.  Under  test  the 
three-pass  type  showed  at  first  an  efficiency  of  60  per  cent,  which  vhu  later 
raised  to  about  73  per  cent  based  upon  combwtible  by  certain  changes  which 
were  effected.  The  four^pass  type  exceeded  74  per  cent  on  two  tests.  These 
results  were  obtained  when  the  boilers  were  hand-fired. 

The  Fuel  Section  of  the  Bureau  of  Mines  made  investigations  of  the. 
process  of  combustion  and  of  the  temperature  of  gases  as  they  flowed  throt^fh 
the  furnace  and  boiler.  These  investigations  determined  in  a  rational  way 
what  changes  in  the  furnace  and  in  the  arrangement  of  the  baffles  were 
desirable  to  raise  the  efficiency  of  the  boiler.  Details  of  some  of  these 
investigations  are  given  together  with  tables  showing  the  complete  resvUs 
of  the  evaporative  tests. 

PART  I    DESCRIPTION  OF  BOILER  AND  RESULTS  OF 

EVAPORATIVE  TESTS 

By  F.  W.  Dean 

TN  1917  the  Emergency  Fleet  Corporation  embarked  upon  a  pro- 

gram  of  building  a  great  fleet  of  wood  ships  for  the  piurpose  of 

quickly  meeting  a  great  emergency.    Wood  was  selected  not  only 
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for  accelerating  delivery  but  for  reducing  the  demand  for  steel  which 
was  needed  for  steel  merchant  and  naval  vessels. 

2  At  first  it  was  intended  to  build  1000  wood  ships  of  3500 
tons  deadweight  capacity  each,  and  each  ship  would  require  two 
boilers  containing  about  2500  sq.  ft.  of  heating  surface  each.  The 
problem  of  securing  2000  good-sized  boilers  was  a  serious  one  and 
naturally  caused  careful  consideration  of  the  relative  merits  of 
water-tube  and  Scotch  boilers.  The  natural  inclination  was  to  use 
Scotch  boilers,  but  the  boiler-making  capacity  of  the  country  on  the 
seacoast,  or  on  waters  tributary  thereto,  was  insufficient  to  produce 
them  in  a  reasonable  time,  to  say  nothing  of  the  capacity  of  the 
mills  of  the  country  to  produce  the  steel  and  steel  plates  required  if 
Scotch  boilers  were  used. 

3  It  was  decided  to  use  water-tube  boilers,  and  to  show  the 
saving  in  steel  caused  by  their  adoption  it  will  be  sufficient  to  state 
that  the  weight  of  that  metal  in  one  of  these  boilers,  with  casing, 
is  41,200  lb.,  while  for  the  equivalent  Scotch  boiler  it  is  110,000  lb. 
The  program  for  1000  wood  sliips  was  considerably  reduced  and 
instead  of  2000  boilers,  1352  were  ordered.  The  saving  of  steel  for 
this  number  of  boilers  by  the  use  of  the  water-tube  rather  than  the 
Scotch  type  was  more  than  9,000,000  lb. 

4  Furthermore,  the  adoption  of  the  water-tube  type  rendered 
most  of  the  boiler  slioi)s  of  the  country  available,  at  such  inland 
places  as  Battle  Creek,  Mich.,  Chattanooga,  Tenn.,  and  Allcntown, 
Pa.,  etc.    All  told,  they  wure  built  by  19  different  contractors. 

5  Still  further  tlie  competition  coming  from  the  adoption  of 
the  wat(T-tul)0  type,  takiii^r  into  considiTntion  prices  asked  by  some 
of  the  regular  makens  of  marine  wat(.T-tul)e  boilers,  resulted  in  a 
saving  which  is  estimated  to  have  hvvu  about  S7,000,000  for  the  re- 
iiuirements  of  the  program.  While  the  Emergency  Fleet  Corporation 
has  bcrn  accused  of  extra vaRMiicc^  credit  for  this  piece  of  economy 
should  he  given  to  it,  and  tliis  is  duo  to  llic  enjiinccring  department. 

G  A  grcitt  advantage  of  the  dosijin  made  by  the  Emergency 
yU'vi  Corporation  raiue  from  the  fact  that  all  of  the  boilers  for  tlie 
wood  sliips  u^iiij;  the  lir>t  700  boilers  were  alike  and  differed  only 
>lii;|jtiy  from  tho  later  orders  of  ()1(),  which  were  all  alike.  The  dif- 
fereiues  in  the  design  c:une  from  j-haiijrini:  the  number  of  baffles 
fnnn  tlm-e  tt>  fo\ir  and  in  u>in;^  Key  handhole  raj)s  in.stead  of  plugs 
witli  c(i|)|>er  ferrule^. 

7  It  is  well  to  state  af  this  point  that  the  jxTftirmance  of  tlie 
wood-sliip  standard  boilrr  is  ini>st  satisfactory  in  service. 
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DESCRIPTION  OF  THE  BOILER 

8  The  boiler  as  first  designed  is  shown  in  Fig.  1,  and  as  later 
modified  in  Fig.  2.  It  consists  of  two  headers,  each  composed  of 
two  plates,  known  as  tube  and  handhole  plates,  connected  at  the 
edges  by  channel-shaped  pieces,  the  two  headers  being  connected 
by  tubes  which  furnish  most  of  the  heating  surface  and  form 
means  of  fastening  the  headers  together.  The  front  header  is  sur- 
mounted by  a  steam  drum  which  is  connected  to  the  header  by 
means  of  a  flanged  saddle  which  is  riveted  to  both  the  drum  and 
header.  Holes  in  the  bottom  of  the  drum  within  the  limits  of  the 
saddle  furnish  the  means  of  connecting  the  interior  of  the  drum  and 
header,  and  two  rows  of  so-called  circulating  tubes  connect  the 
upper  part  of  the  back  header  with  the  drum  and  serve  to  conduct 
the  steam  to  it. 

9  The  header  plates  are  stayed  together  by  means  of  hollow 
iron  staybolts,  the  holes  being  |  in.  in  diameter.  The  handholes  in 
the  first  706  boilers  were  closed  by  means  of  tapered  plugs  sur- 
rounded by  thin  copper  ferrules.  The  plugs  had  a  threaded  shank 
secured  by  a  yoke  and  nut  as  is  usual  for  handhole  plates. 

10  While  these  plugs  have  in  general  given  satisfactory  serv- 
ice, it  was  soon  recognized  that  the  Key  cap  is  better,  and  all  boilers 
afterward  ordered,  amounting  to  646,  were  pro\aded  with  these 
caps. 

11  The  drum  was  made  with  the  longitudinal  joint  where  the 
circulating  tubes  enter,  there  being  here  an  inside  and  an  outside 
strap.  The  tubes  pass  through  the  shell  and  both  straps,  but  the 
holes  in  the  shell  are  larger  than  the  tubes  and  the  expanding  occurs 
only  in  the  straps.  The  drum  is  reinforced  at  the  bottom  by  means 
of  an  inside  strap  in  order  to  make  up  for  the  plate  section  cut  away 
by  the  holes  referred  to. 

12  The  tubes  are  seamless  hot-rolled  steel.  The  baflSes  are  of 
the  longitudinal  type,  of  which  the  first  boiler  tested  had  three,  form- 
ing three  passes  as  shown  in  Fig.  1.  After  some  testing  it  was  de- 
cided that  it  was  best  to  place  the  lowest  baffle  on  the  lowest  row  of 
tubes  in  order  to  render  the  second  and  third  rows  of  tubes  more 
active  as  heating  surface.  In  the  first  design  these  tubes  did  little 
good  except  such  portion  of  them  as  extended  across  the  first  pass. 
When  this  change  was  being  made  it  was  seen  that  there  was  room 
for  four  passes  and  accordingly  four  baffles  were  inserted.  This 
rendered  the  boiler  somewhat  more  efficient,  especially  at  the  higher 
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channel  base  is  bolted  to  the  bottom  of  the  ship  and  the  casing  holds 
the  boiler  firmly  in  place  and  is  amply  able  to  prevent  movement 
from  rolling  or  pitching  at  sea  or  in  a  collision,  all  of  which  have 
been  proved  by  experience,  including  the  latter,  even  without 
rolling  or  collision  braces. 

17  The  front  and  back  of  the  casing  have  sheet-iron  doors 
covering  the  headers,  and  the  space  between  the  headers  and  doors 
is  suflBciently  great  to  acconmiodate  soot  blowers.  These  blowers, 
which  are  found  to  be  of  great  importance,  blow  through  the  hollow 
staybolts. 

18  The  boilers  are  equipped  with  bottom  and  surface  blows,  a 
duplex  safety  valve,  two  water  glasses,  a  set  of  three  gage  cocks, 
main  and  auxiliary  feeds,  a  salinometer  cock,  a  basket  of  zinc 
plates  and  an  internal  perforated  feedpipe. 

19  In  the  three-pass  boiler  there  are  foiu*  fire  doors  and  four 
ashpit  doors,  but  in  the  four-pass  boiler  there  are  three  of  each. 
These  doors  are  of  the  in-swinging  type.  Above  each  door  there  is  a 
hollow  perforated  lintel  with  air  freely  entering  through  holes  in 
the  casing,  and  on  the  sides  of  the  doors  there  are  perforated  jambs 
with  air  supplies  from  the  outside.  All  of  these  air  openings  are 
not  only  useful  in  protecting  the  parts  from  burning,  but  promote 
economy,  for  it  is  found  that  none  too  much  air  enters  the  furnace 
through  them. 

20  The  grates  are  of  the  fixed  type  of  double  bars  in  two 
lengths,  and  have  -J-in.  air  and  ^-in.  iron  spaces. 

21  Across  the  back  end  of  the  furnace  there  is  a  Wager 
bridge  wall  with  narrow  air  spaces  which  saves  nearly  2  per  cent 
of  coal,  perceptibly  diminished  smoke,  improved  the  gas  analyses, 
saved  the  back  brickwork  and  reduced  the  time  and  labor  of  clean- 
ing the  fires  nearly  50  per  cent. 


DIMENSIONS   OF   BOILER 

22    The  following  are  the  leading  dimensions  of  the  boiler: 

Width  of  casing  at  floor  level 13  ft.  4  in. 

Length  of  casing  at  floor  level • 7  ft.  lOJ  in. 

Heiglit  of  center  of  drum  above  floor 11  ft.  8i  in. 

Thickness  of  header  plates 11/16  in. 

Width  of  water  spaces  of  headers • 8  in. 

Outside  diameter  of  tubes .3  in. 

Exposed  length  of  tubes  between  headers 7  ft.  7i  in. 

Number  of  tubes  between  headers 388 

Number  of  tubes  between  rear  header  and  drum 21 
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Inside  diameter  of  drum 42  in. 

Thickness  of  drum  plates f  in. 

Width  of  furnace  11  ft.  11  in. 

Depth  of  Furnace   6J  ft. 

Height  of  furnace  at  center 3  ft.  8  in. 

Pairing  doors 15  in.  by  18  in. 

Width  of  grate 11  ft.  11  in. 

Depth  of  grate  without  bridge  wall 6  ft.  6  in. 

Depth  of  grat«  with  bridge  wall 5  ft.  8  in. 

Grate   area   without   bridge   wall 771    sq.   ft. 

Grate  area  with  bridge  wall • 67i  sq.  ft. 

Heating  surface  fire  sides 2518  sq.  ft. 

Thickness  of  brick  lining •  • 81  in. 

The  boiler  tested  was  built  by  and  tested  at  the  Erie  City  Iron 
Works,  Erie,  Pa. 

THE  EVAPORATIVE  TESTS 

23  In  contemplating  these  tests  which,  as  before  stated,  were 
made  for  the  purpose  of  studying  the  behavior  of  the  boiler  and, 
if  possible,  of  improving  it,  it  was  recognized  that  the  measurement 
of  hip;li  temperatures  would  play  an  important  part,  and  for  this 
reason  the  services  of  the  Bureau  of  Mines  were  sought.  The  Bu- 
renu  very  willingly  agreed  to  assist,  and  assigned  Mr.  Henry 
Kreisingor,  Member  of  the  Society,  to  take  charge  of  this  part  of 
the  work.  In  time  the  field  enlarged  and  he  embraced  in  his  work 
the  gas  analyses,  the  paths  and  velocities  of  the  gases,  the  draft 
magnitudes  and  losses  throughout  the  passes,  the  advisable  quan- 
tity of  air  and  position  of  its  admission,  as  well  as  the  temperature 
throughout  the  furnace  and  all  parts  of  the  passes.  A  description 
of  his  work  will  be  given  in  his  portion  of  the  paper.  The  Bureau 
also  determined  the  calorific  values  of  the  coal. 

24  In  the  beginning  it  was  decided  to  use  Georges  Creek 
( 'umborland  coal  from  the  Big  Vein  Mine  on  all  tests  in  order  to 
have  a  sfjiiidard  coal  of  good  and  unifonn  quality,  low  volatile 
confrni,  an<l  high-fusing  clinker. 

25  It  was  also  decided  to  make  tests  with  fixed  grates,  shaking 
grates,  firebox  without  a  bridge  wall,  with  the  iron  bridge  wall 
already  mentioned,  a  brick  bridge  wall  covering  the  same  area  as  the 
other,  and  several  kinds  of  oil  burners,  using  Mexican  oil.  Mexican 
oil  was  selected  because  that  is  the  oil  that  will  be  used  chiefly 
in  tlie  future. 

26  Tlie  three-pass  boiler  was  erected  with  the  baffles  in  the 
positions  and  of  the  lengths  in  the  original  drawing,  but  the  fint 
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test  showed  that  they  were  not  sufficiently  long.  Several  of  the 
earlier  tests  were  made  with  the  grate  of  the  full  size,  that  is  to 
say,  without  the  iron  or  the  brick  bridge  wall.  By  the  addition  of 
the  iron  bridge  wall,  admitting  air  around  the  fire  doors,  lengthen- 
ing and  otherwise  changing  the  baffles,  and  studying  the  method  of 
firing,  the  efficiency  of  the  three-pass  boiler  was  raised  from  about 
60  per  cent  to  about  71  per  cent  based  upon  dry  coal,  and  to  about 
73  per  cent  based  upon  combustible.  The  efficiency  of  the  four- 
pass  boiler  was  about  72^  per  cent  based  on  dry  coal,  and  based 
upon  combustible  exceeded  74  per  cent  on  two  tests.  These  tests 
were  made  when  firing  by  hand,  but  when  using  the  *'Type  E" 
stoker  higher  efficiencies  were  obtained. 


RESULTS   OF   TESTS 

27  Tables  1,  2,  3  and  4  show  the  general  results  of  the  tests 
of  the  three-pass  and  four-pass  boilers  under  all  of  the  conditions, 
both  with  hand  and  stoker  firing.  No  results  with  oil  firing  arc 
given  because  those  tests  are  now  in  process. 

28  While  it  was  intended  to  test  the  boiler  at  the  marine 
rating  in  general,  which  is  to  evaporate  6  lb.  of  water  per  sq.  ft.  of 
heating  surface  per  hr.,  other  rates  were  u.sed,  especially  with  the 
four-pass  boiler.  In  Table  3,  on  Dec.  18,  1918,  the  four-pass  lioiler 
was  worked  at  131  per  cent  of  marine  rating  and  229  per  cent  of 
land  rating.  Even  at  this  highi  rate  the  efficiency  was  atiout  71 
per  cent,  and  but  little  below  that  of  lower  rates.  With  the  sUikers 
the  boiler  was  op>erate<l  at  162  per  cent  of  marine  rating  and  282 
per  cent  of  land  rating.  At  this  rate  the  evaporation  was  972  lb. 
per  sq.  ft.  of  heating  surface  per  hr.  from  and  at  212  deg.,  and  the 
efficiency  was  72.3  per  cent  based  ufx^n  combu.stible.  Based  ufxjn 
the  total  area  of  grate  for  hand  firing  the  coal  con.sumption  was  at 
the  rate  of  29.6  lb.  per  sq.  ft.  of  grate  [kt  hr.  The  coal  coruiumptiori 
per  sq.  it.  of  heating  surface  per  hr.  on  this  te^t  was  0.92  lb. 

29  It  will  be  observed  that  two  of  the  tests  given  in  Table 
4  were  of  24  hr.  duration  each,  one  of  22  hr.,  and  one  of  23  hr. 

30  Tne  conclu-rion  arrived  at  is  that  the  Ixiiler  is  of  excellent 
efficiency  and  \:/^\  t:.e  four-pass  Ixjiler  is  well  adapted  t/j  overloads. 
This  is  due  to  its  r.jivirjg  four  p'-,sh<;s.  Tlje  only  defect  of  the  four- 
pass  bcoier  ;=  ':.-  :i.:z:.\  rx:  exj/e^.ted.  that  there  is  c<irisiderable  al>- 
sorption  of  drj^::  ::.  *:.*  yc'.-^-rt .  hiA  the  great^frst  loss  was  in  the  third 
pass  from  iu:  ry,v.'.:r.     T:.h  tr.i.-d  baffie  was  lowered  one  tufx:,  but 
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TABLE  2    RESULTS  OF  EVAPORATIVE  TESTS  OF  THREE-PASS  BOILER 
EQUIPPED  WITH  WAGER  BRIDGE  WALL  AND  HAND-FIRED 


1  ikt«,  ma 

2  XtemtiOB,  hr. 


■ad  Prooartioaa 
S    &«t«  arM,  •q.ft. 

4  Haatiac  SBrfaoc,  aq.  ft. 

5  latlo  9«ta  ar«a  to  haatlas 


6  Qa^  praaaara*  lb. 

7  Attwapkarlo  praaaarat  lb. 

8  Abaolata  ^•aaor*^  lb. 

9  Ifcaf  t  batiraaa  Ansar  aad  boll< 


fkoa 


la. 


lO  Bctanial  air,  4aff.  fabr. 

U  Ttf  roam,  Aas.  fabr. 

12  Paadvatar,  dac*  f«br. 

19  Xaoaplas  caaas.  dag.  fa^. 

14  lolat  coal  ooaaaMd  par  hoar.  lb. 

15  Holatara  In  ooal.  ^tr  e«t 

14  ]b7  ooal  ooaaoMd  par  boor.  lb. 

17  Ikj  rafaaa  p«r  hour,  lb. 

18  Xk7  raCBst  ia  par  oaat 

19  CoBboatlbla  eoBaoBad  par  boor,  lb. 


tea  17 

jaaa  18 

Joaa  19 

Jtea  20 

10 

10 

10 

10 

65.54 

85.54 

85.54 

85.54 

«00 

2900 

2500 

2500 

175.00 

178.00 

182.10 

180.90 

14.49 

14.54 

14.Sf 

14.59 

189.49 

192.54 

194.88 

194.89 

0,64 

0.64 

0.81 

0.99 

74 

88 

48 

81 

89 

80 

80 

89 

til 

212 

211 

2M 

598 

591 

558 

910 

1478 

1498 

1590 

1274 

1.7ft 

2.02 

2.09 

2.04 

1490 

1406 

1498 

1248 

152 

198 

192 

109 

10.90 

9.80 

8.80 

8.75 

1298 

1288 

1988 

1199 

» 


Koiatara  ia  at« 


I,  par  caat 


Haat  Tal»a  of  Coal  aad  afflelwifly 

21  Haat  Talaa  of  oaa  poaad  of  dry  ooal.  B.t.u. 

22  Vfioiaaoy  of  boilor  baaad  oa  dry  ooal.  par  o«t 
29     Vfioiaiey  of  bollar  baaad  oa  ooBbuatlbla,  par  oi 


0.40 


14409 
89.80 
72.00 


0.40 


14297 
70.80 
71.50 


0.90 


14441 
87.90 
88.90 


0.90 


14281 
88.80 
89.00 


24  latar  aappliad  to  bollar  par  boor,  lb. 

25  Ikj  at«a  gaaaratad  par  boor,  lb. 
28  raotor  of  araporatioa 

27  IgnlTalaat  avapcratioo  froa  aad  at  212  d«g.  pi 

iriwratlTt  PT9r«yiot 

28  latar  araporatad  par  poaad  of  dry  ooal.  lb. 

29  ItalTalaBt  froa  aad  at  212  dof ..  lb. 

90  later  avaporatad  par  poaad  of  oonbastibla,  lb. 

91  BialTalaBt  froa  aad  at  212  dag.,  lb. 


.  lb. 


32     Jtrj  ooal  baraad  par  af , 
99     Iby  coal  boratd  par  aq. 


ft.  of  grata  par  boor,  lb. 

ft.  of  htatlng  aarfaoa  pv  boar. 


lb. 


Bata  of  ^Mormtioa 
94    lat«r  avap.  froa  aad  at  212  dag.  par  aq.  ft.  b.  a.  p« 
3S    latar  arap.  froa  aad  at  212  dag.  p«  aq.  ft.  grata  p< 


IB-.. 

br.. 


lb. 

lb. 


14945 

14284 

1.049 
14984 


9.87 
10.92 
U.OO 
U.55 


21 .10 

0.58 


8.94 

I  2« 


19915 


94 
97 
98 

99 

40 


.202111 


Cwam  ulal  borsa  povv  for  land  oaa,  bp.  494 

Bcoaaa  abora  ooBsarolal  rating  of  250  bp.,  par  oiat  74 

■ariaa  rating  in  aatar  avap.  par  br.  froa  and  at  212  dag.,  lb.    15000 
iqalTalaat  ooaataroial  bp.  of  aarlna  rating,  bp.  }    495 

keaaa  abora  or  b«l^  aarln*  rating,  par  oaat  OJR) 

balov 


1.048 
14524 


9.84 

10.99 
10.90 
U.45 


21.50 
0.54 


5.81 
222 


421 
48 

15000 


142tt 

14194 
1.000 
14908 


9.50 
9.98 

10.40 
10.92 


22.90 

0.80 


5.H 


9.20 
balov 


492 

79 

15000 

495 

0.70 

baiov 


UOM 
12068 
1U>45 
12999 


9.85 

lOUtt 
10.55 
11.05 


19  MO 

0.50 


5U>4 
192 


960 

48 

19000 

490 

15 
balov 
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the  great  loss  continued,  and  it  was  then  restored  to  its  former  po- 
sition. 

31  Among  the  experiments  tried  with  this  boiler  were  those 
to  determine  whether  the  number  of  circulating  tubes  and  the 
number  of  holes  in  the  bottom  of  the  drum  connecting  its  water 
space  to  that  of  the  front  header  were  excessive.  Half  of  them^  to- 
gether and  separately,  were  closed,  but  no  effect  could  be  observed. 
The  conchision  was  that  an  unnecessary  number  of  such  tubes  and 
openings  are  used  in  this  type  of  boiler,  and  by  reducing  them  the 
drum  will  be  made  a  safer  structure. 

32  The  quality  of  the  steam  was  most  satisfactory  when  the 
water  was  carried  at  a  proper  level,  and  it  was  necessary  to  carry 
it  near  the  top  of  the  glass  before  the  limit  of  a  throttling  calorim- 
eter was  reached.  The  (luality  of  the  steam  is  given  in  all  of  the 
tables. 

PART    11    SPECIAL   INVESTIGATIONS 

Bv  Hknky  Kkkisingkk 

''PHIS  part  of  the  paper  j)resents  some  of  the  results  of  special  in- 
vestigations conducted  by  the  Fuel  Section  of  the  Bureau  of 
Mines  in  connection  with  the  tests  of  tiie  three-pass  and  four-pass 
marine  boilers  shown  in  Figs.  1  and  2.  Outline  diagrams  illus- 
trating the  methods  of  testing  these  boilers  are  given  in  Figs.  3  and 
4.  The  special  investigation  consisted  of  the  study  of  combustion 
in  the  furnaces  and  the  temperature  of  gases  as  they  flow  through 
the  boiler. 

34  The  stuily  of  combustion  was  carried  on  by  the  analysis  of 
samples  of  furnace  g:i<os  collected  at  various  points  in  the  setting. 
The  gases  were  sampled  with  water-cooled  sampling  tubes  and  col- 
lected into  jrlass  holders  over  mercury.  A  continuous  stream  of  gas 
was  tlniwn  throujzh  the  sampling  tubes  by  a  steam  ejector,  and  only 
a  small  p:jrt  of  the  stream  was  collected  in  the  gas  holder.  Each 
Lirniip  «»;■  -;:iiip!e-  w:-.-  rollerted  simultaneously  over  a  period  vary- 
ini:  :n»ni  1.')  to  40  nnu.  T\:c  samples  collected  at  the  base  of  the 
-Vi.-k  wrYr  aii:iIy/A»l  w'vli  :iu  (^rsat  for  CO..  O^..  and  CO.  The  gas 
s-iiip!.  -  t::k. ![  ill  tIm-  I'liriiarr  Were  analyzed,  by  Hempers  methodi 
:'^r  rn  .  n  .  (  n.  H  .  ril     :-.n«l  un-iaturateil  hvtlrocarbons. 

^I.^  l\\z.  '.\  i-  a  liii.iirani  i^i  tlie  three -pass  boiler  as  originally 
«!■  -:^::*  'i.  A:*-  r  t:.*-  :;r<t  fe'.v  trst-  tli»^  bailies  were  extended,  mftlging 
>iii::!"-r  •:.    i:::-  p::--:.L:«s  iniwren  ilic  cuils  01  the  baffles  and  the 
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water  legs,  as  indicated  in  Fig.  S.  Other  changes  were  also  made  as 
the  investigation  indicated  the  need  for  them.  The  points  at  which 
gas  samples  were  collected  are  indicated  by  the  small  circles  des- 
ignated by  the  capital  letters  A,  A',  B,  C,  D,  E,  F,  G,  H,  and  /. 
36  During  the  first  six  tests  a  large  amount  of  combustible 
gas  passed  out  of  the  furnace  and  either  burned  at  the  base  of  the 
stack,  causing  high  fiue-gas  temperature,  or  escaped  unbumed.  It 
was  apparent  that  not  enough  air  was  admitted  over  the  fuel  bed. 


Flo.  3    DuoRAM  Siiowi-sfi  Method  Used  in  Testino  Tubbb-Pass  Ttpb 

OF    BoiL£R 

and  that  the  air  which  did  find  its  way  into  the  furnace  through  the 
firing  door  was  not  sufficiently  mixed  with  the  combustible  gases  to 
cause  them  to  burn  completely  in  the  furnace. 

37  Some  of  tlie  air  admitted  into  the  furnace  through  the 
firing  door  found  its  Wiiy  out  of  the  furnace  through  the  opening  at 
/,  between  tiie  first  baffle  and  the  front  water  leg,  as  indicated  by 
the  arrow  in  Fig.  3.  A  large  part  of  the  air  also  passed  around  the 
end  of  the  first  baflie  without  mixing  thoroughly  with  the  combus- 
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tihli.'  giisos  rijtiing  from  the  fuel  bed.  As  the  gases  and  air  passed 
througli  the  boiler  they  formed  a  better  mixture  which  tended  to 
burn  at  the  base  of  the  stack.  Evidently  the  combustion  space  was 
too  small  and  the  path  of  the  gases  and  the  air  through  the  furnace 
too  short  for  the  two  to  form  an  intimate  mixture. 


ADMISSION  OF  AIR  OVER  FUEL  BED 

158  It  was  ai)])arcnt  that  more  air  had  to  be  admitted  over  the 
fuel  bod,  and  better  moans  provided  for  mixing  it  with  the  com- 
bust iblo.  It  is  a  proven  fact  that  in  a  hand-fired  furnace,  when  the 
fuel  bod  is  level  and  5  in.  thick,  no  free  oxygen  can  be  forced  through 
it,  no  matter  what  air  pressure  is  used  in  the  ashpit.  The  gases 
rising  from  the  fuel  bed  contain  practically  no  free  oxygen  and  a 
large  percentage  of  combustible  gas.  It  is  true  that  if  the  fuel  bed 
contains  holes  or  thin  spots,  air  passes  through  them.  However,  ad- 
mission of  air  through  the  holes  in  the  fire  is  undesirable  because 
the  size  of  holes  cannot  be  controlled.  The  holes  are  large  before 
tiring,  when  a  small  ciuantity  of  air  is  needed  over  the  fuel  bed,  and 
are  nearly  absent  immediately  after  firing,  when  a  large  quantity  of 
air  is  lunleil  to  burn  the  volatile  matter  from  the  freshly  fired  coal. 
It  is  therefore  much  better  to  admit  air  over  the  fuel  bed  through 
special  openings  in  the  tiring  door  or  a  bridge  wall.  The  quantity  of 
air  adniitttHl  through  such  openings  is  nearly  constant  and  can  be 
eiuitrolieil  more  easily.  The  air  should  bo  supplied  in  a  large  number 
of  small  jets  and  as  eh^so  to  the  fuel  bod  as  practicable,  so  that  as 
nuiili  as  possible  of  the  combustion  space  alx)ve  the  fuel  bed  may 
be  uiiii/ed  for  mixing  and  combustion. 

;J9  Kollowini:  these  principles  a  number  of  ^-in.  holes  were 
made  in  each  tirlnn  doov:  the  small  openini;  in  the  first  baffle  at  / 

■ 

\\:'>  I'lo^ed  :\\u\  tlio  bailie  extentled.  making  the  gas  passage  between 
ti:e  rn«l  o\  l»:it!le  :inii  tlie  rear  water  ioi;  31*  in.  This  had  the  effect 
oi  r;iu-'.iij;  li.r  ;iir  atliuined  il.roiiiili  ti.e  tiring  dixirs  to  flow  farther 
\o  li.e  ri..v  o:"  li.e  ■inrn;ire  :iiul  rV.i'iliiate  better  mixing  with  the 
*  ,Mnl«\i-iii».i-  ii:>r-  In  ;itldi!ion  to  the-ie  ehanges.  the  Wager  bridge 
w..!!  w  .-^  '.M-t.."i'.i  w  '''^'V■y  :'.':iii''.i'n:'.i  :nr  to  the  rear  part  of  the 
'.!!':\.  .  t'  r  *  m«':-.v>ii  o;'  'iti-^r.-'.'.'-ni:  ti.e  Wager  bridge  wall  is  shown 
■■M  \'\'.\  \  V  K  :•••.. iiir  \\ .-.!'.  i»^!i>i->  o:"  a  largo  number  of  cast-iron 
1'  I'  -:«'..  I  ^  s:  -.v.-:  '"  .  ..v  w  .-.V.  i^:"  ::.t^  :iirnaco.  and  forms  a  stnic- 
:'«::«■  *•:::»■  •'".■.•'i    -:  Ti.e  air  passes  into  the  furnace 

v.", MX    ^^-'v  ':•,  rw^tn  ::  r  burs,  and  is  regulated  by  the 
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thickness  of  the  fuel  bed  near  the  bridge  wall.  The  thicker  the 
fuel  bed  the  greater  is  the  area  of  the  air  spaces  covered  with  coal, 
and  the  smaller  is  the  quantity  of  air  flowing  into  the  furnace.  The 
air  enters  in  a  large  number  of  thin  streams. 

40  With  the  air  admitted  through  the  ^ring  door  and  through 
the  bridge  wall,  the  combustible  gases  rising  from  the  fuel  bed  are 
squeezed  between  two  streams  of  air  coming  in  from  two  different 


Fifi.  4    DiAdR.fM  Showing  Four-Pass  Type  OF  Boiler  with  Facilities  for 
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directions  iind  the  mixing  is  greatly  aided.  The  direction  of  the 
streams  of  air  admitted  o\-er  the  fuel  bed  under  these  conditions  is 
indicated  in  Fig.  4. 

OPENINGS  FOR  ADMITTING  AIR  OVER  FUEL  BED 

41  In  the  front  of  the  furnace  there  were  a  total  of  240  half- 
inch  holes  located  in  the  fire  doors,  the  cast-iron  arches  over  the 
doors,  and  the  cast-irnn  Columns  supporting  the  arches.  The  total 
area  of  these  holes  is  about  48  sq.  in.    In  addition  to  this  there  was 
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still  containing  about  6  per  cent  of  combustible,  and  in  the  third 
group  they  contained  3  per  cent  of  combustible  gas.  It  should 
be  noted,  however,  that  in  the  third  group  of  tests  the  samples  col- 
lected in  the  first  pass  were  taken  farther  away  from  the  rear  wall, 
and  their  analyses  show  the  presence  of  the  air  admitted  through 
the  firing  doors,  the  sample  taken  30  inches  from  the  rear  water  leg 
showing  more  free  oxygen  than  the  sample  taken  only  16  in. 
from  it. 

49  The  tests  of  the  fourth  and  fifth  groups  were  made  with  a 
shaking  grate  and  no  bridge  wall  of  any  description.  The  samples 
taken  16  in.  above  the  grate  indicate  that  a  small  quantity  of  air 
passed  into  the  furnace  close  to  the  rear  wall,  but  it  was  not  suffi- 
cient to  have  much  effect  on  the  combustion.  The  percentage  of 
combustible  remained  high  even  when  the  gases  reached  the  first 
pass.  In  these  two  groups  of  tests  the  samples  taken  in  the  first 
pass  30  in.  from  the  rear  water  leg  show  the  effect  of  the  air  ad- 
mitted through  the  firing  door.  The  stack  samples  show  over  one 
per  cent  of  combustible  gas  and  lower  oxygen  than  either  of  the 
three  previous  groups.  The  lack  of  proper  admission  of  air  over 
the  fuel  bed  is  clearly  indicated  in  these  last  two  groups  of  tests. 
The  advantage  of  air  admission  through  the  Wager  bridge  wall  was 
clearly  demonstrated  and  was  therefore  used  on  all  subsequent  tests 
with  hand-fired  furnaces. 


EFFECT    ON    COMBUSTION    OF    DIFFERENT    METHODS    OF    ADMITTING 

AIR  OVER  FUEL  BED 

50  Fig.  6  shows  in  a  similar  way  the  effect  on  combustion 
of  various  methods  of  admitting  air  over  the  fuel  bed  on  tests 
made  on  the  four-pass  standard  boiler  illustrated  in  Fig.  4.  The 
samples  were  taken  similarly  to  those  on  the  tests  of  the  three-pass 
boiler,  the  points  at  which  they  were  taken  being  also  indicated  by 
the  abscissae  and  label  in  each  square. 

51  The  first  group  of  tests  was  made  with  the  air  supplied  over 
the  fuel  bed,  through  the  firing  door,  and  through  the  Wager  bridge 
wall.  Sixteen  inches  above  the  grate  the  admission  of  air  througli 
the  bridge  wall  was  apparent  only  in  the  sample  taken  5  in.  from  the 
rear  wall.  Samples  taken  36  in.  above  the  grate  and  in  the  first  pass 
indicated  fairly  uniform  distribution  of  the  air  but  an  insufficient 
quantity  of  it.  Apparently  during  these  tests  the  fuel  bed  near  the 
bridge  wall  was  carried  too  thick.    Had  a  thinner  fuel  bed  been 
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carried  the  combustible  in  the  first  pass  would  have  been  much 
lower. 

52  The  second  group  of  tests  was  made  with  the  air  over  fuel 
bed  being  supplied  with  natural  draft,  through  the  Wager  bridge 
wall,  and  through  the  firing  doors,  and  in  addition  to  this  also  imder 
pressure  of  2  in.  of  water  through  17  half-inch  nozzles  from  a  SJ-in. 
pipe  placed  between  the  first  and  second  rows  of  tubes,  as  indicated 
in  Fig.  4.  The  object  of  the  air  forced  in  through  these  nozzles  was 
to  force  the  air  supplied  through  the  firing  door  into  the  center  of 
the  stream  of  combustible  gas  rising  from  the  fuel  bed  and  cause 
intimate  mixing.  The  action  of  these  nozzles  is  shown  in  Fig.  4. 
The  samples  collected  in  the  first  pass  showed  fairly  uniform  mixture 
and  lower  percentage  of  combustible  than  was  obtained  when  the 
air  was  admitted  only  through  the  bridge  wall  and  through  the 
firing  door.  However,  the  amount  of  combustible  was  a  little  too 
high,  indicating  that  not  quite  enough  air  was  admitted. 

53  The  third  group  of  tests  was  made  with  air  admitted 
through  the  firing  door  and  with  natural  draft,  and  air  admitted 
through  the  Wager  bridge  wall  under  a  pressure  of  |  in.  of  water. 
In  this  case  the  air  admitted  through  the  bridge  wall  tended  to  flow 
in  a  separate  stream  close  to  the  rear  wall  without  penetrating  very 
deep  into  the  stream  of  combustible  gas.  The  analyses  of  the 
samples  taken  in  the  first  pass  showed  that  the  excess  of  air  de- 
creases as  the  distance  from  the  rear  water  leg  increases.  On  the 
whole,  the  admission  of  air  through  the  bridge  wall  under  pressure 
proved  to  be  undesirable  in  this  type  of  furnace.  The  tests  rep- 
resented by  the  second  group  showed  conditions  most  favorable  to 
complete  combustion.  However,  the  installation  of  the  nozzles 
entails  undesirable  complications  in  boiler  plants  of  ships.  The 
conditions  represented  by  the  first  group  recommend  themselves  by 
their  simplicity  and  effectiveness  when  attention  is  given  to  the 
proper  thickness  of  fuel  bed  next  to  the  bridge  wall. 

TEMPERATURE    MEASUREMENTS 

54  The  temperatures  were  measured  with  thermocouples  in- 
serted into  the  setting  through  the  hollow  staybolts  and  moved 
across  the  gas  passages,  as  indicated  by  the  straight  lines  labeled 
"couples",  or  C,  in  Figs.  3  and  4.  The  temperatures  were  measured 
across  the  spaces  between  the  ends  of  the  baffles  and  the  water  legs. 
These  spaces  arc  called  in  this  paper  the  first,  second,  third,  and 
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fourth  pass,  re8pectively,  counting  from  the  lowest  baffle.  Tlie 
couples  were  made  of  No.  22  gage  and  were  mounted  in  j-in.  iron 
pipe  with  the  liot  junction  left  exposed  to  the  gases  in  order  to 
reduce  radiation  error.  All  couples  were  connected  to  a  central 
switcliboard  and  the  temperature  was  read  with  a.  portable  poten- 
tiometer.   On  the  first  17  testa  two  couples  were  used  in  each  pass, 


Vir,.    7       'I'KMl'KlllTI  IIK    OK    (:.\HE8    All«JS»    TIIB    Si'ACB    BETWEBN     TMB    EMI    OT 

HA>h[.KK  .\N[>  riiK  Wat(:u  Lktm.    Tiuie£-l'Asa  Uuii£r,  Siiobt  BAmu 

UA\i  bi'irin  plaird  !i|)i)nixi!ii:i(('ly  in  tiic-  I'l'iitiT  of  the  boiler.  The 
liitt  juiii-tion  of  OTIC  uf  thos(-  nuiplcs  was  placed  12  in.  from  the  end 
ivi  the  liaiilc  luid  was  held  in  (liis  po.-ilioii  wliilo  the  other  was  moved 
:i(ni,-;s  tilt'  pass  iiml  re:iiliiij;-  taken  cvt-ry  0  in.  Tlius  the  stationary 
ciHiplr  showed  tlif  ti'tiipcralurc  variation  due  to  varying  fumacc 
roniiihoiis  and  the  nuiving  (■(.u]>li'  .■'iinwrd  the  variatitm  in  tein- 
pcralurvduf  lo  (ln'iiosilionof  tin-  ciiiiph-. 
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RESULTS  OF  TEMPERATURE   MEASUREMENTS  ON 
THREE -PASS  BOILER 

55    Fig.  7  shows  graphically  the  results  of  such  temperature 
measurements  made  on  Test  No.  2,  which  was  made  on  the  three- 


Fin,  S     Tbm['kimtlii£  ok  Casks  Acro.ss  the  Space  Between  the  Ends  op 
Bakples  and  the  Watkh  Leus.    Tkbeg-Pass  Boiler,  Lonq  Bafflxs 

pass  boiler  with  ttic  oriKinal  arrangement  of  the  baffle.  The  length 
and  tlie  por^ition  of  the  baffles  with  respect  to  the  water  legs  are 
indicated  in  tiic  fimtrc.  The  solid  line  connects  the  points  giving 
the  reading  of  the  moving  couple,  and  the  dotted  line  gives  the 
reading  of  the  stationary  couple  taken  at  the  same  time  the  moving 
couple  was  read  in  each  ]»osition.    Thus,  the  dotted  line  shows  the 
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variation  oi"  tc'inprratiirc  due  to  varyiiij^  furnace  cronditions  and  iln- 
solid  line  p;ivc<f  tlie  temperature  due  to  different  position  of  tlio 
movinci;  couples.  In  order  to  obtain  approximately  tlie  corrert 
reading  of  tlie  movinjr  c()ui)le  in  each  positicm,  allowance  muet  Ix- 
made  for  the  vary  in  n  temperature  due  to  furnace  conditimis.    Bf- 
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56  The  first  pass  shows  no  regular  variation  in  temperature 
due  to  position  of  tlie  moving  couple.  This  indicates  that  the  dis- 
tribution of  the  hot  gases  tlirough  this  pass  is  fairly  uniform. 
Tlie  second  pass,  however,  shows  the  liighest  temperature  one  foot 
from  the  end  of  the  baffle  and  the  temperature  drops  rapidly  each 
side  of  this  point.  Tliis  seems  to  indicate  that  a  large  part  of  the 
hot  gases  pass  through  the  space  between  6  in.  to  24  in.  from 
the  end  of  the  baffle.    The  remaining  space  of  about  24  in.,  next 
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to  the  front  water  leg,  contains  only  slowly  moving  and  compara- 
tively cool  gall's.  The  i-amc  condition  exists  in  the  third  pass,  most 
of  the  hot  gases  pas.sing  througli  the  18-in.  space  next  to  the  end  of 
the  third  baffle,  the  remaining  28  in.  of  the  third  pass  being  practi- 
cally unused  by  tlie  moving  gases.  The  slight  elevation  in  the  tem- 
perature at  a  distance  of  12  in.  from  the  rear  water  leg  is  very 
likely  due  to  hot  gases  passing  through  the  narrow  space  left  be- 
tween the  second  liafflc  and  the  rear  water  leg.    These  temperature 
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measurements  show  the  desirability  of  increasing  the  length  of  the 
second  and  third  baffles  and  tlius  cause  the  hot  gases  to  pass  over 
a  greater  part  of  the  heating  surface  of  the  boiler.  Although  the 
temperature  measurements  do  not  show  the  desirability  of  increas- 
ing the  length  of  the  first  baffle,  nevertheless  the  baflBe  was  made  10 
in.  longer  after  the  first  six  tests.  Lengthening  the  first  baffle  had 
the  tendency  to  bring  the  air  admitted  over  the  fuel  bed  through  the 
firing  doors  farther  into  the  stream  of  combustible  gases  rising  from 
the  fuel  bed  and  thus  aid  in  their  combustion. 

57  Fig.  8  gives  the  temi)crature  measurements  on  one  of  the 
tests  made  after  the  baffles  of  the  three-pass  boiler  were  lengthened. 
In  this  test  three  moving  couples  and  one  stationary  couple  were 
used  in  each  pass.  The  temperatures  obtained  by  the  stationar>' 
couple  are  represented  by  the  line  connecting  the  points  indicated 
by  small  crosses.  One  of  the  moving  couples  was  placed  in  the  cen- 
ter of  the  boiler  and  the  other  two  about  18  in.  from  each  side  wall 
of  the  boiler.  With  these  longer  baSles  the  hot  gases  more  nearly 
fill  the  passage  left  between  the  end  of  the  baffle  and  the  water  legs. 
Considerable  variation  is  also  shown  by  the  three  moving  couples, 
indicating  that  on  one  side  of  the  boiler  the  gases  may  be  hotter  than 
on  the  other,  which  fact  can  be  expected  with  such  a  wide  and  shal- 
low furnace.  The  fuel  bed  on  one  siile  of  the  furnace  might  be  in 
different  condition  than  the  fuel  bed  on  the  other.  Owing  to  the 
sliort  distance  from  the  fuel  bed  to  the  boiler  the  gases  have  little 
chance  to  mix  and  equalize  the  temperature. 

58  Fig.  8  also  indicates  that  it  is  very  diflBcult  to  tell  what  the 
temperature  is  in  any  one  pass  by  making  temperature  measure- 
ments with  only  one  stationary  couple.  Sucli  measurements  may  be 
hundreds  of  degrees  hij;hcr  or  liAwr  than  the  average  temperature 
in  till.'  jKiss. 

TKMrKKATLKK    Mi:.\i>rKi:M KNTS   ON    FOl-R-PA.SS   BOILER 

,V.)  Fig.  9  slmws  .<innhir  measurements  on  the  four-pass  boiler. 
In  ilii>  r.iM.'  tliHT  niovinu;  coupK'^  and  o\w  stationary  couple  arc 
ust'd  in  null  p;i>.<.  TIio  pt^-^irion  oi"  \\\v  stationary  couple  is  indicated 
hy  thr  Mu.-ill  rin-lf.  :ind  thi'  tiiiipiT:iTurcs  indicated  by  the  couple 
:irr  sln)wn  l)y  tin-  ilotti'»l  lirn-.  'I'ln-st-  ti-nipcrature  measurements 
in«lir:itt'  tliMt  in  tin^  >rrnn<l.  tliini.  :;nd  huirth  pa.sses  a  large  part  of 
tlu'  >tri';iin  n\  lint  Li.-i-rs  p: ;--(•<  wirl-in  the  narrow  space  at  the  end  of 
the  batIK'.    Tlic  littli'  hump  in  tlio  curves  in  the  third  pass  near  the 
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rear  water  leg  is  very  likely  due  to  some  of  the  hot  gases  passing 
through  the  small  space  between  the  second  baflBe  and  the  rear  water 
leg.  These  gases  pass  up  close  to  the  rear  water  leg  and  cause  a 
somewhat  higher  temperature. 

60  Fig.  10  shows  the  average  temperature  drop  of  the  gases 
along  their  path  of  travel  through  the  four-pass  water-tube  boiler. 
The  points  on  these  curves  have  been  obtained  by  averaging  the 
points  in  the  stream  of  gas  in  Fig.  9.  The  abscissae  of  the  chart  are 
the  approximate  lengths  of  the  paths  of  gases  through  the  boiler, 
measured  from  the  point  where  they  enter  among  the  lowest  row  of 
boiler  tubes. 


DISCUSSION 

Albert  A.  Gary  (written).  This  paper  is  of  considerable  in- 
terest to  the  writer  who  is  not  wholly  imfamiliar  with  its  details, 
as  this  boiler  came  to  his  attention  in  the  early  days  of  its  develop- 
ment. It  resulted  from  a  study  of  a  number  of  the  older  forms  of 
boilers,  followed  by  an  incorporation  of  their  various  desirable  fea- 
tures, which  might  apply  to  the  existing  requirements. 

From  the  description  given  it  will  be  seen  that  this  boiler  has 
388  three-inch  tubes  in  the  steam  generating  surface  which  are  at- 
tached front  and  rear  to  water  legs  slightly  inclined  to  the  vertical. 
The  steam  generated  in  these  tubes  passes  back  to  the  rear  water 
leg  from  the  top  of  which  its  entire  volume  is  supposed  to  pass  for- 
ward to  the  steam  dnim  through  21  three-inch  tubes.  In  other 
words,  practically  18.5  of  these  steam  generating  tubes  have  but 
one  three-inch  outlet  through  which  to  discharge  the  steam  they 
generate.  This  statement  alone  does  not  wholly  express  the  in- 
sufficiency of  steam  outlet  area  as  it  will  be  reaUzed  that  the  water 
heated  to  the  temperature  of  the  steam,  say  379  deg.  fahr.,  occupies 
only  0.0184  cu.  ft.  per  lb.  while  the  resulting  steam  imder  179  lb. 
page  pressure  occupies  2.358  cu.  ft.,  128  times  its  former  volume. 

By  applying  the  formulae  used  for  computing  the  flow  of  steam 
in  pipes,  where  the  |)ipes  deUver  steam  from  the  boiler  and  there  is  a 
material  pressure  drop,  it  could  be  shown  that  the  21  three-inch 
tubes  delivering  steam  from  the  rear  header  to  the  front  cross  drum 
were  not  only  ample  in  number  and  size,  but  that  the  steam  flowing 
was  traveling  at  an  absurdly  low  velocity. 

Such  formulae  do  not,  however,  apply  in  this  case. 

By  applying  a  steam  gage  to  the  rear  of  the  header  and  another 
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tendency  in  the  merchant  marine,  he  said,  was  toward  higher  [)res- 
sures,  superheat  and  the  use  of  turbines. 

L.  P.  Breckenridge  congratulated  the  Society  upon  having 
presented  to  it  a  paper  by  men  so  well  qualified  to  do  so  as  ^lessrs. 
Dean  and  Kreisinger,  and  pointed  out  that  the  complete  combus- 
tion of  fuel  depended  upon  three  things  —  the  proper  amount  of 
air,  mixed  thoroughly  with  the  fuel  at  the  proper  temperature. 

R.  Sanford  Rii.ey  tliought  that  the  water-tube  boiler  had  madt' 
an  effective  entrance  into  men^hant  marine  engineering  practice 
and  that  this  opened  the  way  for  the  automatic  stokers,  which  were 
formerly  prohibited  by  the  small  furnace  in  the  prevailing  Scotch 
marine  type  boilers.  If  coal  continued  to  l)e  used  at  sea  the  impos- 
sibility of  obtaining  skilled  firemen  would  force  the  adoption  of 
automatic  stokers  under  boilers  that  allowed  space  enough  for  their 
installation. 

John  Van  Brunt  said  that  underfeed  stokers  had  l)een  used  at 
sea  and  that  there  wjis  no  mechanical  reason  why  they  should  not 
coMK*  into  universal  use. 

In  a  closure,  Henry  Kn^singer  said  that  the  Bureau  of  Mines 
exi>eriments  showed  that  the  circulation  hi  boilers  was  as  Mr.  Cary 
had  pointed  out,  very  slight  in  the  middle  section  of  tubes,  and  in 
opposite  directions  in  the  sets  of  tubes  above  and  below.  He  did 
not  think  that  the  reversed  circulation  in  the  tubes  would  cause 
steam  to  n^nain  in  them  very  long.  If  a  rise  in  overall  efficiency 
is  to  be  credited  to  increased  water  circulation  in  the  boiler,  it  must 
be  acconipanicil  by  a  corn^s ponding  droj)  in  the  flue  gas  temperature, 
other  conditions,  of  course,  nanaining  the  same.  A  rise  in  o\'cralI 
boiler  eflicieiicy  of  5.5  jkt  cent  would  have  to  In?  accomimnied  by  a 
dro])  in  Hue  gas  temiMTatnre  of  about  1)35  d(»g.  fiilir.  Therefore  ex- 
pcriineiitrrs  who  wish  to  demonstrate  the  effectiveness  of  any  device 
for  iiicreascMl  circulation  should  carefully  measure  the  flue  gas  tem- 
pera! un's,  analyze  the  gas(»s,  and  s(m»  that  the  heating  surfaces  arc  in 
the  same  condition  as  to  cleanliness. 

Mr.  Kreisinger  announced  that  the  investigations  published  in 
the  j>a|)<M'  w(»ul(l  b<»  completely  re|>orted  in  a  publication  of  the 
Bureau  of  Mines. 
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In  this  paper  the  authors  ffive  particulars  regarding  an  extended  series  of 
tests  recently  condiicied  at  the  United  States  Naval  Engineering  Experiment  Station 
at  Annapolis,  Md.,  to  determine  the  friction  loss  of  water  flowing  through  f-tn. 
No.  18  gage  standard  condenser  tubes.  The  investigations  covered  variable  veloci- 
ties, water  temperatures,  and  tube  lengths,  as  well  as  the  effect  of  both  fresh  and  salt 
looter.  The  results  obtained  are  presented  in  tabular  form  and  from  them  a  gen- 
eral formula  has  been  derived  which  gives  the  total  drop  in  pressure  due  to  entrance 
and  exit  losses  and  to  frictional  resistance  within  the  tube. 

''pHERE  was  conducted  recently  at  the  U.  S.  Naval  Ejigineering 
Experiment  Station,  Annapolis,  Md.,  an  investigation  upon  the 
friction  loss  of  water  flowing  through  |-in.  standard  condenser 
tubes  of  No.  18  gage,  0.522  in.  in  internal  diameter.  The  principal 
variables  were  velocity  and  temperature  of  water,  and  tube  length. 
The  investigation  also  covered  the  variation  in  friction  loss  with 
clean  tubes  and  tubes  as  received,  and  the  effect  of  fresh  and  salt 
water.  The  computations  were  made  in  such  a  manner  that  losses 
at  the  tube  ends  and  along  the  tube  could  be  separated,  the  results 
being  expressed  in  a  general  formula. 

2  A  number  of  sections  of  3-in.  iron  pipe  were  assembled 
with  flanges  as  indicated  in  Fig.  1.  A  corresponding  number  of 
lengths  of  |-in.  condenser  tubing  were  obtained,  and  two  brass  blank 
flanges  prepared  to  serve  as  tube  sheets.  These  tube  sheets  could 
be  inserted  between  any  two  pairs  of  flanges,  thus  enabling  tube 
lengths  of  approximately  5,  8,  11,  14,  17  and  20  ft.  to  be  tested.  The 
tubes  were  held  in  place  by  ordinary  screwed  glands  in  the  tube 
sheets,  and  packed  wuth  cotton  held  between  two  fiber  washers  as 
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shown  in  Fig.  2.     They  were  supported  by  sheet-iron  disks  between 
the  infcmiediiite  pairs  of  flanges. 

3     HcfcrriiiK  to   l-'in-    1,  water  from   tlie  stomge  tank  S  was 
piniiped  by  the  motor-driven  centrifugal  pump  P  through  the  heater 


is^ 


Fig.  1     Diagram  of  Test  Apfaratus 


.I-....} 


<  TuiiE  Shcbt 


iisci-  tiiLr  in<lii'!il>-<l  by  ihc  dotted  lines.  From  the 
I  lie  wjittr  w:!,-;  disrbiirKcii  into  the  two  tanks  W, 
I'iL'lii'il  li('f<>r<>  U'iiii:  liischaiwd  into  the  stomge  took 
n-nlrifu!£;il  pump  /'  i-:m  at  constaut  speed,  the  rata 
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of  flow  of  water  being  regulated  by  valve  V.  The  temperature  of 
the  water  as  indicated  on  thermometers  Ti  and  Tj,  was  regulated 
by  the  valve  U  admitting  steam  to  the  heater  H.    The  condensed 


Prewurt  Drop,  LB.perSq.Ir> 

Fia.  3    Cni«T:s  Sho'bino  the  Eptect  of  Cleaning  Tubes 


Pressure  Drop,  Lb  perSq  In. 

Fio.  4    ('i-R\T.=i  Showino  the  Effect  of  Ci^eavino  Tubes 

steam  was  diHchikr^cd   throuRh  0  into  a  trap  not  shown.     Gages 

(7i  and  Gs  Kcrvud  to  measure  the  pressures  before  and  after  the  tube. 

4     With  each  tube  length  a  number  of  runs  were   made  with 
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distilled  water  at  temperatures  of  85,  100,  130,  160,  and  190  deg. 
fahr.  and  with  rates  of  flow  up  to  about  7500  lb.  per  hour,  correspond- 
ing to  a  velocity  of  about  22  ft.  per  sec.    A  few  runs  were  first  made 


We»ur«  Dnip,UB  perSq,ln 
l'"l(i.    5      CVKVEK   SHOWINO   THE   EfFECT  OF   Cl^ANlNO   TuBES 


Willi    111.'    t 

llhi'    it 

1  the  i-(iiiilitiii 

The  lull.'  1 

VIIS   till 

•ti  iloiiiii'il  liy 

hull  Ih-,-11 

»,llkl-ll 

ill  kenisi'ui'. 

1  IIS  received  and  at  100  deg.  fahr. 
iHisliinK  through  it  a  small  rag  which 
After  cleaning,  the  complete  set  of 
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runs  was  made  as  tabulated  in  Table  1.  In  order  to  check  the 
constancy  of  the  results  from  day  to  day,  a  certain  pressure  drop 
and  rate  of  flow  were  selected  as  a  standard  at  each  temperature, 


Pret&grt   Drop.  LB  fWrSq  In 

A  Comparison  of  the  Effects  op  Sai 

OWING  THROUGH  CoMDESSER  TuBBS 


'0      I      Z     34     S67     B9IOIII?lJWI5lbrTee» 
Length  of  Tube.Ff 

FiQ.  8     CiitVE.s  SnoncNo  TUB  RELATION  OF  Pressube  Drop  TO  TuBE  Length 
WITH  Water  at  85  Deq.  Fahb. 

and  the  run  under  these  conditions  was  repeated  when  starting  up 
in  Uie  mornin;;  and  juf-t  before  shutting  down  at  night. 
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5    After  com])leting  the  runs  with  distilled  water,  which  be- 
gan with  the  lonpirst  tu!>e  niid  ended  with  the  shortest  one,  the 


100  Dkg.  Faiir. 


I8     9IOII[EOi4B»ITBe8l 

l!i:i  Mii'S  111-  rHi:sMitK  llHOFToTuBBLcMani 
Mil:  AT  l:il)  Dr.r..  Tahh. 

i-t:il!>'<l  ill  order  (o  mnke  runs  with  nit 
iv^iili^  wiih  tlio  data  otitained  f«-  fmh 
i.]<:i(f.|  Willi  frpsh  water  nm)  then  dopfi- 
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cated  with  salt  water  at  both  70  and  100  deg.  fahr.    The  salt  water 
was  prepared  by  adding  to  the  fresh  water  one  thirty-second  of  its 


Fig.  U    Curves  Showing  the  Relation  of  PitEaauRG  Drop  to  Tube  Length 
WITH  Water  at  160  Deo.  Fahr. 


jr 

I 

I 

I  f 


'0     1     Z     34     S!.7&9I0II      rE01415»f716S» 
Len3«:»fTul>e,  Ft. 

Fig.  12    Curves  Phowiso  the  Relation  or  Pressure  Drop  to  Tube  Ijinqtb 
w[Tn  Water  at  190  Deo.  Fahb. 

weight  of  salt,  in  onlcr  to  approximate  the  normal  density  of  sea 
water. 
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6  For  the  several  tube  lengths  it  was  decided  to  use  eotirelr 
different  tubes  rather  than  to  take  one  long  tube  and  cut  off  parts 
to  obtain  the  shorter  tubes.  The  results  therefore  include  the  varia- 
tions that  are  liable  to  occur  with  commercial  tubes  of  this  size  and 
gage- 

7  The  data  observed  and  the  results  calculated  therefrom  are 
given  in  Table  1.  The  source  of  each  item  in  the  table  is  given  in 
the  Appendix. 
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to  add  about  20  per  cent  to  the  tabulated  results  obtained  with 
cleaned  tubes. 

9  The  cuires  of  Figs.  6  and  7  show  that  the  resistance  with 
salt  water  ha\-inK  a  salinity  of  one  thirty-second,  equivalent  to  that 

of  sea  water,  was  practically  the  same  as  with  fresh  water.  Con- 
sequently no  further  corrections  are  necessary  to  apply  the  results 
obtained  in  this  investigation  to  condenser  conditions  on  board  ship. 

10  In  order  to  separate  the  loss  of  head  at  entrance  and  exit 


BO    90    100  110    i!o   00   140  ISO  160   no   BO  SO 

Tmi  perohi™,  Deg  Fohr 

Fig.  18    Cvbvep  Fhowtnc  the  Relation  of  Constants  ro  the  Temperaturz 

OF    ^^■ATER 

from  flic  frietional  resistance  through  the  tubes,  there  were  plotted 
in  Figs.  8  to  12,  incliit'ive,  the  pressure  drop  versus  the  tube  length 
for  various  velocities.  The  points  plotted  in  these  figures  were  not 
taken  directly  from  Table  1,  but  from  faired  curves  (not  included  in 
this  paper)  of  all  runs  made.  By  prolonging  the  straight  Unes  for 
each  velocity  back  to  zero  tube  length,  there  was  obtained  the  loss 
of  head,  or  pressure  drop,  at  entrance  and  exit. 

11     The  total  tiiop  in  pressure  of  water  flowing  through  a  con- 
denser tu!)t'  may  \>c  expressed  by  the  formula  — 

P  =  Pi  +  Fs 

=  AM".  +  KiLV' 
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where  P  =  total  drop  in  lb.  per  sq.  in. 

Pi  =  drop  in  lb.  per  sq.  in.  due  to  entrance  and  exit  losses 
P2  =  drop  in  lb.  per  sq.  in.  due  to  frictional  resistance  within 

the  tube 
ni  =  velocity  exponent  for  entrance  and  exit  losses 
7?2  =  velocity  exponent  for  frictional  resistance  within  the  tube 
L  =  tube  length  in  ft. 
Ki  =  factor  for  entrance  and  exit  losses,  and 
Ko  =  factor  for  frictional  resistance. 

12  Theoretically,  the  entrance  and  exit  losses  should  vary  as 
the  square  of  the  velocity.  This  is  confirmed  experimentally  by 
the  curves  plotted  in  Figs.  13  to  17,  inclusive,  from  the  pressure 
drops  in  Figs.  8  to  12,  corresponding  to  zero  tube  length.  The 
velocity  exponent  for  the  frictional  resistance  within  the  tube  should 
lie  between  1  and  2.  The  curves  in  Figs.  13  to  17  for  the  loss  per 
foot  of  tube  length  were  obtained  by  plotting  the  slopes  of  the  straight 
lines  drawn  in  Figs.  8  to  17.  The  exponent  in  all  cases  was  found 
to  be  1.83. 

13  The  following  values  of  A'l  and  K2  were  taken  from  the 
curves  of  Figs.  12  to  16,  inclusive,  and  are  plotted  in  Fig.  18. 

Temperature,  A'l  Kt 

d(*g.  fahr. 

S5  0.0123  0.0052 

1(X)  0.0111  0.0051 

130  0.0107  0.0048 

100  0.0101  0.0047 

190  0.0097  0.0046 

14  For  clean  condenser  tul)es,  standard  -|-in.  outside  diameter, 
No.  18  gage,  0.0345  in.  thick,  and  for  an  average  water  temperature 
of  90  (log.  fiihr.,  we  may  write 

p  =  o.oiis  r=f  0.0051  Lr»« 

whow  P  is  the  total  loss  in  pounds  ]mt  square  inch;  V  is  the  velocity 
in  feci  |HT  second;  and  1j  is  the  tul>e  length  in  feet.  With  very 
dirty  tul)os  the  entrance  and  o.xit  losses  would  undoubtedly  be  un- 
(•lian'i:(»(l,  but  the  loss  |wr  foot  would  be  greater.  Assuming  the  latter 
to  1)(^  in(Tcas(Ml  20  per  ccMit  for  condenser  tubes  in  the  ordinary 
njndition,  for  standard  l-\\\.  tulu^s  No.  18  gage  we  may  write 

P  =-.  0.0118  I'M- 0.0061  LV'^ 

Mxprcs^ing  the  resistance  in  foct  head  of  water,  we  have 

//  --  0.0274  r-  +  0.0141  LF»« 
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TABLE   1  (Com.) 
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TAUI.E  1  (Conl.) 
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APPENDIX 

SOURCES  OF  ITEMS  IN  TABLE   I 

Items 

1  Reference  number. 

For  reference. 

2  Date. 

From  records  taken  during  run. 

3  Duration  of  run,  minutes. 

From  records  taken  during  run. 

4  Room  temperature,  degrees  fahrenheit. 

From  thermometer  readings  taken  during  run. 

5  Tube  length,  feet. 

From  measurement. 

6  Tube  diameter,  inches. 

From  measurement  with  micrometers,  checked  by  weight  of  water 
contained. 

7  Temperature  of  water  inlet,  degrees  fahrenheit. 

From  thermometer  readings  taken  during  run  corrected  for  cali- 
bration error. 

8  Temperature  of  water  outlet,  degrees  fahrenheit. 

From  thermometer  readings  taken  during  run  corrected  for  cali- 
bration error. 

9  Average  temperature,  degrees  fahrenheit. 

Average  of  inlet  and  outlet  temperatures.  Items  7  and  8. 

10  Pressure  of  water  at  inlet,  pounds  per  square  inch.  • 

From  gage  and  mercury-column  readings  corrected  for  calibration 
error. 

1 1  Pressure  of  water  at  outlet,  pounds  per  square  Inch. 

From  gage  and  mercury-column  readings  corrected  for  calibration 
error. 

12  Pressure  drop,  pounds  per  square  inch. 

Item  10  minus  Item  11. 

13  Weight  of  water  during  run. 

From  readings  taken  on  calibrated  scales. 

14  Velocity  of  water,  feet  per  second. 

Calculated  from  formula,  V  •=  QM,  where  Q  is  the  quantity  in 
cu.  ft.  per  sec.  calculated  from  Item  13  and  a  density  corresponding 
to  the  average  temperature  (Item  9),  and  A  is  the  area  in  sq.  ft.  cor- 
responding to  the  diameter  (Item  6). 
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DISCUSSION 

William  K.  E(  kaht  (written).  Tlio  qncjstion  arises  wlu'ther  it 
can  be  assniiu^d  that  the  method  of  ''eleaniiif?''  the  tube  as  deseriU'd 
by  the  authors  was  proper  j)roce(hire  in  a  research  of  this  natiin*. 
The  t(Midencv  of  the  kerosene  would  be  to  cut  and  remove  from  the 
metal  surface  any  possible  accumulation  of  p;rease,  etc.,  but  woul<l 
leave*  a  coatinp;  of  kerosene  over  the  entire  surface  which  in  turn 
wcjuld  have  the  elTect  of  preventing  perfect  contact  betw^rn  tlu* 
watei'  and  the  surface  of  the  metal.  This  film  of  kerosene  must  l»e 
considered  as  a  contamination  and  we  can  not,  therefoiv,  assume 
that  the  surface  has  Ix^en  cleaned.  It  must  ])e  considered  whether  a 
lar«»;e  part  of  the  reduction  of  resistance,  said  to  amount  to  from  10 
to  20  ])vv  cent  and  attributed  to  the  tubes  beinp  '^cleaned  by  kero- 
sene," is  not  due  to  the  ])robal)ility  that  the  resistance  lK»tween  tlir 
surface  of  the  kerosene,  adherinii:  to  the  metal  surface,  and  the 
wat(M*  is  con-^iderablv  less  than  the  resi.^tanee  l)etween  a  film  of 
watcM-  adhcM-ing  to  metal  surface  ami  the  movinp  water  would  be. 

Again  it  would  seem  that  the  amount  of  this  resistance  Ix^tween 
the  surfaces  of  the  kerosein*  and  the  water  would  tend  to  change  with 
an  increase  in  temperatur(\  due  to  the  decreased  surface  tension 
of  th(»  fluids  which  would  t(Mid  to  caus(»  the  gradual  displacement 
of  the  kerosene  film.  The  action  would  b(»  gn\iter  if  the  tempeniture 
rise  \v;is  pioduced  by  a  source  of  heat  on  the  outside  of  the  ♦uIh*s, 
which  would  be  the  cas(»  in  actual  condenser  practice,  so  that  the 
heal  fii'st  passed  through  the  tube,  \]wu  through  the  kerosene  film 
to  the  water.  In  this  ease  it  is  conceivable  that  the  entire  kerosene 
fihn  miiiht  event uallv  be  removed. 

In  condcn-ei"  |)rartice,  unless  such  an  influence  is  remove*!. 
the  kej-n-ciic  film  oil  the  tubes  so  '*clean(»d"  we  could  expect  to 
cau-e  a  reiiuetion  in  heat  transfer  due  to  the  incivascd  thermal 
rr-i^tanee  of  the  fihn  of  kern-enc^  as  compared  to  one  of  water. 

The  UM'  of  (hstillerl  water  in  thes<*  exjKM'iments,  considering 
that  ii  is  not  ronuiionly  usimI  for  eomlensing  pur|M)s(.»s  in  practice  and 
in  view  of  the  e(»iitaniinatintr  in!iu<'n<'e  of  \ho  kerosene,  would  soem 
to  ii.'ivr  brcn  .'HI  uuneee-sarv  refinement. 

A-  :i  ii'iticf  of  <'(miparison,  it  wouM  hanllv  se(Mn  desinible 
to  niiikr  :i  pi;n'ti«'r  of  rlraninL"  a  \i>eo>imeter  with  kerosene,  when 
attempt  iiiii  to  ni.'ikr  a«Tni":tte  determinations  of  the  viscosity  of  othor 
thiid-.  e^ifi-i.-illy  ?ioFi-nil-«ible  fliiid<  ^ueh  as  water. 


DISCUSSION  673 

The  loss  of  head  in  pipes  or  tubes  of  any  diameter  of  the  same 
order  of  smoothness  as  brass  condenser  tubes,  for  fluids  of  any  vis- 
cosity, density,  etc.,  whether  water,  oil,  air,  etc.,  and  flowing  at  any 
velocity,  either  in  the  region  of  stream  line  or  turbulent  flow  has  been 
thoroughly  analyzed,  based  upon  the  results  of  a  large  number  of 
experiments  by  various  investigators. 

The  results  of  these  studies  have  been  set  forth  by  Stanton 
and  Pannell,*  dealing  with  water  and  air;  and  by  Glazebrook,  Higgins 
and  Pannell,*  dealing  with  oils;  and  again  has  appeared  in  our  own 
Transactions  in  the  paper  by  E.  Buckingham  on  Model  Experi- 
ments and  Empirical  Equations.'  In  the  discussion  of  Mr.  Bucking- 
ham's paper,  Mr.  A.  R.  Dodge  states  that  he  has  investigated  the 
drop  in  pressure  of  superheated  steam  under  similar  conditions  and 
found  that  the  results  coincided  exactly  with  the  curve.  Fig.  1  of 
Mr.  Buckingham's  paper. 

Apparently  the  great  usefulness  of  these  studies,  in  their  general 
application  to  the  flow  of  all  fluids  in  smooth  brass  pipes  or  tubes, 
has  not  been  generally  recognized  by  the  engineering  fraternity. 

The  main  point  brought  out  in  these  studies  was  that  the  coeffi- 
cient of  friction  /  in  the  familiar  hydraulic  formula  for  loss  of  head, 
when  used  in  connection  with  pipe  of  uniform  smoothness; 

h  =  /—  •  —  =  loss  of  head  in  feet 
d     2g 

or         Pi  -  p^  =  f  —  •  -r-  ■  —  =  pressure  drop  in  lb.  per  sq.  in. 

a     2g    144 

is  a  function  of  Vdw/u  or  of  the  equivalent  expression  4W/Pu  which 
may  be  called  the  turbulence  factor. 

\Miore  V  =  velocity  in  ft.  per  sec. 

W  =  weight  of  flow  in  lb.  per  sec. 
d  =  diameter  in  feet 
P  =  wetted  perimeter  in  feet 
u:  =  density  in  lb.  per  cu.  ft. 
V  ^  absolute  viscosity  in  poundals-sec.  per  sq.  ft. 
/  =  Ieng:th  of  pipe  in  feet. 

That  is,  instead  of  /  being  simply  a  function  of  the  velocity  and 
diameter  as  it  was   formerly  so  considered,  it  was  found  to  be  also 

»  Phil.  Trans.  Royal  Soc.  London,  vol.  A  214,  1914,  p.  199. 
*  Journal  of  the  Inst,  of  Petroleum  Technologists,  vol.  2,  part  5,  Dec.  1915, 
p.  45. 

'  Trans.  Am.  Soc.  M.  E.,  vol.  37,  1915,  p.  266. 
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dependent  upon  two  additional  variables  which  were  a  function  of 
the  temperature;  that  is,  the  density  and  absolute  viscosity. 

The  index  fonnula  used  by  the  authors  for  the  pressure  drop 
in  the  tubes,  namely  P2  =  K2LV\  takes  into  consideration  the  fact 
that  the  resistance  or  pressure  drop  does  not  vary  as  the  square  of 
the  velocity,  but  as  some  exponent  between  1  and  2  or  for  the 
range  of  their  present  experiments  —  1.83.  In  general  this  exponent 
increases  with  the  turbulence  in  and  the  roughness  of  the  pipe, 
approaching  2  as  a  limit. 

The  range  of  Stanton  and  Pannell's  experiments  on  1.255  cm.  « 
0.4841  in.  inside  diameter  tubing  was  such  that  they  were  able  to 
investigate  the  limits  of  the  index  law  of  resistance,  due  to  Osborne 
Reynolds  and  WilUam  Froude,  from  velocities  of  22  cm.  per  sec.  or 
0.72  ft.  per  sec.  to  3150  cm.  per  sec.  or  103.32  ft.  per  sec.  and  foimd 
the  value  of  n  for  four  different  stages  by  the  Reynold's  (index) 
method  to  be  as  follows: 

Velocity  in  cm.  per  sec 58  258  900  2250 

"ft.     "     " 1.9         8.46      29.5         73.8 

Value  of  n  from  plotting 1.72        1.77        1.82  1 .92 

and  they  state  as  a  result  that  ''it  may  therefore  be  taken  asfuUy 

demonstrated  that  an  index  law  for  surface  friction  cannot  be  devised 

which  will  express  the  facts  with  any  accuracy,  except  over  a  com- 

vd  "     fvd 
paratively  small  range  in  the  value—-       (  —  is  the  turbulence  factor 


Vdxv-u  previously  given,  v  ==  u'w  =  kinematic  viscosity.) 

It  is  interesting  to  note  that  the  exponent  n  »  1.83  obtained  in 
the  paper  under  discussion  is  for  a  range  of  velocities  of  from  6  to  20 
ft.  jxT  sec.  which  compares  with  n  =  1.82  at  a  velocity  of  29.5  ft. 
fK^r  s(»c.  as  given  by  Stanton  and  Pannell. 

The  general  method  of  attacking  the  problem  of  loss  of  head  at 
entrance  and  exit  nnd  the  results  obtained  are  to  mv  mind  the  mo8t 
valuable  part  of  the  pn^sent  paixM',  as  it  takes  us  into  a  field  in  which 
very  little  satisfactory  work  has  been  done  and  where,  consequentlyj 
very  little  working  data  is  available. 

In  the  past  the  g(Mieral  method  of  handling  this  part  of  the 
problem  liMs  \tvrn  to  assume  that  the  case  is  analagDUS  to  two 
res(M'voirs  with  a  connecting  pii)e.  Th(*n^  is  a  loss  at  entrance 
de|K>n(lin^  ii])on  the  form  of  tlie  inlet  to  the  pi|x^  or  tube  and  that 
this  loss  is  (M]ual  to  a  constant  A',  for  the  particular  shape  of  entrance, 
multipliiMJ  into  the  velocity  \\r:u\  \  -  2y  and  that  at  the  exit  of  the 
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reservoir  or  chamber  the  section  is  large  compared  with  the  area  of 
the  tube,  so  that  the  entire  velocity  head  V^I2q  will  be  dissipated 
in  eddies,  giving  a  total  loss  of  (1  +  /f)  Y^l2g, 

The  general  forms  of  entrance,  for  which  constants  are  available 
are  illustrated  in  Fig.  19. 

For  these  forms  of  entrance  the  values  of  K  and  1  +  /^  are  as 
follows: 


Form  of  Inlet 

K 

l+K 

A 

0.5 

1.5 

B 

0.56 

1.56 

C 

1.30 

2.30 

D 

0.02  to  0.05 

1.02  to  1.05 

A  B  C  D 

Fia.  19    Forms  op  Condenser  Tube  Entrances 

It  is  interesting  to  co  mpare  the  results  as  obtained  in  the  present 
paper  with  these  earlier  detemiinations  and  which  we  have  had  to 
depend  upon  so  long. 

Pi  =  Ki  V^  =  drop  in  lb.  per  sq.  in.  present  paper. 

V^      w 
Pi  =  (1  -hA')  —  •  —  =  drop  in  lb.    per  sq.  in.,  in  the  usual 

•7 

velocity  head  formula. 
Or  equating 

Ai  2g  +  144 


1+A  = 


w 


These  values  are  tabulated  below. 


Kibematio 

Temp, 
deg.  fahr. 

A', 

l+/f 

Absolute  viaooaity 

poiaes  -  dynea-seo. 

per  sq.  em. 

▼iaooaity 

poiaes  per 

gram  per 

eu.  em. 

S5 

0  0123 

1  S3 

0.0081 

0.00813 

1(K) 

'         o.oiu 

l.t5r»5 

0.000S4 

0.00680 

130 

0.0107 

1.61 

0.0051 

0.00517 

loO 

0  0101 

1  535 

0.001 

0.004095 

190 

0.0097 

1.49 

0.00325 

0.00835 
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As  the  re-entrant  type  of  tube  B  is  the  nearest  comparable 
with  the  screwed  ghincia  used  in  the  present  tests,  1  +  K  for  that 
case  equals  1.56  and  would  agree  exactly  with  the  present  tests  for  a 
water  temperature  of  approximately  140  deg.  Fahr.  Considering 
that  the  influence  of  tciiipci-atiirc  upon  the  friction  losses  of  flowing 
water  either  in  the  case  of  surface  friction  or  of  entrance  has  only 
conipamtivcly  recently  hccn  recognized  the  earlier  results  were 
fairly  relialJc  for  all  grneral  work. 

The  influence  of  temjwniture  upon  the  values  of  K  are  plotted 


■■-OOIB 
-   -OOrW 


-ifteTna-.c  Visits. y     p(Tc,,.u       " yum/eni'' 

Kiu.  20    ReixAtion  Hbtwekn  A'  and  1  +  K 

ill  l-'ig.  is,  rc-siiliiiig  ill  a  rui-v<'  passing  thnmgh  the  points  (showiiiK 
the  value  al  IIH)  di>g.  Falir.  a  lilllc  ofT  from  the  ijeneral  curve). 
As  fur  iiK  ilu>  fnirtion  Ins.'^es  are  i-Dncorncd,  the  two  physical  proper^ 
lies  of  tlu>  water  wliieli  vary  with  (he  ti'ni]M-Riture  are  the  viscosity 
;uiil  i1li'  diiisity.  Thi-  ratio  of  the  al>solutc  viscosity  to  deonty 
L-^  ilie  kiiiiTii:iiii>  vi-i'ioiiv,  values  ()f  whii-h  are  given  in  the  above 
1:.1.|<-. 

It   the  v^ilues  nf  (he  faeloi    K.  <,r  that  of  (1  -|- K)  Me  plotted 
:ii:ai(is[  kiii<>itL:ilie  vi-i'..sity  as  ii!K,.i:.sae,  (Fig.  2t))  it  IS  found  tilftt,  for 
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the  range  of  the  present  experiments,  at  least,  and  within  the  limits 
of  experimental  error,  there  exists  a  straight  line  relation;  that  is, 
the  factor  K  is  increasing  with  the  increase  of  the  kinematic  vis- 
cosity. The  great  value  of  this  lies  in  its  possible  application  beyond 
the  range  of  the  present  experiments  to  fluids  of  greater  viscosities, 
and  it  is  to  be  hoped  that  further  experiments  with  such  fluids  will 
demonstrate  this  to  be  the  case,  as  it  would  completely  solve  in  a 
rational  and  workable  manner  the  whole  problem  of  fluid  flow  in 
tubes  or  pipes,  including  entrance  and  exit  losses,  of  roughness 
equivalent  to  that  of  standard  brass  tubing.  The  factors  for  the 
various  forms  of  tube  entrance,  other  than  the  screwed  gland  type, 
should  likewise  be  determined,  so  as  to  cover  the  expanded  tube 
and  also  a  bell-mouthed  tube. 

One  criticism  of  the  present  form  of  the  apparatus,  in  so  far 
as  the  application  of  the  results  to  general  condenser  practice,  would 
seem  to  be  that  tests  carried  out  on  a  single  |-in.  tube  in  a  3-in.  pipe 
would  not  give  exactly  the  same  entrance  losses  as  would  be  expected 
with  a  nest  of  similar  tubes  pitched  on  about  IJ-in.  centers,  as  in 
usual  practices  for  screwed  gland  packing,  and  in  which  case  there 
might  be  expected  more  or  less  interference  as  the  water  entered  the 
tubes,  which  interference  would  be  absent  in  the  case  of  a  single 
tube. 

Joseph  J.  Nelis  said  that  the  copper  packing  of  condenser 
tut^es  in  marine  practice  had  given  trouble  in  the  past  and  asked 
how  leaks  in  the  tubes  could  be  prevented.  William  de  Baufre 
answered  that  the  present  Navy  practice  was  the  rolled  joint  with 
bent  tubes  to  take  up  contraction  strains.  Edwin  B.  Ricketts 
thought  that  the  corset-lace  packing  of  standard  stationary  con- 
denser practice  should  prove  equally  as  serviceable  at  sea  as  on  land, 
and  John  F.  Grace  said  that  he  had  inspected  condensers  on  a 
recent  (lestroj-er  where  corset-lace  packing  had  been  used. 

Phillip  E.  Reynolds  and  G.  L.  Kothny  asked  about  the 
friction  losses  at  the  entrance  of  the  tubes,  and  R.  J.  S.  Piqott 
wanted  to  know  if  any  condenser  manufacturer  had  attempted 
to  eliminate  much  of  this  entrance  and  exit  friction  by  chamfering 
the  ferrules.  August  H.  Kruesi  said  that  he  had  always  specified 
chamfered  ferrules  and  John  F.  Grace  drew  on  the  blackboard  a 
(liaj^rain  of  the  chamfered  ferrule  made  by  his  company. 

In  closing,  Professor  de  Baufre  pointed  out  that  the  experiments 
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showed  a  loss  of  about  three  feet  of  tube  due  to  the  entrance  and  exit 
friction  and  that  further  experiments  should  be  performed  to  see 
if  it  would  be  possible  to  reduce  this  to,  say,  one  foot.  He  had  no 
data  upon  the  effect  of  bent  tubes. 

Edgar  Buckingham  (written).  It  is  interesting  to  compare  the 
authors'  results,  as  embodied  in  their  equations  for  end  loss  and  tube 
resistance,  with  previous  results. 

The  end  loss  having  been  separated  out,  it  is  to  be  presumed 
that  the  remaining  resistance  is  the  same  as  it  would  be  for  an  equal 
length  L  in  the  middle  of  a  much  longer  tube.  In  this  case,  where 
there  are  no  end  effects  to  be  considered,  the  pressure  drop  per  unit 
length,  or  p/L,  depends  on  the  diameter  D,  the  speed  V,  the  density 
of  the  Uquid  rf,  and  its  kinematic  viscosity  n,  i.e.,  the  quotient  of  its 
viscosity  by  its  density.  If  the  tube  is  smooth  so  that  the  diameter 
•suffices  to  specify  it,  there  does  not  appear  to  be  an3rthing  further 
for  the  pressure  gradient  to  depend  on;  and  if  there  is  nothing  else, 
there  must  l)e  some  sort  of  equation 

g  =  F  (D,  F.  rf,  n)      [1] 

containing  these  five  variables  and  no  others. 

But  if  there  is  such  an  equation,  it  is  a  mathematical  certainty 
that  it  can  1h»  put  into  the  form 

dLV\f  n  \  -^^ 

^'=-ir^[w) ^^^ 

f  l>eing  some  unknown  function  of  the  single  argument  (n/DV) 
which  remains  to  l)e  determined  bj-  reference  to  experiment.  This 
is  a  purely  algebraic  conclusion,  not  involving  any  physical  theory 
of  flow,  and  it  may  be  obtained  b}-  dimensional  reasoning  such  as 
was  described  in  the  writer's  pa|x*r  on  Model  Experiments  and  the 
Forms  of  Empirical  Equations,  Traxsactions,  Vol.  37,  1915. 

Now  the  authors  find  that  their  results  on  tube  resistance  may 
be  reprcscntod  by  \\\o  cuiuation 

Pi  =  Av.r'*« [8] 

lb.  jH'r  sq.  in.)  or  if  we  Irt  p  Im'  pressun*  in  lb.  |x»r  sq.  ft.,  to  be  con- 

sisti'iit  with  L  ill  frt-t  and  V  in  ft.  per  SiH\ 

/)  -  l44AV^r«'«     [4] 

'V\n>  is  fur  tulu's  with  a  nu'aii  tliameler  /)  =  0.04347  ft.,  and  K%  de- 
[K'nds  on  tlir  toinporature  but  is  otherwise  constant. 
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Elq.  Q4]  shows  that,  other  things  bemg  equal,  p  oc  V^-^;  and  by 
comparison  with  [2]  we  see  that  in  order  to  make  [2]  consistent 
with  this  experimental  fact,  the  unknown  function  /  must  be  pro- 
portional to  (1/F)®-^^,  so  that  it  must  have  the  form 

dm)-^{wr m 

in  which  C  is  a  constant  and  does  not  depend  on  D,  F,  or  n. 
Combining  [6]  and  [2]  we  have 

p^C^LV^^ [6] 

and  by  comparison  of  [6]  with  [4] 

1442i:,  =  C^ [7] 

We  ought  therefore  to  have 

144X22)'"        ^  .      X  ro-i 

— -^^ —  =  C  =  constant [8] 

subject  to  the  unavoidable  experimental  errors.  And  since  we  know 
the  value  of  D  and  can  look  up  the  values  of  d  and  n  for  the  five 
temperatures  for  which  values  of  K2  are  given,  we  can  check  the 
conclusion  represented  by  Equation  [8]  by  applying  it  to  the  authors' 
values  of  A'2.  If  we  then  take  the  mean  value  thus  obtained  for  C 
we  can  use  it  in  [7]  to  compute  back  values  of  K2  for  comparison 
with  those  found  by  the  authors  directly  from  their  observations. 

For  this  purpose  it  e\idently  makes  no  difference  what  units 
we  use,  but  for  further  comparison  with  other  equations,  it  is  well 
to  measure  ever>'thing  in  normal  units,  i.e.,  in  terms  of  a  system  in 
which  the  definitions  of  the  derived  units  are  as  simple  as  possible. 
I  have  used  normal  English  engineering  units  based  on  the  foot, 
second,  and  pound-force  as  fundamental  units.  The  derived  unit 
of  speed  is  then  1  ft.  per  sec;  that  of  mass  is  1  slug  =  ^  lb.;  that  of 
density  is  1  slug  per  cu.  ft.;  and  that  of  pressure  is  1  lb.  per  sq.  ft. 
The  unit  of  kinematic  viscosity  has  not  received  any  name,  so  far 
as  I  know,  but  the  value  of  n  in  the  present  system  may  be  obtained 
from  the  C.G.S.  value  by  multiplying  by  0.001076. 

Table  1  contains  the  results  of  the  comparison.  Line  1  gives 
the  approximate  and  line  2  the  actual  mean  temperature  of  experi- 
ment. Line  3  gives  the  density  d,  and  line  4  the  value  of  the  kine- 
matic viscosity  n.  Line  5  gives  the  authors'  values  of  Kt  and  line  6 
the  values  of  C  found  from  them  by  means  of  [8]. 
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These  values  of  C  are  nearly  constant  and  their  mean  is 
C  -«=  0.0732.  If  we  use  this  value  of  C  in  [7]  to  compute  values  of 
Ki  from  those  of  D,  rf,  and  n  already  given,  we  obtain  the  values  of 
Ko  (calculated)  in  line  7.  Line  8  shows  the  differences  from  the 
authors'  vahu^s,  and  it  appears  that  they  are  probably  within  the 
experimental  uncertainties,  though  this  cannot  l)e  said  positively 
without  re-examining  all  the  original  data. 

TABLE    1     COMPARISON   OK  OBSKRVKD  AND  COMPUTED  VALUES  OF  A*- 


1  Approxiiiintc  ti'ini).,  cIck-  fu!ir. 

2  Actual  menu  temp.,  dv^.  fuhr. 

3  Density,  d 

4  Kinemntic  vi8<'ot>ity,  n 


A'l  (observed) 


5 
6 

7  A'j  (caltMilat«tl; 

8  Ai  (calculute<l)  —  A^i  Cobherverl; 


C 


s,-) 

100 

I.'U) 

100 

100 

i^\.'j'2 

1)9.88 

129.91 

160.67 

li^l  21 

l.\)3.i 

1.927 

1.914 

1.896 

1  >7o 

10  •  xs.Tw; 

7.450 

5.583 

4.385 

3  593 

0.0052 

0  0051 

0.0018 

0.0047 

0  OOI*'* 

0  0710 

0  072t 

0.0720 

0.0742 

0  0759 

0  00.'):J2 

o.oa'jifi 

0.004SS 

0.00461 

0.00144 

0  00012 

0.00000 

O.OOOOS 

-O.OOOOC 

-0  00016 

AsBuuiing  that  these;  differences  are  not  significant,  the  authors* 
equation  \iith  its  se[)arat(;  value  of  Ko  for  each  temperature  may  bo 
regarded  &s  a  simplified  form,  applicable  to  a  particular  diameter 
and  to  water  at  a  particular  temperature,  of  the  more  general  equation 


[9] 


applicable  to  any  diameter  and  to  an}'  liriuiil.  All  the  quantities  in 
Equation  [9]  are  supposed  to  be  measured  by  some  sort  of  normal 
units,  and  the  constant,  being  dimensionless,  is  the  same  for  any 
other  noniial  system  as  for  the  normal  English  engineering  imits 
used  above.  In  reality,  the  writer  first  went  through  the  computa- 
tions with  (\(i.S.  units  because  he  had  density  and  \TSC0sity  tabu- 
lated in  those  units;  but  the  resulting  value  of  C  was  the  same  as 
tliMt  jriven  hen*  and  obtained  by  an  iiulependent  computation. 
KcpiMtion  [9]  shows  how  the  vahie  of 

-  ~     111      />"'" 

woijM  el  mil  LLC  if  \\r  clianirod  to  a  diiTcnMit  tem|>eratuiv  or  to  another 
li<iui<l.  It  ;il-«)  shows  tliril  the  resistaiur  is  inversely  proportional 
to  tlif  l.lT-pnwrr  of  }\\r  tubr  diameter-  -a  conclusion  which  is 
not  iiiirrn<li:iic|y  nliviniis  from  thr  t'X}M'nnjents.  For  examplCi  if 
tin*  tnlH«<  w.'iv  tlin«-  tihH'S  as  larjie  inside,  tiie  values  of  K*  in  Equa* 
ti«in  '3'  wniiM  :,ll  Ij.ivc  to  be  mnltiplied  by  (i^'''  =  0.2S. 
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We  already  have  good  measurements  on  smooth  drawn  brass 
tubes  by  Saph  and  Schoder  (Am.  Soc.  Ci\il  Eng.,  1903,  vol.  29, 
p.  419)  and  by  Stanton  and  Pannell  (Phil.  Trans.  Roy.  Soc.  Lon- 
don, 1914,  vol.  A214,  p.  199)  and  they  are  well  represented  by  the 
equation  (in  normal  units) 

P  =  ^  [o.0036  +  0.306  (^J^] [10] 

deduced  for  the  purpose  by  C.  H.  Lees  (Proc.  Roy.  Soc.  London, 
1914,  vol.  A91,  p.  46).  This  may  be  regarded  as  satisfactory  for  all 
smooth,  straight,  round  pipes;  for  any  liquid  or  gas;  and  for  any 
value  of  (DV/n)  greater  than  4000.  Equation  [9]  representing  the 
authors'  observations  may  be  put  into  the  form 

p  =  0.0732  -^  (^^j        [11] 

and  it  seems  worth  while  to  compare  this  with  Equation  [10]  which 
represents  the  best  pre\ious  work  on  smooth  tubes. 

The  range  of  (DV/n)  covered  by  the  present  experiments  was 
log  (DV/n)  =  4.15  to  5.42;  and  if  we  compare  the  values  of  p  from 
[9]  and  [10]  for  equal  values  of  dLV^/D  but  for  various  values  of 
(DV/n)  within  the  range  just  given,  we  have  the  following  results: 


TABLE   2     COMPARISON   OF   VALUES   OF   p  FROM   EQUATIONS  [f]  AND  CIO] 


log  DV.  n 

4.1 

4  4 

4.7 

5.0 

5.3 

p  11) 

0  99 

1.05 

1.12 

1.14 

1.17 

P-.IO; 

Over  any  short  range  of  (DV,'n)  Equation  [10]  may  be  repre- 
sented approximate!}'  by  an  equation  of  the  form 


p  =  .\ 


,dL\ 


D    \DV) 


[12] 


of  which  [11]  is  a  particular  case  with  N  =  0.0732  and  x  «  0.17. 
The  values  of  .V  and  x  required  to  make  [12]  represent  [10]  over 
certain  particular  ranges  are  given  in  Table  3. 

Tallies  2  and  3  seem  to  indicate  that  the  authors'  tubes  acted 
like  ixTteetly  smooth  tulx^s  at  somewhat  higher  values  of  {DV/n), 
i.e.,  as  if  the  flow  were  somewhat  more  turbulent  than  it  would  be 
in  perfectly  smooth  tubes  at  the  same  values  of  (DV/n).    Very 
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possibly  the  tubes  were  not  quite  so  smooth  as  those  used  by  Saph 
and  Schoder  and  Standon  and  Pannell. 

Turning  now  to  the  end  losses,  the  authors  find  that  they  may 
be  represented  for  each  temperature  by  Pi  =  KiV^  lb.  per  sq.  in.,  or 

pi  =  144  KiV^ [13] 

lb.  per  sq.  ft. 

It  seems  reasonable  to  suppose  that  the  pressure  in  the  down- 
stream end  of  the  tube  is  sensibly  the  same  as  outside  and  that  the 
pressure  drop  Pi  is  all  due  to  what  happens  at  the  entrance  end. 
The  flow  does  not  settle  down  to  its  permanent  state  till  it  has  reached 
some  section  il  at  a  distance  I  from  the  entrance,  and  in  this  initial 


TABLE  3    VALUES  OF  N  AND  x 


Values  of  log  DV/n 

N 

X 

4.1  to4.4 
4.4to4.7 
4.7to5.0 
5.0to5.3 
4.1  to  5.4  (Authors'  experiments) 

0.160 

0.140 

0.115 

0.0911 

0.0732 

0.258 
0.239 
0.221 
0.201 
0.17 

Icn^h  the  turbulence  is  not  the  same  as  later  on  but  doubtless 
greater,  in  view  of  the  sharp  entrance.  Hence  the  tube  resistance 
in  the  initial  length  is  also  difTerent  from  and  probably  somewhat 
greater  than  that  in  an  equal  length  /  farther  along  the  tube. 

In  addition  to  this,  a  certain  amount  of  power  is  required  to 
accelerate  the  licjuid  and  maintain  the  flow  of  kinetic  eneiigy  which 
pass(*s  .1  and  all  later  sections,  and  tiiis  requires  a  certain  pressure 
dru))  /)j.  The  ol)served  end  loss  is  made  up  of  this  acoelenition 
drop  and  the  extra  tulte  resistance  c  in  the  initial  length  I,  so  that 
we  have 

/'I  =•  Pa  +  «       [14] 

Wnhuut  iiit'a.<^uroii)eiits  of  static  pressure  in  the  tube  right 
aliTii:  up  !•>  lilt'  rntrancf.  xUriv  is  no  way  to  separate  the  observed 
;■':  iii^M  IT-  i\vi»  jKiits:  liut  it  is  inteivsting.  nevertheless,  to  ignore  a 
aii<i  i:<)  oil  a  lit  tic  t'anlitT  a>  if  p:  wvTv  ihic  to  aci^eleration  alonep  and 
itiii.'ii'.il  wi'ii  ji,. 

Till'  ;!<iw  i>i'  kiiii-tio  ciKTuy  pa>t  the  sirtion  .4  is  proportional  to 
till'  a<'ii>ity.  aiul  at  any  given  average  speed  V  it  ob\*ious|y  depends 
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on  bow  the  speed  is  distributed  over  the  section.  The  acceleration 
drop  depends  on  these  same  things,  and  in  the  simplest  imaginable 
case,  namely  that  of  uniform  speed,  we  have  pa  -  O.SdVK  The 
speed  is,  of  course,  never  completely  uniform,  but  the  imiformity 
increases  mth  the  turbulence,  i.e.,  with  the  value  of  DV/n,  so  that 
Pa  =  O.&dV*  represents  a  limiting  value  which  would  be  approached 
if  DV/n  were  increased  indefinitely. 

For  stream  line  flow,  which  is  the  permanent  state  in  a  smooth 
straight  tube  when  (DV/n)  <2000,  we  know  what  the  speed  distri- 
bution is,  and  it  is  easily  shown  that  pa  »  l.OdV\  at  least  approxi- 
mately, a  value  which  agrees  with  experimental  determinations. 

Ordinary  hydraulic  flow  represents  something  between  these 
two  extremes  and  we  must  therefore  have 

Pa  ^BdV^ [16] 

where  B  is  somewhere  between  1.0  and  0.5,  decreasing  as  DV/n  in- 
creases, i.e.,  as  the  flow  becomes  more  turbulent  and  the  speed  more 
uniform. 

If  we  now  set  pi  =  pa,  Equations  [13]  and  [16]  give  us 


B  ^ 


144  Xi 


and  the  resulting  values  of  B  obtained  from  the  authors'  values  of 
K  are  exhibited  in  Table  4. 


TABLE  4     VALUES  OF  B 


Temperature,  deg.  fahr. 
Value  of  B 


85 
0.92 


100 
0.83 


130 
0.80 


160 
0.77 


190 
0.74 


These  values  all  lie  between  1.0  and  0.5,  and  they  change  with 
temperature  in  the  expected  direction.  For  as  the  temperature 
rises,  the  kinematic  viscocity  decreases;  DV/n  increases;  the  tur- 
bulence increases;  and  the  speed  distribution  approaches  perfect 
uniformity,  for  which  B  =  0.5. 

As  regards  the  amount  of  the  dependence  of  Ki  on  the  tempera- 
ture, it  may  be  fairly  well  represented  by  the  purely  empirical 
equation. 

liCi  =  0.136  dn«» 

as  is  shown  by  Table  5. 
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TART.E   6 

DEPENDENCE 

OF  Ki  ON  THE  TEMPERATURE 

Temperature,  deg.  fahr. . . 

0.136dn.  (calc.) 

Ki  (obe.) 



85 

0.0118 

0.0123 

100 

0.0114 

0.0111 

130 

0.0107 

0.0107 

160 

0.0102 

0.0101 

190 

0.0098 

0.0097 

It  is  ver}'  satisfactory  to  find  that  when  these  valuable  experi- 
niental  results  are  examined  by  the  dimensional  method  they  fall 
well  in  line  with  what  is  already  known  and  do  not  have  to  stand 
isolated  by  themselves. 
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SLOW-SPEED  AND  OTHER  TESTS  OF 
KINGSBURY  THRUST  BEARINGS 

Bt  H.  a.  S.  Howarth,  Pittbburgh,  Pa. 
Member  of  the  Society 

This  paper  presents  operating  and  experimenlal  data  which  show  the  wide 
range  of  application  of  Kingsbury  thrust  hearings^  and  the  author  gives  particulars 
of  typical  installations  which  have  been  in  successful  operation  since  1911.  Wide 
application  of  these  bearings  has  been  made  to  vertical  and  horizontal  hydroeleclric 
units,  horizontal  steam  turbines,  cenlrifugal  pumps,  and  ship-propelling  shafts. 
To  determine  some  of  the  service  conditions  a  series  of  slow-speed  tests  xjms  recently 
made  on  a  bearing  carrying  a  load  of  10,000  lb.  The  area  of  the  supporting 
thrust-bearing  segments  was  varied  from  71.5  sq.  in.  to  10  sq.  in.  in  order  to  test 
unit  pressures  ranging  from  140  lb.  to  1000  lb.  per  sq.  in.  The  speed  was  varied 
from  0.1  T.p.m.  to  16  r.p.m.,  long  runs  being  made  ai  the  lowest  speeds. 

'^pHE  Kingsbury  thrust  bearing  in  its  simplest  form  consists  of 
^  one  or  more  pivoted  segments  or  shoes  against  which  the  thrust 
collar  presses  as  it  rotates.  The  bearing  faces  are  copiously  suppUed 
with  oil  so  that  perfect  film  lubrication  takes  place  with  its  result- 
ing low  friction  coefficient.  This  bearing  was  invented  many  years 
ago  by  Albert  Kingsbury,  of  Pittsburgh,  but  it  met  with  so  much 
conservatism  on  the  part  of  engineers  and  manufactiu^rs  that  it 
was  slow  to  be  taken  up.  The  author  of  this  paper  believes  there 
are  many  engineers  wrestUng  with  thrust  problems  who  will  wel- 
come data  on  the  wide  range  of  usefulness  of  this  pivoted-segment 
type  of  thrust  bearing.  Whether  the  load  be  great  or  small,  or  the 
speed  be  high  or  low,  it  can  be  applied  successfully.  It  is  the  object 
of  this  paper  to  present  operating  and  experimental  data  to  show 
the  wide  range  of  its  application  to  date. 

2  A  Kingsbury  thrust  bearing  was  appUed  to  a  billet  mill 
in  1911  to  take  the  bevel-pinion  thrust  on  the  horizontal  drive  shaft. 
Its  characteristics  are  as  follows:   load  66,000  lb.;   70  r.p.m.;   imit 
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thrust  load,  100  lb.  per  sq.  in.;  mean  surface  speed,  8.4  ft.  per  sec. 
The  collar  is  of  air-fumace  iron  and  the  pivoted  shoes  are  babbitt- 
faced.  It  runs  in  machine  oil.  The  heat  of  friction  is  dissipated  by 
its  connection  with  an  oil-circulating  system,  but  the  bearing  will 
lubricate  itself  automatically  from  an  oil  reservoir  in  its  housing 
if  the  central-station  system  gets  out  of  order.  This  bearing  has 
been  in  successful  operation  ever  since  1911,  none  of  its  parts  has 
ever  been  replaced  and  today  it  is  in  first-class  condition. 

3  The  next  application  of  the  bearing  was  in  a  plate-glass 
grinding  and  polishing  machine  in  1911.  This  bearing,  of  the  verti- 
cal type,  was  placed  below  the  lower  end  of  the  spindle.  It  was 
designed  to  carry  a  load  of  160,000  lb.  at  35  r.p.m.  with  a  unit  thrust 
of  980  lb.  per  sq.  in.  Its  mean  surface  speed  is  2.1  ft.  per  sec.  On 
account  of  the  high  unit  pressure  and  slow  speed  the  collar  was  made 
of  chilled  iron  and  the  shoes  of  bronze,  and  the  oil  used  was  very 
heavy.  Its  service  requires  alternate  runs  of  two  to  three  hours 
and  stops  of  about  one  hour.  A  conservative  estimate  of  the  starts 
and  stops  of  this  machine  to  date  is  15,000.  This  bearing  is  still  in 
service  and  none  of  its  parts  has  ever  been  replaced. 

4  Following  the  above  applications  the  Kingsbury  thrust 
bearing  began  to  be  applied  to  vertical  and  horizontal  hydroelectric 
units,  to  horizontal  steam  turbines  and  centrifugal  pumps.  During 
the  war  its  use  in  these  fields  was  greatly  extended  and  it  began  to 
be  employed  to  take  propeller  thrust.  When  our  country  entered 
the  war  the  demand  for  turbine-driven  ships  advanced  with  a  bound, 
which  caused  a  similar  increase  in  the  demand  for  Kingsbury  thrust 
bearings  both  for  the  turbines  and  for  taking  the  propeller  thrust. 

5  Extensive  application  of  these  bearings  was  made  in  naval 
vessels  and  a  notable  demonstration  of  their  capabilities  was  made 
at  Hobokcn  by  the  Na\y  Department  and  witnessed  by  the  naval 
ongineoring  ensigns  who  were  being  trained  at  Stevens  Institute. 
The  interned  twin-screw  German  ship,  Prince  Eitel  Friedrichf  driven 
by  roc ij)roca ting  engines,  had  thrust  l>carings  with  21  collars,  14  of 
which  w(Mo  used  to  take  the  ahead  thrust  and  the  other  7  for  the 
astern  thrust.  One  of  those  was  taken  out  and  replaced  by  a  Kings* 
bur}'  bearing,  the  single  collar  of  which  took  the  full  propeller  thrust 
in  citJM'r  dinM'tion.  Hotli  engines  wore  run  with  the  same  mean 
efToctivo  prcssuH'  and  sfxvd,  the  ship  Ix^ing  moored  to  the  dock. 

()  The  (lcv('l()pin(*nt  of  the  Kingsbur}'  thrust  bearing  has  now 
reached  su<'li  a  sta^o  that  it  is  being  used  in  steam  turbines  to  take 
the  whole  st(\Miii  thrust,  no  duniinios  whatever  })eing  required.    Such 
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a  tuiMne  is  illustrati'ii  in  Fig.  1.  It  runs  at  3(iOO  r.p.ni.,  the  iiip.iii 
surface  sjiktiI  in  the  tiiiu^t  Ijeiiring  i>cin);  159  ft.  per  sec.  This  is 
the  highest  -speed  attained  thus  far,  but  there  is  no  reaf^on  to  Ix-lieve 
it  rannrit   iir  (treatly  cxt^'oded.     Hiph  surface  speed  is  not  always 


>    'I'lllirsT    ItKAKINUS    A 


■.liiiiry.      Ti-i.-  are  iimv  l«einR  made 
i;,i.   -ii,..,'->mlly  :.t  l.-i.iwo  r.p.m. 
<|ii;iiii>ri  ilii'l>i>i  oiHTatinR  example 
ii::  .|i'~<'ij)>i'ii  ill  |*ar.  It,  whose  mean 
Mil.  h  l.iwi  r  r.peeds  ofcuT  whea  the 
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machine  slows  down  to  a  stop.  A  mean  operating  surface  speed  of 
2,1  ft,  per  sec.  is  not  low  for  a  heavy  oil,  however,  even  with  a  unit 
load  of  1000  lb.  per  sq.  in. 

8  Hydroelectric  units  ordinarily  run  on  light  engine  oils  and 
the  film  thicknesses  are  therefore  much  less  at  any  speed  and  load 
than  would  be  the  case  if  heavy  oils  were  used.    They  have  to  start 


Via.  3     Verticai.  Section  of  TiiRuar-BEABiNa  Tbstino  Machine 
Shown  in-  Fio.  2 

and  stop  under  practically  full  thrust  load;  consequently  that 
service  mny  l>e  considered  severe  for  thrust  bearings  of  this  type. 
9  When  one  of  these  units  slows  down  to  a  stop  it  passes 
gradually  through  the  whole  range  of  speeds  from  normal  to  a  very 
low  speed  from  which  it  is  quickly  brought  to  rest  by  a  rapid  in- 
crease of  the  turning  resistance  due  lately  to  friction  in  the  thrust 
bearing. 
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10  Consideration  of  the  above  service  conditions  suggests  the 
following  questions. 

a  At  what  surface  speed  does  the  friction  force  begin  to  in- 
crease rapidly  when  a  bearing  is  slowing  down  under  load? 

b  What  happens  to  the  bearing  if  it  is  forced  to  continue 
running  at  that  low  speed? 

c  Is  there  a  sudden  increase  in  friction  when  a  definite  low 
speed  is  reached? 

d    Does  the  oil  film  actually  break? 

11  The  above  questions  are  important.  The  slow  speed  tests 
to  be  described  later  were  undertaken  for  the  purpose  of  answering 
them.  An  effort  was  made  to  cover  the  field  between  film  lubrica- 
tion and  so-called  metallic  friction. 

SLOW-SPEED   TESTS 

12  The  results  of  the  slow-speed  tests  may  be  briefly  sum- 
marized as  follows: 

a  Unit  pressures  ranging  from  140  lb.  to  1000  lb.  per  sq.  in. 
were  employed  using  machine  oil  as  a  lubricant. 

b  Unit  pressures  of  600  lb.  and  1000  lb.  per  sq.  in.  were  em- 
ployed using  extra  heavy  turbine  oil  and  also  cylinder  oil  as 
hibri  cants. 

c  A  low  spcKjd  of  0.34  r.p.m.,  corresponding  with  a  mean  sur- 
face speed  of  0.175  in.  per  sec,  was  maintained  continuously  for 
hours,  at  pressures  of  140  lb.  to  1000  lb.  per  sq.  in.,  with  machine  oil 
as  a  lubricant.  The  bearing  surfaces  were  in  every  case  improved 
by  the  tixjatment. 

d  A  low  speed  of  0.10  r.p.m.,  corrcsi)onding  >vith  a  mean  surface 
speed  of  0.0515  in.  per  sec,  was  maintained  all  day  on  two  succes- 
sive (layi:5  with  a  unit  pressure  of  140  lb.  per  sq.  in.,  using  machine  oil 
as  a  lubricant.    The  bearing  surfac(\s  were  improved  by  the  treatment. 

c  Iinproveniont  of  the  l)earing  surfaces  during  the  low  speed 
runs  was  accompanied  by  a  marked  n»duction  of  the  friction. 

/  No  sharp  line  of  demarcation  was  found  between  fluid  fric- 
tion and  so-c:illed  solid  frictii^i. 

(J  At  \rvy  lt)w  s|hmm1s  lower  friction  coefficients  can  be  ob- 
tained wiili  heavy  oils  than  with  li^;ht  ones.  So  far  as  the  range  of 
llie>e  expriimrnis  extendetl,  tlu*  lower  the  sjK^ed  the  heavier  the  oil 
that  will  i^ive  the  niininiuni  friction. 

h  The  friction  c(HMlir'ients  obtained  in  those  tests  indude  the 
friction  of  the  three  guide  bearings  which  it  was  impossible  to 
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tin  or  estimate  accurately.  'Hub  ftictitm  may  have  been  a  large 
part  of  the  total  friction  measured  for  speeds  from  2  to  16  r.p.m. 

t  Measurements  of  startii^  frictiui  showed  it  to  vary  from 
0.15  to  0.20. 

13  The  machine  used  for  the  slow-epeed  tests  to  be  described 
is  shown  in  Figs.  2  to  7,  Inclusive.  Power  from  a  variable-speed 
motor  is  belted  and  geared  down  so  as  to  produce  constantly  any 
desired  low  speed  at  the  driving  gear  A  which  is  mounted  on  ball 
bearings  aroxmd  the  rotor  shaft  B,  Fig.  4.  A  hub  C  is  keyed  to  the 
shaft  as  shown  in  Fig.  5.    It  has  arms  D  and  E  while  the  gear  arm 


Fio.  4    Detah^s  c 

has  a  lug  F.  Between  lug  F  and  arm  D  are  mounted  two  compres- 
sion springs  in  a  holder  that  is  so  arranged  as  not  to  bind  when  the 
springs  are  compresfed.  Angular  movement  between  the  hub  and 
gear,  by  means  of  a  suitable  linkage,  causes  a  corresponding  axial 
motion  of  the  ring-shaped  indicator  G  that  surrounds  the  shaft  as 
in  Figs.  4  and  6.  A  fixed  scale  H  is  fastened  to  the  machine  frame. 
This  can  be  graduated  eo  the  torque  can  be  read  directly.  Since 
the  load  is  constant  the  friction  coefficient  can  be  read  directly  on 
the  scale  if  desired. 

14  It  will  be  noted  in  the  section  shown  in  Fig.  7  that  two 
springs  are  used,  a  light  one  and  a  heavy  one.  When  the  driving 
gear  is  started  its  arm  lug  F  moves  to  the  right  and  b^ins  to  com-. 


692         SLOW-BPBBD  TESTS  OF  KrNGSBUBY  THHDBT  BBASINGS 

press  the  spruiga.  The  light  one  compresses  first  and  then  the  heavy 
one  also  comes  into  action.  When  the  compression  of  both  becomes 
great  enough,  rotation  begins  and  the  springs  expand  as  the  coeS* 
cient  of  friction  reduces  from  its  starting  values  to  its  running  value. 
The  coefficient  of  running  friction  is  bo  very  low  for  a  continuous 
film  that  the  light  spring  will  be  compressed  but  little. 


1')  Tlic  following  action  wan  noted  during  certaio  tests  at 
rxtrciiirly  low  speeds.  As  soon  a»  tho  starting  resistance  wss  over^ 
conic  tho  shuft  would  Iw  sufTicicntly  nciTlemtcd  by  the  eaqMUuion 
of  liic  sliff  spring  to  l>o  dri\fn  by  the  light  one.  As  the  driving 
pf-.ir  would  not  be  turning  fast  enough  to  keop  up  with  it  tbe  shaft 
wiiitlii  slow  down  till  (lie  friction  l>ocame  high  enough  to  bring  it  to 
rest.  'I'liiii  the  driving  iiicclianl-'m  would  ciitch  up  and  oompran  the 
springs  sullicicntly  to  start  tho  shaft  turning  again.  lUs  qycia 
would  U'  n'lx'atcd  ni|>idly  or  slowly  according  to  the  speed  and 
stiffness  of  iho  springs  used. 
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16    Three  gntdes  of  oil  were  used. 
a    No.  14  machine  oil,  referred  to  as  "light  oil"  and  "machine 

oil";  Saybolt  vificoeity,  534.5  sec.  at  71  deg.  fahr. 
b    A  mixture  of  machine  and  cyhnder  oils,  referred  to  as 


"medium  oil,"  and  "extra  heavy  turbine  oil";  Sayholt 
viscosity,  937  sec.  at  71  deg.  fahr. 
c     .■Vcme  cylinder  oil,  referred  to  as  "heavy  oil"  and  "cylinder 
oil";  Saybolt  -viscosity,  about  9000  sec.  at  71  deg.  fahr. 

17  The  temperature  of  the  oil  bath  surrounding  the  Umist 
bearing  did  not  var>-  more  than  2  deg.  fahr.  fitHQ  71  deg.  fofar.  during 
the  tests, 

18  The  rotating  weight  was  about  10,000  lb.    "Die  thrust 
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bearing  had  four  shoes  of  the  form  shown  by  Fig.  8,  their  total  area 
being  71.5  sq.  in.  The  initial  tests  were  run  with  all  four  shoes  in 
place,  the  unit  pressure  amounting  to  140  lb.  per  sq,  in.  Subse- 
quently two  opposite  shoes  were  removed  so  as  to  increase  the  pres- 
sure to  280  lb.  per  sq.  in.  In  order  to  further  increase  the  pressure, 
the  babbitt  faces  were  reduced  first  to  bring  the  unit  loading  up  to 
600  lb.  and  finally  to  1000  lb.  per  sq.  in. 

19  Before  making  the  tests  the  thrust  bearing,  which  is  shown 
in  section  by  Fig.  9,  was  carefully  inspected.  The  face  of  the  cast- 
iron  collar  was  in  excellent  condition,  i.e.  smooth  and  flat.  The 
babbitt-faced  shoes  were  then  fitted  to  the  collar  face  under  load. 
This  fitting  process  developed  some  interesting  features.  Not 
knowing  at  how  low  a  speed  the  machine  would  run  and  have  a 
perfect  him,  it  was  assumed  that  the  high  spots  would  rub  at  2.8 


(Section  A-A  in  Fig.  5) 

r.p.ni.  The  machine  waa  run  at  tliis  speed  for  30  niin.  The  fric- 
tion was  so  liigh  that  the  load  came  on  the  hca\'y  spring.  The  shoes 
were  then  removed  and  the  liigh  spots  scraped  down  slightly.  The 
shoos  were  then  put  back  and  the  liearing  run  at  2.9  r.p.m.  for  13 
min.  Tliry  were  tlion  removed  and  seniix'd  again,  and  run  at  3 
r.p.ni.  After  tlic  startiiif!  friction  was  overcome  the  load  was  carried 
on  Ihc  liclit  .•<|)riiijr  and  the  speed  kept  constant  for  45  mis.  The 
pprini;  cuiiiiin'^sidii  (inidually  reduced  from  ^fj  in.  to  |  in.,  showing 
that  I  III'  fi'icUon  was  dccn-asing  r:ipidly.  This  indicated  that  such 
hiKli  s])ots  as  interfered  willi  oaeh  iitlicr  at  this  speed  were  gtadually 
bi'iii:;  nililii  il  iliiwii.  The  n'sult-ii  of  this  hrst  test  are  plotted  in  Kg. 
1(1.  'Hir  >liiii-i  were  inspected  after  tlii.i  run  and  found  to  be  in  ex- 
cc'llnil  <'<i[)dition. 

20    The  next  tet^t  was  run  on  Saturday,  Octolirr  25,  beginning 
witli  'J  Mi  r.p.m.    This  ppi-cil  was  maintained  for  an  hour.    See  Pig. 
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11.  The  speed  was  then  reduced  to  2  r.p.m.  and  contioued  there 
for  an  hour.  The  spring  compression  decreased  to  ^  in.  It  was 
expected  that  the  compression  would  decrease  with  the  speed  so 
long  as  a  good  fihn  was  maintained.    The  machine  was  then  run 


PiQ.  8    AfiftANCEUENT  or  Sboes  in  tsb  Taattor  Bearinq  Tested 

for  an  hour  at  1.9  r.p.m.,  and  the  %bt-spring  compression  was 
^J  in.,  showing  that  the  friction  coefficient  still  continued  to  reduce. 
This  run  had  to  be  stopped  on  account  of  quitting  time. 

21     Tests  were  continued  on   Monday,  October  27,  starting 


Thrust  Beabiko  Euploted  in  the  Tests 

with  2.72  r.p.m.  See  Fig.  12.  The  r.p.m.  was  decreased  at  hourly 
inter\-als  at  first.  The  first  run  showed  that  the  friction  decreased 
until  the  speed  was  2  r.p.m.  When  an  attempt  was  made  to  run 
at  1.81  r.p.m.,  the  friction  increased  considerably  —  about  100  per 
cent.  The  friction  fell  off  with  the  speed  down  to  1.93  r.p.m.  Then 
at  1.87  r.p.m.  the  friction  increased  about  100  per  cent.  At  1.66 
r.p.m,  it  wa^  20  per  cent  higher  still.    It  will  be  noted  that  with  a 
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speed  as  low  as  1.66  r.p.ni.  the  light  spring  still  carried  the  load 
easily. 

22  The  results  of  Tuesday's  tests  correspond  very  closely 
with  the  previous  ones.  See  Fig.  13.  The  speed  waa  lowered  at 
intervals  until  it  reached  1.9  r.p.m.,  the  friction  coefficient  likewise 
decreasing.  ^Tien  an  attempt  was  made  to  run  at  1.71  r.p.m.,  the 
spring  compression  increased  more  than  100  per  cent.  At  1.5  r.p.m. 
it  increased  to  almost  double  its  value  at  1.71  r.p.m. 

23  After  the  run  on  Tuesday  the  thrust  bearing  was  inspected. 
It  was  found  to  Ijc  in  excellent  condition,  the  shoe  faces  having 
apparently  worked  in  so  as  to  be  a  much  better  fit  to  the  collar.    In 
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I'lQ.  10       Fia.  II  Fio.  12 

Fius.  10  TO  lU    l{t:aii.Trt  ok  Tesis  uk  Turubt  Bearinu 

view  of  this  iinprovL'iiient  it  was  decided  to  sec  what  would  happen 
if  the  intichinc  wen-  nm  constantly  at  1  r.p.m.  It  was  thought  that 
tlie  friction  would  Ih;  very  hitth.  Whether  it  would  increase  or 
d(>crf'a.>i('  !is  the  nui  w;is  lontinucd  was  the  imihlem.  The  machine 
w;is  run  at  1  r.p.ni.  friiiti  7.20  a.ni.  to  l.W  p.m.  See  Fig.  14.  At  the 
ln-ciiuiiiiK  of  till-  run  the  heavy  spring  wiis  slightly  compressed.  At 
I  lie  ciul  of  fiiur  hours  tin-  load  was  iM-pnning  to  be  carried  by  the 
li(jiit  spring  iilonc.  .\t  the  end  of  another  four  hours  the  compres- 
sion of  thf  light  spring  had  ifduccd  considerably,  finally  readiiog 
■,",1  in.  Thii-  conipivssioii  iviii:iini<d  constant  for  IW)  min.  It  wsB  de- 
I'iiicd  tliut  from  lliis  point  tin  the  lowering  of  the  coefficient  would 
be  >lci\v.  IhiK'c  (hi-:  test  wa:^  discoiil Imicil  at  quitting  time.  Aa 
ilirri'  w:is  ;iii  cvidi'iit  litiiiriivciiicnt  111  the  lietiring  surfaces,  showii 
by  till'  L'r;idii:i!  rrdui'liiiti  ni  the  friction  I'ocllincnt,  it  was  decided 
III  I'liii  ihi-  ti>'\i  il:iy  :ii  v:iriiius  s|i(-eiis  and  s<-e  whether  the  coefficient 
would  nrhice  with  the  s|Kcd  to  a  lower  [Kiint  than  before. 
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24  Od  Thursday  the  machine  was  started  up  asd  run  for 
IS^nin.  intervals  at  each  speed  beginning  with  2.25  r.p.m.  See  Fig. 
15.  The  friction  coefficient  was  the  same  as  shown  at  this  speed  on 
Tuesday.    The  minimum  friction  was  obtained  at  2  r.p.m.    The 


Fia  13  Fio.  14 

FiOB.  13  AMD  14    Rebults  of  Testb  or  Thkust  Bb&bino 


Fio.  15  FiQ.  le  Fin.  IT 

FiGB.  15  TO  17    Results  op  Tests  or  Thrust  Beabiho 

coefficient  remained  constant,  however,  until  the  speed  reached 
1.71  r.p.m.  It  increased  appreciably  when  the  speed  was  reduced 
to  l.GG  r.p.m.  and  continued  to  increase,  though  slowly,  imtil  the 
speed  rcnchc<l  1.5  r.p.m.  The  friction  then  remained  constant  until 
the  speed  W.1S  reduced  to  1.39  r.p.m.  At  this  point  the  machine  waa 
shut  down 
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25  It  is  evident  from  the  foregoing  that  by  running  continu- 
ously at  1  r.p.m.  the  bearing  surfaces  improved  bo  that  the  fric- 
tion coefficients  at  speeds  slightly  above  1  r.p.m.  were  less  than  they 
otherwise  would  have  been. 


I 

s 

I 

B.p.m. 
Fia.  18    BsauLTB  of  Test  Run  of  3)  HooRs;    Spkum,  2.3  to  10  k.fji. 


Fiu.   19    Kksii,to  Oh-  TE.STS  at  280  Lb.  per  Sg.  In.  wriB  Machub  On. 

2G  On  rriiitiy,  (tctoU'r  ;jl,  the  muchine  was  run  at  0.5  r.p.iiL 
for  Ij  liiiiirs.  Sec  I-'ijr.  HI.  The  load  Wiis  carried  by  the  heavy 
spring  tlinmgljtmt  Ihc  run,  Imt  its  cumprcssion  gradually  d 
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The  machine  was  Oan  run  at  various  speeds,  beginoiog  with  3 
r.p.m.,  to  see  if  the  bearing  had  been  improved  by  its  long  run  at 
0.5  r.p.m.  The  bearing  was  to  be  maintained  at  each  speed  for 
15  min.  Tbe  friction  force  at  low  speeds  was  less  than  it  had  been 
in  previous  tests,  but  it  remained  constant  from  2.85  to  2  r.p.m. 
It  then  slightly  increased  as  the  speed  was  further  lowered,  and 
remained  constant  from  1.87  to  1.66  r.p.m.    From  here  on  it  gradu- 


Fia.  20    Results  of  Tbots  at  600  Lb.  per  Sq.  In.  with  Machinb  On. 

ally  increased,  but  remained  very  low  imtil  the  speed  had  been 
reduced  to  1.01  r.p.m.  At  this  low  speed  the  friction  coefficient  was 
about  one-third  as  great  as  tbe  minimum  value  that  had  been  ob- 
tained when  the  bearing  had  been  run  steadily  for  a  whole  day  at 
1  r.p.m.    The  unit  was  then  shut  down. 

27  On  Saturday  the  test  was  begun  at  1.5  r.p.m.  and  continued 
for  30  min.  See  Fig.  17.  The  coefficient  was  less  than  at  same  speed 
the  previous  day.  This  is  explained  l^  the  assumption  that  the 
surfaces  improved  during  the  lower  speed  niDS  foDowiDg  that  at 
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1.5  r.p.m.  on  Friday.  At  1,25  r.p.m,  the  friction  was  still  consider- 
ably less  than  on  the  previous  day.  At  1.05  r.p.m.  it  was  nearly  as 
great  as  on  Friday,  At  0,88  r.p.m.  it  increased  about  70  per  cent 
and  continued  to  increase  rapidly  as  the  speed  was  lowered  until 
0.38  r.p.m.  was  reached.  The  motor  was  not  belted  to  run  slower 
than  this,  so  the  run  at  this  speed  was  continued.  Tlie  friction 
coefficient   at  0.38  r.p.m,  gradually  decreased  as   it  hatl   done  at 


Via-  21    Rusvi.TS  OK  Tksts  at  (iOO  Lii.  i>eh  Sg.  Ik.  with  Macbikk  Oil 
other  siHt'ds,  indicutinfc  contimiod    improvement  in  the  bearing 

^8  On  TiH'sdny,  XiivenilHT  4,  u  eont inuon.i  nm  of  5^  hr.  wu 
made  :il  (1.1  r.ii.iii.  Tli<>  riiftioii  cocDit'it'nt  (ERuhially  reduced  from 
(I.17S  til  ().i:i<l.  The  run  w:is  cuntinuivl  the  next  day  for  6}  hr.  at 
ihi'  ^::Lini'  s|:['i'<[.    The  frii'iion  coeflicicnt  rrmninod  steady  at  0.130. 

211  Aflcr  ihc  lt>n^  runs  at  (1.1  rp-m.,  the  machine  was  put 
lliroiii;!i  thf  viiriuiis  liinliir  siwf'd.i  from  1.0  to  S.5  r.p.m.  The  re- 
^iiltin^  fciiliun  i-i)cflii-iciits  were  tunsidi-ralily  lowrr  than  previoudy 
riliialncii  U'T  ih<'  ^;lIll>>  s[Nrds.  llenoc  the  long  run  nt  0.1  r.p.m.  le- 
sulli-d  in  Miarkvd  iniprovrmcnt  in  the  Ix'arinK, 
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30  The  test  results  thus  far  f^ven,  shown  by  Figs.  10  to  17, 
were  plotted  with  the  vertical  scales  givii^  spring  deflection  and 
corresponding  friction  coefficient,  and  with  the  horizontal  scale 
showing  time  of  day.  The  figures  that  follow  show  the  friction  co- 
eflScient,  to  scale,  plotted  against  the  r.p.m.  The  time  of  day  is 
marked  along  the  curve,  at  each  reading,  to  indicate  the  sequence. 
Arrow  heads  are  also  used. 

31  la  Fig.  18  are  plotted  the  results  of  a  test  run  of  3)  hours, 
through  a  speed  range  from  2.2  r.p.m.  to  16  r.p.m.  The  lowest 
coefficient  obtained  was  0.00265  at  4  r.pjn.    This  includes,  as  do 


Fio.  22    RzBDL-re  OF  TssTB  at  600  Lb.  pes  3q.  In.  with  Extka. 
TuBBiMK  On. 

all  the  others  given  in  this  paper,  the  guide  bearing  friction,  which 
it  was  impossible  to  estimate  accurately.  It  will  be  noted  in  this 
figure  that  the  friction  remained  fairly  constant  from  3  r.p.m.  to 
16  r.p.m.     Similar  phenomena  will  be  noted  in  other  figures. 

32  Iq  Fig.  Id  are  shown  the  first  results  of  tests  at  280  lb.  per 
sq,  in.  with  bath  of  machine  oil.  This  test  continued  14i  hours. 
All  the  coefficients  are  higher  than  for  a  unit  pressure  of  140  lb. 
This  is  to  be  expected  at  the  low  speeds  of  these  tests,  using  a  light 
oil.  The  order  of  the  changes  in  speed  should  be  noted  carefully. 
Starting  at  16  r.p.m.  it  waa  reduced  at  intervals  till  it  reached 
0.76  r.p.m.,  the  friction  being  higher  at  each  lower  speed.    Tlie  speed 
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wiis  maintained  at  0.76  for  nearly  three  hours,  the  coeffiaeDt  of 
frii^tkm  {gradually  reducing  till  it  was  50  per  cent  of  its  first  value. 
The  s[>ced  was  then  reduced  to  0,34  r.p.m.  and  kept  there  for  four 
hours.     The  friction  while  much  higher  than  for  0.74  r.p.m.  reduced 


Fia.  23    Rbsulto  of  Tkstb  at  GOO  Lb.  per  Sq.  In.  with  Extra 
TuRBiNG  Oil 


Rpm 
Fia.  25    Rbuultii  or  Tears  at  GOO  Lb.  per  Sq.  In.  with  CnDOWB  Oil 

ul>out  twenty  per  cent  in  four  hours.  The  speeds  were  than  in- 
crease<l  from  O.'M  up  to  2.4  at  inter\'als.  For  each  speed  the  frio- 
tion  was  al)out  half  wh:it  it  was  prior  to  the  long  runs  at  0.74  and 
0.34  r.p.m.,  thu^  imlicatinp;  improvement  during  the  i 
slow  Sliced  runs. 
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33  In  li^g.  20  are  shown  the  results  of  a  test  with  machine  oil 
and  a  unit  pressure  of  600  lb.  per  sq.  in.  The  results  in  general  were 
the  same  as  from  the  previous  test,  all  the  coefficients  being  higher 
however  on  account  of  the  increased  unit  pressure.  Considerable 
difficulty  was  experienced  with  surgbg  at  the  low  speeds  during  this 


?  Tests  at  1000  Lb.  per  Sq.  In.  with  C' 


Fia.  27    Results  of  Tests  at  1000  Lb.  pek  Sq.  In.  with  Extba 


test  accounting  for  the  variety  of  friction  coefficients  at  0.34  r.p.m. 
The  bearing  n'a.s  nm  all  told  about  eight  and  a  half  hours  at  speeds 
ranging  from  1  r.p.m.  to  0.34  r.p.m.  After  that  run  the  speed  was 
increased  at  intervals  up  to  16  r.p.m.,  these  new  frictioD  coefficients 
being  in  all  cases  very  much  less  than  before  the  low  speed  run. 
It  should   \)c   noted  that  the  improvement  is  much  more  marked 
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than  for  the  light  pressures.  In  Fig.  21  the  results  are  quite  similar 
to  those  shown  in  Fig.  20  except  that  they  are  a  bit  more  consistent. 
In  this  case  the  improvement  is  about  as  marked  as  before  but  tbe 
coefficients  are  slightly  lower  as  a  whole. 


Fia.  28    Results  of  Tests  at  IOOO  Lb.  per  Sq.  In.  with  Extka 
IIeavt  Turbine  Oil  {Snoea  Coanqbd) 


1  Si  ^llllw  t  wo  Uvif  run  at  IMX)  lb.  per  sq.  in.  with 
oil.  The  lirsinotii-cable  feature  is  the  teductkio 
a.  ;i])pri-<-i:iMy  Iowit  than  for  the  lifter  ml  with 
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the  same  unit  pressure.  Unfortunately  these  teats  were  nm  in  only 
one  direction,  i.e.  from  high  to  low  speeds.  Hence  we  cannot  tell  how 
much  the  bearing  surfaces  were  improved  by  the  low  speed  run. 
In  Fig.  22  the  friction  fell  off  duiing  the  thirty-four  minutes  of  run- 
ning at  0.50  and  0.34  r.p.m. 

35    Tests  were  then  made  with  cj^inder  oil  with  a  load  of  600 
lb.  per  sq.  in.    In  f^gs.  24  and  25  the  results  are  plotted.    Th^ 


show  that  for  speeds  below  3  or  4  r.p.m.  the  friction  is  less  than  for 
the  same  pressure  using  extra  heavy  turbine  oil.  In  Fig.  24  the 
test  was  begun  at  slow  speed,  the  speed  increased  up  to  16  r.p.ni. 
at  intervals  and  then  brought  down  again.  Hie  return  readings 
bIiow  lower  than  the  initial  ones,  the  difference  being  most  marked 
at  verj'  low  speeds. 

36    The  unit  pressure  was  next  increased  to  1000  lb.  per  sq.  in. 
The  fin:-t  test,  Fig.  26,  was  run  with  iiylinder  <ul  and  begun  at  16  r.pjn. 
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Burrs  or  high  spots  produced  when  the  area  of  the  babbitt  was  re- 
duced may  explain  the  high  coefficient  obtained  at  the  start.  The 
surface  improved  as  the  speed  was  lowered  though  not  so  much  as 
expected. 

37    The  oil  was  then  changed  to  extra  heavy  turbine  oil.     In 
Fig.  27  this  test  is  sliown.    During  the  first  few  minutes  the  friction 


Fi«.  ,il     ItK.si'i.Ts  OF  TCHTS  AT  1000  Lu.  PER  Sq.  In.  wrm  Mackink  Oil 
(SiioGs  Cuakqed) 

at  low  }ip«'<'d  iiicrrascdi  no  <^loul)t,  while  the  cylinder  oil  wu  being 
wiislinl  off  thf  \>inY\nu.  fun-s  liy  the  lichtor  oil.  The  speed  was  then 
iiicivHsiil  ami  tlio  friction  Kri'ihially  fell  off  as  shown. 

38  TIk'  sIkh's  wiTc  then  ciiim^^d  with  same  pressure  and  oil 
w'-h  (hr  nsult  iii<iii-!it<'il  in  l-'ig.  28.  Thr.sc  shoes  also  probably  had 
buns  or  Kinh  spots  prmliRiHl  when  the  babbitt  area  was  cut  down. 
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They  would  explain  the  high  friction  coefficients  at  medium  speeds 
and  the  peculiar  result  at  very  low  speeds. 

39  The  cylinder  oil  was  then  used  without  changing  the  shoes. 
They  having  been  improved  by  the  previous  run  showed  lower 
coefficients  at  all  speeds  (see  Fig.  29)  than  were  obtained  during 
the  first  run  at  1000  lb.  per  sq.  in.  with  cylinder  oil  as  shown  by 
Fig.  26. 

40  The  oil  was  next  changed  to  machine  oil  and  the  same 
shoes  used.  See  Fig.  30.  Beginning  at  16  r.p.m.  the  speed  was  re- 
duced at  intervals.  A  run  was  made  of  one  and  three  quarters 
hours  at  0.34  r.p.m.,  the  friction  dropping  off  gradually  but  notice- 
ably. Going  up  through  the  speeds  again  gave  the  same  general 
results  as  for  lighter  pressures,  i.e.  lower  coefficients  than  before  the 
low  speed  run. 

41  The  shoes  were  then  changed  and  the  same  test  repeated 
with  the  similar  result  shown  by  Fig.  31.  This  test  completed  the 
experiments. 

42  A  summary  of  the  results  of  these  slow-speed  tests  is  given 
on  page  8. 
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A  DREDGING  PUMP  OF  NOVEL 

CONSTRUCTION 

By  Walter  J.  White,*  New  Orleans,  La. 
Associate  Member  of  the  Society 

T^HE  port  of  New  Orleans  has  long  been  denied  its  natural  growth 
by  restrictions  imposed  by  the  civil  code  of  the  state  of  Louisi- 
ana, which  declares  that  the  banks  of  all  navigable  rivers  are  public 
property  and  as  such  cannot  be  sold  nor  used  for  factory  sites,  ship- 
yards, or  other  industrial  enterprises.  Attempts  have  been  made 
to  overcome  this  industrial  handicap  by  proposals  to  build  a  navig- 
able canal  which  would  not  be  subject  to  the  restrictions  just  enu- 
merated. Some  fifteen  years  ago  Mr.  Walter  Parker  proposed  that 
such  a  waterway  be  built  connecting  the  Mississippi  River  with  Lake 
Pontchartrain,  but  the  task  was  not  undertaken  until  shortly  before 
the  war. 

2  It  is  not  the  purpose  of  this  paper,  however,  to  deal  with  the 
history  of  this  canal  nor  to  present  the  many  industrial  advantages 
which  its  creation  will  bring  to  the  port  of  New  Orleans,  but  rather 
to  present  some  of  the  outstanding  engineering  features  incident  to 
the  completion  of  the  work. 

3  It  may  be  of  interest  to  note  in  passing,  that  in  spite  of  the 
prevalent  belief  that  the  civil  code  has  been  a  handicap  to  the  general 
industrial  development  of  New  Orleans,  even  if  there  were  no  law 
standing  in  the  way,  manufacturing  plants  located  upon  the  Mis- 
sissippi would  be  exposed  to  many  dangers  occasioned  by  the  en- 
(roachinent  of  the  river.  Furthermore,  any  manufacturing  plant 
du('  to  the  great  range  of  level  of  the  river  would  be  burdened  with 
the  cost  and  inconveniences  of  loading  and  unloading  of  water  craft 
and  such  fact  would  serve  to  make  impracticable  the  operation  of 
the  plant.     It  is  also  generally  conceded  by  experts  in  shipbuilding 

^  Supt .  of  Dredging,  Board  of  Commissioners,  Port  of  New  Orleans. 
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that  operations  of  that  kind  could  not  be  maintained  on  the  banks 
of  the  river  with  any  hope  of  success.  It  is  of  course  obvious  that 
an  industrial  canal  (controlled  by  locks)  would  be  entirely  suitable 
for  all  such  purposes. 

4  During  the  construction  of  the  canal  the  very  unusual  char- 
acter of  the  dredged  material  necessitated  a  complete  change  in  the 
construction  of  the  centrifugal  dredging  pumps,  and  because  the 
engineering  features  are  particularly  interesting,  it  is  to  this  phase 
of  the  work  that  the  writer  wishes  to  direct  attention;  but  before 
proceeding  to  examine  the  methods  employed,  a  brief  description 
of  the  canal  itself  will  undoubtedly  be  of  interest. 

5  The  surface  elevation  of  that  part  of  the  city  of  New  Orleans 
in  which  the  canal  is  located  is  the  same  as  mean  gulf  level.  Oc- 
casional high  tides,  due  to  storms,  occur  when  the  water  rises  to 
an  elevation  of  from  three  to  five  feet  higher  than  the  ground  sur- 
face. It  was  therefore  desirable  that  the  dredge  excavation  be 
handled  in  such  a  way  that  the  greatest  benefit  would  be  secured 
from  the  disposal  of  the  material.  This  was  accomplished  by  de- 
positing the  dredged  material  so  as  to  form  as  nearly  as  practicable 
a  continuous  fill,  which  thus  serves  as  a  levee  along  both  banks  of 
the  canal  and  which  prevents  any  possibility  of  overflow  during 
storm  tides.  The  dredge  excavation  furthermore  provides  high, 
well-drained  sites  for  shipyards  and  other  industries.  The  length 
of  the  Inner  Harbor-Navigation  Canal  from  deep  water  in  the  Mis- 
sissippi River  to  the  14-ft.  contour  in  Lake  Pontchartrain  is  31,800 
ft.  The  completed  project  is  to  have  a  clear  channel  width  of  150 
ft.  on  the  bottom  with  a  depth  of  30  ft.  below  low  water.  In  the 
development  of  shipyards  and  other  industrial  sites  no  encroachment 
on  the  channel  width  will  be  allowed,  such  locations  being  provided 
with  launching  basins,  slips,  piers,  etc. 

6  AMiile  it  is  true  that  the  Mississippi  River  and  Lake  Pont- 
chartrain will  be  connected,  it  is  beUeved  that  the  use  of  the  word 
canal  is  mkleading  and  very  Ukely  to  be  misunderstood.  It  should 
l)e  remembered  that  Lake  Pontchartrain  is  a  shallow  body  of  water 
when  compared  with  the  depth  of  30  ft.  in  the  inner  harbor.  The 
pr(\^ent  plan  contemplates  the  construction  of  an  inner  harbor,  or 
basin  haAing  a  constant  level  and  connected  with  the  deep-water 
channel  of  the  Mississippi  River,  entrance  from  the  river  channel 
to  the  inner  harbor  being  by  means  of  one  lock.  After  the  harbor 
feature  has  been  considerably  developed,  it  is  quite  probable  that 
extensive  dredging  operation  will  be  undertaken  to  establish  a  deep- 
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water  channel  from  the  north  end  through  Lake  Pontchartram  and 
Mississippi  Sound  to  the  Gulf,  thereby  justifying,  in  the  fullest  sense, 
the  name  Inner  Harbor-Navigation  Canal  —  an  Inner  Harbor  having 
a  constant  level  and  a  Canal  connecting  deep  water  in  the  Mississippi 
River  with  deep  water  through  Lake  Pontchartrain  to  the  Gulf. 

7  During  the  construction  of  the  canal,  traffic  had  to  be  main- 
tained over  railroads,  electric-car  lines,  and  highways  which  crossed 
the  line  of  the  Inner-Harbor.  This  featiuie  and  the  necessity  of 
utilizing  the  excavated  material  in  levees  and  fills  along  the  banks, 
and  also  the  requirement  that  all  excavated  material  be  deposited 
well  back  from  the  edge  of  the  bank,  prohibited  the  use  of  dipper 
dredges  or  other  types  of  dredges  which  dispose  of  material  by  means 
of  scows  or  by  depositing  along  edge  of  cut. 

8  While  planning  methods  by  which  this  dredging  could  be 
done  economically,  and  at  the  same  time  rapidly,  several  test  pits 
were  excavated  which  confirmed  the  beUef  that  about  80  per  cent  of 
the  area  to  be  excavated  was  underlaid  with  large  cypress  stumps 
which  at  sOme  time  in  the  past  had  either  subsided  or  had  been 
covered  by  deposit  from  overflow.  In  addition  to  the  submerged 
stumps  there  was  a  heavy  surface  growth  of  cypress  and  other  timber 
from  Station  No.  88  to  Station  No.  221.  The  topography  of  this 
country  is  best  shown  by  Figs.  1  and  2.  After  clearing  the  stand- 
ing timber  from  the  area  to  be  dredged  tentative  efforts  were  made 
to  remove  all  stumps  by  shooting  and  grubbing,  but  it  was  foimd 
that  this  would  greatly  increase  the  cost  of  the  work.  During  the 
progress  of  the  work  very  Uttle  manual  labor  was  expended  on  stumps 
and  roots,  although  it  was  found  to  be  advantageous  to  blast  some 
of  the  larger  surface  stumps. 

9  Notwithstanding  the  great  number  and  character  of  stumps 
and  roots,  as  evidenced  by  Fig.  3,  it  was  decided  for  the  reasons 
mentioned  that  the  work  could  best  be  done  by  hydrauUc  pipe-line 
dredges  of  the  cutter  type  and  contractors  were  asked  to  submit 
bids  on  the  work.  Due  to  the  difficulties  mentioned,  however, 
contract  prices  could  not  be  secured  and  arrangements  were  there- 
fore made  to  charter  dredges,  the  Board  of  Port  Conmussioners 
accepting  all  responsibiUty  for  output.  Four  20-in.  dredges,  and  one 
22-in.  dredge,  the  Texas,  were  accordingly  secured  and  work  was 
commenced  on  May  15,  1918.  Fig.  4  shows  one  of  these  dredges, 
the  Captain  Huston,  The  dredges  were  powerful  noutchines  of  good 
design  in  aU  respects,  but  it  was  fully  realized  that  much  trouble 
was  to  be  expected  on  account  of  stumps  and  roots. 
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10  By  utilizing  Bayou  Bionvwiue  four  of  the  dredges  were 
brougtit  in  to  a  point  on  the  canal  near  Station  No.  88,  where  one  wjis 
placed  in  operation  headed  towanis  I^ke  Ponchartrain  and  three 
were  started  toward  the  Mis!-issii»pi  River;  one  dredge  was  also 
started  south  from  Lake  I'oncluirtrain,  On  account  of  larger  aresis 
in  suction  an<l  discharge  iiiix?!^  and  jnimp,  the  22-in.  dredge  Texnn 
was  placed  in  the  mopt  difUcuIt  s^cdiun.  After  allowing  a  rea?onal)lo 
time  for  dndge  and  crew  to  liccoinc  adjusted  to  condition?,  it  t>ecanie 
evident  that  progress  would  Ix;  slow  and  tlie  work  would  be  uxpen- 


^'ive,  {\\u:  entirely  to  ddayn  and  di^cri'ased  i'a|)aeily  oeca»(ioned  hy 
sliiiniw  and  roots  eliinKJiij;  puti)|i  throat  and  ^ut'tioii.  'Hie  soil  it- 
M'lf  was  easily  handled  \>y  a  livilraiilie  di-edge  ami  the  pijx^liiie  con- 
liiiioiis  wen-  not  dillii'uU,  bnt  tin'  ainoiinl.  and  ehafiicter  of  nxitu 
eneiJUTitei'ed  and  laliT  Mirres-fnlly  handled  is  U-yond  de»erii)tion. 
I'ig.  .".  .^hiiws  the  characler  i<(  the  niali  rial  aetually  pHm[)cd  through 
Uie  liivdm-  'r<.nis.  Ii  was  ihcniihl  that  tlii^  solution  of  Ihia  difficulty 
would  lie  found  in  a  punip  inijiclIiT  desi(;nril  with  large  an<l  easy 
Jiassaj;!'  areas  and  iiavlni;  no  projeetin^  wclis  on  vanes  or  Iiuh.  'llie 
writer  learned  lliat   Mr.  A.   Ii.  \\'(k.i1,  nit-rhanieal  engineer  for  the 
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Sewerage  and  Water  Board  of  New  Orleans,  had  designed  and  pat- 
ented a  centrifugal-pump  impeller  for  hfrnHling  eewage  containing 
traah.  An  impeller  for  a  12^.  pump  waa  inspected,  and  while  none 
had  heretofore  been  used  on  dredges  of  the  cutter  type  it  was  believed 
that  the  root  problem  was  solved  and  Mr.  Wood  was  engaged  to 
design  an  impeller  for  the  22-m.  dredge  Tezas.  All  costs  in  cm- 
nection  with  the  manufacture  of  the  impeller  were  to  be  borne  by 
the  Board  of  Port  Commissioners  r^ardloss  of  whether  or  not  ft 
proved  a  success. 

11    From  the  first  the  resuHs  obtained  with  the  new  impeller 


Fici.  4    The  Dhkdob  Captain  Button,  Uhkd  in  ths  E!zc4vatiom  of  Tta 
New  Obleanb  Industrial  Canal 

were  remarkable,  the  increase  in  output  being  between  two  and 
throe  hundred  per  cent.  The  increased  yardage  excavated  by 
dredge  Texas  is  shown  by  the  following  comparative  statemmt, 
covering  thirty  days'  operation  immediately  befwe  and  immediately 
after  change  of  impellers: 

Old  Impeller    Ntm  ImptOx 

Excavating,  hours 483.43  SOUK) 

Clogged  suction  delay,  houiB 130.76  TIJH) 

.411  other  delay,'  hours VOOJBS  3BU0 

>  The  large  number  of  dday  hoon  after  inatilUian  of  nnr  'fTTW**"'  was 
due  to  time  lost  cleaning  boilera  and  laisiiig  a  simkcn  fual  bai|B.    Ftar  fta  period 
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tioned,  it  was  recognized  that  in  order  to  secure  mftYimunn  output 
in  material  of  this  character,  it  would  be  neciessary  to  provide  as  large 
passages  through  piunp  and  impeller  as  possible,  and  it  was,  there- 
fore, determined  that  two-thirds  of  each  alternate  vane  should  be 
cut  out  of  the  impellers  in  these  dredges,  as  shown  in  Figs.  6  and  7. 
The  outer  one-third  of  the  vanes  was  left  to  preserve  structural 
strength,  but  after  observing  the  performance  of  the  pimips  it  is  the 
opinion  of  the  writer  that  every  alternate  vane  could  have  been  en- 
tirely removed. 

13  During  the  first  three  days  that  the  dredge  Captain  Huston 
was  in  operation  and  prior  to  making  alterations  to  the  pump  the 
yardage  output  of  the  dredge  was  practically  nothing.  This  was 
due  to  the  fact  that  the  pump  suction  throat  was  continuously 
clogged  with  stringy  roots  and  stimips,  which  it  was  impossible  for 
the  pump  to  handle.  Conditions  could  not  have  been  worse  and 
it  was  felt  that  any  method  whereby  the  pimip  throat  and  impeller 
could  be  opened  up  would  result  in  an  increased  output.  It  is  ad- 
mitted that  some  imeasiness  was  felt  as  to  how  these  alterations 
might  eflfect  the  performance  of  the  pimips,  but  results  have  more 
than  justified  what  at  first  seemed  to  be  a  drastic  and  hazardous 
measure.  Pump  and  engine  tests,  typical  curves  of  which  are  shown 
in  Fig.  8,  have  shown  that  these  alterations  did  not  effect  the  capa- 
city or  efficiency  of  the  piunp,  other  than  by  greatly  faciUtating  the 
passage  of  roots,  etc.,  through  the  pump.  While  the  writer  imder- 
stands  that  radical  alterations  should  not  be  made  without  careful 
consideration,  it  is  imdoubtedly  true  that  the  performance  of  a  dredge 
Ls  to  be  judged  largely,  if  not  solely,  by  the  imit  cost  of  output,  and 
where  for  any  reason  output  is  not  being  secured  any  modifications 
of  plant  are  justified,  provided  that  the  imit  cost  of  output  is  con- 
trolled. In  this  particular  instance  there  was  involved  the  difference 
between  failure  and  success.  Assuming  the  same  general  character 
of  excavation,  a  further  modification  along  the  lines  indicated  would 
it  is  believed,  result  in  a  further  increase  in  output. 

14  The  impeller  designed  for  the  22-in.  dredge  Texas  was  of 
same  diameter  (80  in.)  as  that  of  the  old  impeller,  but  it  had  two 
instead  of  four  vanes.  An  examination  of  Figs.  9  and  10  will  show 
that,  due  to  the  peculiar  shape  of  vane,  the  lodging  or  collection 
of  roots  or  other  material  is  made  difficult,  if  not  impossible,  every 
encouragement  being  given  by  shape  of  vane  and  throat  of  impeller 
to  the  continuous  flow  of  water  containing  irregularly  shaped  roots  or 
other  objects.    The  writer  does  not  wish  to  convey  the  impresedoni 
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liowf^'tT,  tluit  all  of  till'  large  cypress  stumps  and  roots  were  cut 
up  by  the  cuttci-s  and  handled  through  ti  20-  or  22-iii.  dredKuig 
|)\uiii).  Wliilc  siiftion  laddci-s  wore  built  for  hca\->-  t!er\ia!  and  cuttpn? 
wcrr  of  good  design  and  powerful,  a  gi-eat  many  of  tlie  stumps  were 
undercut  and  allowed  to  sink  to  the  bottom,  wlicre  they  were  de- 
posited below  grade. 

15    In  general  the  operation  and  maintenance  of  the  ilrcdftes 


I  Impcllkb  Desioned 


fuIUiwed  I  he  ur^iial  piMivdim'  for  iln'ilgi-s  of  thia  type,  and  it  is  not 
lulii-ved  thai  any  novel  featuiv  other  than  in  connection  with  modi- 
fiiaiiiiii  111'  jnuu))  de.-^if-u  lan  !«•  pa-scnied.  The  22-ii).  dredge  Teiat; 
^v;l^  r(|iii|.piil  io  usi-  ball  joints  as  connections  between  sections  of 
piintiHM)  pi|i-.  and  it  i:*  biOievcd  that  the  |«issage  of  roots  was  nisde 
v.x-u-i-  ijiati  if  nibbri'  sUvves  had  Uh'Ii  ns<-d. 

Hi     I'uniji  iiii|>f[l.i-s   having  two.  thrtv,   four,  six,  and  seven 
vanes  and  v:i] ying  in  dianieter  from  t>8  in.  to  96  in.  vem  UBCd  in  the 
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diffeicDt  dredges  engaged  on  this  work.  While  it  is  the  inteDtion 
to  present  methods  and  actual  results  secured  rather  than  to  dis- 
cuss the  design  and  performance  of  centrifugal  pumps  and  impellers, 
it  is  thought  that  some  comparative  observations  made  of  the  dif- 
ferent pumps  will  be  interesting.  Tests  to  determine  certain  centrif- 
i^al  dredge-pump  characteristics  while  pumping  water  were  care- 
fully made.  The  results  of  these  tests  are  given  in  Tables  1  and  2. 
Observers  were  selected  and  were  rehearsed  several  times  to  make 
sure  that  they  understood  just  what  was  required  of  them.  All 
practicable  precautions  were  taken  so  that  accurate  results  would 
l>c  secured.     Readings  were  recorded  as  obseryed,  the  object  lieiiig 
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to  eliminate  any  intention  to  interpret  or  analyze  readings  while 
test  was  in  pn^ress.  A  study  of  the  readings  does  not  reveal  any 
wide  range  in  any  set  of  readings  for  a  given  condition.  Ali  the 
figures  in  Table  1  are  a  mean  of  a  number  of  readings  and  the  writer 
has  confidence  in  the  correctness  of  all  observation  and  computa- 
tions, and  it  is  believed  that  the  data  presented  will  be  of  value  in 
analyzing  and  studying  the  design  and  performance  of  centrifugal 
dredging  pumps.  At  the  time  tests  were  made,  the  dredges  were 
in  good  opcratbg  condition,  but  no  special  preparation  of  machinery 
wa.s  made.  All  of  the  pumps  tested  were  of  the  single  suction  type 
and  all  impellers,  with  one  exception,  were  shrouded  on  both  sides. 
The  pumps  were  directly  connected  to  vertic^  triple-expansion 
engines. 
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17  Upon  the  completion  of  the  tests  made  on  the  dredges 
Cttptaiii  Hui^m  and  Dixie  both  of  which  were  equipped  with  pumps 
hiiviiif;  uuxlifirtl  propellers  it  was  decided  to  test  the  pumps  of  the 
dieiip'  Pfiicii'i.  which  wiis  fitted  with  an  open  impeller.    This  pump. 


■>ii-d  with  imi)eU{>r  in  tlic  pump  in  the  normal 
I'ui'vi't)  lnu'kwart)  nn<l  also  with  the  impeller 

;  \:iiii<.-<  curved  in  tlic  direction  of  rotation. 
\\ii.iii<'\N  SiK-iKTV  OK  Civil  Enuineerb,   voL   60, 

ml  ('.  W.  S(iiri(>\-nnt,  Member  of  Thk  Auxucan 

V.I.  ini'iiiionriiiit'iitriruKnl  drcdginK pump  hsvinit  been 

>'s  I'livM'tl  r«rH':ird  instcnd  of  backwanl. 
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TUr  n'sulls  wore  siirprisiiig  and  are  shown  in  detail  in  Table  1  and 
Ibo  riirvos  of  l-ip^.  12  and  13,  So  far  as  the  operation  of  the  dredge 
\v!is  iMnivnii'd,  iMith  while  inimpinK  water  and  also  while  dredging 
tluTi'  w;is  nothing:  to  indirato  to  the  closest  obser\'er  that  the  pump 
«!i.s  noi  ns,-;i>inl>led  in  tho  usual  manner.  After  completion  of  tests 
11  WHS  loiKid  liy  (■(ini|iarison  th;it  there  Wiis  a  10  per  eent  loss  of 
.■tti.it'iii\v  iliu'  to  iiurenscil  iiHisiiiiiptiiin  of  power  with  the  reversed 
nn|-.>lliv.     A-;  ;i  inatler  (if  iiileresl   it  might  l>e  stated  that  <)re(Igc 


Cubic  Feet  perSecortet 

!>.      r.'      Tt>T    t'lllVKS   <lf    DlIKDCiK    I'lUcun 

ii.d  liiiiii  .IiiTie  1  t<.  June  II,  IHlit,  with  the  ifTOiwd 
iiiiii^iinl  licitig  noticed  in  ii|)emti(m  and  no  diminu- 
■•iiii;  apiuivnl. 

-I-  ,i|'  .liviljres  TcxiiK  and  C/iittatH  Ihinlon  the  quui- 
1 1I1.1-.I  I'v  the  pmnp  wns  nieiu^nred  by  pitot  tube  and 
t\  lull-  i.siinn  tlie  theilKc  Ciiptain  Huston  the  pitot 
1,1  «.!-.  iikI  n.-i-il  ill  the  tests  of  the  other  dredges. 
\i'iiniii  iii.ier  was  loealed  just  astern  of  the  dredge 
I  l'i|n'.  when'  it  woidd  not  l>c  influenced  by 
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elbows.  Suitable  arrangements  were  made  so  that  the  discbat^ 
pipe  could  be  throttled,  or  closed  off  entirely,  and  in  this  way  a 
variation  in  head  and  quantity  was  created.  Piezo-meters  were 
J-in.  tee-4iandled  pet  cocks,  which  were  screwed  into  the  pipe.  In- 
dicators were  not  calibrated,  but  are  believed  to  have  been  in  excel- 
lent condition.  Cards  were  taken  Bimultaneously  on  the  three 
engine  cj'Iinders.  It  wa.s  unfortunate  that  during  the  drop  in  pres- 
sure test  inade  on  dredge  Dixie  it  was  impossible  to  obtain  comparable 


I™ 

»l  * 

a  S  I 

„^  I 

D    u  g 

Cubic  FecfperSecond 
Flu.  13    Test  C'crves  uk  Dbeuge  Pelican  with  luptLLLR  Kevebhed 

|)eriplicral  sperds  ilue  to  valve  of  intermediate  cylinder  being  im- 
properly set . 

19  From  May  15,  1918,  to  August  1,  1919,  there  were  employed 
in  the  constniction  of  the  Inner  Harlwr-Navigation  Canal  four 
20-in.  dredges  and  one  22-in.  dredge.  One  of  the  20-in.  dredges 
was  ottTied  and  operated  by  the  Board  of  Port  CommissioDers; 
one  20-in.  dredge  was  chartered  at  a  monthly  rate  for  the  bare 
<lredgc,  all  operating  and  maintenance  costa  being  borne  by  the 
Board;  and  two  20-in.  and  one  22-is.  dredges  were  dtaitend  by  the 
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Board  at  a  rate  to  include  all  operating  and  maintenance  charges 
except  fuel  and  shore  pipe  line,  which  was  borne  by  the  Board. 
In  securing  dredges  for  this  work  it  was  necessary  to  tow  them  to 
New  Orleans  from  more  or  less  distant  points,  two  having  been 
brought  from  Havana,  Cuba,  the  Board  assuming  all  towing  charges 
and  paying  one-half  the  charter  rate  while  dredges  were  in  transit. 
A  careful  record  of  costs  was  kept  and  the  total  yardages  by  months 
and  the  total  and  the  unit  costs  of  the  same  will  be  found  in  Table  3. 
These  costs  arc  divided  under  three  headings: 

Arbitrary 

Cost  of  towing  to  and  from  New  Orleans 

One-half  rental  paid  while  in  transit 

Cost  of  477,193  cu.  yds.  of  preliminary  and  auxiliary'' 

dredging 
Cost  of  design  and  manufacture  of  two-vane  impeller  for 

22-in.  dredge 

Charter 

Charter  cost  of  four  dredges 

All  Other  Charges 

Fuel 

Shore  pipe  Hnes 

Labor,  subsistence,  repairs,  material,  insurance  and  super- 
vision. 

20  The  writer  was  present  and  assisted  in  the  very  complete 
test  of  hydraulic  dredges  made  for  the  Mississippi  River  Commis- 
sion by  ('olonel  F.  B.  Maltby,  Mem.  Am.  Soc.  C\  E.,  and  a  careful 
study  of  the  hitter's  pajx^r  in  Vol.  LIV,  Trans.  Am.  Soc.  C.  E.,  has 
Ix^en  of  material  assistance  in  the  preparation  of  this  paper.  Colonel 
Maltby  has  also  very  kindly  offered  suggestions  and  criticisms  during 
the  preparation  of  this  pajHT. 

In  a  hydraulic  piiw-lino  dredge  of  the  cutter  type  it  is  believed 
that  all  passages  through  pifH^s  and  pump  should  be  designed  so 
that  clogging  at  any  iH)int  by  more  or  less  irregularly  shaped  solids 
will  he  reduciMl  to  a  niinimum.  As  a  result  of  tests  and  also  based 
on  observation  of  the  dredges  in  operation,  it  is  the  conclusion  of 
the  writer  that  the  modifications  descril>ed  did  not  decrease  the 
efiieieney  or  capacity  of  th(»  main  engines  and  pumps,  but  did  greatly 
increase  tin*  output  of  the  dredges  as  excavating  machines. 
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''  lfi:i'l;iit'>  iif  f<u>'«i  'U  um.'.v  inLiirnM*t  li<"aii.M'  of  nljirl  H-t  up  in  pi|M'  by  |>uiiip  impeller. 
'  .'^uf-ti'in  it-:iiliri)'.><  iiirnrmt  diir  litliiT  to  iK-t  (urk  lM>iii^  tlirottlvii  ilowii  itnt  much  or  Kctliiig 

ti'tM|iiii:iiily   iliiikt'il    ii|i. 


Di.scnAKcjK-rii'K  Link  Coxdition.s  for  Tk.sts  of  Dkkdgin'g  Pumps 

(livKX  IN  Taulk  1 

I'^xus:  Tot.^  1  ami  I,  S-in.  valve  uii  oiul  of  (iisrharKC  pijxi  wide  open.  Testn  2 
and  .").  S-iii.  valve  on  eiul  i>f  dischar^^o  \i'\\Hi  cut  off.     Test  3,  pi|)C  line  570  ft. 

{M>nt(H>ii  ami  .^^liorc  pipe. 

(\ijiftiih  Ilusfitn:  'I'i'st  1.  IMjM'  full  o|M'ninK.  Test  2,  Iron  plate  bolted  on  dis*- 
rliarjie  piiK'.  Tests  ;i,  7,  ami  S,  S-in.  valve  on  end  of  disehargc  pipe  wide 
npni.     'l\'.>ts   I  and  1),  S-in.  valve  on  end  of  dis<'hargo  pi|Xi  cut  off.     Tefltd 

.'i  and  (>.  Pipe  line  l\')'.\S  ft.  pontoon  and  shore  line. 

hi.in  .  TcM  1.  I'ipr  full  oprnin^T.  '!'e<t  *J,  \V<MKlen  piere  iMtlttnl  on  dinchailgc 
pipr.  Ti  -1-  ;;.  .").  and  <i.  ri|M'  line  L"»s.S  ft.  pontoon  and  shore  pipe.  Teat  4, 
'J  pirrro  nt  \N  oi n  1  Imlti'd  oil  eml  of  discharge  pi{M'.  TeAit  7,  Iron  plate  bolted 
on  i'imI  of  di<{}i:trL:i>  ]>i)H'.  'i\'-^t><  s  and  11.  .S-in.  valve  on  end  of  discharge 
pi{H-  wiijc  o]H  n.  Tr.»ts  1*  and  I'J,  S-in.  valve  on  end  of  disc'har^  pip^  partly 
ilo-«ril.     'IV- 1 <  10  and  l.'l.  S-in.  valvi-  on  eml  of  diseharge  pipe  cut  off. 
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Pdiean:  Tests  1,  2,  and  3,  Pipe  full  opening.  Tests  4  and  15,  ^n.  valve  on  end 
of  discharge  pipe  cut  off.  Tests  5  and  10,  Wooden  piece  bolted  on  end  of 
discharge  pipe.  Tests  6  and  11,  3  wooden  pieces  bolted  on  end  of  discharge 
pipe.  Tests  7  and  14,  8-in.  valve  on  end  of  discharge  pipe  partly  closed. 
Tests  8,  12  and  13,  8-in.  valve  on  end  of  discharge  pipe  wide  open.  Test  9, 
2  wooden  pieces  bolted  on  end  of  discharge  pip3. 

Pelican  (with  reversed  runner):   Tests  1,  2,  and  3,  l*ipe  full  opening.    Test  4, 
Wooden  piece  bolted  on  end  of  discharge  pipe.    Tests  o  and  12,  3  wooden 
pieces  bolted  on  end  of  discharge  pipe.    Tests  6,  8,  14,  15,  17,  18  and  19 
8-in.  valve  on  end  of  discharge  pipe  cut  off.    Tests  7  and  8,  8-in.  valve  on 
end  of  discharge  pipe  wide  open.     Tests  9  and  16,  8-in.  valve  on  end  of  dis- 
charge pipe  partly  closed.    Tests  10  and  11,  2  wooden  pieces  bolted  on  end 
of  discharge  pipe. 
In  all  cases  where  length  of  discharge  pipe  is  not  given  the  length  was  less  than 
100  ft.  from  the  stem  of  dredge.     In  general,  it  should  be  stated  that  the  figures 
in  Table  1  are  a  mean  of  a  numlier  cf  readings  recorded  during  tests,  which  ex- 
plains why  the  figures  are  worked  out  to  two  decimal  places.    The  venturi  meter 
had  an  inlet  diameter  of  22  fs  in.  and  a  throat  diameter  of  1$  in.     For  readings 
at  cut  off,  the  elevation  of  water  at  rest  in  suction  pipe  was  taken  as  suction 
head  and  for  other  readings  of  low  quantity  the  suction  head  was  taken  from  loss 
pressure  cur\'e  plotted  from  high  quantity  readings. 


TABLE  2     DATA   ON   CENTRIFUGAL  DREDGING   PU.MPS 


Texas 


Capt. 

Huston 


Dixie 


P^can 


Dinni.  of  impfll^r.  in    .... 

Number  of  van<*8 

Diam.   of  suction   piix'   at   I 

suction  irnge.  in 

Diam.  of  discharge  pipe  at 

discharge  (tage,  in 


80 
2 

23  J 


0->'  I 


96 
3* 

19!J 

2013 


S4 
3* 

2<j,\ 

2«H^ 


73 

4 

20} 


.   2.-,J  X  12U 
Triple  expana   engine,  in..    JU  x  21 5  x  3"i:l  I J  x  221  x  4(»;i4J  x  22'  x  3«'lli'*  x  lSx29 


I.enpth  of  stroke,  in 

Water  at  rest  in  canal  alK)Vc 
ceiitor-linc  of  pump,  in  .  . 

Water  in  river  above  cen- 
ter-line of  pump,  in 

Zero  of  suction  gage  Ik^Iow 
center-line  of  pump,  in .  . 

Zero  of  dijM^harge  gage 
alxjve  center-line  rjf 
pump,  in 

Zero  of  discharge  gage  be- 
low cfnter-liiie  of  pump, 
in 


IS 


10? 


20 


3i 


19 


20 


20 


53U 


IS 


Pelican  t 


73 

4 

20} 

25}  X  12U 
lli*4X  18x29 
18 


1.68 


10* 
At  center 
line  of 
pump 


*  Originally  •'•.  |,art.s  of  3  vanea  removed. 


t  This  teat  made  with  impdler  rerencd. 
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TURBO-COMPRESSOR  CALCULATIONS 

By  Allen  H.  Blaisdell,  Ptptsbubgh,  Pa. 
Associate-Member  of  the  Society 

After  painting  oul  the  features  which  differentiate  the  turbo-compressor  from 
the  muUi-stage  centrifugal  pump,  the  author  takes  up  the  study  of  the  pressure  and 
volume  changes  occurring  while  a  fluid  is  passing  through  one  stage  of  the  former 
and  slates  the  fundamental  energy  equations  involved.  He  then  discusses  the  number 
of  stages  to  be  used  in  a  given  case  and  follows  this  with  an  explanation  of  the  method 
of  laying  out  a  compression  diagram  and  of  subdividing  it  according  to  the  number 
of  stages  to  be  provided  for. 

The  function  of  the  impeller  is  next  discussed  and  in  this  connection  expressions 
are  derived  for  the  actual  and  effective  impeller  radii  and  the  axial  depth  of  channel 
of  any  radius.  Blades  and  blade  angles  are  also  considered  and  a  graphical  method 
is  described  for  calculating  the  theoretical  head  to  be  developed  by  an  impeller. 

The  paper  concludes  with  a  brief  study  of  the  working  of  free-vortex  and  guide- 
vane  diff users f  and  of  matters  to  be  taken  into  account  in  designing  in  order  to  obtain 
a  turbo-compressor  of  the  highest  possible  overall  efficiency. 

TT  is  well  known  that  the  turbo-compressor  is  quite  similar  in 
its  nature  to  the  multi-stage  centrifugal  pump.  Whatever 
dififerences  exist  between  the  two  types  of  machines  is  due  to  the 
fact  that  one  handles  a  gaseous  medium  while  the  other  handles  a 
practically  incompressible  fluid,  water.  Both  are  high-speed  ma- 
chines. 

2  The  impellers  of  multi-stage  centrifugal  pumps  are  of  the 
same  size  throughout  but  those  of  turbo-compressors  should  be 
theoretically  of  continually  dimini$hing  dimensions  because  of  the 
decrease  in  volume  of  the  fluid  as  it  is  compressed  from  stage  to 
stage.  Actually  the  impellers  are  divided  into  two  or  more  groups 
and  each  group  calculated  for  its  own  average  conditions.  Since 
the  capacities  of  these  machines  rarely  exceed  50,000  cu.  ft.  per  min. 
and  in  general  range  from  7000  to  10,000,  the  single-flow  type  of 
impeller  is  used  in  most  turbo-compressors. 

3  The  only  other  important  feature  which  di£ferentiates  the 
turbo-compressor  from  the  centrifugal  pump  is  the  arrangement 
made  for  cooUng  the  fluid  as  it  passes  through  the  compressor.    In 
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the  reciprocating  compressor  practically  all  cooling  is  accomplished 
by  means  of  intercoolers  located  between  the  different  stages,  the 
water  jackets  of  the  cylinders  having  but  slight  effect  on  the  teni|> 
erature  rise  of  the  fluid  which  is  being  compressed  in  the  cylinders. 
In  turbo-compressors  the  cooling  is  accomplished  in  two  ways. 
{(i)  l)y  means  of  cooling  coils  between  each  stage  and  (6)  by  means 
of  can^fully  designed  water  jackets.  The  water-jacket  method 
is  much  more  eflective  in  the  case  of  the  turbo-compressor  than 
in  that  of  the  reciprocating  machine  because  the  fluid  being  com- 
pressed has  a  more  intimate  contact  with  the  cooling  surfaces. 

4  The  discussion  will  l)e  divided  into  three  main  divisions: 

A   Thcjrmodynamic  (^Considerations 

a  Study  of  the  nature  of  th(^  compression 

b  Fundamental  energy  equations 

c  Layout  of  compression  diagram 
B  Pneumatic  Considerations 

a  Theory  of  fluid  flow 

b  Kssentials  of  impeller  design 

c  Kssentials  of  difTuser  design 
C  Pow(^r  ( -onsumption  and  Efficiency. 

{A)  TIIEHMODYNAMIC  COXSIDKU.VTIOXS 
NATUUE   OF  THE    COMPUESSIOX 

5  Fig.  1  shows  in  section  a  portion  of  tw^o  stages  of  a  multi- 
stage centrifugal  or  turbo-compressor.  The  fluid  being  compressed 
entei-s  the  imiK^Uer  at  a  with  a  definite  pressure,  velocity  and  tem- 
I)erature.  The  im|x»ller,  rotating  with  a  high  speed,  discharges  the 
fluid  with  an  increased  pressure,  temix^rature  and  velocity.  Leav- 
ing the  impeller  the  fluid  enters  the  difTuser  where  its  velocity  is 
greatly  njduced  and  its  pressure  increjised.  The  temperature  will 
also  \)o.  redu('(*d  somewhat,  due  to  the  cooling  water  which  passes 
through  th(»  ditVuser  vanes.  At  (/  the  fluitl  leavers  the  diffuser  and 
pa>s(\s  down  between  guide  vanes,  during  which  interval  it  is  in 
contact  with  water-coolcul  surfaces  /,  and  suffers  a  still  further  re- 
duction of  ttMuiHTatun*  and  volume*.  At  c  the  fhiid  enters  the  suc- 
ceeding: impeller  when*  it  goes  through  a  similar  cycle. 

{')  The  chaniie  of  state  of  the  fluid  being  compressed  will  fol- 
low the  law  /;/•"  constant.  The  valuta  of  the  exponent  n  is  gov- 
(M'ne(l  by  the  kind  of  fluid  being  compressed,  the  moisture  condition 
of  the  fluid  and  iiy  the  surrounding  thermal  conditions.     When  the 


ALLEN  H,  BLAISDELL  733 

fluid  being  compressed  neither  receives  heat  from,  nor  gives  up  heat 
to,  surrounding  bodies  the  compression  is  called  adiabatic,  and 
under  these  conditions  n  -  1.41  for  air.  ^lien  the  nature  of  the 
compression  is  such  that  the  temperature  remains  constant,  then 
the  compression  is  said  to  be  isothennal  and  n  ^  1  f or  all  gases. 

7  It  is  very  difficult  to  say  exactly  what  pressure  and  volume 
changes  occur  while  a  fluid  is  passing  through  one  stage  of  a  turbo^ 
compressor.  The  energy  transfer  to  the  fluid  occurs  in  the  impeller, 
which  changes  the  ai^ular  momentum  of  each  fluid  particle,  work 
being  done  upon  the  fluid  as  a  whole.     As  a  result  of  this  cnei^ 


Fig.  1     Section  of  Portion  op  Two  Stages  op  a  Multi-Stage  Cektri- 

PTTOAL  OR  TdBBO-COU  PRESSOR 

transfer  the  fluid  on  exit  from  the  impeller  possesses  an  increased 
pressure  and  velocity.  But  this  pressure  is  not  the  total  pressure 
developed  in  the  stage,  and  herein  the  action  in  a  turbo-compressor 
differs  somewhat  from  the  reciprocating  class  of  machines.  In  the 
reciprocating  compressor  work  is  done  by  the  pbton  upon  the  fluid 
enclosed  in  the  compressor  cylinder,  first  compressing  the  gas  to  the 
discharge  pressure  and  then  ejecting  the  fluid  from  the  cylinder. 
In  the  case  of  the  turbo-machine  the  impeller  does  woric  upon  the 
fluid  which  results  in  an  increase  not  only  of  pressure  but  also  of 
velocit}',  and  if  the  amount  of  work  is  the  same  in  boUi  instances  it 
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is  quite  evident  that  the  pressure  rise  in  the  impeller  will  not  be  so 
great  as  in  the  case  of  the  reciprocating  compressor,  since  a  portion 
of  the  energy  imparted  to  the  fluid  has  the  kinetic  form.  Conse- 
quently, in  order  to  secure  as  large  a  pressure  rise  as  possible,  use  is 
made  of  a  dififuser  wherein  no  further  work  is  done  on  the  fluid,  but 
a  portion  of  its  velocity  head  is  changed  over  into  pressure  head. 

8  It  is  possible  to  study  the  pressure  and  volume  changes  in 
the  impeller  of  a  turbo-compressor  by  means  of  a  ptKliagram  just 
as  in  the  case  of  the  reciprocating  machines.  Thus,  in  Fig.  2,  A  BCD 
may  be  considered  as  representing  what  occurs  in  an  impeller.  The 
line  BC  will  l>e  the  actual  compression  curve  and  must  be  locate<I 
outside  of  the  adiabatic  BF.  This  is  quite  easy  to  understand 
since  there  is  Ukely  to  be  but  very  little  heat  transfer  through  the 
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Fig.    2    Diagram    Showing    Pressure    and    Volume    Changes    in 
Impeller  of  a  Single-stage  Turbo-compressor 


walls  of  the  impeller  to  or  from  the  fluid  because  of  the  short  inter- 
val of  time  which  elapses  while  the  fluid  is  passing  through  the  im- 
peller. Because  of  friction,  impact,  eddying  and  turbulent  flow, 
extra  work  is  done  and  this  results  in  a  compression  which  follows 
the  ix)lytropic  curve  BC  rather  than  the  adiabatic  BF.  This  means 
that  the  value  of  the  exix)iient  n  in  pv**  =  constant  will  be  greater 
than  1.41.  The  tein))eratun^  rise  of  the  fluid  must  consequently 
be  in  (^\c'(.'ss  of  tluit  due  to  adiabatic  compression  alone  and  hence 
it  is  very  (essential  that  every  effort  be  made  to  cool  the  fluid  after  it 
leaves  the  iniiH'ller,  since  by  so  doing  the  temperature  and  volume 
will  Ihj  reduced  lK*fonj  entrance  into  the  succeeding  stage  and  oon- 
se({uently  the  coinpn^ssion  work  of  that  stage  will  also  be  diminished. 
9    Of  the  total  energy  imi)arte<l  to  the  fluid  in  the  impeller 
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only  a  portion  is  in  the  form  of  pressure,  the  remainder  being  used 
up  in  increasing  the  velocity.  Such  being  the  case  the  expression 
for  total  work  must  contain  a  term  to  include  the  increase  of  kinetic 
energy  as  well  as  a  term  to  cover  the  work  of  compression.  The 
equation  for  total  work  in  the  impeller  in  ft-lb.  can  be  stated  then 
as  follows:  ^_j 

where 

W  =  work  done  in  ft-lb.  per  lb.  of  fluid 

Pi  =  initial  pressure  in  lb.  per  sq.  in.  abs. 

P2  =  discharge  pressure  in  lb.  per  sq.  in.  abs. 

v\    =  initial  volume  in  cu.  ft.  per  lb. 

n    =  compression  exponent  =  1.41  for  air 

B   =  53.34  for  air 

Ti  =  temperature  of  fluid  on  discharge  from  impeller 

rip  =  pneumatic  efficiency 
u'2  and  Wi  =  relative  velocities  of  discharge  from,  and  entrance  into, 
impeller,  respectively.    In  the  first  stage  neglect  w\, 

10  If  we  assume  the  pneumatic  efficiency  to  be  0.72  and  that 
n  =  1.41,  the  work  equation,  in  ft-lb.,  becomes 

Tr  =  200p...(3.5[(gP-l]4-^^     ...[2] 

The  pneumatic  efficiency  corresponds  to  the  hydraulic  efficiency  of 
centrifugal  pumps.  It  is  the  ratio  of  the  power  theoretically  re- 
quired to  pump  the  air  against  a  given  pressure  to  that  actually  re- 
quired. Its  value  usually  ranges  between  0.7  and  0.8.  The  factors 
which  aflfect  the  pneumatic  efficiency  will  be  discussed  later  on  in 
the  paper. 

11  In  the  diflfuser  the  kinetic  energy  of  the  fluid  is  partially 
converted  into  the  form  of  potential  energy  or  pressure,  and  by  con- 
sidering the  diffuser  as  merely  a  gradual  enlargement  of  the  fluid 
path  it  is  easy  to  show  that  the  pressure  rise  in  the  diffuser,  in  lb. 
per  sq.  in.,  is  given  by 

---k-'iV-'$1\ ra 

where 

P8,P2  =  static  pressure  in  lb.  per  sq.  in.  abs.  at  discharge  from  and 

entrance  into  diffuser,  respectively 
5^  =  mean  fluid  density  for  the  stage 
v^  =  absolute  velocity  of  discharge  from  the  impeller 
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DojDi  =  out  side  and  inside  diamotcrs  of  the  diflfuser,  respectively. 
In  general  the  pressure  rise  in  the  diffuser  will  vary  from  0.5  to  0.7 
of  that  in  the  impeller.  The  total  pressure  rise  for  the  stage,  in  lb. 
per  sq.  in.  abs.  is  then 

P  =  ih  -  ]h  =  ^~j:^  Vff  I  1  -  \^~J    +  (/>2  -pi)  .   .   .   •  [4] 


\vh(M(> 


and 

W'2y  ?/'i  =  relative  velocities  of  disc^harge  from  and  entrance  into 

impeller,  resi)ectively 
7/2,  wi  =  peripheral  velocities  (Fig.  7). 

Nl'MBER   OF   STA(iKS 

12  The  numluM-  of  stages  to  be  used  dejiends  upon  the  total 
pressure*  to  Ih^  develoixMl  by  the  machine  and  the  speed  of  the  prime 
mover.  Sincc^  the  fluid  In'ing  compressed  is  a  ga«  and  the  terminal 
pnNssuni  for  a  single*  stage*  is  pro])ort ional  to  the  density  of  the  gas,  it 
is  evid(*nt  that  a  large  number  of  stages  will  l)e  required  if  very  high 
deliveiy  pi'cssures  are  desired. 

13  In  selecting  the  projx^r  numlK»r  of  stages  a  compromL<c 
has  to  b(*  ma<le  b(*tw(M*n  a  few  stages  with  large-diameter  impellers 
and  a  large?  numbe*r  with  imiK*lle*rs  of  small  eliameter.  If  large  im- 
IK'lle*i*s  an*  use*d  the*  frictiemal  le)sse*s  elue  to  the  fluid  drag  of  the 
fluiel  on  the*  impe'lle*r  will  be  e*xe'e*ssive,  re*e hieing  the  overall  efficiency 
of  the  e'ompre*ss()r.  On  the  e)the'r  hanel,  if  small  im}x;llers  are  ased 
the*  pre»ssure*  rise  iM*r  stage*  will  ne>t  Ik*  se)  large  and  this  means  an 
incre'ase*  in  the*  numbe'r  e)f  stage*s  with  a  ce)nsi*(iuent  increase  in  the 
e-e)st  of  prexhie'tion,  but  the*  e'flicie'ne'v  will  ix.*  lK*tter  than  that  of  the 
first  iiiachine*.  In  addition  te)  re*due'ed  frictional  lasses  there  will 
also  be*  a  el('('re*ase  in  the*  e>e)mpre*ssie)n  we)rk,  and  this  factor  helps 
to  rais(*  the*  e'flicie*n<'v  al)e)ve  that  e)f  the  machine  with  a  small  nuin- 
l)er  ol  >t:ig(»s. 

1  1  For  equal  amounts  e)f  ('e)mpre*ssie)n  we)rk  |)er  stage,  the  pres- 
suiT  (i('vrln)MMl  will  riot  be  e'epial  but  will  increase  from  stage  to 
siairr.  It'  ilic  st.iurs  arr  (livi<le'd  inte)  two  e)r  me»re  st*ts,  all  impellers 
e)f  a  >itmic  gntup  liavinu:  the*  same*  eliame'te*r,  then  tilC  same  fact  ap- 
plirs.  Init  in  tlu<  rusv  tin*  pressure*  rise?  will  Ik»  the  average  for  the 
group. 
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LAYOUT   OF  C03tfPRESSI0X  DLAGRAM   FOR  TURBO -COMPRESSOR 

15  For  illustrative  purposes  only,  let  us  suppose  that  the  dia- 
gram of  Fig.  3  is  that  of  a  four-stage  compressor.  It  is  desired  to 
study  the  peculiarities  of  the  diagram  and  develop  a  graphical 
method  of  constructing  such  a  diagram.  The  method  to  be  ex- 
plained was  originated  by  M.  de  Stein. 

16  The  total  energy  transfer  from  all  the  impellers  to  the 
fluid  passing  through  them  is  represented  in  the  diagram  by  area 
ABCDEFGHIK.  In  other  words,  area  ABCD'  is  an  equivalent 
pr-diagram  for  the  first  stage  and  represents  not  only  the  work  of 
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Fig.  3     Compression  Dl\gram  for  a  Four-stage  Compressor 


compression  in  the  impeller  but  also  the  increase  of  kinetic  energj'. 
In  the  same  way  does  D'DEF'  represent  the  energ>'  transfer  for 
the  second  stage.  In  other  words,  if  pi  is  the  inlet  pressure  to  the 
first  stage,  then  y^  is  the  delivery-  pressure  from  the  diflfuser,  and  not 
the  impeller.  Consequently,  the  total  pressure  rise  for  the  stage 
'im|)eller  and  diflfuser)  is  p^-  Pi-  Such  Ixjing  the  case,  ps  will  be 
the  (leliver>'  pressure  of  the  machine  if  the  kinetic  energy  in  the  fluid 
when  dij!5charged  is  neglected.  The  pressures  ps,  Pz  and  Pa  may  be 
considered  as  the  static  pressures  which  exist  between  the  diffuser 
of  one  stage  and  the  entrance  to  the  impeller  of  the  following  stage. 
17  Good  design  necessitates  that  the  areas  ABCD\  DEF'iy, 
etc..  shall  Ije  equal  or  that  the  energy  delivered  to  the  fluid  shall  be 
the  same  for  each  stage.  The  lines  BC^  DE,  FG  are  laid  out  as 
adiahatics.     If  the  cooling  is  effective  they  will  all  lie  in  closer 
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proximity  to  the  t^jthcnnal  /(.U  than  the  adiatjatic  S.V.  Whrrt 
th<rr<;  an:  a  larfc';  niiiriU;r  of  i>taic(:»<,  say  eight  or  ten,  it  is  alloirsi  i^ 
Uf  a'unif/i*;  tin;  <;iir\'<r  /*J  ^[latt-'-infc  throng})  poiot-i  D,  F.  ff  as  repr'r- 
w^tititig  th»:  <:*(ijival<rnt  roiriftrfrjwion  cune. 

IS    To  biy  out  th<;  //r-'liaeraiii  AliJK  for  thfr  machine  requires 
tlutt  u-r;  t'hall  know  thi;  initial  prr^Mirr;  ;)|,  the  initial  volume  r.,  in 

1 


tii,  fl.  |Mi-  III.,  llic  ilcllvcry  pm-isiiro  /»*  ami  the  value  of  n  in  jhT  ■ 
cijiir  liiiit  ill  (iidrr  th:tt  tlio  miito  liJ  cjin  I)c  tirawn. 

lit  '\'\\>-  lir>t  >W]i  in  tlir  jiiinvdnrt'  will  In-  to  lay  out  the  in 
lh''ini:il  ItM  ;ui.l  lln-  ;i.li;iliiitir  HS.  Cniphi.-nl  methncls  for  dmw 
jiif  .■iJi  i-olhcnii^il  riirvr  iLii-  (livi'ii  in  most  haniUiooks  and  beoo 
IIk-  'Ititwiii^   'if  tlii>   I'invr   ii<'<'ii   not    U-  rxplainct).     'Die  i 
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can  be  drawn  as  follows:  If  Vi  is  the  initial  volume  in  cu.  ft.  per  Ib.^ 
and  Vff  is  the  final  volume  for  adiabatic  compression  (Fig.  3),  then 


n-l 


if  the  supply  volume  vi  for  isothermal  compression  »  unity. 


Fia.  5    Construction  of  Logarithmic  Curve  Employed  in  Fig.  4 


Therefore, 


log  %  =  -T—  log  Vi 


n 


ra 


t^.w  = 


This  expression  when  solved  will  give  us  the  value  of  Vj^  for  rjf  =»  1. 
Note  that  for  ri  =  1, 

Pm 

20  The  location  of  the  point  N  and  the  layout  of  the  adiabatic 
curve  BX  can,  however,  be  accomplished  quite  easily  in  the  follow- 
ing manner.  In  Fig.  4  ab  is  a  logarithmic  curve  constructed  as  in- 
dicated in  Fig.  5.  Along  the  vertical  OY  (Fig.  5),  let  any  length 
Oc  represent  log  v^  to  scale.  Divide  Oc  into  any  number  of  equal 
parts,  say,  six,  and  draw  through  these  division  points  the  lines  Zt, 
2*3,  ^4,  etc.,  making  the  length  of  OX  =  Xi  =  1  and  2^  »  |  a^r,  x^  «  f  2^, 
etc.  Then  by  drawing  a  smooth  curve  throu^  the  extremities  of 
these  lines  we  have  the  desired  curve.  The  vertical  distance  from  any 
of  the  lines  X2f  xz,  X4,  etc.,  to  OX  will  repres^it  the  logarithms  of  the 
corresponding  volumes  to  the  same  scale  as  Oe  represents  the  loga- 
rithm of  V\f. 
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21     Equation  [6]  can  be  changed  to 


iog..  =  '^^ ce: 


71 


The  division  of  log  v,\  by  ( )  can  be  carried  out  graphically  as 

follows:  Through  point  M  of  the  isothermal  drop  a  vertical  line  in- 
tersecting the  logarithmic  curve  ab  at  b.  Through  b  draw  the  hori- 
zontal 6c.  Draw  the  hne  c(l  at  the  angle  a  with  the  vertical.  Tht* 
value  of  angle  a  can  be  determined  from 

tan  a  =  , =  -j [7] 

\ogvN        logVM 

On  bM  lay  off  bf  equal  in  length  to  Orf.  Through  /  draw  the  hori- 
zontal fg.  If  a  vertical  line  is  now  drawn  through  g  and  extendetl 
to  intersect  the  horizontal  through  A'  at  N,  then  N  will  be  a  point 
on  the  adiabatic  curve.  To  locate  any  other  point  n  on  BX  which 
shall  he  on  a  horizontal  through  m  on  the  isothcnnal  BM  it  is  only 
necessary  to  rei)eat  the  procedure  used  in  locating  point  N.  Thus 
through  any  point  7/i  drop  a  vertical  intersecting  the  curve  ab  at  6i. 
Next  draw  the  horizontal  biCi.  Lay  off  line  Cidi  parallel  to  cd.  On 
bm  mark  off  bji  equal  to  Oc/i.  Now  draw  the  horizontal  figi  and 
the  vertical  through  gi  intersecting  a  horizontal  through  m  at  point 
n,  the  point  desired. 

22  Having  laid  out  the  isothermal  and  adiabatic  curves  it  is 
now  ne(;essar>'  to  lay  out  the  compression  curve  for  the  machine. 
In  order  to  do  this  it  Ls  practically  necessary  to  assume  the  position 
of  point  J  of  the  compression  curve  such  that 

Vj  Va  (Vm  -Vy)+Vff [8] 

when;  rj,,  ^  adiabati(;  efficiency. 

2'S  When  the  compression  is  adiabatic,  if  the  final  tempera- 
ture is  T\  (leg.  abs.,  the  adiabatic  (;fficiency,  or  ratio  between  the 
tiicorrtical  intrnial  work  and  the  work  actuallv  furnished  for  the 

rnmpn'ssioii,  vtm  \>v.  cxjircsscd  by 

^a  =   7f.' rn  •      "     M 

W'lWlV 

7'.v    ■  iinal  tciuiMTaturc  in  drg.  abs.  with  adiabatic  compresaion 
7'j     -  linal  triMjH'rature  in  dcg.  abs.  with  actual  compression 

7'i        initiijl  tcmjHM'ature  in  (l(^g.  abs. 
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24  If  frictional  resistances  are  considered^  then  the  value  of 
fla  as  calculated  from  [9]  will  be  increased  about  3  per  cent. 

25  Having  located  point  J,  project  downward  from  J  a  line 
intersecting  the  log  curve  ab  at  S.  Throu^  S  draw  a  horizontal 
intersecting  bM  at  t.  Then  if  the  distance  Od'  is  laid  off  on  Od  equal 
to  bt,  the  line  joining  (P  with  point  c  determines  the  new  value  of 
a  =a^.  It  is  now  only  a  matter  of  repeating  the  process  used  in 
laying  out  the  adiabatic  curve  BN  in  order  to  locate  the  necessary 
points  on  the  actual  compression  curve  BJ. 

26  Knowing  the  value  of  a'  it  is  possible  to  calculate  the 
value  of  nf,  the  actual  compression  exponent.    Thus  from 

,     Od'         n' 
tana' 


we  get  Oc       log  vu 


n'=  ,      ,      \, [10] 

1  -  tan  a  log  vjr 


iB)   PNEUMATIC   CX)NSIDERATIONS 

DIVISION   OF  THE  PBESSURE-VOLUME  DIAGRAM 

27  On  completion  of  the  actual  compression  diagram  ABJK 
(Fig.  6)  it  is  next  necessary  to  divide  its  area  into  the  same  number 
of  parts  as  there  will  be  stages  or  groups  of  stages  in  the  compressor. 
In  this  instance  it  is  four. 

28  The  total  energy  head  developed  by  a  single  impeller  or 
group  of  impellers  can  be  stated  in  the  form 

H^^  ^K^ [11] 

dm  g  -^ 

where 

K   =VpXd 
and 

5m  =  mean  density  for  a  single  stage,  or  group  of  stages 

u  =  peripheral  velocity  of  the  impeller  (or  impellers)  in  ft. 

per  sec. 
rjp  =  pneumatic  efficiency  for  a  single  stage,  or  group  of  stages 
d    =  form  factor  determined  by  the  blade  shape,  anglcB,  etc. 
p    =  pressure  rise  for  a  single  stage,  or  group  of  stages. 

29  It  is  evident  from  Equation  [ll]  that  the  coioaipiesBion 
diagram  must  be  so  divided  into  areas  that  tiie  law  pt  ■>  oonstant 
shall  hold  true;  that  is,  all  the  areas  into  niiich  the  pt-diagram  is 
divided  must  be  equal. 
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30  The  following;  pjraphical  method  can  \xi  used  with  great 
facility  in  carrying  out  this  subdivision,  particularly  when  there 
are  a  good  many  stages  to  be  considered. 

31  J  Ait  ABJK  (Fig.  6)  represent  the  compression  diagram  for 
the  compress:)r.  We  will  assume,  Jis  before,  that  the  machine  has 
four  stages  only  and  proc^eed  to  divide  this  diagram  into  parts  such 
that  the  areivs  will  all  i>e  equal. 

32  Divide  the  distance  KA  into  any  convenient  numlx^r  of 
equal  lengths,  say,  six,  marked  by  the  figures  1,  2,  3,  etc.  Throupli 
these  points  draw  horizontal  lines  1-1,  2-2,  3-3,  etc.,  cutting  the 
diagram  up  into  six  trapezoidal  areas  which  can  be  quite  easily  cr)n- 
verted  into  equivalent  rectangles  as  indicated  in  Fig.  6. 

33  The  areas  of  these  rectangles  are  to  each  other  as  their 
bases.  Kcnluce  these  biises  by  one-half,  say,  and  add  to  each  one 
of  these  th(^  sum  of  the  reduced   lengths  of  the   preceding  on<*s. 


FUJ.    t)       l*KKSSrKE-\'<)Li:MK    DlAtiKAM    FOR   C0MPRE88OR 

Through  tlu*  ends  of  the  lines  thus  drawn  piiss  a  smooth  curve, 
AahakC.  Tlu*  l(»ngth  of  any  horizontal  such  its  KC  represents  to 
scale  the  an^a  In^tween  it  and  the  lines  JB,  BA,  and  AK.  In  other 
words,  becausi^  of  \\w  construction  th(^  length  KC  represents  the 
area  of  Ihe  (•om|)ression  diagram.  Such  InMiig  the  ease,  if  we  divide 
AV'  into  the*  sMMu*  numlM*r  of  ecpial  parts  as  (hem  will  Ix;  stages,  or 
groiii)s  of  stages  (in  this  instance*,  four)  and  through  the  division 
points  //,  /'',  />,  drop  verticals  intersecting  the  curve  AC  at  /,  (7, 
tmd  A',  n\siK'('tiv('Iy,  then  horizontals  through  /,  G,  and  £?  will  divide 
tlie  compression  diagram  into  four  s<*ctions  whose  areas  will  be 
(*(1Um1.  TIk*  l('ngths  AT,  77/',  WE',  etc.,  will  represent  the  total 
pressure  head  to  be  dev(»loiKMl  by  each  stage,  or  group  of  stages. 

31     If  th(*  line  A  B  !-e|)resents  the  total  volume  of  fluid  taken  into 
the  compressor,  thrn  mm,  ////,  oo,  ;>/>,  etc.,  will  represent,  to  the 
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scale,  the  average  volume  for  the  various  stages,  or  groups  of  stages. 
On  the  other  hand,  if  AB  represents  the  specific  volume  of  the  fluid 
drawn  into  the  first  stage,  then  mm,  nn,  oo,  pp,  etc.,  will  represent  to 
the  same  scale  the  average  specific  volumes  of  the  different  stages. 

35  If  Fmi,  Vmj,  Vmz,  etc.,  are  the  mean  specific  volumes  just 
defined,  Vmi  being  the  mean  specific  volume  for  the  first  stage, 
then  the  mean  densities  are 

36  It  has  already  been  stated  that  the  pressures  developed  per 
stage  are  proportional  to  the  fluid  densities.  Hence  the  ratio  of 
the  total  pressure  developed  in  one  stage  to  that  of  the  following  or 
preceding  stage  must  be  the  same  as  the  ratio  of  the  mean  densities. 
If  p2,  Pi,  P4j  etc.,  are  the  discharge  pressures  per  stage,  we  have 

P^-b.         ^-.??.         P*^i^.  etc  ri31 

Pi'Si'      Pi's,'      Pi    v^^ Li^-' 

where  pi  and  Si  are  the  pressure  and  density  of  the  fluid  on  entrance 
into  the  first  stage. 

37  If  a  group  of  stages  is  made  up  of  n  impellers  and  p  is  the 
total  pressure  increase  for  the  group,  we  can  assume  the  average  in- 
crease per  impeller  and  diffuser  (or  stage)  as  given  by 

^P-l CU] 

38  In  reality  the  pressure  increases  will  not  be  the  same,  as 
we  already  know,  but  the  resulting  error  has  no  effect  on  the  accu- 
racy of  the  calculations  as  a  whole.  By  using  Equation  [14]  we 
virtually  assume  that  the  fluid  is  incompressible  for  a  group  of  stages, 
or  that  the  mean  density  of  one  stage  is  the  same  as  those  of  the 
remaining  stages  of  the  group. 

39  It  is  possible  to  derive  a  general  equation  for  the  increase 
of  pressure  for  the  successive  stages  for  any  polytropic  compres- 
sion. For  instance,  let  us  consider  isothermal  compression;  the 
compression  mast  follow  the  law  of  areas  and  the  law  which  is  de- 
termined by  the  nature  of  the  compression.  From  the  law  of  areas 
we  have  that  all  the  sections  into  which  the  pv-fliagram  is  divided 
must  be  equal;   that  is, 

(Pn  + 1  ~  P»)  X  V«  =  constant  -  C [16] 

From  the  nature  of  the  compression  ¥re  have  that  the  product  of 
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the  mean  pressure  times  the  mean  volume  for  any  stage,  or  group 
of  stages,  must  l^  constant.     Henoe  for  isothermal  compression 

'^^^— "1  V  T\  =  r=  constant [16] 

PVoni  "16'  we  cet 

and  substituting  this  value  of  T,  in  IIG^,  »"e  have 

P^'^-P^  X ^- =  C 

or 

from  whirh  wo  fiml  that 

<l-l 


where  k  = 


a-1 


40  As  a  ceneral  law  for  inere:u<e  of  pressure  per  stagei  or  group 
of  stages,  we  then  have  the  pressure  incre;ise  represented  by  the 
terms  of  a  geometric  progn»ssioii  of  whieli  the  argument  is  i. 

IMPKLI.KKS    AND    niKKlSKRS 

41  In  the  *lesign  of  im|x»llers  ami  iliflfusers  for  turbo-com- 
pressors we  aiv  ft»rct^i  to  th^juMul  on  the  theor>'  of  centrifugal  pumps, 
which  at  its  In^^^t  is  far  from  U'ing  satisfactory'  or  complete  for 
centrifugal  pumps  even,  ami  of  coursi*  is  far  less  .«5o  when  applied 
to  tur}M)-<'niiipn'<sor  calculations.  H«»wever.  hy  making  certain 
a>suinptinn<  it  i<  possil^le  to  utili/.t^  the  tluxiry  with  quite  satisfactory 

H'SUltS. 

(2     In  onirr  to  simplify  the  analysis  of  fluiil  flow  it  is  necessary 

tn  m.ikt^  thi-  followimr  assumptions: 

'/    Th.-it  tlir  tluiil  has  stii'am-line  motion,  i.e.,  the  fluid  par- 

tirli'^  iMdVt*  in  non-intcrsrcting  curves 
''    I'li.tT   till*  thiitl  will.  <inrr  it   is  elastic,  completely  fill  the 

«'}i:Miiii'l  i»f  ll«.)W 

'    i'li.-it  tlif  iiiuiioii  of  the  fluid  is  steady,  i.e..  each  fluid  par- 
Mt'lr  li;t<  tin*  sMim*  mean  velocity  Jis  everj'  other  particle 
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which  is  moving  along  with  it  throu^  any  section  and 
the  static  pressure  is  the  same  at  all  points  of  a  section 
which  is  at  ri^t  angles  to  the  fluid  flow 
d  That  the  fluid  is  non-compressible. 

THE  niPELLEB 

43  The  function  of  the  impdler  is  to  impart  a  certain  amount 
of  energy  to  the  fluid  passing  through  it^  with  a  maTrimum  of  effi- 
ciency. That  is,  friction,  fluid  impact,  and  turbulence  should  be 
reduced  to  a  minimum. 

44  On  the  assumption  that  the  speed  of  rotation  and  the  rate 
of  fluid  flow  are  known,  there  will  be  derived  expressions  for  the 
actual  and  effective  impeller  radii,  and  the  axial  depth  of  the  im- 
peller channel  at  any  radius.  In  addition  to  these  there  wiU  also 
be  given  a  brief  discussion  on  blades  and  blade  angles,  together  with 
the  explanation  of  a  graphical  method  for  calculating  the  theoreti- 
cal head  to  be  developed  by  an  impeller. 

45  If  we  assume  the  impeller  discharge  to  be  zero,  then  from 
Equation  [1]  we  obtain 

^,     144  pivi 


.-^[©•-•]  ■■■  ™ 


where  f;,  ==  impeller  efficiency,  being  practically  identical  with 
rjjif  but  applying  to  the  conditions  of  zero  discharge  only.  This 
expression  actually  represents  the  work  of  compression  performed 
in  the  impeller  against  the  centripetal  forces  of  the  fluid  particles. 
Since  these  forces  vary  from  a  minimum  at  the  impeller  entrance  to 
a  maximum  at  the  discharge,  the  work  done  in  forcing  one  pound 
of  fluid  from  entrance  to  exit  is  equal  to  the  average  value  of  the 
centripetal  force  multiplied  by  the  radial  distance  through  which 
the  pound  of  fluid  is  to  move  (with  a  negligible  velocity).  Such 
being  the  case,  we  have 

FxiRt-RO^W [19] 

where 

F   =  centripetal  force  =  r^T^  (ft  +  ft) 

ft,  Ri  =  actual  outer  and  inner  radii  of  the  impaHftf  in  feet 
.V   =  r.p.m.  of  impeller 
W  ==  work  of  compressing  1  lb.  of  fluid  in  the  impdfer  in  ft4b. 
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V'.--  .'.'.'r-^ri  [a'^-^t  ;,"':  rirrjf-?  tr,^;  rnfrviri  volume  for  any  i=taee.  or  ^roup 
'.'  '*>^'"    ::.:-*   :/:  '^:oL-r?iri*..     Hen^*^  for  Uo*.h*rrm^l  compression 

- '  — ',, ,  /  r.  =  <■'  =  constant 16^ 

f  ."'•rr.     15     ■'.'■  K't 

/■ 

I'    . 


V.  ^i-P- 


utA  -.ijf/-titijt]fj^  thi-  valijf;  of  W,  in  [^IG^,  wo  have 

2  Pn^i-Pn 

or 

Pn  -  I  -  P»  ^- 

frorn  wlji'-h  wc  fuiH  th.'it, 


wh'rr*;  A;  = 


a-1 


40  Ah  ;i  fi^cno.rnl  law  for  increase  of  pressure  per  stage,  or  group 
of  HliiuyHf  \v(i  Hum  have  the  pressure  increase  represented  by  the 
U:ntiH  of  a  i^ftouu'inv,  j)rogression  of  which  the  argument  is  fc. 

IMPKLLKIIS   AND   DIFFUSERS 

'11  In  iJir:  (i(>si^n  of  impcillcrs  and  diffusers  for  turbo-com- 
j»n-M4orH  wi!  an;  forcM^I  to  dopond  on  the  theory  of  centrifugal  pumps, 
which  at.  its  htst  is  far  from  boin^  satisfactory  or  complete  for 
f'cnlrifiiKal  putiips  (;v('n,  iind  of  course  is  far  less  so  when  applied 
lo  tiirho  roiii))r<'ssor  calculations.  However,  by  making  certain 
.'L.Miiin)it ions  il.  is  [Missihle  to  utili7A>  the  theory'  with  quite  satisfactory 

rfi'.iiJtH. 

t'J     In  order  to  siniplify  the  anah-sis  of  fluid  flow  it  is  neceasary 

lo  iii.-ikc  the  followinK  assumptions: 

//    rii.'it  tli(>  lliiid  has  stixNim-lino  motion,  i.e.,  the  fluid  par- 

iH'Jrs  niovr  in  non-intcrsocting  curves 
/'    riiiii   ilir  lluid  will,  since  it   is  ohistic,  completely  fill  the 

rli:inii('l  t\i  tlow 

I    rii.-ii  the  (notion  of  the  fluid  is  sU'ady,  i.e.,  each  fluid  par- 
lull'  liMs  I  he  sMine  mean  velocity  as  e\'ery  other  particle 
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which  is  moving  along  with  it  through  any  section  and 
the  static  pressure  is  the  same  at  all  points  of  a  section 
which  is  at  right  aisles  to  the  fluid  flow 
d  That  the  fluid  is  non-compressible. 

THE  niPELLEB 

43  The  function  of  the  impeller  is  to  impart  a  certain  amount 
of  energy  to  the  fluid  passing  through  it^  with  a  maximum  of  effi- 
ciency. That  is,  friction,  fluid  impact,  and  turbulence  should  be 
reduced  to  a  mimmum. 

44  On  the  assumption  that  the  speed  of  rotation  and  the  rate 
of  fluid  flow  are  known,  there  will  be  derived  expressions  for  the 
actual  and  effective  impeller  radii,  and  the  axial  depth  of  the  im- 
peller channel  at  any  radius.  In  addition  to  these  there  will  also 
be  given  a  brief  discussion  on  blades  and  blade  angles,  together  with 
the  explanation  of  a  graphical  method  for  calculating  the  theoreti- 
cal head  to  be  developed  by  an  impeller. 

45  If  we  assume  the  impeller  dischaige  to  be  zero,  then  from 
Equation  [1]  we  obtain 


^,  ^  144  pivi       n 
1?.         n  -  1 


[18] 


where  i/i  =  impeller  efficiency,  being  practically  identical  with 
r)Rf  but  applying  to  the  conditions  of  zero  discharge  only.  This 
expression  actually  represents  the  work  of  compression  performed 
in  the  impeller  against  the  centripetal  forces  of  the  fluid  particles. 
Since  these  forces  vary  from  a  minimum  at  the  impeller  entrance  to 
a  maximum  at  the  discharge,  the  work  done  in  forcing  one  pound 
of  fluid  from  entrance  to  exit  is  equal  to  the  average  value  of  the 
centripetal  force  multiplied  by  the  radial  distance  through  which 
the  pound  of  fluid  is  to  move  (with  a  negligible  velocity).  Such 
being  the  case,  we  have 

Fx(Rt-Ri)^W [19] 

where 

F   =  centripetal  force  =  -^zr^s  (Rt  +  Ri) 

Rij  Ri  =-  actual  outer  and  inner  radii  of  the  impeller  in  feet 
N   =  r.p.m.  of  impeller 
W  ^  work  of  compressing  1  lb.  of  fluid  in  the  impdler  in  ft4b. 
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the  mean  pressure  times  the  mean  volume  for  any  stage,  or  group 
of  stages,  must  \ye  constant.     Hence  for  isothermal  compression 

^■^— )  X  Fn  =  C  =  constant [16] 

F>om  [16]  we  got 

V  =        ^' 


Pn  +  1  -  P« 

and  substituting  this  value  of  Vn  in  [16],  we  have 

Pn  -f  1  +  P'*  X  ^  «  C' 

2  Pn+l-Pn 


or 


Pn+l  +  Pn        ^C/ 


from  which  we  find  that 

a-h  1 


where  fc 


a-1 


40  As  a  general  law  for  increase  of  pressure  per  stage,  or  group 
of  stages,  we  then  have  the  pressure  increase  represented  by  the 
terms  of  a  geometric  progression  of  which  the  argument  is  k. 

IMPELLERS  AND   DIFFUSERS 

41  In  the  design  of  impellers  and  diffusers  for  turbo-com- 
pressors wo  arc  forced  to  depend  on  the  theory  of  centrifugal  pumps, 
which  at  its  best  Ls  far  from  being  satisfactory  or  complete  for 
centrifugal  pum])s  even,  and  of  course  is  far  less  so  when  applied 
to  turbo-romprossor  calculations.  However,  by  making  certain 
iissuniptions  it  is  |x)ssible  to  utilize  the  theorj'-  with  quite  satisfactory 
rosults. 

42  In  order  to  simplify  the  anal^'sLs  of  fluid  flow  it  is  necessary 
to  make  the?  following  lissumptions: 

(I  That  tli(»  fluid  luis  stream-line  motion,  i.e.,  the  fluid  par- 
ticles move  in  non-inters(»rting  curves 
//    That   the  fluid  will,  sin(^o  it   is  ohustic,  completely  fill  the 

chaiiiirl  of  flow 

r  Tliat  th('  motion  of  tht'  fluid  is  sU*ady,  i.e.,  each  fluid  par- 
ticlo  has  tlio  same  moan  velocity  as  ever\'  other  particle 
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which  is  moving  along  with  it  through  any  section  and 
the  static  pressure  is  the  same  at  all  points  of  a  section 
which  is  at  right  angles  to  the  fluid  flow 
d  That  the  fluid  is  non-compressible. 

THE   IMPELLER 

43  The  function  of  the  impeller  is  to  impart  a  certain  amount 
of  energy  to  the  fluid  passing  through  it^  with  a  maximum  of  eflS- 
ciency.  That  is,  friction,  fluid  impact,  and  turbulence  should  be 
reduced  to  a  minimum. 

44  On  the  assumption  that  the  speed  of  rotation  and  the  rate 
of  fluid  flow  are  known,  there  will  be  derived  expressions  for  the 
actual  and  effective  impeller  radii,  and  the  axial  depth  of  the  im- 
peller channel  at  any  radius.  In  addition  to  these  there  will  also 
be  given  a  brief  discussion  on  blades  and  blade  angles,  together  with 
the  explanation  of  a  graphical  method  for  calculating  the  theoreti- 
cal head  to  be  developed  by  an  impeller. 

45  If  we  assume  the  impeller  discharge  to  be  zero,  then  from 
Equation  [1]  we  obtain 

where  r]i  =  unpeller  efficiency,  being  practically  identical  with 
r;;2,  but  applying  to  the  conditions  of  zero  discharge  only.  This 
expression  actually  represents  the  work  of  compression  performed 
in  the  impeller  against  the  centripetal  forces  of  the  fluid  particles. 
Since  these  forces  vary  from  a  minimum  at  the  impeller  entrance  to 
a  maximum  at  the  discharge,  the  work  done  in  forcing  one  pound 
of  fluid  from  entrance  to  exit  is  equal  to  the  average  value  of  the 
centripetal  force  multiplied  by  the  radial  distance  through  which 
the  pound  of  fluid  is  to  move  (with  a  negUgible  velocity).  Such 
being  the  case,  we  have 

F  X  (fis  -  fii)  =  TF [19] 

where 

F    =  centripetal  force  =  ^ono  (^  +  ^i) 

/?2,  Ri  =  actual  outer  and  inner  radii  of  the  impeller  in  feet 
N   =  r.p.m.  of  impeller 
W  =  work  of  compressing  1  lb.  of  fluid  in  the  impeller  in  ft-lb. 
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the  mean  pressure  times  the  mean  volume  for  any  stage,  or  group 
of  stages,  must  l)e  constant.     Hence  for  isothermal  compression 

^-^— )  X  Fn  =  ("  =  constant [16] 

P>om  [16]  we  get 


Pn  +  1  -  Pn 

and  substituting  this  value  of  Vn  in  [16],  we  have 

Pn  +  i  +  P^  X         ^         =  C' 

2  Pn+l-Pn 


or 


=  J  77  =  a 


from  which  we  find  that 

a4- 1 


where  fc 


a-1 


40  As  a  general  law  for  increase  of  pressure  per  stage,  or  group 
of  stages,  we  then  have  the  pressure  increase  represented  by  the 
terms  of  a  geometric  progression  of  which  the  argument  is  k. 

IMPELLERS  AND   DIFFUSERS 

41  In  ttic  design  of  impellers  and  diffusers  for  turbo-com- 
pressors we  are  forced  to  depend  on  the  theory  of  centrifugal  pumps, 
which  at  its  best  is  far  from  being  satisfactory  or  complete  for 
centrifugal  pumjis  even,  and  of  course  is  far  less  so  when  applied 
in  turbo-compressor  calculations.  However,  by  making  certain 
assumptions  it  is  jKissible  to  utilize  the  theorj"  with  quite  satisfactory 
results. 

42  In  order  to  simplify  the  anal>'sis  of  fluid  flow  it  is  necessary 
to  make  the  following  aasuniptions: 

(I  That  tlu^  fluid  has  stroam-Hne  motion,  i.e.,  the  fluid  par* 
tides  inov(»  in  non-inters(M»ting  curves 

//  That  tin*  fluid  will,  sinee  it  is  ehistic,  completely  fill  the 
ciiaimel  of  flow 

r  That,  the  motion  of  the  fluid  is  st-(^ady,  i.e.,  each  fluid  par- 
ties* has  the  same  moan  velocity  ;is  evor>'  other  particle 
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which  is  moving  along  with  it  through  any  section  and 
the  static  pressure  is  the  same  at  all  points  of  a  section 
which  is  at  right  angles  to  the  fluid  flow 
d  That  the  fluid  is  non-compressible. 

THE  IMPELLER 

43  The  function  of  the  impeller  is  to  impart  a  certain  amount 
of  energy  to  the  fluid  passing  through  it,  with  a  maximiun  of  effi- 
ciency. That  is,  friction,  fluid  impact,  and  turbulence  should  be 
reduced  to  a  minimum. 

44  On  the  assmnption  that  the  speed  of  rotation  and  the  rate 
of  fluid  flow  are  known,  there  will  be  derived  expressions  for  the 
actual  and  effective  impeller  radii,  and  the  axial  depth  of  the  im- 
peller channel  at  any  radius.  In  addition  to  these  there  will  also 
be  given  a  brief  discussion  on  blades  and  blade  angles,  together  with 
the  explanation  of  a  graphical  method  for  calculating  the  theoreti- 
cal head  to  be  developed  by  an  impeller. 

45  If  we  assmne  the  impeller  discharge  to  be  zero,  then  from 
Equation  [1]  we  obtain 

where  rji  =  impeller  efficiency,  being  practically  identical  with 
TjRf  but  applying  to  the  conditions  of  zero  discharge  only.  This 
expression  actually  represents  the  work  of  compression  performed 
in  the  impeller  against  the  centripetal  forces  of  the  fluid  particles. 
Since  these  forces  vary  from  a  minimum  at  the  impeller  entrance  to 
a  maximum  at  the  discharge,  the  work  done  in  forcing  one  pound 
of  fluid  from  entrance  to  exit  is  equal  to  the  average  value  of  the 
centripetal  force  multipUed  by  the  radial  distance  through  which 
the  pound  of  fluid  is  to  move  (with  a  negUgible  velocity).  Such 
being  the  case,  we  have 

Fx(fi2-fti)  =  TF [19] 

where 

F    =  centripetal  force  =  ^^rpr^  {R2  +  i?i) 

oyUo 

Rij  Ri  =  actual  outer  and  inner  radii  of  the  impeller  in  feet 
N   =  r.p.m.  of  impeller 
W  =  work  of  compressing  1  lb.  of  fluid  in  the  impeller  in  ft-lb. 
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the  mean  pressure  times  the  mean  volume  for  any  stage,  or  group 
of  stages,  must  l>e  constant.     Hence  for  isothermal  compression 

^-^— )  X  F„  =  C  =  constant [16] 

From  [15]  we  get 

V   =         ^' 


and  substituting  this  value  of  Vn  in  [16],  wc  have 

Pn  -f  1  +  P»»  y^  ^  ^  Qf 

2  Pn+l-Pn 


or 


=  Z77  =  a 


from  which  we  find  that 

a-l- 1 


where  k 


a-1 


40  As  a  general  law  for  increase  of  pressure  per  stage,  or  group 
of  stages,  we  then  have  the  pressure  increase  represented  by  the 
terms  of  a  geometric  progression  of  which  the  argument  is  k. 

IMPELLERS  AND  DIFFUSERS 

41  In  the  design  of  impellers  and  diffasers  for  turbo-com- 
pressors wc  are  forced  to  depend  on  the  theory  of  centrifugal  pumps, 
which  at  its  !)cst  is  far  from  being  satisfactory  or  complete  for 
centrifugal  pumps  even,  and  of  course  is  far  less  so  when  applied 
to  turho-roni pressor  calculations.  However,  by  making  certain 
:is.suni))ti()ns  it  is  i)ossible  to  utilize  the  theory"  with  quite  satisfactory 
n»sults. 

42  In  order  to  simphfy  the  analj'sis  of  fluid  flow  it  is  necessary 
to  make  the  following  iissumptions : 

(/  That  tlu'  fluid  hiis  stn^am-line  motion,  i.e.,  the  fluid  par- 
tides  inov<»  in  non-inters(»cting  curves 

/>  That  the  tluiti  will,  sine(»  it  is  ehistic,  completely  fill  the 
cliannrl  of  How 

(•  Tliat  thr  motion  of  the  flui<l  is  st^vidy,  i.e.,  each  fluid  par- 
tirle  has  the  same  moan  velocity  jus  ever>'  other  particle 
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which  is  moving  along  with  it  through  any  section  and 
the  static  pressure  is  the  same  at  all  points  of  a  section 
which  is  at  right  angles  to  the  fluid  flow 
d  That  the  fluid  is  non-compressible. 

THE   IlfPELLER 

43  The  function  of  the  impeller  is  to  impart  a  certain  amount 
of  energy  to  the  fluid  passing  through  it,  with  a  maximmn  of  effi- 
ciency. That  is,  friction,  fluid  impact,  and  turbulence  should  be 
reduced  to  a  minimum. 

44  On  the  assmnption  that  the  speed  of  rotation  and  the  rate 
of  fluid  flow  are  known,  there  will  be  derived  expressions  for  the 
actual  and  effective  impeller  radii,  and  the  axial  depth  of  the  im- 
peller channel  at  any  radius.  In  addition  to  these  there  will  also 
be  given  a  brief  discussion  on  blades  and  blade  angles,  together  with 
the  explanation  of  a  graphical  method  for  calculating  the  theoreti- 
cal head  to  be  developed  by  an  impeller. 

45  If  we  assimie  the  impeller  discharge  to  be  zero,  then  from 
Equation  [1]  we  obtain 

where  rji  =  impeller  efficiency,  being  practically  identical  with 
rjjif  but  applying  to  the  conditions  of  zero  discharge  only.  This 
expression  actually  represents  the  work  of  compression  performed 
in  the  impeller  against  the  centripetal  forces  of  the  fluid  particles. 
Since  these  forces  vary  from  a  minimum  at  the  impeller  entrance  to 
a  maximimi  at  the  discharge,  the  work  done  in  forcing  one  pound 
of  fluid  from  entrance  to  exit  is  equal  to  the  average  value  of  the 
centripetal  force  multipUed  by  the  radial  distance  through  which 
the  pound  of  fluid  is  to  move  (with  a  negUgible  velocity).  Such 
being  the  case,  we  have 

Fx{R2-Ri)  =  W [19] 

where 

F    =  centripetal  force  =  F^v5  (^  +  ^i) 

i?2,  Ri  =  actual  outer  and  inner  radii  of  the  impeller  in  feet 
N   =  r.p.m.  of  impeller 
W  =  work  of  compressing  1  lb.  of  fluid  in  the  impeller  in  ft-lb. 
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Then,  from  [26]  we  have 


jfc  = 


m^xOC  xOD  X  cos  ai 


nxOKxOE 


and,  in  feet, 


H  ^kxOE 


[27] 
[28] 


58  The  value  of  the  angle  az  is  dependent  upon  the  angle 
made  by  the  vector  W2  ^^'ith  a  tangent  to  the  arc  whose  radius  is 
Ti  (Fig.  7)  at  the  point  from  which  Wt  is  laid  oflF,  and  the  magnitude 
of  the  discharge.  It  varies  between  30  and  50  deg.,  a  good  average 
being  40  deg. 

59  Second  Case,  Wien  the  water  does  not  enter  the  impeller 
radially  the  same   construction  can  be  used  with  some  additions 


// 


Fig.  10    C1R.MHICAL  MtmiiD  »or  Cauvuiting  Theoretical  Head  or 

Fluid 

to  account  for  the  tenn  UiVi  cos  a*  in  [|24j  which  is  subtracted  fmn 
Uit-i  cos  a*.     The  method  of  laying  out  the  diagram,  see  Kg.  10  6, 

i<  se!f-evitlem  a  in  I  requin^  no  further  explanation. 


1>IKKV>KKS 

♦.»*>  *  »ii  iU>ch:vri:e  from  tlie  iinivller  the  eiier«A-  content  of  the 
:!i:i'.i.  :lc«  pri  vi.^.isly  >ho\vn.  is  hinrely  in  the  {KUential  and  IniMiti^ 
fi-r::..  F.  r  ;i  ih::'..  ■:  i:!:;v!ler  ll;e  liivi^uui  Ivtwivn  the  two  would 
Lv  r.e.i:'.>  ».  i':.'.;  A'.t;::i:ly.  liow^ver.  :i;i>  i<  not  the  ca:%,  the  po- 
ll-11:  i.i'.  i::*.  r^y  i-^- ■:'.«:  >-y.a!;<.r  ir.  va'.ue  than  the  velocity  eneigy. 
Th a :  : > .  t  i  A   :  -  p  -^ *  i :  i   1 ; » .  ■.  i  \\  1 : !  "•  x-  lo-v^  t ! lan  t he  velocity  head.     In 
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order  to  convert  part  of  this  velocity  head  into  pressure  head,  use 
is  made  of  so-called  diffusers.  These  can  be  made  in  two  forms, 
the  free  vortex  and  the  guide  vane.  As  a  matter  of  fact,  the  second 
or  guide-vane  diffuser  is  really  at  normal  loads  a  free-vortex  dif- 
fuser,  providing  the  guide  vanes  have  been  properly  designed. 
Of  course  this  is  not  the  case  under  ordinary  conditions,  particularly 
in  a  multiplcHstage  machine  where  it  is  desirable  that  the  discharge 
from  the  diffuser  shall  be  radial,  or  at  least  not  far  from  radial. 

61  On  discharge  from  the  impeller  a  fluid  particle,  if  un- 
hindered, will  trace  out  a  spiral  path  providing  the  space  surroimd- 
ing  the  discharge  side  of  the  impeller  has  sufficient  radial  depth. 
In  other  words,  the  fluid  as  a  whole  will  have  a  free  vortical  mo- 
tion and  it  can  be  shown  that  the  path  of  any  fluid  particle  is  a 
logarithmic  spiral,  the  equation  of  which  is 

r  =  e*^ [29] 

where 

6  =  2.7183 

k  =  constant 

6  =  angle  of  radius  vector  with  entrance  position. 

62  With  free  vortical  motion  of  the  discharge  the  maximum 
possible  gain  of  pressure  is  given  by  Equation  [4].  Due  to  in- 
stability of  flow,  friction  of  side  walls,  impact,  etc.,  which  cause 
the  stream  lines  to  be  widely  divergent  from  the  theoretical  the 
gain  of  pressure  given  by  [4]  is  not  attainable  in  practice.  If  a 
free-vortex  diffuser  is  used  it  is  essential  that  its  radial  depth  be 
sufficient  for  the  vortical  motion  to  develop  and  thus  secure  as  large 
energy  conversion  as  possible.  The  axial  depth  of  the  diffuser  on 
the  entrance  side  should  be  the  same  or  sUghtly  greater  than  that 
of  the  impeller  discharge.  This  axial  depth  may  remain  constant 
or  gradually  diverge  from  inlet  to  outlet  of  diffuser.  It  is  of  course 
quite  essential  that  the  inner  surfaces  of  the  diffuser  shall  be  as 
smooth  as  possible  in  order  that  friction  shall  be  eliminated. 

63  Because  it  is  practically  impossible  to  obtain  non-turbu- 
lent motion  in  a  free-vortex  diffuser  the  use  of  guide  vanes  has  been 
introduced.  These  are  located  m  the  diffuser  channel  and  divide 
it  up  into  several  separate  sections,  through  which  the  fluid  can 
flow  with  a  reduced  tendencv  to  become  turbulent.  As  a  conse- 
quence  the  conversion  efficiency  is  higher  than  in  the  case  of  the 
diffuser  without  guide  vanes.  In  practice  it  is  difficult  to  trans- 
form much  more  than  50  per  cent  of  the  kinetic  energy  possessed 
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by  the  fluid  on  entrance  to  the  (Hflfuser  into  pressure  energj'  by  the 
time  the  fluid  is  discharged.  With  a  guide-vane  diffuser  the  lx?st 
conversion  effic^iency  is  obtained  at  normal  load  when  the  fluid 
leaves  the  impc^Uer  in  such  a  direction  as  to  enter  the  diffuser  sec- 
tions with  a  minimum  of  shock,  eddying,  etc. 

64  The  number  of  guide  blades  should  l)e  sufficient  to  give 
the  desired  uniformity  of  flow  without  undue  friction^  usually  one- 
half  to  two-thirds  Jis  many  guide  blades  as  hnpeller  blades.  If  tlie 
same  number  of  blades  are  used  in  both  th(»re  may  rt\sult  severe 
periodic  impulses  or  vibrations  due  to  the  fact  that  the  clear  cross- 
section  of  the  fluid  channels  at  discharge  of  imixjller  and  entrance 
to  diflfuser  are  increasing  and  decreasing  in  unison. 

65  Theoretically,  the  shape  of  the  guide  blades  should  be  that 
of  a  logarithmic  spiral  to  conform  with  the  free  path  which  the 
fluid  tends  to  follow  on  leaving  the  impeller.  Actually,  the  blade 
shape  is  governed  by  other  requirements.  A  favorite  form  of  guide- 
blade  construction  is  that  shown  in  Fig.  7,  and  is  similar  to  those 
used  on  turbine  pumps.  The  cavity  inside  the  blades  is  connectetl 
with  the  cooling-water  circuit  and  thus  some  reduction  in  the  tem- 
perature of  the  fluid  is  obtained  while  it  flows  through  the  diffuser. 
The  blad(^  curves  are  customarily  volut<^s  or  involut(\s  on  the  en- 
trance side  of  the  diffuser  and  a  combination  of  circular  arcs  and 
straight  lines  for  the  remainder  of  the  blade  l(»ngth. 


(C)   POWER  CONSUMPTION  AND  P:FFICIENCY 

66  In  order  to  compete  successfully  in  the  industrial  field 
with  the  reciprocating  compressor,  it  is  of  great  importance  that 
the  overall  efficiency  of  the  turbo-compressor  be  made  as  high  as 
possible.  That  is,  the  difference  between  the  compressor  input 
(work  delivered  to  the  compressor)  and  output  (work  obtained 
from  compressor)  should  l)e  reduced  to  a  mininmm.  Tlie  area  of 
the  />iMli;igram  represents  the  useful  work  done  in  the  compressor 
))ut  it  does  not  <M)ver  the  pneumatic,  mechanical  and  volumetric 
losses.  If  rjj„  r;„.,  rj,.,  r;,  an^  the  pneumatic,  mechanical,  volumetric, 
and  overall  el!i('ien<'ies,  resiH'clively,  then  the  shaft  hon*e|X)wer  must 
be  jiiveii  by  the  following  expression  neglecting  the  kinetic  energy 
of  discharge: 


Y 
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where 

ri      varies  between  0.55  and  0.65  and  equals  ijp  X  i^m  X  riv 
L  »  lb.  of  fluid  compressed  per  sec. 
pt-pi^  total  pressure  rise  in  the  machine  m  lb.  per  sq.  in.  abs. 
n  =  compression  exponent  and  is  calculated  by  Equation  [10]. 

67  The  mechanical  efficiency  rim  is  the  ratio  between  the  total 
power  actually  delivered  to  the  fluid  and  the  shaft  or  brake  horse- 
power. It  is  a  measure  of  the  power  losses,  made  up  of  rotation 
loss  (friction  between  outer  surfaces  of  impellers  and  the  surrounding 
fluid)  and  bearing  loss  or  similar  losses  due  to  friction  between  metal 
surfaces.  The  rotation  loss  will  vary  between  10  per  cent  and  20 
per  cent  of  useful  output  of  the  machine,  being  determined  by  the 
density  of  the  fluid,  the  speed  of  rotation,  and  the  impeller  diam- 
eters. For  a  single  impeller  it  can  be  calculated  very  approxi- 
mately from  the  following  expression: 

Friction  Hp.  =  0.44  x  10"  x  8«.  X  JNP  X  D*    .   .   .   [31]^ 

where 

N  =  r.p.m. 

D  =  impeller  diameter  in  ft. 

dm  ^^  mean  density  of  fluid  for  the  stage. 

68  Equation  [31]  is  based  upon  experiments  with  constant- 
thickness  disks  in  open  air.  It  is  readily  seen  from  [31]  why  it  is 
preferable  to  employ  a  large  niunber  of  small-diameter  impellers  in 
place  of  a  lesser  niunber  with  large  diameters.  With  a  given  dis- 
charge any  increase  in  pressure  must  be  accompanied  by  either  an 
increase  in  speed  or  else  an  enlargement  of  the  impeller  diameter; 
Since  the  frictional  resistance  varies  as  the  speed  cubed  and  the 
impeller  diameter  to  the  fifth  power,  it  is  more  economical  to  use 
high  speeds  with  small  impellers. 

69  Tlie  volumetric  efficiency  is,  of  course,  the  ratio  of  the 
fluid  actually  delivered  by  the  compressor  to  that  taken  into  the 
compressor,  and  will  vary  between  96  and  98  per  cent,  a  good  aver- 
age lx)ing  97  per  cent.  Most  of  this  leakage  will  occur  in  the  last 
stage  between  the  inlet  to  that  stage  and  the  atmosphere,  and  is 
not  materially  affected  by  the  number  of  stages. 

70  Under  ideal  conditions  the  compression  would  follow  the 

>  Sec  pp.  220  and  223,  Bulletin  of  the  Bureau  of  Standards,  yd.  10,  on 
Windage  Resistance  of  Steam-Turbine  Wheels. 
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isothermal  curve  BM  on  the  pt^-diagram,  Fig.  3.    The  compression 
efficiency  will  be,  when  referred  to  the  isothermal, 

isothermal  work     /n  -  1\      Ti      ,     p2  roo-i 

"'=      actual  work     '  V^ )  17=^^^  p,  '   '    "  ^^^-^ 

and  will  vary  between  GO  and  67  per  cent. 

71  The  need  of  cooling  the  fluid  as  it  jiasses  through  the  com- 
pn\ssor  is  ompluisizod  by  [32].  The  heating  of  the  fluid  during  com- 
pression renders  it  diflicult  to  obtain  efficiencies  which  are  mate- 
rially l>otter  tlian  those  attainable  with  reciprocating  machines  of 
modern  construction.  The  amount  of  heat  to  1x5  dissi()ated  is 
more  than  that  due  to  adiabatic  compression  since  the  mechanical 
energy  loss  due  to  short-c*ircuiting,  eddy  currents,  fluid  impact,  and 
fluid  friction  ix>api)ears  as  heat  energ>'  stored  very  largely  in  the 
fluid  itself.  Hy  careful  ilesign  of  the  cooling-water  passages  in  the 
casing  and  ditTusers,  and  by  use  of  a  large  number  of  stages,  it  is 
IH)ssible  to  carry  otT  most  of  this  sensible  heat.  In  spite  of  the  ase 
of  a  water-c(K)KHl  housing,  the  temix?niture  rise  of  the  air  in  some 
turbo-air  compivssoi-s  has  Uvn  over  200  deg.  fahr.,  the  inlet  tem- 
IH^nitun*  Unug  in  the  neighlH>rh(KKl  of  70  deg.  fahr.  In  the  first 
few  stapt*s  tlu»  c(M»ling  effect  is  small  In^cause  of  the  small  tempera- 
tun^  diffon»iu»e  In^twinMi  the  air  and  the  cooling  wat^r,  but  in  the 
later  stagi^s  the  conipn^ssion  approaches  ver>'  closelj'  to  being  iso- 
thermal. :is  we  aln\\dy  know,  and  the  temix*rature  of  the  air  when 
disohargeil  will  range  Ivtwivn  150  deg.  fahr.  and  175  deg.  fahr. 
for  disiharge  pivss\nvs  of  fn^n  7")  to  120  lb.  jx?r  sq.  in.  gage. 


DlSri'SSION 

Akihi  k  M.  iIkkknk.  ,1k.  v^vritten*.  Tlu*  |v»i)er  is  of  the  type 
whu'h  I**  iulpiul  to  the  Sorioty  in  {Hunting  out  the  theorj-  under- 
l\inc  tlic  Mi'iioM  :md  dt'^iuii  oi  conunori*ial  ap{vinuus. 

riu'  wriior  \\;»s  \ina!>li'  to  study  all  jviris  of  the  jvijier  with  care 
MN  11  was  iit't  n'it*i\rd  in  liiiu'.  but  he  divs  not  agret*  with  certain 
:oim;i!:\'  ijm\1  b\    ii:o  :unlhM'  :iMil  itTtaiu  slatomonts  do  not 

\'\  \\\  3  lM:i-o-.;l!rN  i^i'i.tiioTi  r'or  an  ini'ompressible  fluid  i 
*v'.-.v*'\4.!  r''.x  ^.^v.-vi—^o'  v.-i'^  :i  i'i':v.pixN*»iMe  fluid  and  there 
>  :\  :,!v.'\  :i'.  .'■  .;  :  rrrrr.w.  :1  r  ;.iV.i>:'.  \\[.  .3_  >  hou  Id  include  a  tenn 
:»':  til    ii'.;   •<:■  .•\i-.i  ;:v.»;  :\-  \\.c  .lai^xc  in  intonial  eneiigy  which 
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is  caUed  sensible  heat  in  a  later  paragraph.  The  same  criticism 
also  applies  to  Eq.  [4],  in  which  case  a  complete  energy  equation 
must  be  applied. 

The  writer  could  not  follow  the  reasoning  of  Par.  20,  especially 
that  part  which  refers  to  the  fractional  values  f  for  the  ratios  of 
the  successive  steps. 

Eq.  [11],  which  is  similar  to  one  for  hydraulic  apparatus,  does 
not  seem  to  the  writer  to  be  a  good  one  for  gases  unless  6  depends 
on  all  dimensions  of  the  runner. 

In  Par.  42,  the  writer  does  not  see  how  assumption  a  is  at  all 
possible  in  the  design  of  turbo-compressors. 

Eq.  [18]  would  not  yield  anything  if  the  discharge  were  zero, 
because  in  this  case  Vi  would  be  zero.  Eq.  [18]  is  the  form  to  which 
Eq.  [1]  would  reduce  if  there  is  no  change  in  kinetic  energy. 

Eq.  [22],  [23j  and  [24]  cannot  be  simplified  by  the  omission  of 
the  internal  energy  term,  here  called  the  sensible  heat,  as  this  term  in 

adiabatic  action  is  equal  to ,  or  2.5  times  the  pressure  term. 

k  —  1 

The  Author.  In  reply  to  Professor  Greene's  criticisms,  the 
author  would  like  to  say  that  a  rigid  thermodynamic  analysis  of  the 
fluid  processes  in  a  turbo-compressor  is  an  exceedingly  difficult 
imdertaking,  particularly  so  in  view  of  the  meager  experimental 
facts  with  which  to  check  one's  theory.  Such  being  the  situation, 
we  are  practically  obliged  to  solve  a  difficult  problem  in  an  exceed- 
ingly crude  manner  and  this  condition,  with  respect  to  turbo-com- 
pressors, will  continue  to  exist  until  more  exhaustive  investigations 
have  been  undertaken  on  such  machines  and  placed  at  the  disposal 
of  the  designing  engineer. 

Referring  to  criticisms  of  Eq.  [3]  and  [4],  a  more  exact  value  for 
Pz  -  Jh  can  be  derived  with  the  assistance  of  the  fundamental  equa- 
tions for  the  flow  of  an  elastic  fluid.    These  equations  are 

-  =  (m,  +  p.r.)  -  {ua  +  p^d)  -  Jq.    .    .  [33] 


2? 


-^-- J  vdp-e C3C 


2g 


Pd 


We  and  Wd  =  radial  components  of  the  relative   entrance   and   dis- 
charge velocities  of  the  diflfuser 
tit  and  Ud  =  internal  energy  in  foot  poimds 


758  TURBO-COMPRESSOR   CALCULATIONS 

2)e  Juul  pd  =  static  pressures 
Ve  and  Vd  =  specific  volumes 

q  =  heat  subtracted  by  cooling  water 

z  =  friction  work 

It  is  evident  in  order  to  utilize  Eq.  [33]  and  [34],  that  some  fairly 
definite  knowledj»;e  must  l>e  available  relative  to  the  values  of  q  and 
Zy  and  the  temiKTatures  of  the  fluid  on  entrance  into  and  discharge 
from  (lifTuscM-s.  Such  infc^rmation  we  do  not  passess  and  in  view  of 
this  fact  we  are  f()rc(»d  to  utilize  an  equation  such  as  Eq.  [3],  which  of 
c()Ui*se  strictly  apj)lies  to  the  flow  of  an  incompressible  fluid  only. 
It  is  p()ssil)k»  to  make  rough  estimates  of  these  necessary  values 
and  calculate  the  total  pressure  rise  from  the  more  exact  thermody- 
namic fommla*,  but  I  seriously  doubt  if  the  results  secured  would 
be  much  more  accurate  than  if  Eq.  [3]  and  [4]  are  used. 

With  respe(;t  to  Par.  20,  the  use  of  the  fraction  J  is  based  on 
the  following  reasoning.    Let  Xs  =  X2^  Xi  =  Xj',  etc.    Then 

Xi       1       X2'      X2^      x./       J2"-^  ^      ^  roKi 

—  ==-—;=—=  —  =  — —  =  constant    .    .  [ooj 

Xo        X'i        X'i"        X2         X2  X2 

from  which  relations  it  is  eiusily  seen  that  (Fig.  5) 

log  X2'  =  2  log  Xi  =  log  Vz 

log  Jo'  =  3  log  Xs  =  log  fa [36] 

log  Ja"  =  f^  log  Xo  =  log  r„ 

The  ratios  of  Eq.  [35]  show  that  for  X2  =  Jji  (where  Xi  =  ri  - 
unity),  X3  =  Jx2,  Xa  =  Jxj.  etc.  It  is  evident  that  convenient  ratios 
other  than  J-  might  W  utilized  in  laying  out  the  logarithmic  curve 
ah  of  Fig.  4. 

H(^f(Tring  to  Va\.  [11],  6  is  detennined  l)y  the  shafx*  of  the  runner, 
as  well  as  the  blade  tyjv,  angles,  etc. 

Tlu'  criticism  of  assumption  n.  Par.  42,  is  undoubttHlly  correct, 
and  ti  jan  be  accc|)ted  as  applying  to  turlnM'ompn^ssors  only  to  the 
cxtciii  that  assumption  '/  can  U*  apjilied.  As  a  matter  of  fact,  prac* 
ti.allv  nntiiini;  is  dclinitclv  known  alnait  the  conditions  of  flow  in  such 
a  inaciiinc  and  assumptions  such  as  I  have  made  in  Par.  42  can  only 
apply  to  a  liiiiitc<l  extent. 

With  re>pe<'t  to  K(i.  [18].  I  cannot  agnn?  with  Prof  lessor  Greene. 
In  the  tirst  place  there  will  always  U*  some  flow,  if  only  a  short- 
circuiting  around  the  outer  si^k-  of  the  im|)eller  and  ])ack  into  the 
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impeller  entrance,  and  consequently  W  will  not  be  zero.  Again,  ri, 
the  specific  volume,  does  not  Ix^comc  zero,  or  sa}',  of  greatly  dimin- 
ished value  with  reduced  or  zero  discharge.  As  a  matter  of  fact  Vi 
will  diminish  as  the  discharge  is  diminished,  until  for  the  first  stage 
Vi  will  be  the  specific  volume  of  the  fluid  in  the  suction  line,  under 
conditions  of  zero  flow,  while  the  initial  specific  volumes  for  the 
other  stages  will  be  detennined  by  the  static  pressures  developed 
by  each  preceding  stage.  It  is  of  course  quite  e\ident  that  if  ri 
were  zero,  then  the  density  woukl  become  infinite,  an  imi)ossible 
condition. 

Referring  to  the  criticism  of  Eq.  [22],  [23],  and  [24],  I  believe 
that  Professor  Greene  is  in  error  when  he  states  that  the  sensible 
heat  cannot  be  neglected,  because  the  sensi])le  heat  term  is  2.5  times 
the  pressure  tenn.    The  factor  for  an  adiabatic  change  is  equal  to 

1.4-1 

— 7-7—   and  is  approximately  0.286  power  of  the  pressure  term  in- 

stead  of  2.5  times  jus  stated  bv  Professor  Greene. 


No.  1718 

KEROSENE  AS  A  FUEL  FOR  fflGH-SPEED 

ENGINES 

Bt  Laitrbncs  F.  Ssaton,  Linoolk,  Nkb. 
Member  of  the  Society 

Although  anuiderabU  work  hat  been  done  toward  (ho  um  of  keramno  as  a  fM 
far  ifUornal-'Combutiion  enginet,  ther$  Ml  estate  a  eantraoerty  ngardrng  tte  earrtet 
design  ef  a  vapariang  jyafem.  There  hoe  aim  been  very  little  work  done  toward 
determining  (he  dietribuHon  of  the  heat  eeoloed  by  (he  fioL  To  etudy  theee  pnMeme 
the  author  accordingly  made  a  eeriee  of  teete  on  a  kighrepeed  heaey4iiay  type  of 
engine,  veing  keroeene  ae  a  fwL  Theee  teete  form  the  baeie  of  the  paper,  ond  the 
apparatus  used  and  (he  manner  of  eondueUng  ti^  teete  are  diseussed  in  detail.  The 
atUhor  concludes  his  paper  by  pointing  out  that  in  hie  opinion  a  keroeene  motor 
would  be  successful  if  designed  so  that  the  piston  dispiaeement  ware  higher  than  ie 
commonly  used;  if  (he  intake  paeeagee  were  larger  omd  shorter;  and  if  the  tnoom- 
ing  gas  were  heated  to  a  temperature  eonsiderMy  oboes  that  of  the  boiling  poUU  of 
kerosene. 

A  T  the  present  time  there  is  a  great  deal  of  controversy  among 
'^^  the  designers  of  high-speed  gas  engines  regarding  the  correct 
design  of  a  vaporizing  system  to  successfully  handle  keroeene. 
There  has  also  been  very  little  done  in  r^ard  to  determining  the 
distribution  of  the  heat  of  the  fuel  which  is  used  in  hi^-speed  en- 
gines. Another  idea  which  is  likewise  much  disputed  is  the  efifect 
on  the  crankcase  oil  due  to  particles  of  unvaporized  fuel  passing 
by  the  pistons  and  entering  the  crankcase,  and  it  was  therefore 
decided  to  fit  up  a  hi^Hspeed  engine  in  such  a  way  that  the  forego- 
ing conditions  could  be  carefully  and  accurately  studied. 

DESCRIPTION  OF  APPARATUS 

2  The  apparatus  used,  and  upon  which  these  tests  were  con- 
ducted, is  shown  in  Fig.  1.  The  motor  which  was  tested  was  a 
4}-in.  by  5|-in.  high-speed,  heavy-duty  type  and  was  equipped  with 
a  Kingston  carburetor  connected  to  a  specially  designed  vaporizer. 

Presented  at  the  Annual  Meeting,  December  1919,  of  Tbm  Amebican 
SociETT  OF  Mechanical  Enqinssbs. 
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'VUv.  rxhaust  j^mscs  \v(;r(»  pipcMl  directly  from  the  exhaust  manifold 
in  I  he  calorimeter.  Theni  was  also  provided  a  bypass  pi|M»  from 
the  lop  of  the  exhaust  niaiiifold  throujch  th(»  vaporizer  and  hack 
to  the  calorimeter,  and  hy  means  of  (lam|K»i*s  any  amount  of  thci 
exhaust  >»;as  couM  he  sent  throujz;h  the  l)y|)ass,  making  it  thus  |)ossi- 
\Ac  t(»  maintain  any  desiriHl  temiK»rature  in  the  vajxirizer.  Pynim- 
elers  were  placed  h<ith  in  the  l)vj)ass  and  in  tlu^  main-line  exhaust 
pipes.  A  thermometer  was  pla<'ed  in  the  intake  manifold  lea<ling 
to  the  motor  Mock.  'Vho  air  heading  to  the  c^irhuretor  was  main- 
tained at  a  constant  tem|K»ratur(»  hy  means  of  an  electric  heater 
so  arranged  that  the  air  was  heated  when  passing  through  it.  A 
manonictiM*  was  coimected  to  the  intake  ojx^ning  mto  the  carburetor, 
and  in  tiiis  way  the  suction  pix^ssure  was  mcasui^ed. 

l\  'l\vo  Tabor  engini*  indicivtors  were  uso<l,  one  fitted  with  a 
210-lb.  spring  for  measuring  the  avemge  combustion  pressure,  and 
tin*  <»thtM-  with  an  S(Mb.  spring  for  determining  tlie  compression 
pii»ssure.  A  Dixie  high-tension  magneto  provided  with  a  starting 
coupling  was  used  thnmghout  the  tests  for  ignition.  A  valve  Wiis 
phuvd  in  tlie  bottom  of  the  crankcase  thnnigh  which  tlie  oil  could 
easily  Ih»  draincti  in  order  that  its  tem|HTatun\  gnivity  and  weight 
might  U»  accurately  iletermined.  A  water-spray  nozzle  was  lo- 
cated in  the  intake  manifold  in  onler  that  water  might  lie  intro- 
duiHHl  at  high  loads  to  pn^vent  pnMgnition. 

{  The  weighing  system  fi>r  the  ciHtling  water  consisted  of  two 
large  tanks  aiul  a  scale*  ami  the  water  wik^  weighed  even'  fifteen 
minutes.  The  fuel  was  weigluni  on  a  sjxH'ially  designed  scale  con- 
nected with  a  U»am-lvll  ci^ntact.  which  thus  made  accurate  read- 
ings |H^^>il^li\  Fuel  was  pijHHl  fnun  the  fuel  dnun  up  to  the  kero- 
sene tank,  the  drum  I  vine  >o  arnuigtHl  that  air  pressure  could  be 
UM'd  to  t'l'ice  the  fuel  thnuigh  the  pijv  into  the  tank  on  the  scale. 
\t  I'.ici".  «i»:i«i^  It  \\a>  ncit'NNiry  to  till  the  lank  Iviwivn  re:uling^,  and 
\\  w.ix  '. !  X  !\:".»:\*  %*\\\\  ncivs'^iry  to  cornvt  Uk  the  lime  which  it  took 
:o  !:.'.  :'■  I-  :.,'  k  Tir  \\:i:i'!  wiiirh  \\a>  um^I  in  tlie  manifold  to  pnv 
\*  v.:  v:\  .;::..: ..'".  \\:i>  \\c:;;!u\l  on  a  M-n^itivo  scale. 

I"  .V  ..:"..■:■.:•.  A  :c:-  um^:  co!i<:<!iNi  of  a  Whivler  surface  con- 
.'.'-■.  :  .  w.'.:  ;.\iv-.v.c  :•.:>'".:»: -i  iV.c  v.ilx^  a::.i  the  exhaust  gas 
i"   ^    "^   :       -'  V"  v^  I  \:.. ,•.:>:  c^^  :*■'..;>  ^\'v.:;::j:  in  ivntact  with 

-    «   -     •    ,;.■  '    1  •v    •  •  rv  •::  :  ::.:>  •^.i::r\\     Since  the 

.    -  »  .X     •    -.v    ,        •  ;  -x. .[  :■.  :".>  :.v:vir:i:u>,  it  was 

■  .     >.-  .■.,•.:;>.  .:.:  .\  .  :\  ':.^  cvsi^'S  entered 

:    .     .  X       ■       ■    •       '..:-.    ::..\  i:..  1:   :\^:c.     Bv 
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of  these  it  was  possible  to  determine  the  amount  of  hquid  con- 
densed during  each  run.  A  gasoHne  tank,  mounted  on  the  side  of 
the  dynamometer,  was  used  for  starting  purposes.  A  ther- 
mometer well  was  placed  in  the  bypass  line  near  the  vaporizer  so 
that  the  temperatures  might  Ijc  compared  with  those  shown  by 
the  pyrometer,  also  placed  in  the  bypass  line. 

6  The  load  carried  by  the  engine  was  maintained  by  means 
of  a  Spn^tue  electric  dynamometer,  illustrated  in  Fig.  1,  and  the 
load  was  so  constant  from  this  source  tliat  no  governor  was  used 
on  the  engine.     It  was  possible,  therefore,  to  study  the  force  of 


Fio.  1     Appakatus  Used  in  Conducting  the  Tests 

explo.sions  imdcr  constant  throttle  opening.  The  water  u-sod  in  the 
calorimeter  to  cool  the  exhaust  gases  was  weighe<I  in  a  set  of  weigh- 
ing tanks  caiiied  on  Fairbanks  scales  having  a  r-.inge  of  0  to  12,(XK) 
lb.  A  water  iiianonietcr  was  placed  on  the  cxliaust  line  to  determine 
the  back  iiiTssun^  at  a  point  just  Mow  entering  tlie  calorimeter. 


MANNER   OF 

7  The  engine  was  started  and  brought  up  to  a  speed  of  1100 
r.p.ni.,  llie  speed  recommended  by  the  makers,  by  means  of  a  load 
cwiinccted  to  a  throttle  butterfly  valve.  The  load  was  then  put 
on  the  engine  by  means  of  allowing  an  electric  current  from  the 
niotoi-Eenerator  set  to  pass  through  the  coils  surrounding  the  pole 
pieces  (if  tlu!  tlynaniomctcr.     This  made  a  generator  of  the  dyna- 
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mometery  and  the  reaction  of  the  pole  pieces  was  measured  through 
a  series  of  calibrated  beams  to  the  dial  on  the  dynamometer. 

8  A  series  of  tests  was  first  run  with  various  temperatures  in 
the  vaporizer,  air  entering  the  carburetor  at  a  constant  tempera- 
ture. The  temperature  of  the  intake  air  was  maintained  at  115 
deg.  fahr.  and  the  temperature  around  the  vaporizer  was  increased 
from  an  initial  150  deg.  by  100-deg.  increments  until  a  temperature 
of  650  deg.  was  maintained  on  the  bypass  pyrometer.  This  cor- 
responds to  a  temperature  of  785  deg.  in  the  vaporizer,  and  in  order 
to  obtain  this  condition  it  was  necessary  to  shunt  all  the  gases 
through  the  bypass  at  low  loads.  The  loads  carried  under  this 
condition  were  approximately  5,  10,  15,  and  20  hp.  The  length  of 
test  run  on  each  load  was  two  hours.  These  series  of  tests 
are  known  as  tests  1,  2,  3,  4,  5  and  6,  and  the  average  results  of 
tests  1,  3,  and  5  for  loads  of  0,  5,  10,  and  20  hp.  are  given  in 
Table  1. 

9  Tests  were  also  made  increasing  the  temperature  of  the 
intake  air  by  increments  of  10  deg.;  that  is,  the  first  test  was  run 
maintaining  a  temperature  of  650  deg.  on  the  bypass  pyrometer 
and  125  deg.  on  the  intake  air.  This  test  is  known  as  E-1.  The 
next  test,  with  a  constant  temperature  in  the  vaporizer  and  an- 
other 10-deg.  rise  in  the  intake  air,  is  known  as  test  Fr2,  This 
process  was  continued  until  a  maximum  was  obtained  at  which  it 
was  thought  practicable  to  run  the  engine,  according  to  both  the 
amount  of  power  obtained  from  the  engine  and  to  the  fuel  consump- 
tion per  hp.  The  average  result  of  these  tests  will  also  be  found 
in  Table  1. 

10  At  the  end  of  the  series  of  E  tests,  which  was  thought  to 
cover  all  conditions  commonly  met  in  practice,  it  was  decided  to 
run  a  test  in  which  the  limit  of  the  apparatus  was  reached  as  far  as 
furnishing  heat  to  the  mixture  was  concerned.  This  test  is  known 
as  Test  F.  All  heat  from  the  exhaust  gases  was  thrown  through 
the  vaporizer  and  all  possible  current  was  passed  through  the  heat- 
ing coils  in  the  air  heater. 

11  Indicator  cards  were  taken  at  15-min.  intervals  in  order 
that  the  combustion  pressure  might  be  ascertained  and  also  to 
determine  the  evenness  with  which  the  fuel  was  burning  in  the 
cylinder.  A  typical  card  is  shown  in  Fig.  2.  The  indicator  drum 
was  not  connected  to  the  engine  but  simply  turned  by  hand,  leaving 
the  indicator  cock  open.  The  pressure  of  successive  explosions  was 
clearly  shown  at  the  end  of  each  test,  when  the  spark  plug  was 
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short-circuited  and  a  light  spring  used  to  determine  the  compres- 
sion pressure. 

12  The  oil  was  cleaned  out  of  the  crankcase  at  the  end  of  each 
run,  when  the  temi>erature,  gravity  and  weight  were  determined. 
This  was  done  in  order  that  some  definite  information  might  \ye 
ol)tain(Ml  as  to  the  effect  of  kerosene  on  the  lul)ri(;ating  oil,  especially 
when  run  without  sufficient  heat  to  more  or  less  jx^rfectly  vtiponzc 
the  fuel.  The  water  and  cond(^nsed  fuel  were  collected  in  the  c^ilo- 
rimet(ir  and  are  indicatcjd  in  Table  1  lus  condensate.  The  cond(»n- 
sate  was  w(»ighed  at  the  end  of  each  two-hour  run  to  determine  its 
amoimt. 


0  Lb.  Load 


»^ 


\^ 


1 


10  Lb.  Load 


:\ 


I  i 


|/|^    /If^J^r-JHrJi 


■        i.  ' 

Lil 


20  Lb.  Load 


Fit;.  2    Typical  Indicatok  Cakds 


RKSI'LTS 

1^^  From  the  summary  of  results  and  from  the  curves  plotted 
l)(»twe(»n  deHv(»red  hp.  and  II).  of  k(»ros<'ne  ixm'  hi)-hr.  as  shown  in 
Fig.  li,  it  will  !)(»  seen  that  tlie  thermal  efficiency  of  the  engine  wa.s 
practic:dly  <'onst;nil  througliout  all  heat  changes  ma<le  ju<  provioasly 
dcscrilKMJ.  It,  will  Ik;  ohscrved,  however,  that  the  motor  Ixwame 
nuich  inorr  flc\il>l(\  (\s|MM'ially  when  tlu^  temix'ratun^  of  the  ingoing 
air  was  raised,  as  this  in  turn  rais(Ml  the  tem|H»ratun*  of  the  ingoing 
gas  materially;  much  more,  in  fact,  than  was  ix)ssil)le  hy  increasing 
the  temperature  in  the  va|M»rizer,  for  the  it*ason  that  a  small  area 
was  expoMMl  to  the  hot  gM ses  in  the  va|K>rizer.  It  wjis  found  that 
nt  low  he;its  the  n»otor  would  not  idle  down  Ih'Iow  800  or  900  r.p.m. 
At  the  execpli()!i;il|y  hiuh  temp(M*at uivs  of  the  ingoing  gases — al)out 
'M'}  (leg.       it    w:(<  found   th:it    the  (*ngin(^  could  Ik>  idlcHl  tlown  to 
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150  r.p.m.  and  would  pick  up  abnost  as  well  as  when  buraiug  gaso- 
line. It  was  also  possible  to  start  the  engine  on  kerosene  luider 
these  conditions- 

14  Since  the  fuei-consumption  cuires  shown  in  Fig.  3  are 
practically  identical  throughout  the  conditions  covered  in  these 
tests,  it  secnis  probaltlc  that  about  the  same  percentile  of  the  fuel 
was  burned  in  the  cylinders  under  all  the  conditions  covered  in  the 
test.  This  is  also  sultstantiatcd  by  the  fact  that  the  amouTit  of 
kerosene  <leposit«d  in  the  crankcase  was  practically  constant  for 
all   conditions.     The   only   advantage   in   heating  the   ingoing   air 


Oelivered  Horseponer 
Fiu.  3    CcBVE.s  ov  Delukrkd  Horsepoweb  vs.  Pounds  of  Fuel 

and  gas  was  Hint  it  made  the  motor  nioni  (Icxible.  In  fact,  when  the 
engine  was  kc]>t  up  to  speed  it  was  found  that  a  greater  hor«'|x>wer 
could  I"'  ilevel()[)cd  when  a  low  teni|)oratuii'  of  g!Us  was  taken  into 
llic  cylindfi-s.  Il  seemed  (juite  evident  that  during  all  these  tests 
a  wet  iiiixtuiv  was  taken  into  the  cylinders,  and  that  Jn  no  case 
was  the  kerosene  thoroughly  vaporiKCtl  Iwforc  entering. 

l.T  It  was  abo  obser\-cd  that  at  any  time  during  the  test  of 
higher  heat  conditions  the  engine  could  be  made  to  preignite  by 
lowering  the  (eniperatui-e  of  the  air  entering  the  carbiu^tor.  A 
i-easdiLidili-  explanation  of  this  seems  to  be  that  in  the  process 
i)f  erackiiiir  tlie  fuel  a  gas  is  formed  which  is  quite  exploaive,  and 
that    wJun  the  conditions  arc  slightly  changed  this  exidoeive  gas 


768  EESOSENE  AS   A   FUEL    FOR   HIGH-SPEED  ENGINES 

IB  not  formed,  which  does  away  with  preignition;   it  being  fair  to 
assume  that  this   explosive  gas,   which   probably  is  acetylene,   is 

ignited  instantly  by  the  spark,  which  in  ordinary  practice  occurs 

several  degrees  Ijeforc  dead  center. 


"OE4     6BIOiei+iei5eOK!4e6 
Oalivered   Horsepower 

I'lij,  4    A  TrpiOAL  Ukat  lUi.ANrB 

Hi  Thi-  t'urvcH  (if  Fig.  4  represent  a  typic^d  hesit  dLstributioo 
tbnnijili'iiit  llic  ini)l(ir,  and  il  will  lie  oltscrvcil  that  the  mitximum 
lln-nii;il   rllii'iriii-y   is  almiit    V.i   per  cent.     The   iK-rwnlage  of  heat 

going  to  (Il inline  ivalir  sliglilly  ilerrciscM  after  the  load  increases, 

while  ilic  iKTiciitage  of  ju-jit  to  the  exhaust  gjkiC'S  increitsos  after  the 
ioaii  inert  axs.     Il  will  also  Iw  olBJerved  that  the  percentage  of  heat 
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dissipated  through  radiation  and  other  unmeasured  losses,  which 
includes  the  amount  of  fuel  deposited  in  the  crankcase,  increases 
as  the  load  increases.  This  no  doubt  accounts  for  the  increase  of 
unmeasured  losses  as  the  load  increases. 


CONCLUSIONS 

17  Some  of  the  conclusions  to  be  drawn  from  these  tests  are 
as  follows : 

a  It  seems  evident  that  to  successfully  bum  kerosene  in 
the  type  of  internal-combustion  engine  now  in  general 
use,  higher  heats  must  be  used  so  that  the  motor  may 
be  made  sufficiently  flexible  to  be  practicable 

h  While  the  tests  do  not  show  the  motor  to  be  as  eflScient 
when  operating  on  kerosene,  it  is  nevertheless  beUeved 
that  this  defect  can  be  overcome  by  designing  the 
motor  with  higher  compression  and  large  intake  ports 

c  It  was  observed  that  the  lubricating-oil  temperature  was 
higher  when  additional  heat  was  added,  which  means 
that  a  high-flashpoint  oil  would  have  to  be  used. 

18  It  is  the  belief  of  the  writer  that  a  motor  designed  as  fol- 
lows would  handle  kerosene  at  all  loads  successfully:  The  piston 
displacement  should  be  greater  per  horsepower  than  that  com- 
monly used,  a  higher  compression  pressure  should  be  obtained,  the 
intake  passages  should  be  large  and  short,  and  the  intake  gas  should 
be  heated  to  a  temperature  considerably  above  the  boiling  point  of 
kerosene.  This  probably  would  be  done  with  the  exhaust  gases, 
necessitating  an  automatic  temperature  control  at  all  loads. 


DISCUSSION 

1).  B.  Prentice  (written).  The  paper  is  of  especial  interest 
because  of  two  features  of  the  experimental  apparatus  —  first,  the 
I)reheating  of  the  air  by  electric  heating  wires,  and  second,  the  con- 
densation of  part  of  the  exhaust  in  a  standard  steam  condenser. 
The  condensation  of  the  moisture  in  the  exhaust  gases  seems  to  offer 
infonnution  of  as  much  value,  perhaps,  as  the  analysis  ordinarily 
made  by  (Ji-sat  apparatus.  The  use  of  a  condenser  for  the  deter- 
mination of  this  condensate,  however,  leads  to  some  figures  in  Table 
1  which  arc  hard  to  understand.     The  writer  would  like  very  much 
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to  have  the  author's  explanation  of  the  fact  that  the  condensate  in 
most  of  the  tests  is  less  than  the  fuel  consumed. 

With  very  little  error  we  can  consider  kero3ene  as  being  15  per 
cent  hydrogen  and  85  per  cent  carbon.  One  pound  of  fuel  will, 
therefore,  furnish  hydrogen  sufficient  to  bum  with  the  oxygen  of  the 
air  to  1.35  lb.  of  water.  If  all  the  kerosene  supplied  as  fuel  is  burned, 
the  condensate  should  be  about  35  per  cent  in  excess  of  the  fuel 
weight.  In  none  of  the  tests  reported  in  Table  1  is  this  true.  The 
nearest  approach  to  it  is  in  Test  EA  with  a  20-lb.  load  in  which  47.2 
lb.  of  fuel  produce  59.5  lb.  of  condensate.  In  contrast  with  these 
figures  there  is  Test  F  with  the  20-lb.  load  in  which  the  fuel  weighs 
about  twice  as  much  as  the  resulting  condensate.  The  kerosene 
must  either  be  burned  in  some  way,  pass  through  the  engine  to  the 
exhaust  unburned  or  leak  past  the  piston  rings  to  the  crankcase. 
In  the  last  case  one  would  expect  a  large  gain  in  the  weight  of  lubricat- 
ing oil,  which  is  not  a  fact  according  to  the  author's  figures.  It  is 
improbable  that  much  of  the  kerosene  could  pass  through  the  engine 
unburned  with  an  exhaust  temperature  of  1000  to  1300  deg.  fahr. 
and  air  enough  for  the  engine  to  develop  full  power,  but  even  if  it 
were  so, .an  equal  weight  would  appear  in  the  condensate.  It  Is 
possible  that  some  of  the  kerosene  is  converted  to  volatile  hydro- 
carbons which  pass  through  the  engine  unburned  and  through  the 
condenser  tus  gases,  but  this  is  not  probable  as  sufficient  air  must 
have  been  supplied  for  combustion.  Apparently  there  is  a  discrep 
ancy  in  the  weights  of  fuel  and  condensate  which  cannot  easily  be 
rt^conciled. 

A  second  situation  presented  by  the  data  in  Table  1  which  the 
writer  finds  difficult  to  explain  is  the  increase  in  heat  loss  by  radia- 
tion and  other  means  as  one  passes  from  Test  1  to  Test  3  and  to  Test 
5  in  the  20-lb.  load  runs.  The  actual  heat  last  by  radiation  and 
otherwise  unaccounted  for  doubles  between  Tests  1  and  3  which 
(levt^lop  virtually  the  same  power  and  speed. 

Pn^hojiting  of  tlie  air  above  115  deg.  fahr.  does  not  seem  to  in- 
vrvuav  i\w  thermal  efficiency  of  the  engine  nor  does  raising  the 
Icinperaturo  in  the  vaporizer.  The  gain  in  flexibility,  of  course,  is 
not  in(hcMt('<l  rl(»arly  by  the  data  in  Table  1,  although  this  gain  is 
«loul)tlrss  considcrahle.  The  writer  d<x*s  not  understand  why,  with 
prrhratrd  air,  a  liijrhtM*  ('fficicncy  cannot  l)e  .secured  with  this  engine. 
Ilr  lias  ina«lr  inaiiy  t<'sts  of  gas  motors  of  corresponding  size  whieh 
showed  furl  consumption  as  low  as  0.5  to  0.(>5  lb.  |x?r  hp.  per 
lir.  f'onsistcntly.     T\w  best  |HTformanc(»  represented  in  Table   1  is 
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0.8872  lb.  of  kerosene  per  hp.  per  hr.  which  is  50  per  cent  higher 
than  can  often  be  secured  with  gasoline. 

Cjl^rles  E.  Lucke  thought  that  there  must  have  been  an  error 
in  the  author's  suggestion  of  heating  the  intake  above  the  boiling 
point  of  kerosene,  as  a  temperature  of  900  deg.  fahr.  is  sometimes 
reached  in  distiUing  kerosene.  He  also  called  attention  to  the  fact 
that  in  operating  the  engine  under  load,  either  no  precautions  were 
taken,  or  if  taken  not  discussed,  to  control  the  proportion  of  fuel  to 
air  passing  through  the  carburetor.  Unless  some  effort  was  made  to 
secure  such  control,  the  ratio  of  fuel  and  air  would  change  with  the 
temperature.  He  considered  the  paper  as  presenting  data  of  a  semi- 
corroborative  nature  to  that  already  presented  by  other  investi- 
gators of  the  use  of  kerosene  as  motor  fuel,  and  doubted  the  value  of 
the  conclusions  as  a  new  contribution  to  the  subject. 

The  Author.  The  discrepancy  in  condensate  formed  in  the 
first  tests  can  be  explained  in  part,  at  least,  by  the  collection  of  tarry 
and  moisture  deposits  on  the  condenser  tubes.  This  was  explained 
in  the  complete  report  of  the  test  but  was  not  mentioned  in  the 
abstract  which  formed  the  substance  of  the  paper  presented  to  the 
Society. 

It  was  found  that  when  the  in-going  gas  was  at  low  temperature 
a  large  amount  of  asphaltic  deposit  was  placed  on  the  tubes.  It  was 
necessary  to  clean  the  tubes  quite  often  in  order  to  make  the  condenser 
efficient  enough  to  keep  the  out-going  gas  corresponding  with  room 
temperature. 

As  stated  in  the  original  report,  Uttle  dependence  can  be  put 
on  the  results  shown  by  the  condensate.  However,  at  high  tem- 
peratures very  httle  deposit  was  found,  which  should  make  the  re- 
sults shown  by  the  tables  more  nearly  correct,  which  is  the  case. 

That  the  efficiency  does  not  increase  with  the  increased  tem- 
perature is,  no  doubt,  accounted  for  by  the  fact  that  a  fixed  car- 
buretor setting  was  kept.  As  outlined  in  the  original  report  the  test 
was  run  to  conform  as  nearly  as  possible  to  conditions  met  in  prac- 
tice with  such  a  motor  used  for  automotive  purposes. 

Plans  are  being  made  to  carry  on  similar  work  in  which  a  con«- 
stant  ratio  of  fuel  and  air  will  be  maintained.  In  this  series  of  tests 
the  temperature  of  the  gas  will  be  carried  above  the  point  at  which 
it  will  condense  before  entering  the  cylinder.  It  is  my  opinion  that 
under  this  condition  the  condenser  or  calorimeter  will  work  suiE- 
ciently  well  to  give  accurate  results  in  regard  to  the  condensate. 


No.  1719 

A  PERFECTED  HIGH-PRESSURE  ROTARY 

COMPRESSOR 

By  Chester  B.  Lord,  St.  Louis,  Mo. 
Member  of  the  Society 

Of  the  three  types  of  rotary  compressorSf  namely,  the  centrifugal  blower,  the 
gear-type  and  the  eccentric  rotor  xmih  telescopic  Hade,  the  last  is  the  least  efficient. 
Particulars  are  given  by  the  author,  however,  of  a  new  and  improved  construction  of 
this  type  in  which  leakage,  friction  and  packing  troubles  have  been  eliminated  to 
such  an  extent  that  a  volumetric  efficiency  of  92  per  cent  at  seven  compressions  (100 
lb.  per  sq.  in.)  is  said  to  be  commercially  obtainable.  It  is  also  stated  that  this  com-- 
pressor  wiU,  without  adjustment  or  alteration,  handle  gas  or  air,  or  a  liquid,  or  a 
gas  and  a  liquid  at  the  same  time,  and  that  it  is  possible  to  obtain  a  pressure  of  500 
W.  in  a  single-stage  machine  and  1000  lb.  in  three  stages  wUh  the  three  units  on  ike 
same  shaft. 

The  uses  of  the  rotary  compressor  are  enumerated  in  the  paper  and  its  special 
advantages  are  set  forth,  these  being  (1)  smaU  weight  per  unit  of  capacity,  (2)  smaU 
amount  of  floor  space  required,  (3)  smaU  initial  cost  of  installation,  (4)  employ' 
ment  of  direct  drive,  (5)  smaU  amount  of  headroom  required,  (6)  simplificaiion  of 
construction  and  small  amount  of  adjustment  or  repair,  and  (7)  auio4ubricaHon, 

4  NY  one  familiar  with  the  various  lines  of  mechanical  endeavor 
■^^  must  realize  that  no  vital  change  has  been  made  in  compressors 
in  the  last  thirty  years  or  more.  While  steam-engine  practice  has 
profited  greatly  by  the  development  of  the  turbine,  and  generators 
and  motors  have  been  vastly  improved,  refrigerating  machinery, 
at  least  as  far  as  the  compressors  are  concerned,  has  not  been  de- 
veloped. 

2  The  same  cumbersome  reciprocating  machines  that  were  in 
use  thirty  years  ago  are  being  used  today,  with  perhaps  the  dififer- 
ence  that  they  are  more  cumbersome.  There  have  been  improve- 
ments in  the  way  of  better  valves,  a  little  higher  speed  and  minor 
matters  of  this  kind,  but  none  of  them  has  changed  the  principle  of 
the  machine  or  resulted  in  any  great  economy  either  in  weight, 
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compression  and  requires  several  stages  to  secure  any  considerable 
degree  of  compression.  The  gear-type  compressor,  in  which  there 
are  two  moving  members,  which,  roughly  speaking,  compress  air 
between  two  gears  with  their  teeth  in  mesh,  taking  it  in  at  one  side 
of  the  teeth  and  delivering  it  at  the  other,  has  a  very  low  efficiency, 
but  is  able  to  compress  to  a  higher  degree,  single-stage,  than  either 
of  the  other  types.  None  of  them,  however,  compresses  to  over  8 
or  10  lb.  single-fitage.  There  are  many  modifications  and  varia- 
tions of  these  three  types,  but  they  represent  the  vast  majority  of 
rotary  compressors. 

7  Once  again  the  mechanical  world  is  about  to  be  startled, 
perhaps,  with  a  story  of  a  perfected  rotary  compressor,  or  at  least, 
it  is  hoped,  interested.  Since  the  writer  is  not  the  inventor  and  has 
a  reputation  tx)  consider,  it  may  be  assumed  that  when  he  makes 
unqualified  statement  that  it  is  possible  with  a  rotary  compressor  to 
get  commercially  92  per  cent  volumetric  efficiency  at  seven  compres- 
sions, or  100  lb.  per  sq.  in.,  that  the  compressor  will,  without  adjust- 
ment or  alteration,  handle  gas  or  a  liquid,  or  a  gas  and  liquid  at  the 
same  time,  close  investigation  has  been  made  and  the  statement  is 
based  upon  something  more  than  paper  facts.  Until  explained  it 
will  raise  still  further  doubt  when  it  is  stated  that  the  perfected  high- 
pressure  rotary  compressor  is  built  on  the  eccentric-rotor-and-tele- 
scopic-blade  principle,  this  being  the  least  efficient  of  the  three  types 
above  referred  to  and  the  only  one  that  has  had  no  commercial 
applications  except  in  small  water  and  oil  pumps. 

8  Before  proceeding  with  the  description  of  the  perfected  com- 
pressor let  us  analyze  the  troubles  which  have  been  experienced 
with  this  type  of  machine.  The  first  and  greatest  was  that  it  was 
necessary  to  maintain  a  seal  at  one  point  between  the  rotor  and 
the  cylinder.  This  was  a  source  of  large  friction  losses  and  the  seal 
was  soon  broken  by  wear.  Second,  the  blade  pressure  against  the 
end  plates  and  the  inner  surface  of  the  cyUnder  created  great  fric- 
tion loss  and  still  further  wore  the  cylinder  at  the  contact  point 
between  the  rotor  and  the  cylinder  wall.  Third,  the  pressure  being 
all  on  one  side  of  the  blade  created  such  friction  that  the  blade  did 
not  work  in  and  out  freely.  Next,  it  was  foimd  impossible  to  devise 
a  method  of  packing  square  corners,  and  hence  the  only  conmiercial 
application  of  this  type  was  in  the  pumping  of  oil  or  water  at  a  com- 
paratively high  velocity,  which  service  produced  the  least  friction 
and  no  important  losses. 

9  The  compressor  about  to  be  described  was  perfected  by 
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W.  G.  E.  Rolaflf,  of  the  Research  Engineering  Company,  St.  Louis. 
It  is  not  an  invention  but  the  result  of  long,  patient  research  and 
the  ingenious  application  of  obvious  principles.  Ad  stated,  it  is  of 
the  eccentric-rotor-and-telescopic-blade  type,  such  as  just  described, 
except  that  the  faults  mentioned  have  been  eliminated  and  the 
elimination  has  tended  toward  simpUfication. 

10  Taking  the  three  difficulties  enumerated  in  their  order, 
the  first  mentioned,  that  of  maintaining  a  seal  at  one  point  between 
the  rotor  and  the  cylinder,  is  fundamental.  Some  years  ago  a  Mr. 
Hermansen  developed  an  engine  in  which  the  cyUnder  revolved 
at  the  same  peripheral  speed  as  the  rotor  and  was  in  fact  carried 
by  the  rotor.  Having  both  moving  parts  traveUng  at  the  same 
peripheral  speed,  not  at  the  same  angular  speed,  means  that  there  is  no 
slip  between  the  two,  and  consequently  little  or  no  friction.  It  also 
reduces  to  a  minimum  the  blade  friction  against  the  outside  of  the 
cylinder  because  the  movement  of  the  blade  on  the  wall  of  the 
cylinder  per  compressive  revolution  is  only  that  represented  by  the 
difference  between  the  circumferences  of  the  outside  of  the  rotor  and 
the  inside  of  the  cyhnder.  In  other  words,  in  a  lOO-cu.-ft.  size  with  a 
cylinder  10{  in.  in  diameter  and  a  rotor  10  in.  in  diameter,  the  blade 
travel  per  compressive  revolution  is  only  the  difference  between 
31.41  in.  and  33.38  in.,  or  less  than  2  in.,  so  that  it  requires  approxi- 
mately 17  revolutions  of  the  rotor  for  one  revolution  of  the  blade 
upon  the  cylinder  wall.  In  order  that  this  may  be  brought  out 
clearly  the  writer  will  state  that  there  are  no  valve  openings  in  the 
cylinder  and  that  as  it  travels  always  in  the  same  plane  it  makes  no 
difference  whether  the  cylinder  is  revolving  with  the  rotor,  standing 
still,  or  reversing  itself,  as  far  as  compression  is  concerned.  Her- 
mansen's  principle,  however,  solves  but  one  of  the  many  difficulties 
and  by  itself  is  valueless.  Mr.  RolafT  was  unaware  of  this  patent 
when  he  started  his  research  work,  and  even  after  he  had  evolved 
the  principle  he  did  not  think  it  patentable,  duo  to  its  similarity  to  a 
roller-bearinp  detail.  Hermanson  had  had  no  difficulty  in  doing  80, 
however,  and  Mr.  Rolaflf  was  obliged  to  acquire  the  Hermansen 
patent. 

11  The  S(^con(l  difficulty,  that  of  excessive  end  pn^ssure,  was 
overconu*  by  floating  plates  at  th(»  ends  of  the  eylindrr  hekl  in  inti- 
imiio  roiitact  with  it  and  the  rotor  by  pn»ssun»  geiH»nit<»d  by  the 
niachin(»  itself.  Tho  pn»ssure  upon  the*  outer  surfan*  of  \\\o  phit^'s  is 
greater  than  upon  the  inner  surface  by  reason  of  the  difTerenec  in 
the"area  (»xpose<l   to  this  pn'ssun\    This  supplemental  pressure  is 
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always  in  direct  proportion  to  the  pressure  generated  by  the  machine, 
hence  the  additional  friction  is  only  what  is  necessary  to  keep  the 
cylinder  heads  in  close  contact  with  the  rotor  and  cylinder  ends; 
and  it  is  obvious  that  where  the  pressure  is  even  sUghtly  greater  on 
the  outside  than  on  the  inside  there  can  be  no  leakage. 

12  It  will  be  seen  that  any  motion  imparted  to  the  rotor  shaft 
will  immediately  be  communicated  to  the  cylinder  by  reason  of  the 
metal-to-metal  contact  between  the  two.  In  other  words,  if  the  rotor 
is  revolved  the  cylinder  will  revolve  with  it  and  the  cylinder  plates 
will  float  with  the  cyUnder  or  piston  or  between  the  two  as  the  case 
may  be.  The  friction  developed  is  merely  the  friction  of  the  wiping 
contact  between  the  rotor  ends  and  the  cylinder  plates,  since  there 
is  very  little  or  no  friction  in  the  rolling  contact  between  the  rotor 
and  the  cylinder. 

13  There  still  remained  the  question  of  packing  square  comers 
and  of  friction  between  the  ends  of  the  blades  and  the  end  plates. 
When  the  rotor  is  revolved  the  piston  blades  which  fit  loosely  in  the 
slot  fly  out  by  centrifugal  force  and  remain  in  contact  with  the 
cylinder  wall  and  the  cylinder  heads,  since  centrifugal  force  acting 
on  a  wedge  keeps  them  in  such  contact. 

14  It  has  already  been  stated  that  the  cylinder  revolves  with 
the  rotor.  Since  the  piston  blades  also  revolve  with  the  rotor  and 
at  approximately  the  same  speed  as  the  cyUnder,  it  follows  that 
the  piston  blades  create  very  Uttle  or  no  friction  on  the  inner  wall 
of  the  cylinder.  This  is  also  true  of  the  cylinder  heads,  hence  the 
friction  at  this  point  is  negligible.  At  each  revolution  of  the  rotor 
the  piston  blades  travel  in  the  slot  to  the  extreme  limit  of  the  crescent- 
shaped  displacement  space  and  back,  and  in  such  travel  they  rub 
back  and  forth  against  the  cyUnder  heads.  This  is  the  principal 
point  of  friction.  But  calculating  this  friction  on  basis  of  speed  in 
ft.  per  min.,  we  find,  for  instance,  that  on  a  machine  capable  of 
compressing  100  cu.  ft.  of  free  air  per  min.  the  piston-blade  travel 
is  approximately  f  in.,  and  since  a  machine  of  this  type  would  run 
at  about  900  r.p.m.,  we  have  the  following  calculation:  f  in.  x  2  X 
900,  which  gives  93  ft.,  and  since  the  surface  in  contact  with  the 
cylinder  heads  is  very  small,  the  total  amount  of  friction  generated 
by  this  reciprocating  action  of  the  piston  blade  is  proportionately 
small. 

15  These  blades  as  developed  are  of  two  types,  centrifugal  and 
pressure.  At  present  the  centrifugal  type  shown  in  Fig.  1  is  used 
commercially.     This  blade  consists  of  four  parts,  one  of  which 
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A^  might  be  termed  a  blade  in  itself.  Part  of  this  is  cut  away  as 
shown  and  on  it  are  imposed  three  thin  blades,  B  and  C,  of  any 
desired  metal.  It  will  be  noted  that  the  two  outside  pieces  B  arc 
beveled  and  that  the  center  piece  C  fits  between  these,  forming  a 
wedge,  and  that  the  top  of  C  is  cut  away  to  allow  of  movement 
vertically.  Revolving  at  speed  the  center  piece  C  is  thrown  out  by 
centrifugal  action,  the  force  exerted  on  each  piece  B  being  in  the 
direction  of  the  arrow.  This  presses  the  B  pieces  against  the  sides 
and  ends  of  the  cylinder.  These  blades  are  self-aUgning  and  self- 
adjusting,  also  self-compensating.  The  force  with  which  these 
blades  B  strike  against  the  corners  is  regulated  by  the  angle  of  their 
inner  sides  and  the  weight  of  the  center  piece.  There  are  no  springs 
whatever  and  the  blade  is  balanced  for  back  pressure  by  having 
both  sides  exposed  to  chaml)er  pressure  with  a  seat  at  the  top  of 
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Fig.  1    Centrifugal  Type  op  Blade  for  Use  in  Rotary  Compressor 

WITH  Eccentric  Rotor 

the  slot  in  back,  and  as  oil  from  the  cylinder  wall  is  scraped  off  by 
the  blade  into  the  slot,  an  effective  seal  is  maintained.  The  blade 
A  is  about  ^  in.  short  on  each  end  and  makes  contact  with  the 
cylinder  wall  except  at  the  extreme  corner  and  side.  The  discharge 
valve  is  immediately  in  front  of  this  blade.  Fig.  2  is  reproduced  froia 
a  photograph  of  a  20-ton  rotary  refrigerating  machine  of  the  type 
under  consideration,  a  crass-section  assembly  of  which  is  shown  in 
Figs.  3  and  4. 

16  It  is  evident  that  in  machining  the  rotor  and  the  cylinder 
where  a  rolling  contact  is  maintained  between  the  two,  the  turning 
of  the  eylinder  too  large  or  the  rotor  too  small  would  destroy  contact; 
also  that  it  might  happen  that  the  engineer  would  find  himself  with 
too  sniall  capacity  or  that  either  the  rotor  or  cyUnder,  or  both,  might 
need  reniachining  at  any  time.  This  is  taken  care  of  ingeniously 
and  all  thivt  is  neeessiiry  if  the  engineer  wishes  to  increase  capacity 
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is  to  take  a  cut  off  the  cylinder,  the  rotor,  or  both.  For -making 
contact,  what  might  be  called  a  circular  wedge  is  used.  This  is  an 
eccentric  cradle  carrying  the  bearings  for  the  revolving  cylinder  and 
is  made  with  a  threaded  stud  led  through  the  outer  cawig.  In 
practice  the  rotor  and  cylinder  are  assembled  without  contact  and 
started  on  test.  After  a  time,  by  drawing  up  on  the  wedge,  the 
proper  contact  is  made.  When  this  is  found,  the  nut  is  backed  off 
about  a  quarter  of  a  turn,  so  that  on  a  500-cu.-ft,  compressor  the 
space  is  approximately  0.01  in.,  the  oil  making  a  proper  seal  and 
contact.    Expansion  is  automatically  compensated  for. 

17     One  of  the  great  advantages  of  the  compressor  is  that  it 
may  be  direct-connected.    It  can  be  nm  at  any  speed  at  which  a 
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prime  mover  can  be  run  safely.  A  100-ton  refrigerating  machine 
is  run  at  600  r.p.m.,  a  1-ton  or  5-cu.-ft.  size  at  1800  r.p.m.  The 
first  thought  of  a  mechanical  engineer  at  this  statement  is  that  the 
piston  speed  is  entirely  too  high  for  efficiency.  Let  us  take  from  a 
catalog  the  data  on  a  reciprocating  compressor  of  14  in.  stroke  and 
biving  100  cu.  ft.  capacity  at  200  r.p.ra.  The  piston  speed  would 
1)0  466  ft.  per  min.,  or  over  200  per  cent  in  excess  of  a  rotary  com- 
pressor of  the  same  capacity  run  at  900  r.p.m.,  with  a  relative  speed 
of  150  ft.  per  min.  between  t)ie  rotor  and  cylinder.  The  next  advan- 
tage is  in  its  space  requirements,  A  100-ton  rotary  compressor  on 
its  base  with  its  prime  mover  requires  only  60  sq.  ft.  of  floor  space, 
whereas  a  horizontal  reciprocating  unit  of  the  same  capacity  re- 
quires approximately  1200  sq.  ft.  plus  a  building,  plus  a  boiler  room, 
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and  weighs  100  lb.  per  ton  capacity  as  against  approximately  8  lb. 
for  the  rotary.  It  is  usually  possible  to  replace  any  pump  or  com- 
pressor with  a  machine  weighing  less  than  the  flywheel  of  the  dis- 
placed imit.  With  engineers  the  prime  consideration  is  always 
efficiency.  With  the  high-pressure  rotary  compressor,  as  before 
stated,  the  volumetric  efficiency  at  100  lb.  pressure  is  90  to  92  per 
cent,  depending  on  size,  as  against  65  to  85  per  cent  with  the  recipro- 
cating machine.  A  number  of  engineers  who  tested  one  of  these 
machines  were  nonplussed  by  finding  that  at  no  discharge  pressure 
it  had  a  volumetric  efficiency  of  107  per  cent.  Never  having  en- 
countered this  phenomenon  before  they  were  at  a  loss  to  know 
whether  the  capacity  as  given  by  the  company,  the  instruments 
furnished  by  it,  or  their  own  instruments  or  arithmetic  was  wrong, 
and  for  several  days  they  did  not  give  out  any  conclusions.  The 
manufacturer  was  of  course  familiar  with  it  and  suspected  what 
their  troubles  were  as  such  action  is  not  uncommon  in  imiflow  ma- 
chines, but  the  best  information  obtainable  is  to  the  effect  that  the 
greatest  volumetric  efficiency  found  is  usually  about  102  or  103  per 
cent. 

18  It  has  been  stated  that  these  compressors  without  adjust- 
ment or  alteration  would  pump  gas,  air  or  liquid,  or  all  three.  Those 
who  have  had  experience  with  refrigerating  machines  know  that 
when  ammonia  condenses  in  the  refrigerating  coils  and  a  "slug," 
as  it  is  called,  happens  to  get  into  the  compressor,  usually  a  valve 
or  a  cylinder  head  is  blown  off.  One  of  the  tests  of  the  rotary  com- 
pressor, for  the  benefit  of  visitors,  is  the  pouring  of  a  5-gal.  tank  of 
oil  into  a  compressor  running  at  full  speed  under  load,  as  fast  as 
the  inlet  pipe  will  take  it.  The  secret  of  its  ability  to  take  care  of 
this  is  simple.  Since  the  end  plates  are  held  to  the  cyUnder  only  by 
differential  pressure,  when  the  oil  enters  the  cylinder  and  cannot 
be  discharged  fast  enough  by  the  valves,  the  end  plates  open  up, 
allow  the  oil  to  pass  out  and  then  close.  It  is  obvious  that  when 
pumping  fluid  continuously  the  pressures  inside  and  out  would  again 
be  different  and  be  relatively  maintained,  so  that  no  leakage  would 
occur.  In  other  words,  the  loose  end  plates  act  as  safety  valves 
without  effort,  as  any  necessary  area  of  exit  is  secured  and  the  oil 
leaves  the  cylinder  at  just  sufficient  pressure  to  raise  the  end  plates. 
This  feature  is  valuable  in  pumping  hot  water,  or  gas  and  oil. 

19  Another  feature  of  this  construction  which  as  yet  has  not 
been  dealt  with  is  the  possibiUty  of  making  the  compressor  double- 
acting  by  placing  two  blades  180  deg.  apart,  which  would  add  from  60 
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to  70  per  cent  to  the  capacity  of  the  machine.  Until  recently,  how- 
ever, no  effort  has  been  made  to  do  this  as  it  requires  an  intake  valve, 
which  is  troublesome.  In  the  simple  tjrpe  no  intake  valve  is  used, 
the  seal  between  the  rotor  and  cyUnder  acting  as  such.  The  major 
trouble  with  all  air  compressors,  reciprocating  or  otherwise,  Ues  in 
the  valves,  and  the  same  trouble  was  found  initially  in  the  rotary 
compressor.  It  was  aggravated  somewhat  in  the  rotary  by  the  fact 
that  cracking  or  splitting  of  the  valve  in  its  cage  was  not  immedi- 
ately perceptible,  and  it  was  possible  for  a  valve  to  gradually  break 
up  into  fine  pieces  and  get  into  the  cylinder.  Experiments  were 
undertaken  to  find  a  suitable  material,  and  this  has  been  done  for 
cases  where  the  temperatures  do  not  exceed  200  deg.  fahr.  In  the 
100-ton  size  the  discharge  valve  is  about  24  in.  long  by  §  in.  wide, 
so  it  will  be  seen  that  the  problem  differs  from  that  of  the  reciprocat- 
ing machine. 

20  The  next  and  most  important  things  to  consider  are  the  com- 
mercial uses  of  the  rotary  compressor.  Broadly  speaking,  it  may 
be  said  that  these  embrace  every  one  possible  to  a  compressor  of 
the  reciprocating  type  and  some  that  are  not.  It  is  possible  to  get 
500  lb.  pressure  single-stage;  to  get  1000  lb.  pressure  in  three  stages 
with  the  three  units  on  the  same  shaft;  to  make  it  a  low-pressure 
machine,  giving  it  any  desired  capacity  by  making  the  rotor  rela- 
tively small;  and  to  give  even  more  than  1000  lb.  pressure  single- 
stage  by  reducing  the  displacement.  As  a  vacuum  pump  it  will  pull 
28^  in.  against  a  pressure  of  180  lb.,  but  to  do  this  continuously  with 
a  compressor  it  is  necessary  to  shut  off  the  oil  pipe,  and  for  commer- 
cial practice  it  would  be  necessary  to  have  a  self-contained  oiling 
system.  These  high  single-stage  pressures  and  vacua  are  of  course 
interesting  only  as  illustrating  the  possibilities  of  the  rotary  com- 
pressor as  compared  with  the  reciprocating  type.  It  is  of  course 
not  desirable  to  compress  to  500  lb.  without  intercoohng,  and  to 
pump  28 J  in.  vacuum  against  180  lb.  pressure  is  unnecessary  and 
merely  demonstrates  the  excellence  of  the  machine. 

21  The  firm  handling  the  rotary  compressor  in  question  lias 
aln^ady  i)e(»n  asked  to  consider  the  making  of  blowing  engines  for 
hhitft  furnaces,  as  compressors  of  the  rotary  type  do  not  take  up  more 
than  5  per  cent  of  the  room  now  necessary.  These  rotiiry  compressors 
are  in  use  at  tin*  present  time  as  l)oosters  on  refrigerating  units  for 
both  high  and  low  pressures.  One  of  the  large  piickers  has  four. 
The  small  household  refrigerating  business  has  not  grown  lx*cause 
it  has  l>«'en  found  impossible  to  s<»cure  a  dep(»nclal)le  compressor. 
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One  manufacturer  is  at  present  building  units  using  this  rotary 
compressor.  It  is  a  0.5-cu.-ft.  size,  runs  at  1760  r.p.m.,  is  direct- 
connected  and  is  perceptibly  noiseless  (practically  noiseless  means 
nothing,  absolutely  noiseless  means  too  much,  so  "perceptibly" 
is  used  advisedly),  as  are  all  other  sizes  of  this  compressor.  The 
rotor  in  this  size  is  1|  in.  in  diameter  and  1  in.  long.  Another  manu- 
facturer is  making  the  3-ton  refrigerating  size.  Still  another  has  a 
contract  on  which  is  guaranteed  a  minimimi  of  10,000  cu.  ft.  per 
year  for  street-car  compressors.  Its  use  for  this  purpose  should  be 
extensive,  as  no  satisfactory  reciprocating  pump  has  ever  been 
designed.  Another  use  is  as  a  small  individual  unit  for  refrigerating 
cars,  rim  either  from  the  axle  direct  or  with  a  motor  from  a  turbine 
in  the  engine.  Upon  arrival  at  terminals,  instead  of  the  expense  and 
waste  of  icing,  it  will  only  be  necessary  to  plug  in.  Dining  cars  are 
still  another  use  to  which,  among  a  multitude  of  others,  it  may  be 
put.  Imagine  a  cooled  Pullman  compartment  on  a  hot,  dusty  day! 

22  Used  as  an  air  compressor  the  rotary  compressor  is  ideal, 
as  the  air  is  taken  ofif  at  the  center  and  the  oil  thrown  out  centrif- 
ugally  to  the  periphery. 

23  No  rotary  pump  is  at  present  made  that  will  prime  itself, 
but  this  is  not  true  of  the  compressor  when  used  as  a  pump.  Fiuiiher, 
so  far  as  the  writer  is  aware,  no  reciprocating  pump  manufactiu'ed 
handles  CO2  successfully  for  any  length  of  time.  Those  that  do  so 
at  all  are  usually  packed  with  leather,  which  wears  rapidly.  Be- 
cause of  the  high  efficiency  and  the  character  of  its  cylinder  con- 
struction there  would  seem  to  be  Uttle  doubt  of  the  rotary's  ability 
to  handle  CO2  continuously  without  repairs.  This,  however,  is  in 
the  future,  which  also  applies  to  hydrauUc  appUcations. 

24  The  compressor  may  be  built  either  vertical  or  horizontal 
and  in  the  small  sizes  up  to  5  cu.  ft.  it  is  air-cooled.  Between  this 
and  the  lo-cu.-ft.  size  it  is  partly  water-cooled.  In  the  20-cu.-ft. 
size  and  above  it  is  completely  jacketed. 

25  Summing  up,  the  advantages  of  the  rotary  compressor  are: 

1  Small  weight  per  unit  of  capacity,  about  -^  of  that  for 

reciprocating  machines 

2  Small  amount  of  floor  space  required,  about  ^^  of  that  for 

reciprocating  machines 

3  Small  initial  cost  of  installation 

4  Most  economical  drive  known,  employing  either  electric 

motor  or  steam  turbine  direct-connected 

5  Small  amoimt  of  headroom  required.     The  machine  is 
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usually  about  the  same  size  as  the  motor  required  to 
drive  It 

6  Simplicity  of  construction  and  hence  small  cost  for  ad- 

justment or  repair 

7  Self-lubrication,   since  the  entire  machine  operates  in   a 

bath  of  oil. 
All  of  the  foregoing  statements  have  been  demonstrated  conmier- 
cially  and  hence  it  would  seem  that  the  long-looked-for  rotary  com- 
pressor has  arrived. 

DISCUSSION 

H.  V.  Conrad  ^  (written).  In  the  claims  set  forth  covering 
the  advantages  of  the  compressor  described  by  the  author,  those 
who  have  followed  the  development  of  rotary  compressors  will 
recognize  history  repeating  itself. 

In  the  paper  as  presented,  some  of  the  details  of  design  and 
construction  are  not  sufficiently  described  or  illustrated  to  give  a 
thorough  understanding  of  them;  such,  for  instance,  as  how  the 
rotor  rotat(»s  the  cylinder,  the  arrangement  of  inlet  and  discharge 
ports  and  discharge  valve.  In  consequence,  the  writer's  comments 
will  be  in  the  nature  of  seeking  further  infonnation. 

In  rotary  compressors  of  this  type  the  sliding  blade  has  been 
the  failing  detail,  and  how  long  it  will  maintain  its  efficiency  in  actual 
service  in  the  machine  in  question  can  be  determined  only  by  dura- 
tion tests. 

The  unbalanced  side  thrusts  on  the  blade  during  the  compres- 
sion stroke  or  revolution  still  exist,  but  as  the  in-and-out  move- 
ment is  reduced  in  this  design,  wear  will  be  slower.  How  will  this 
blade  be  lubricat^id?  Centrifugal  force  will  prevent  oil  that  is 
scraped  off  the  cylinder  wall  working  its  way  into  the  blade  slot, 
where  the  sliding  friction  takes  place. 

The  floating  end  plates,  apparently,  will  rotate  with  the  cylinder, 
but  will  have  a  sliding  or  wiping  action  against  the  ends  of  the 
rotor.  Judging  from  the  drawing,  full  final  air  pressure  is  always 
against  the  outside  of  the  end  plates,  opposed  on  the  inner  side  by 
a  pn^ssure  varj'ing  from  atmospheric  to  1(K)  lb.  piT  sq.  in.,  say, 
for  about  80  p<'r  cent  of  the  revolution  of  the  rotor,  producing 
wear  on  its  ends  due  to  the  unbalanced  prcvssure  on  end  plates. 

While  a  volunietrie  effieienev  of  02  jier  cent  is  claimed  at   100 
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lb.  per  sq.  in.  final  pressure,  nothing  is  stated  concerning  overall 
efficiency  —  that  is,  the  actual  number  of  cubic  feet  of  air  com- 
pressed per  horsepower  deUvered  to  the  machine,  which  is  the  ulti- 
mate result  to  be  arrived  at. 

The  discharge  valve,  referred  to  in  Par.  19,  designed  for  a  tem- 
perature not  to  exceed  200  deg.  fahr.  will  be  subjected  to  a  tempera- 
ture of  450  to  500  deg.  fahr.  when  air  is  compressed  to  100  lb.  per 
sq.  in. 

Oscar  R.  Wikander  (written).  The  advantages  of  a  success- 
ful high-pressure  rotary  compressor,  enumerated  by  the  author,  will 
certainly  be  conceded  by  anyone  familiar  with  the  subject. 

In  addition  to  the  difficulties  mentioned,  which  are  encountered 
by  designers  of  such  machines,  the  writer  would  like  to  add  the 
difficulty  of  balancing  the  rotary  piston,  as  the  telescopic  blade, 
which  moves  radially  in  and  out  during  the  revolution  of  the  piston, 
will  naturally  tend  to  unbalance  the  latter,  and  for  this  reason  noise 
and  vibration  will  be  produced  at  higher  speeds. 

The  author  has  not  shown  how  this  difficulty  has  been  over- 
come, nor  does  he  give  in  his  paper  a  very  clear  conception  of  the 
arrangement  of  the  cylinder  wedge  to  which  he  refers  in  his  descrip- 
tion. The  above  points  would  probably  have  been  brought  out  if 
the  author  had  shown  a  transverse  section  of  his  compressor.  Such 
a  section  would  probably  also  have  shown  the  arrangements  of  the 
intake  opening  and  discharge  valve,  both  of  which  are  very  im- 
portant and  interesting  features. 

The  paper  gives  the  interesting  information  that  the  volumetric 
efficiency  of  the  compressor  is  as  high  as  92  per  cent  at  seven  com- 
pressions, which  is  remarkable,  but  no  information  is  given  of  the 
mechanical  efficiency  which  is  one  of  the  most  important  features 
of  the  machine. 

The  arrangement  of  the  blade  which  automatically  packs  the 
square  corners  and  the  plates  at  the  ends  of  the  cylindrical  rotor 
is  a  very  ingenious  solution  of  one  of  the  difficulties  encountered  in 
the  design  of  such  machines. 

It  would  be  interesting  to  know  whether  machines  of  this  type 
have  been  in  commercial  operation  for  any  length  of  time  and  what 
results  have  been  obtained. 

E.  H.  BiiiDENBAUGii  (written).  The  writer  a^ees  with  the 
'Author  that  no  vital  changes  have  been  made  in  compressor  design 
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in  the  past  thirty  yeans  and  that  a  number  of  devices  for  compressing 
air  on  the  rotar>'  principle  have  l^een  designed,  built  and  nuirkcted. 
Most  of  these  compressors  have  developed  defects  due  to  excessive 
wear,  heat  and  horsepower  required  for  operation  to  the  extent 
that  they  were  considered  impracticable.  The  writer  has  gone 
through  this  expcTi(fnce,  liaving  been  connected  for  six  years  with  a 
concern  developing  a  rotaiy  compressor  which  showed  these  defects. 
About  two  y(»ars  ago,  howHJver,  a  radical  change  in  the  design  of  the 
compressor  resulted  in  placing  a  machine  on  the  market  whose 
operation  has  b(»en  entirely  satisfactory  to  the  extent  that  difficulty 
is  now  exjMjrienced  in  supplying  the  demand. 

The  writer  believes  that  the  advantages  claimed  for  rotary 
compressors  by  th(!  author  are  realized  in  the  RolaiT  compressor. 
Thcscj  s:ime  advantiiges  are  also  to  be  obtained  in  the  Jackson 
compressor,  made  !)y  his  companj',  there  being,  however,  differences 
in  speed,  capacity  and  weight  in  the  two  machines. 

The  writer  would  like  to  know  if  the  author  lias  attempted 
using  the  compressor  for  pimiping  coal  or  oil  gas  and  what  effect 
the  tars  and  other  residues  have  on  the  lubrication  of  the  compres- 
sor. He  would  also  like  to  inquire  about  the  power  requirements 
for  a  given  capacity  and  pressure. 

In  the  compressor  described  by  the  author  is  it  possible  to  main- 
tain pr(»per  rolling  contact  between  rotor  and  cylinder  when  ex- 
pansion takes  place?  It  is  not  possible  that  the  two  will  expand 
equally.  <'si)r('ially  in  a  water-cooled  compressor.  What  will  be 
the  result  when  the  bearings  become  worn?  Will  new  l)ea rings  be 
needed  or  can  the  old  ones  \)v  a(ljust<'d? 

A  volum<*fric  efficiency  of  UO  to  02  per  cent  is  also  obtainable 
with  a  Jackson  compressor,  and  a  vacuum  within  0.3  in.  absolute 
when  exhausting  to  the  atnK)Spliere. 

The  writ<'r  would  like  to  ask  how  it  is  possibh*  to  ojierate  the 
compressfn*  in  a  bath  of  oil  without  considerable  loss  in  the  dis- 
charged air. 

A.  M.  (luKKNK.  Jr.,  thought  that  a  cross  s(»ction  of  the  com- 
presxM-  should  be  >lu>w!i  and  that  the  author  should  include  a  state- 
ment of  the  j)ower  re(|uired  to  compress  a  tiven  amount  of  air  under 
ci-rtaiu  limiting  cniirlitioiis  nf  pressure. 

II.  S(Mi{i.rK  stall  d  that  he  considere*!,  as  the  author  had  said 
that  there  was  imijiiim  new  in  the  compressor  except  the  arrange- 
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ment  of  the  blades.  However  on  former  designs  the  wear  of  the 
cylmder  was  so  great  and  uneven  as  to  make  engines  constructed 
on  this  principle  unmarketable.  The  fundamental  principle  has 
been  used  for  a  quarter  of  a  century. 

The  Author  stated  that  the  compressor  was  not  built  by  the 
Research  Engineering  Company  but  that  manufacturers  wishing 
to  utilize  the  principle  were  supplied  with  drawings  and  licensed  to 
build  the  compressor.  One  firm  was  expected  to  produce  in  1920 
between  300,000  and  500,000  of  these  compressors  for  use  with 
household  refrigerating  units. 

In  answer  to  a  question  by  Mayo  D.  Hersey  regarding  the 
performances  mentioned  in  Par.  12  of  the  paper  the  author  stated 
that  these  had  actually  been  obtained  with  a  500-lb.  single-stage 
compressor. 

In  closing,  the  author  said  that  an  overall  efficiency  of  79.7 
per  cent,  including  motor  drive,  at  900  r.p.m.  had  been  obtained 
with  one  of  these  compressors. 

A  discussion  centering  around  the  operation  of  the  compressor 
with  rotating  rotor  and  cylinder  was  finally  closed  by  an  explana- 
tion by  the  author.  Those  taking  part  in  the  discussion  were  Ben- 
jamin F.  Tillson,  L.  T.  Lowenstein,  A.  M.  Greene,  Jr.,  P.  B.  de 
Schweinitz,  H.  L.  Benner,  H.  P.  Porter,  H.  H.  Supplee,  Walter  J. 
Wohlenberg,  Frank  E.  Mathewson  and  Gardner  T.  Voorhees. 

The  author,  in  reply,  to  H.  V.  Conrad,  wrote  that  the  rotor 
imparts  its  own  rotating  motion  to  the  cyUnder  by  reason  of  the 
contact  between  the  rotor  and  cylinder. 

The  inlet  and  discharge  port  and  valves  are  located  in  the 
rotor  at  opposite  sides  of  the  blades,  hence  their  relative  position 
to  each  other  and  to  the  blade  which  is  the  compressing  element 
remains  the  same.     This  is  shown  in  the  cross-section  view  in  Fig.  4. 

The  internal  surface  of  the  cylinder  is  constantly  spread  with 
lubricant  which  is  imparted  more  or  less  completely  by  the  blade 
traveling  over  this  surface.  The  lubricant  is  also  contained  within 
a  compression  space  by  the  squeezing  action  between  the  rotor  and 
the  cylinder.  This  lubricant  is  forced  against  the  blade  and,  of 
course,  into  the  blade  slot  because  that  is  the  line  of  least  resistance, 
hence  the  blade  slot  really  presents  the  characteristics  of  a  cylinder 
in  which  the  blade  is  the  piston,  the  cylinder  being  without  valves 
but  ported  to  receive  incoming  pressure  and  the  same  ports  act  as 
rfilief  ports  for  the  oil  that  comes  out  as  the  blade  is  pushed  back 
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into  the  slot.  The  lubricant  also  forms  wedges  both  on  the  forward 
and  baekward  sides  of  the  blade  and  the  blade  really  travels  upon 
these  wedges  of  oil  rather  than  upon  a  definite  metallic  surface. 
The  wear  on  this  blade  is  very  light.  The  centrifugal  force  of  the 
oil  is  totally  overcome  by  the  pressure  force  sending  this  oil  back 
into  the  blade  slot. 

The  floating  end  plates  as  stated  lijive  a  frictional  load  where 
they  are  in  contai't  with  the  rotor  and  cylinder  and  ordinarily 
there  should  be  miw.  wear.  This  wciir  howc^ver,  is  very  light  as 
proven  by  actual  experience  in  over  two  years  operation.     Since 


BlaJr.— 


Ilip  iiiriiiori  |j(twc(-ii  Ihc  cleniciits  in  (juesliim  is  very  small  the 
siiifMi'i-s  are  wrll  [iil.ricali'd  and  the  naluri'  »f  Ihe  metal  (east  iron) 
i-!  -.iir|[  iliai  it  taki's  a  liinli-Kla/ed  iniiish,  and  after  that,  wear  prae- 
iLiiilly  -i(ci|i:;.     Wiiiitever   wear   lake.-*   plaee  must  be  uniform  and 

I'll''  ili«'li;ir<:i'  v:ih'i'  riieiitiniit-il  as  bihig  designe<l  fur  200  deg. 
falir.  w;i>  niir  ili;ii  w:i<  i''|iiip]K'il  with  a  ciishinn.  Ordinarily  straight 
miial  vaKi's  nn-  ii-i-'l  wliii-ih  can  easilv  stand  the  normal  temi»era- 
Imvs  ..r  Mirh  .-„i,ipr.-ic.ii. 

Hif.iiihL-  tn  ilie  .|is(-u.-isiiin   liy  O.  R.  Wikander,  the  rotor  'a 
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balanced  statically  with  the  blade  out  of  the  slot,  the  blade  itself  is 
an  element  which  only  directly  can  become  an  unbalancing  factor 
by  reason  of  its  own  inertia  and  the  unbalanced  pressure  against 
the  exposed  portion  of  it.  This  feature  of  unbalanced  running 
parts  is  utiUzed  to  overcome  the  compression,  by  merely  calcu- 
lating the  weight  of  the  blade  to  be  such  as  to  act  as  a  counter 
weight  for  the  compression.  Noise  and  vibration  are  so  thoroughly 
absent  from  the  machine  in  operation  that  they  do  not  require  any 
elaborate  foundation  irrespective  of  size  or  normal  speeds. 

The  overall  efficiency  in  the  test  referred  to  was  79.7  per  cent. 

Some  machines  have  been  in  operation  for  a  period  of  very 
nearly  two  years  although  they  have  not  been  in  constant  opera- 
tion. One  machine  of  600  cu.  ft.  capacity  has  been  in  constant 
operation  against  low  pressures  of  30  lb.  for  a  period  of  100  months 
operating  from  12  to  24  hr.  per  day  including  Sundays.  The  only 
service  necessary  on  this  machine  has  been  in  connection  with 
defective  bearings. 

In  answer  to  the  question  put  by  Benjamin  F.  Tillson,  the 
author  wrote  that  the  pump  had  not  been  used  as  a  motor  or  prime 
mover  except  in  experiments  in  which  the  machine  was  used  as  an 
expander  of  compressed  air.  No  readings  were  taken  of  the  power 
recovered  but  temperature  readings  were  taken  and  while  they  were 
not  conclusive  they  implied  that  the  machine  might  prove  a  very 
successful  prime  mover  such  as  would  be  needed  for  drills  and  even 
simple  steam  engines. 

In  answer  to  E.  H.  Bridenbaugh,  the  author  said  that  no  at- 
tempts had  been  made  to  pump  coal  or  oil  gas  and  if  such  gases 
were  unscrubbed  and  not  free  of  all  tar  it  would  not  be  attempted 
as  this  would  materially  interfere  with  proper  lubrication  of  the 
machine. 

The  power  requirements  for  a  given  size,  so  far  as  experience 
goes,  are  less  than  an  equivalent  size  of  reciprocating  machine. 

Expansion  and  contraction  do  not  effect  the  contact  between 
rotor  and  cylinder  because,  while  this  contact  is  made  originally 
when  machine  is  assembled,  it  is  automatically  adjustable  to  pre- 
vailing conditions.    This  applies  particularly  to  expansion. 

It  will  depend  upon  the  amount  of  wear  on  the  bearings  as  to 
whether  they  can  be  repaired  or  must  be  renewed.  This  is  true 
of  all  other  bearings. 

The  machine  will  operate  in  a  complete  bath  of  oil  without 
any  appreciable  loss  of  oil  in  the  discharged  air. 
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Mr.  Schreck  is  correct  in  saying  that  the  principle  of  the  eccen- 
tric cylinder  is  not  new,  and  all  the  author  claims  is  the  perfection 
of  an  old  principle  by  means  of  new  fundamentals,  some  of  which 
have  never  been  used,  and  others  never  in  similar  combinations, 
otherwise  they  would  not  have  been  patentable. 
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COMMON  ERRORS  IN  DESIGNING  AND 
MACHINING  BEARINGS 

By  Christopher  H.  Bierbauh,  Bufpalo,  N.  Y. 
Member  of  the  Society 

After  presenting  ten  principles  relating  to  the  design,  construction  and  operation 
of  journal  bearings,  based  on  what  is  now  known  concerning  the  laws  of  lubrication, 
the  author  discusses  among  other  things  oil  grooves  and  iheir  proper  distribution,  the 
disadvantages  of  tight-fitting  bushings,  proper  methods  of  finishing  brasses  to  provide 
for  expansion  when  running,  and  proper  methods  of  clamping  bearings  during  toolr 
ing.  He  then  takes  up  the  matter  of  the  tools  employed  in  machining  bearings  and 
shows  by  numerous  photomicrographs  of  finished  surfaces  the  importance  of  using 
sharp  tools  with  the  proper  rake  in  order  that  the  crystalline  structure  of  the  surface 
material  of  the  bearing  may  not  be  sc  crushed  and  compacted  that  it  wiU  fail  to 
function  as  a  normal  bearing  aUoy. 

TN  considering  the  subject  of  bearings,  their  design,  construction 
and  lubrication,  it  is  desirable  to  have  in  mind  the  fundamental 
laws  relating  thereto  —  those  discovered  by  Tower,  Thurston,  Good- 
man, Lasche,  Stribeck  and  others.  Taking  the  work  of  these  investi- 
gators in  the  light  of  what  is  now  known  concerning  these  laws,  it 
follows  that  in  the  operation  of  a  properly  designed,  constructed  and 
lubricated  bearing  we  may  lay  down  the  following  ten  principles: 

a  The  bearing  surfaces  are  completely  separated  by  a  sup- 
porting film  of  oil 
b  The  friction  of  operation  is  the  fluid  friction  in  the  oil 

film,  and  adequate  thickness  of  film  is  essential 
c  During  construction  proper  clearance  or  space  should  be 

provided  for  a  normal  thickness  of  oil  film 
d  The  advance  edge  of  a  bearing  surface  must  be  rounded 

or  chamfered  off  in  order  to  permit  a  supporting  film  of 

oil  to  form 
e  The  oil  film  forms  most  effectively  upon  a  bearing  surface 

whose  advance  edge  is  at  right  angles  to  the  direction  of 

motion 
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/  An  increase  of  speed  increases  the  thickness  of  film,  all 
other  conditions  reinainin^  constant  and  clearance  per- 
mitting 

g  An  increase  in  the  viscosity  of  the  oil  increases  the  thick- 
ness of  film,  all  other  conditions  remaining  constant  and 
clearance  permitting 

k  The  lun?er  the  unbroken  film  of  oil,  the  greater  will  be  the 
average  pressure-supporting  capacity  per  unit  area,  other 
conditions  remaining  constant 

i  Every  iinncccssiirj-  oil  groove  or  interruption  in  the  con- 
tinuity of  the  oil  film  reduces  the  supporting  capacity 
of  the  film 

j  For  every  bearing  condition  there  is  a  film  thickness  cor- 
responding to  maximum  lubrication  efficiency. 


2  The  law  governing  the  projxsr  thickuecis  of  oil  film  has  not 
as  yet  l)C(!n  in\'estiK:itcd  to  the  extent  that  the  importance  of  the 
subject  <lemands.  In  modern  machinery'  the  avcn^  thickness  of 
film  varies  from  0.0002  in.  to  0.006  in. 

I'llKl'AUTIONrt    KKtl.AliDINU    Oil.  (iROi»VKS 

',i  Siiii'i'  the  lubrieiition  uf  every  iMiaring  is  a  study  in  itself, 
the  ;iii|ilii':ili(in  of  tlio  known  laws  call  Ix!  discussed  to  the  best  ad- 
viiTil.'iue  liy  (■(insiilcriiiK  six-rHie  causes.  Fig,  1  represents  a  tbeo- 
rc(ic:il  vl<-.i\.  ni'  well  as  practical  ami  efficient,  methml  uf  lubricating 
ii  cninkpin  ijcarinfi,  the  journal  n^eeiving  oil  throufch  the  crankpin. 
Tla-  rolaiiiiii  of  III.'  rninksliaft  is  in  the  direction  indicateil  by  the 
npiMT  armw,  ajid  in  lla;  )Kisiti(in  shuwn  the  engine  is  on  a  dead 
(vnliT  at  a  puiiit  uf  ri'ver:id  uf  pressure.     The  direction  of  relative 
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motioD  of  the  rubbing  surfaces  is  shown  by  the  two  arrows  at  the 
right  of  the  figure.  The  oil  film  enveloping  the  right  half  of  the 
crantpiu  hae  been  completely  restored  during  the  stroke  just  finished, 
since  the  oil  groove  passed  over  this  half  of  the  bearing  while  no 
pressure  was  being  exerted  upon  it.  After  the  dead  center  has 
been  passed,  the  entire  pressure  is  then  exerted  upon  the  crankpin 
with  its  fully  restored  oil  film,  and  at  the  same  time  the  oil  groove 
wipes  over  the  other  half  of  the  bearing  and  restores  its  oil  film 
while  no  pressure  is  being  exerted  upon  it,  after  which  it  in  turn  is 
ready  to  receive  s  reversal  of  pressure  upon  a  fully  restored  oil  film. 
Thus  both  halves  of  this  crankpin  bearing  present  alternately,  for 


the  maxiuium  pressure  of  each  stroke,  a  complete  anti  uninter- 
rupted surface  for  maintaining  the  film  on  an  area  equal  to  the 
projected  area  of  the  crankpin,  but  it  is  impossible  to  obtain  so 
perfect  a  condition  of  lubrication  in  a  Iwaring  having  the  old-fash- 
ioned cross  oil  grooves  which  are  still  too  often  found  in  this  class 
of  bearing. 

4  In  case  the  direction  of  rotation  is  to  be  reversed,  the  oil 
groo\'e  in  Fig.  1  should  be  placed  diametrically  opposite  to  its  pres- 
ent position.  The  function  of  the  oil  grooves  is  of  course  that  of 
supplying  oil.  In  many  cases  they  are  necessary  evib,  which  should 
be  minimized  as  much  as  possible  by  avoiding  a  useless  excess  of 
grooves  and  cj^pocially  grooves  in  the  direct  line  of  maximum  pres- 
sure of  the  !>earing.  Unless  good  and  sufficient  reason  exists  to  the 
contraiy,  oil  grooves  should  be  cut  parallel  with  the  journal. 
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DISiT.VAXTAl^ii   C?  TI'Z-HT-iin'LVG   BUSHIXGS 


5  C^.e  nii::^?  Terv  :r»hr:-rn:l7  n€£Lei::cii.  or  not  thoroughh' 
uiiieri:o«>i.  is  :h.i:  o:  -irlvinz  in  ZL^rrrz^.  Fiz.  2  shows  a  trans- 
verse ani  a  I'li^iiviiirjl  serioz  of  in  oriinary  bushing  driven  into 
a  ca<:-irT:n  ho-isinz.  As  all  blearing  alloys  have  a  temperature 
oot-i!:'::t-n:  o:  -rxpansion  higher  :han  that  o:  cast  iron,  and  as  the 
:<?ar>.2:  is  •iirto:ly  surj-e*::  to  the  friotion  of  the  journal,  it  follows 
that  the  i-earlnz  is  at  a  higher  temperature  than  the  cast-iron  hoas- 
ing  and  that  all  hearings  m^ist  have  an  appreciable  outward  expan- 
sion when  in  operation.  For  this  reason  bushings  should  be  driven 
in  uith  jiist  enough  pressure  to  prevent  looseness  during  operation. 

6  The  pnjotit:-e  of  dri\'ing  in  bushing?  so  tight  that  they  re- 
quire reaming  l>efore  they  can  be  put  into  service  cannot  be  con- 
demneii  too  severely.  The  subsequent  reaming  does  not  remedy  the 
eWl,  in  that  a  bashing  driven  in  so  tight  will  and  must  continue 
to  contract  inwardly  when  in  operation,  since  the  outside  pressure 
upon  it  is  not  removed  by  the  reaming.  In  the  tooling  of  a  bearing 
a  definite  amount  of  clearance  should  be  pro\'ided  for,  in  order  to 
insure  the  best  ser\'ice  conditions.  AMien  a  bushing  is  driven  in 
too  tigtit,  although  it  lias  been  reamed  before  being  placed  in  ser- 
vice, the  amount  of  clearance  which  it  will  then  have  becomes  a 
matter  of  guesswork  and  the  amount  of  oil-film  space  provided  an 
uncertainty.  This  condition  frequently  gives  rise  to  heating  and 
bearing  troubles,  even  though  the  amount  of  internal  contraction 
may  not  l)e  sufficient  to  positively  grip  or  stop  the  journal.  The 
idea  that  l)ushings  nuist  lx>  driven  in  tightly  in  order  to  hold  them 
in  place  is  fundamentally  wrong,  and  excessive  tightness  of  the 
bushing  in  it^  housing  should  always  l)e  avoided.  For  all  ordinary 
machinery  it  will  suffice  if  a  bushing  may  Ix?  driven  in  place  with  a 
blow  of  the  hand  or  with  a  small  l)lock  of  wood.  The  provision  for 
fastt^ning  the  bushing  in  place  should  1x3  such  that  it  will  not  bind 
or  damp  the  latter  against  outward  expansion.  In  the  construc- 
tion shown  in  Fig.  2  a  set  screw  engages  a  hole  in  the  bushing,  but 
(loos  not,  however,  bottom  in  tlic  hole. 

PHOPKU    MKTHOI)    OF    FIXISHINCJ    A    CRANKPIN   BEARING 

7  Tin*  finishing  of  Ujarings  in  such  a  maimer  that  they  may 
expand  whil(i  wanning  up  is  of  very  considerable  im|X)rtiinco,  and 
this  can  be  dono  in  many  cases  by  simply  giving  the  matter  the  full 
(•onsiiicraf  ion  which  it  (l(*s(Tves.     Fig.  3  shows  a  crankpin  bearing 
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fuiished  in  a  manner  providing  for  necessary  expansion  in  service. 
The  two  edges  of  the  two  half-bearings  should ^be  "brass  bound," 
that  is,  they  should  bear  solidly  against  each  other  and  should 
exert  a  pressure  against  each  other  somewhat  in  excess  of  the  maxi- 
mum crankpin  load.    The  outer  surfaces  of  both   bearings  near 


Fig.  3    Proper  Method  of  FnosHiNa  the  Brasses  of  a  Crankpin 
Bearing  to  Provide  fob  Necessary  Expansion  in  Service 

these  edges  should  be  relieved  so  as  not  to  bear  upon  the  straps, 
as  shown,  somewhat  exaggerated,  in  Fig.  3.  The  four  comers  of 
the  bearings  should  be  reUeved  in  like  maimer  so  that  the  horizontal 
thrust  will  be  mainly  borne  upon  the  surfaces  falling  within  the 
area  of  the  horizontal  projection  of  the  crankpin.  A  bearing  thus 
constructed  expands  with  the  first  slight  increase  of  temperature, 
relieving  the  crankpin  instead  of  clamping  it  as  when  these  precau- 
tions are  not  taken. 


Fig. 


4    Split  Bronze  Bushing  of  too  Light  a  Design  to  Withstand 

the  Stresses  Imposed  upon  it 


DESIGNING   FOR  STRENGTH  IMPORTANT 

8  The  matter  of  proper  design  of  bearings  as  to  strength  is 
likewise  of  importance.  Fig.  4  shows  a  bearing  put  in  service  by 
one  of  the  oldest-established  machine  builders  and  which  gave  very 
considerable  trouble.  It  is  a  spUt  bronze  bushing  12  in.  long,  sup- 
porting a  journal  6  in.  in  diameter;  the  maximum  thickness  of  the 
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hushing  was  |  in.  and  it  was  recessed  on  its  back  to  a  depth  of  |  in.  as 
shown,  leaving  a  thickness  for  the  larger  part  of  the  bearing  of  only 
J  in.  The  cap  of  the  bearing  was  held  down  by  ten  f-in.  studs. 
Now  it  is  obvious  that  by  clamping  this  bearing  the  bearing  sur- 
faces were  materially  distorted  by  the  pressure  consequent  on  the 
tightening  of  the  ten  nuts.  It  is  also  apparent  that  the  thickness 
of  the  recessed  and  unsupported  part  of  the  shell  was  not  sufficient 
to  withstand  distortion  under  a  fluid  film  pressure  such  as  would 
normally  be  exerted  upon  it.  The  trouble  with  this  bearing  was 
therefore  due  entirely  to  the  fact  that  it  was  too  light  a  design. 

9  Mention  may  here  be  made  of  another  class  of  bearings 
which  together  with  their  supports  are  often  improperly  designed, 
namely,  self-oiling  ring  bushings.  These  are  nearly  cut  in  half  at 
mid-length  in  order  to  provide  space  in  which  the  ring  may  operate, 
and  the  supporting  wall  l^eneath  the  bushing  is  slotted  correspond- 


Fia.  5    Improper  Method  of  Clamping  a  Bushing  for  Toolinq 

ingly  at  the  center  to  iwrmit  the  insertion  of  the  ring  into  the  oil 
well.  This  often  unduly  weakens  the  bearing  at  a  point  where 
normally  the  greatest  film  pressure  is  exerted.  In  general,  much 
of  the  trouble  at  present  encountered  in  bearings  cjm  be  overcome 
by  simply  increasing  the  strength  and  rigidity  of  the  bearings  and 
their  supports,  since  an  insensible  amount  of  distortion  and  deflec- 
tion is  sufliciciit  to  produce  all  manner  of  annoyances. 


liKAHINlJS   SIIOI'LI)    HK    CLA.MPKI)    KNDWISK    FOR  TOOLING 

10  AnolIuT  matter  verv  often  overlooked  is  that  of  the  man- 
nvv  in  which  bushings  or  bearings  in  general  are  clam|X)d  during 
toolinjjj.  Viii.  .")  shows  end  and  longitudinal  views  of  an  improp- 
erly clainpiMl  bushing.  With  a  |-in.  16-thread  set  screw  and  the 
application  of,  say,  a  ."iO-lb.  pull  u|Km  a  12-in.  monkey  wrench,  a 
pressure  of  (ilMK)  lb.,  can  Ik?  carelessly  exerted  upon  the  bushing  in 
(juestion,  and  it  must  l)e  remembered  that  the  composition  of  a 
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bearing  material  is  never  one  that  would  be  selected  for  maximum 
strength.  Bushings  tooled  when  clamped  in  the  manner  shown  in 
Fig.  6  seldom  have  a  bore  that  even  approaches  a  true  cylindrical 
surface,  and  if  they  are  then  driven  upon  an  arbor  and  finished  on 
the  outside  a  very  inaccurate  product  is  the  result,  a  bushing  that 
can  never  give  the  most  satisfactory  service.  The  best  and  most 
satisfactory  method  of  holding  bushings  for  tooling  is  that  of  clamp- 
ing them  endwise.  The  importance  of  this  is  very  generally  under- 
estimated; in  general,  bearings  should  be  held  in  a  manner  such  as 
to  produce  the  least  possible  amount  of  strain  and  distortion. 

CHAMFERING  THE  EDGES  OF  OIL  GROOVES 

11  The  matter  of  chamfering  oil-groove  edges  deserves  special 
attention  in  that  all  advance  edges  of  a  bearing  should  be  rounded 
and  chamfered  off,  and  the  fact  that  this  work  should  be  done  last, 


Fig.  6    Sharp  Edge  Produced  at  the  Edge  of  an  Oil  Groove  by  an 

Ordinary  Tool 

after  all  of  the  other  tooling  of  the  bearing  has  been  completed,  is 
important.  At  a  in  Fig.  6  is  shown  an  ordinary  lathe  tool  at  the 
edge  of  a  groove  on  a  finished  surface.  It  is  obvious  that  there 
are  being  exerted  two  forces  upon  any  surface  which  is  being  tooled, 
one  horizontal  or  parallel  to  the  finished  surface  and  the  other  ver- 
tical or  in  a  direction  normal  to  that  surface.  The  resultant  of  these 
two  forces  is  a  force  indicated  by  the  dotted  arrow,  in  a  direction 
tending  to  deflect  the  edge  of  the  groove  obUquely  downward,  pro- 
ducing an  effect  which  is  shown  somewhat  exaggerated  at  6,  Fig.  6. 
It  can  readily  be  appreciated  what  an  injurious  effect  is  produced 
in  a  bearing  if  any  tooling  is  done  after  the  oil  grooves  have  been 
cut,  especially  so  if  the  direction  of  rotation  of  the  journal  is  oppo- 
site to  that  of  the  tooling.  In  all  cases  sharp  edges  of  the  groove 
prevent  the  formation  of  an  adequate  oil  film  and  should  be  care- 
fully avoided. 
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WHY  BEARING   SURFACES   SHOULD   BE  MACHINED   WITH 

SHARP  TOOLS 

12  For  best  results  it  is  very  necessary  and  it  is  also  general 
practice  that  a  cutting  tool  should  have  rake.  The  tools  shown 
in  Fig.  7  would  be  readily  condemned  even  by  a  person  with  a  very 
limited  shop  experience,  and  no  journe3Tiian  machinist  would  think 
of  setting  a  lathe  tool  as  shown  at  a,  a  planer  tool  as  at  b,  or  a 
boring  tool  as  at  c.  In  the  last  mentioned  case  the  amount  of  normal 
or  radial  pressure  which  it  exerts  upon  the  finished  surfaces  is  far 
in  excess  of  what  is  necessary.  Consider  now  the  standard  multi- 
ple-cutting-edge reamer  which  is  very  often  used  in  finishing  bear- 
ings. A  2i-in.  reamer  would  have,  say,  14  edges  and  the  amount 
of  bursting  or  internal  pressure  that  it  would  exert  within  a  bushing 
would  be  at  least  14  times  that  exerted  in  case  the  bushing  were 


a  be 

Fit!.  7    Impuopeu  Forms  of  Lathe,  Planer  and  Houinq  Tools 

reamed  with  only  one  improix^r  tool  as  shown  at  c,  Fig.  7.    This 
I)racticc  *s  one  that  cannot  be  condenmed  too  severely. 

13  The  final  finishing  in  bearings  should  he  done  by  reamers 
or  cutting  heads  having  only  one  or  a  very  limited  number  of  cutting 
(Mlgos,  and  these  cutting  edges  should  have  the  proper  amount  of 
rake  —  such  as  would  be  given  to  any  other  projx^r  cutting  tool.  Ex- 
IH'rimcnts  made  in  a  largo  manufacturing  plant  on  bushings  of  the 
same*  (liincnsions,  from  the  same  lot  of  material,  finished  at  the 
same  time,  some,  however,  being  reamed  with  the  standard  mul- 
ti pie-cut tiiig-i^dgo  n^amer  and  others  with  a  single  cutting  bladei 
si  lowed  that  afttT  a  storage  of  six  months  those  bushings  which  had 
Iki'ii  named  with  a  projx'r  single  cutting  edge  retained  their  accu- 
racy txnd  shape  much  better  than  those  finished  with  the  so-called 
standard  reanier.  The  latter  bushings  exhibited  a  <lecided  tend- 
ency \()  tlecrrase  in  insi«ie  diameter  and  to  :L*v»5ume  inaccurate, 
elliptical   forms.     It   was  also    brought  out  at   this  time,  that  not 
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only  did  a  superior  product  result  from  the  use  of  a  proper  tool, 
but  that  by  its  use  the  production  could  be  increased  from  15  to  20 
per  cent. 

DEFECTS   IN    BBAKINO   SURFACES   REVEA1£D    BY  THE   MICROSCOPE 

14  Another  reason  why  bearing  surfaces  should  be  tooled 
with  sharp  tools  having  the  proper  amount  of  rake  is  brought  out 
by  a  microscopic  study  of  bearing  surfaces.  In  order  to  obtain  the 
full  value  of  bearing  alloys  it  is  necessary  that  these  alloys  should 
be  presented  as  bearing  surfaces  having  their  natural  crystalhza- 
tion  undisturbed.  The  reason  for  this  is  given  in  the  report  of  the 
Society's  Research  Sub-Committee  on  Bearing  Metals.'  The  hard 
or  bearing  crystals  should  be  embedded  in  a  softer  material,  per- 


»  Motob-Trock- 

rnitting  the  former  to  adapt  themselves  to  the  journal  surface.  The 
softer  crystals  under  proper  service  conditions  will  wear  slightly 
below  the  surface  of  the  harder  crystals.  In  order  to  retain  these 
conditions  it  is  necessary  to  preserve  the  natural  crystallization 
upon  the  bearing  surfaces,  but  this  cannot  obtain  where  they  have 
been  mutilated  by  improper  tooling.  This  mutilation  of  the  bear- 
ing surfaces  gives  rise  to  the  crushing  of  the  harder  crystals  and 
embeds  these  crushed  jmrticles  into  a  compressed  material  which 
does  not  function  as  a  normal  bearing  alloy. 
'  Presented  at  the  Spring  Meeting,  June  1919. 
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1-j  A  vi-ry  forfriVi'.e  illiKtraiion  of  thi^  i?  fumifhed  by  the  bronie 
worm  (vl:M-!  of  a  'f;rt:iiri  ii.oior-tnjck  drive  in  which  the  teeth  had 
U.-f-ii  fiiii^li'-'i  with  :t  'Juli  hoi-.  Viz  >,  --howiiig  a  cro^p-^cction  of  one 
of  th<-  ri-i\\i.  Aftor  uiviue  unTiti-fatlorj'  st-r\"i'"e  the  worm  wheel 
was  ex.') ruin*' i  in  \U':  lisuri!  w;iy  l-y  chemical  ami  physical  t*sts, 
ncitlif-r  of  wKii:h  >[ion-f.i  any  defect  whatrfoevor.  On  the  other 
hand,  iiiifro-.-oiiif-  <-xan,inatiori  ^hoH-c<i  that  the  trouble  was  due  to 
irrijii'iixr  tixMns..  lie.  U  .-hows  a  pliotoniicrc^raphic  section  of 
a  field  at  n,  Via.  S.  ThLs  view  clearly  sliows  tliat  the  natutal 
crj-Htallizitiion  of  the  (rrcater  pan  of  the  area  has  been  disturbed, 
and  that  the-  flee  of  the  tooth  has  had  a  cold-n)lled  or  nire-drawn 
effect  iiTin\nit:'i  upon  it  hy  improper  tofilinft.  It  is  true  this  effect  is 
not  \eiy  deep.  iievi-rihi-les>  it  is  on  the  \-ery  surface  which  in  broUf^t 


■'i-:.   !<     I'ltmiiMiimxinAi-ii  ok  Field  at  o,  Fia.  8    iftO    Maonificatioiis), 
SnuuiMi  Ui.~'j  ritiiAM'K  OF  < 'htstai.use  ftiRUCTiKE  m-K  TO  THB  Use  of 

A    111  1.1.    Il'»<    IN  T<101IN0 

ii(o  play  wlicn  Ihc  wonn  nliccl  is  put  in  oix^ration.  Fig.  10  shows 
I  iiart  of  l-'ic  'J  niorc^  hiiihly  iiiiiKnifieil,  in  which  the  t^ld-FoUed 
■ITcit  ii]ioii  (h(!  surface  is  si'cn  tu  \h:  even  iimn-  complete,  a  condi- 
iiin  wliiih  proved  l<i  U-  the  .<ole  ctuise  fur  the  very  iinsAtif>facU»y 
lerfojnNiriie  wliiih  lliis  wheel  |!ave  in  service.  Fi^.  11  Hho«'s  a 
iNiCiiili'Mlioii  of  ji;[rl  of  (lie  edfre  ''  of  Fi^,  S,  the  inner  edge  or  sur- 
;iii-  of  ilii-;  whi-el  fnim  which  it  is  ccntereil  accunttdy  to  withiQ  a 
li<iii>:i]iilih  of  ;in  inch  ujion  its  spider.  Thi-"  surface  had  been 
'ii.lcd  in  :i  hi>ri/<>ijial  1-oritiK  niill  with  a  sin^fle  cut,  the  tool  set  so  aa 
<i  pi'idiii'-'  :i  -iriiMith  lini>hei|  surface.  'I'lie  cuttjni;  of  this  surface, 
,<.\\,-\.r.  ^^:|.  doif  with  a  to'>l  that  was  sharp  atnl  liu'l  suflicjent 
;ik.'.  -hoHiiji;  th:ii  il  i>  an  easy  ni;iller  to  cut  a  bron/e  surface  satis- 
'iiciiinl.v    «iilj'iiit  ili^lortiiii;  ihi-  iiatunil  orienlaliiiii  nf  its  crystalline 
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16  Figs.  12  and  13  are  photoinicrographic  sections  of  the  inner 
edges  of  a  bronze  bushing  which  had  been  finished  or  tooled  by 
broaching  with  a  dull  broach.     These  micrographs  distinctly  show 


Flos.  12  AND  13  PHOTOMiCBoaRAPaa  of  the  Inner  Edoe  op  a  Bcbbinq  Finibb^ 
WITH  A  Dull  Broach  (60  Maqnificationb),  Showing  Mutilatiok  of  thi 
Surface  Material 

what  not  to  do;  they  show  that  the  surface  materia]  has  been  dis- 
tinctly mutilated  and  that  the  comjiression  of  the  material  upOD  the 
bearing  surface  is  very  uneven,  and  they  prove  conclusively  that 
this  treatment  is  not  conducive  lo  best  service  requirements. 


DISCISSION 

Selby  IFaah  (written).  Bearings  for  wnal!  altcrnating-curreat 
motors  of  the  induction  tyiK-  must  lie  manufactured  with  additional 
limitations  in  mind  to  thosi-  mentioned  in  the  author's  paper.  Thia 
is  mainly  due  to  the  small  clearance  or  radial  air  gap  between  stator 
and  rolnr.  The  sinall  motor  which  has  a  solid  Ix'iiring  usually  has 
a  small  air  gap.  some  being  from  l.'i  to  2(1  mils.  X  bearing  for  such 
a  motor  with  ;i  limsi'iiess  of  ;i  few  niils  only  would  cause  a  consider- 
able perientage  variation  of  air  gap  around  the  eireumferenco  of 
the  rotor,  which   variation  gives  rise  to  relatively  large  magnetic 
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forces  pressing  against  the  bearings  and  tending  to  wear  them  ellip- 
tical. Since  the  maximum  allowable  wear  is  smaU,  reasonable 
bearing  life  requires  that  the  fit  of  new  bearings  be  close.  The  close 
working  limits  may  be  illustrated  by  an  actual  occurrence.  A  motor 
with  a  shaft  approximately  2^  in.  in  diameter  was  buUt  for  direct 
coupling  to  its  load  and  the  shaft  extension  was  finished  large  for 
a  coupling  press-fit.  When  the  bearing,  of  the  same  diameter  as 
the  normal  shaft,  was  forced  over  the  oversize  shaft  extension,  it 
was  expanded  so  that  it  became  too  large. 

Another  factor  afifecting  bearing  clearances,  bearing  pressures  and 
thickness  of  oil  films  is  the  bending  of  the  motor  shaft  if  there  is  a 
large  belt  pull  or  gear  thrust  to  be  withstood.  A  journal  of  a  shaft 
loaded  as  described  does  not  bear  evenly  over  the  whole  surface  of 
the  bearing  and  therefore  special  allowances  are  necessary.  Usually 
the  exact  directions  of  all  the  forces  acting  on  the  motor  bearing 
cannot  be  foretold  at  the  time  the  motor  is  manufactured,  and  in 
many  cases  motors  are  shifted  from  one  class  of  work  to  another  so 
that  it  is  necessary  that  motor  bearings  be  more  Uberally  designed 
than  plain  machine  bearings. 

Fpiank  L.  Fairbanks  (written).  The  principles  set  forth  in  the 
author^s  paper  are  theoretically  correct,  but  commercially  it  is  im- 
possible to  obtain  these  conditions  with  the  present  wages,  attitude 
and  ability  of  so-called  skilled  labor. 

To  maintain  a  full  oil  film  between  journal  and  bearing,  thereby 
eliminating  all  friction  except  internal  molecular  friction  of  the  oil, 
with  no  metallic  friction  due  to  metal  contact  at  any  point,  is  per- 
fection itself.  If  this  were  obtainable  in  practice,  it  would  make 
little  or  no  difference  what  metals  were  used,  in  as  much  as  they 
would  never  come  in  contact.  This,  however,  would  mean  a  pro- 
jected area  so  large  and  a  rubbing  speed  so  low  that  it  is  doubtful 
if  the  machine  could  compete  with  one  obtaining  750  to  1000  lb. 
per  sq.  in.  by  using  proper  metals,  and  letting  the  metal  take  some 
of  the  wear  and  tear. 

Aside  from  the  many  practical  reasons  why  the  author's  theory 
cannot  be  carried  out,  there  are  only  a  few  minor  details  which  call 
for  criticism.  For  instance,  in  Par.  7  he  says  "the  two  half  bearings 
should  be  brass  bound;  that  is,  they  should  bear  solidly  against 
each  other  and  should  exert  a  pressure  against  each  other  somewhat 
in  excess  of  the  maximum  crank-pin  load." 

If  this  were  done,  especially  with  large  reciprocating  engines,  a 
week  would  be  required  to  go  over  the  bearings  of  such  a  machine, 
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whereas  with  the  boxes  planed  "open"  and  with  a  micro-wedge  take- 
up,  a  1000-ton  compressor  can  be  shut  down,  keyed  up  and  started 
up  within  an  hour.  This  is  true  more  particularly  of  small  high- 
speed engines,  especially  in  hotels  and  apartment  houses,  that  have 
to  be  keyed  up  once  or  twice  a  week  to  prevent  objectionable  pound- 
ing. On  the  other  hand,  if  a  complete  film  of  oil  between  pin  and 
boxes  could  be  maintained,  there  would  never  be  any  wear,  and 
consequently  they  would  never  have  to  be  keyed  up. 

George  N.  Van  Derhoef  said  that  the  author's  paper  had  made 
clear  many  of  the  points  he  had  wished  to  emphasize,  and  that 
many  bearing  difficulties  had  been  clarified,  but  he  wished  particu- 
larly to  call  attention  to  the  effect  of  the  stiffness  of  the  shaft  in 
the  journal.  He  had  found  it  almost  impossible,  in  many  cases,  to 
maintain  a  proper  oil  film  in  such  a  bearing  as,  for  instance,  that  of 
a  clutch  pulley  sleeve,  because  of  the  deflection  of  the  shaft  within 
the  limits  of  the  sleeve  bearing.  It  was  a  question  of  providing  a 
much  larger  shaft;  or  of  reducing  the  length  of  the  bearing  surface, 
which  would  result  in  a  much  greater  apparent  unit  pressure,  but 
actually  in  a  lower  one.  He  had  in  one  case  calculated  such  a  de- 
flection and  found  it  to  be  0.006  in.  within  the  Umits  of  the  length  of 
the  bearing. 

Arthur  Falkenau  spoke  particularly  of  the  poor  design  repre- 
sented in  Fig.  4  of  the  author's  paper,  and  said  that  he  had  come  to 
the  conclusion  that  such  designs  failed  because  of  non-unifonnly 
distributed  pressures. 

C.  H.  Norton  said  that  oil  grooves  were  of  no  practical  value  — 
in  fact  were  a  detriment  to  the  bearing  and  that  heat  was  of  no 
possible  consequence  —  that  it  usually  is  produced  by  the  action 
of  the  oil  itself  and  not  by  the  friction  of  the  metals  together.  There- 
fore heat  up  to  200  degrees  could  do  no  possible  harm.  The  heat 
occasioned  by  thii  absence  of  oil  increiises  rapidly  and  the  bearing 
would  stick  before  very  much  time  had  elapsed  anyway,  but  the 
heat  that  allowed  the  bearing  to  continue  hour  after  hour  was  not 
caused  by  a  lack  of  oil  but  by  the  oil  iiscli  and  that  the  greater  the 
viscosity  tlie  nioni  heat  would  be  generated  in  any  good  bearing; 
that  the  bearing  would  run  cooler  as  the  oil  viscosity  lH»comes  less. 
He  called  attention  to  some  exj)erim(»nts  conducted  l)y  the  Texas 
Oil  Company  the  results  of  which  were  published  in  pamplilet  form. 

The  AiTiioR,  in  answer  to  a  question  by  H.  M.  Bunting,  referred 
to  Pars.  14,  15  and  Ifi.    Experience,  in  general,  he  wrote,  has  fully 
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established  that  the  crushing,  compressing  or  cold-rolling  of  the 
natural  crystalline  formation  of  a  bearing  alloy  upon  a  bearing 
surface  is  injurious  in  both  the  bronzes  and  the  babitts. 

Replying  to  Mr.  Van  Derhoef  and  the  latter  part  of  Mr.  Haar's 
comments  the  author  would  say  that  where  the  punishment  on  a 
bearing  is  such  that  the  journal  itself  is  bent  or  distorted  it  is  im- 
possible to  obtain  satisfactory  service;  the  only  remedy  in  such 
cases  is  that  of  increasing  the  diameter  or  sti£fness  of  the  journal. 
The  amount  of  actual  bending  of  the  journal  permissible  within  the 
limits  of  a  bearing  is  very  slight,  it  should  be  but  a  small  fraction 
of  the  thickness  of  the  supporting  oil  film. 

After  many  years  of  experimenting  Mr.  Norton  has  become  en- 
thusiastic over  the  oil  film;  he  now  fully  appreciates  that  he  can 
run  his  grinding  wheel-spindles  upon  a  film  of  oil  while  doing  accu- 
rate work. 

In  the  first  part  of  Mr.  Haar's  remarks  he  seems  to  have  missed 
entirely  the  intent  of  the  paper,  namely;  "bushing  should  be  driven 
in  with  just  enough  pressure  to  prevent  looseness  during  operation." 
It  was  the  experience  of  a  large  manufacturer  with  this  very  type 
of  induction  motors  that  first  led  the  writer  to  see  the  fallacy  of  an 
excessive  drive  fit,  and  years  of  subsequent  experience  has  proven 
the  wisdom  of  avoiding  the  same. 

Primarily  the  paper  was  not  intended  to  be  theoretical,  rather 
the  contrary,  in  that  its  title  might  have  been  "A  bearing  trouble 
man's  experience  of  twenty-one  years."  All  the  illustrations  given 
have  proven,  in  each  case,  to  be  an  economically  practical  remedy 
for  overcoming  bearing  troubles  on  an  extended  scale.  All  the 
progress  that  has  been  made  on  this  subject  of  bearings  has  been 
by  approaching  the  theoretical  nearer  and  nearer,  that  is,  by  having 
more  and  more  of  the  load  carried  upon  the  oil  film.  In  many  cases, 
what  appeared  theoretical  years  ago,  today  is  plain  "horse  sense." 
There  must  always  be  more  or  less  metallic  contact  between  bearing 
surfaces;  during  stopping,  starting  and  "running  in"  of  the  same 
it  is  unavoidable;  therefore,  the  subject  of  bearing  metals  must 
remain  a  matter  of  importance. 

Fortunately,  Mr.  Fairbanks  agrees  that  the  principles  in  the 
paper  are  theoretically  correct.  It,  therefore,  becomes  simply  a 
question  of  how  much  theory  he  can  realize,  since  a  practice  that 
requires  keying  up  once  or  twice  a  week  is  certainly  in  such  a  con- 
dition where  improvement  is  both  desirable  and  possible. 
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THE    CAUSES   OF  INDUSTRIAL   UNREST  AND 

THE  REMEDY 

By  Frederick  P.  Fibh,*  Boston,  Mass. 
Non-Member 

^PHE  attitude  of  the  workmen  throughout  the  world  is  such  that 

individually  and  as  a  whole  their  efficiency  and  productive 
power  are  much  less  than  before  the  war.  While  in  other  parts  of 
the  world  they  are  working  under  unfavorable  conditions,  that  is 
not  the  case  in  this  country.  Here  the  influence  of  the  labor  unions, 
not  only  in  the  "closed  shop,"  where  with  the  acquiescence  of  the 
employer  they  largely  dominate  the  situation,  but  in  many  of  the 
so-called  **open  shops,"  in  which  are  labor-union  workmen  influenced 
by  the  principles  of  the  labor  imions,  is  such  as  to  promote  inefficiency 
on  the  part  of  the  workmen. 

I  believe  the  fundamental  difficulty  to  be  that  industry  has  not 
had  time  to  adjust  itself  to  the  extraordinary  new  conditions  that 
have  prevailed  during  the  past  forty  or  fifty  years.  Those  who 
were  in  control  of  the  industries  and  directed  their  progress  through 
these  years  of  development  and  upon  whom  was  the  duty  of  assuring 
satisfactory  employment  relations,  were  so  absorbed  in  the  task  of 
meeting  the  material  advances  in  the  arts  that  they  overlooked  the 
matter  of  properly  adjusting  employment  relations  to  new  conditions 

Through  extensive  growth,  personal  touch  between  employer 
and  employee  became  supplanted  by  organization  which  failed  to 
adjust  itself  to  the  new  conditions.  We  now  see  clearly  that  enough 
attention  was  not  given  to  the  conditions  under  which  men  worked, 
to  the  principles  upon  which  their  compensation  should  be  deter- 
mined, to  their  health  and  comfort  not  only  in  the  factory  but  at 
home. 

It  was  but  natural  that  labor  imions  should  succeed  in  bringing 
many  workmen  into  labor  organizations  which  seemed  to  them  to 

^  Chairman,  National  Industrial  Ck)nfereDce  Board.  Presented  at  the 
Annual  Meeting,  New  York,  December  1919,  of  The  American  Socibty^of 
Mechanical  Engineeks.    For  complete  addreae,  see  Mechanical  Engineer- 
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promise  relief  from  what  they  regarded  as  unsatisfactory  working 
conditions.  There  is  no  doubt  that  labor  organizations  have  ac- 
complished much  good.  Among  other  things  they  have  focused 
the  attention  of  industrial  management  and  of  the  public  upon  those 
features  of  employment  relations  which  needed  study  and  revision. 

But  from  the  beginning  the  labor  unions  have  adopted  social 
and  economic  principles  that  were  unsound  and  methods  of  propa- 
ganda and  of  action  that  should  not  be  tolerated  in  any  civilized 
society.  They  have  worked  for  the  suppression  of  production  upon 
the  false  theory  that  the  loss  men  worked,  the  more  men  could 
be  employed. 

There  can  be  no  specific  general  cure,  no  panacea  for  the  e\'il8 
that  exist,  either  by  way  of  legislation  or  of  reorganization  of  our 
social  or  industrial  methods;  but  the  present  unfortunate  antago- 
nism b<*tween  employers  and  employees  and  the  existing  disturbance 
of  the  cordial  fec^ling  that  should  exist  between  them  can  be  elimi- 
nated and  right  conditions  restored  only  by  definite  personal  effort 
to  develoj)  and  maintain  in  the  industrial  establishments  of  the 
countrj'^,  suitable^  employment  relations,  l)ased  in  each  instance 
upon  fair,  cordial  and  sympathetic  cooperation  and  a  recognition 
of  wliat  is  right  and  proper  in  the  particular  estiiblishment. 

No  hard  and  fast  rules  can  be  laid  down.  Ekich  employer 
should  studj"^  his  own  problem  and  attempt  to  deal  with  it  in  view 
of  the  conditions  in  his  own  establishmc^nt,  exactly  as  he  works  out 
his  mechanical  and  t(*chnical  problems  in  hjirmony  with  the  require- 
ments of  his  own  work  and  with  only  general  n.*liance  upon  the 
exi)erience  of  others. 

Maiiag(»ment  ciin  never  Ikj  ask<Hl  to  Siicrifice  its  function  of 
judgment  and  din^otion.  The  worknuMi  would  be  the  very  first  to 
recogniz<*  that  ultimate  control  nnist  lx»  with  the  employer.  Natur- 
ally, however,  tli(\v  cannot  1)0  sjitisfied  if  no  opjwrtunity  is  given 
them  to  state  their  point  of  view  as  to  nuitters  which  are  of  the 
utmost  importance  to  them  in  their  life's  work. 

It  is  obvious  that  such  relations  as  should  exist  Ix^tween  manage- 
ment :ind  workmen  are  only  possible  in  an  establishment  which  is  not 
tied  up  with  the  trad(»  unions.  Then^  alone  are  the  workmen  free 
from  outride  intjuenee  which  mav  l)e  and  often  is  used  to  stimulate 
aFitM^niiiviii  :ni(l  to  bre^MJ  dissatisfaetion  as  well  as  to  nnluce  efficiency. 

It  is  thr  duty  nf  caeh  member  of  this  Society  to  study  the 
(juestioii  nf  ii](lu>trial  relations  and  to  take  a  definite  {Misition  as  to 
what  seems  tu  lie  the  siiigl(»  im])ortant  issue  we  arc  now  facing. 
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SYSTEMS  FOR   MUTUAL  CONTROL  OF 

INDUSTRY 

Br  William  L.  Leiberson/  Rocjhester,  N.  Y. 

Non-Member 

TT  is  diflScult  for  us  to  change  our  conception  of  those  conditions 
and  relations  as  we  have  learned  to  know  them  from  years  of 
experience,"  said  Dr.  Leiserson  in  introducing  his  discussion  of  shops 
committees,  works  councils  and  the  cooperative  or  industrial  democ- 
racy plans  by  which  employers  propose  to  give  their  employees 
some  voice  in  the  control  of  industry,  as  contrasted  with  trade- 
union  collective  bargaining  by  which  organized  wage  earners  attempt 
to  force  employers  into  a  system  of  joint  control  of  wages  and  work- 
ing conditions. 

He  pointed  out  that  the  world  war  and  the  shortage  of  labor 
since  the  signing  of  the  armistice  have  materially  changed  the  status 
of  the  employee,  and  that  however  much  the  employer  may  realize 
the  changed  industrial  conditions,  he  finds  it  difficult  to  conceive 
of  his  employees  as  having  a  voice  in  any  action  that  may  affect 
them. 

''To  talk  about  mutual  or  democratic  control  of  industry  or  to 
establish  plans  for  cooperative  or  industrial  democracy  without  a 
clear  realization  of  the  revolution  that  has  taken  place  in  the  status 
of  the  wage  earner  can  lead  only  to  confusion  and  to  failure  of  the 
plans  for  mutual  control  of  industry,"  Dr.  Leiserson  asserted.  He 
compared  the  present  situation  with  that  in  Europe  when  an  indus- 
trial revolution  was  brought  about  at  the  time  of  the  Black  Plague 
resulting  from  very  much  the  same  industrial  ills  as  those  from  which 
we  now  suffer.  He  traced  the  history  of  the  labor  movement  in 
this  country  and  in  others  and  continued:  "In  a  democratic  country 
with  rising  standards  of  Uving  and  large  numbers  in  what  we  call 
the  middle  classes  there  is  no  great  danger  of  labor  completely 
dominating  the  situation  and  becoming  the  only  masters  of  industry. 


^  Chairman,  Labor  Adjustment  Board.  Presented  at  the  Annual  Meeting, 
New  York,  December  1919,  of  The  American  Society  of  Mechanical  En- 
gineers. For  more  complete  account  see  Mechanical  Enoineebing  for 
January  1920. 
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WHAT  MAY  WE  EXPECT  OF  PROFIT  SHARING 

IN  INDUSTRY? 

By  Ralph  F.  Heii^an/  Chicago,  III. 
Non-Member 

^PHAT  the  subject  of  profit  sharing  is  not  one  which  is  new  to  this 

country  but  dates  back  to  the  early  70's,  when  there  was  a  very 
widespread  interest  in  the  whole  subject  of  profit  sharing,  was  pointed 
out  by  Dean  Heilman.  Many  experiments  were  introduced  at  that 
time  and  profit  sharing  was  heralded  as  a  panacea  for  industrial 
problems.  Most  of  those  experiments  were  soon  abandoned  how- 
ever, and  profit  sharing  came  to  be  regarded  as  a  subject  of  interest 
mainly  to  the  social  reformer  or  theorist  and  of  little  interest  to  the 
business  man.  In  the  last  few  years  there  has  been  a  marked  in- 
crease in  the  attention  paid  to  the  subject,  which  justifies  a  re- 
examination of  the  profit-sharing  plan  in  the  Ught  of  modern  business 
practice  and  methods. 

'^ Profit  sharing,^'  said  Dean  Heilman,  "is  an  agreement  between 
an  employer  and  his  employees  whereby  the  latter  participate  in 
some  way  in  the  profits  of  the  business,  either  of  the  business  as  a 
whole  or  of  some  unit  part  of  the  business.'* 

The  speaker  than  summed  up  the  reasons  for  introducing  profit 
sharing  and  the  advantages  its  introduction  will  bring  to  the  firm. 
First,  it  is  claimed  that  profit  sharing  will  increase  efficiency  and 
output.  "But  only  to  a  certain  extent  is  this  true,  and  only  under 
certain  circumsta,nces  and  subject  to  special  limitations;  in  other 
words,  generally  speaking,  more  effective  results  are  obtained  from 
labor  if  compensation  is  on  the  basis  of  the  measurable  results  of 
each  individual  so  that  he  will  be  induced  to  put  forth  his  best  effort.'' 

Secondly,  profit  sharing  may  be  introduced  for  the  primary 
purpose  of  promoting  permanency  and  stability  among  the  employed 


^  Dean,  School  of  Commerce,  Northwestern  University.  Presented  at  the 
Annual  Meeting,  New  York,  December  1919,  of  The  American  Society  of 
Mechanical  Engineers.  For  a  more  complete  abstracti  see  Mechanical 
Engineering,  for  January  1920. 
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staff  and  as  a  consequence  reduce  the  labor  turnover.  Such  a  scheme 
contains  one  of  two  features,  either  there  is  a  preliminary  period 
which  the  employee  is  required  to  serve  before  he  can  participate 
in  the  profits,  or  profits  are  to  be  issued  only  at  stated  periods,  with 
a  proviso  that  employees  leaving  between  these  periods  surrender 
their  right  to  participate  in  the  profits. 

"Again,  profit  sharing  is  sometimes  introduced  with  the  hope 
that  it  will  promote  industrial  peace.  Profit  sharing  has  possibilities 
in  this  direction,  l)ut  they  have  been  exaggerated." 

The  most  ijuportant  purpose  for  which  profit  sharing  has  been 
introduced,  in  the  opinion  of  Dean  Heilman,  is  to  promote  effective 
management  upon  the  part  of  managerial  executives,  semi-executives, 
junior  executives,  and  salaried  employees  all  the  way  from  foremen 
or  sub-foremen  up. 

Speaking  of  th(i  relations  of  the  effectiveness  of  profit  sharing 
to  the  rank  or  responsibility  of  the  participant,  he  said:  "In  the 
first  place,  the  higher  the  rank  th(»  greater  is  the  opportunity  which 
the  individual  has  to  exercise  an  important  influence  upon  the 
profits.  In  th(»  second  place?,  the  great(T  the  responsibility  the  easier 
it  is  for  the  employee*  to  see  the  relation  of  his  efforts  to  the  profits 
of  th<*  business.  In  the  third  place*,  the*  managerial  or  executive 
group  are  more  familiar  with  busim»ss  vicissitudes  and  uncertainties 
than  the  rank  and  file.  This  has  an  important  effect  during  a  lean 
year." 

Ill  the  o[)inion  of  Dean  Heilman,  profit  sharing  will  operate* 
successfully  for  the  rank  and  file  of  wage  earners  only  when  applied 
in  a  small  or  m(»dium-sized  shop,  bcTause  the  larger  the  group  of 
partici])ants,  the*  more  diilieult  it  is  to  educate  them  in  the  essentials 
of  profit  sharing,  and  the*  larger  the*  group,  the  less  effect  each  one 
can  exercise  on  profits. 

"Profit  sharing  is  not  a  social  panacea.  It  will  not  solve  the 
vexinii  proMenis  which  arise  l>etween  employeT  and  employee. 
It  will  not  prove  ;i  substitute  for  good  manageMuent  on  the  |>art  of  a 
rnrpor:tti(»n.  nor  will  it  prove  a  substitute  for  the  wage  system. 
Milt  \\itiiin  the  w;ip:e  system  it  has  a  place,  a  real  place.  In  my 
judjinient.  we  :ire  iN-stined  to  ser  a  nnieh  wider  and  a  nnich  wiser 
use  iA  pn»lii  >haring  than  in  the  past.'* 
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WAGE  PAYMENT 

By  a.  L.  Db  Lbbuw,  New  York,  N.  Y. 
Member  of  the  Society 

This  paper  caUa  aUentian  to  the  fact  that  the  main  terms  in  controversies  be- 
tween  capital  and  labor  are  iU  defined  or  not  defined  ai  all.  The  fact  is  empha- 
sized that  there  is  at  present  no  equitable  way  of  determining  toages,  and,  as  a 
result,  that  there  is  no  possibility  of  collective  bargaining.  Wages  at  the  present 
time  are  paid  for  time  given,  whereas  they  should  be  paid  for  work  produced. 

Employers  alone  cannot  correct  this  condition,  but  employers  and  organized 
labor  together,  assisted  by  qualified  engineers,  might  go  far  in  correcting  this  unsatis- 
factory  condition  of  wage  payment. 

T^NREST  among  the  laboring  classes  has  taken  on  such  propor- 
tions  and  is  so  widespread  that  it  is  timely  to  discuss  the  va- 
rious items  which  enter  into  the  present  relations  between  employer 
and  employee,  even  if  no  prescription  for  a  cure  can  be  given  at  the 
present  time. 

2  It  is  perhaps  a  httle  out  of  date  to  speak  of  diflferences  be- 
tween '' employer  *'  and  '' employee."  In  the  first  place,  these 
terms  are  gradually  being  looked  upon  as  the  equivalents  of  slave- 
holder and  slave,  though  there  was  a  time  when  such  was  not  the 
case.  In  the  second  place,  it  is  beginning  to  be  reaUzed  that  there 
is  really  a  third  party,  the  general  public.  The  present  strife  has 
a  number  of  angles,  of  wliich  one  or  more  present  themselves  in  in- 
dividual cases.  Quite  often  an  honest  attempt  is  made  to  reconcile 
the  varying  viewpoints  of  employer  and  employee,  but  more  often 
it  is  purely  and  simply  a  question  of  war,  of  brute  force;  and  a 
peace  of  victory,  not  of  understanding. 

MISUNDERSTANDINGS   IN   REGARD   TO   TERMS   EMPLOYED 

3  Many  times  one  or  both  parties  in  the  conflict  try  to  be- 
fuddle the  third  party,  the  general  public,  by  statements  which  are 
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misleading  or  which  are  couched  in  such  words  as  will  hide  that 
which  is  not  true. 

4  It  is  well  recognized  that  where  two  parties  have  a  difference 
of  opinion  the  first  step  should  be  to  find  some  conmion  ground  from 
which  to  start,  and  that  then  the  second  step  should  be  to  define 
clearly  and  precisely  the  chief  terms  which  enter  into  the  contro- 
versy. It  is  never  difficult  to  find  the  common  ground  between 
employer  and  employee.  When  the  railroad  men  strike  or  threaten 
to  strike  for  higher  wages  or  shorter  hours  or  both,  and  when  the 
railroad  managements  refuse  to  concede  these  demands,  it  may 
seem  to  the  casual  observer  that  there  is  no  common  ground;  and 
yet  this  common  ground  is  immistakably  at  hand  and  is  wide  enough 
for  all  to  stand  on.  The  common  ground  in  this  case  is  the  desire 
on  the  part  of  both  employer  and  employees  to  have  the  rail- 
roads running.  Without  this  the  employer  cannot  get  his  profit 
and  the  employee  cannot  get  his  wage;  and  as  this  conmion 
ground  is  a  matter  of  intense  interest  to  both  parties,  there  should 
be  no  trouble  in  starting  the  discussion  under  very  favorable  circum- 
stances. 

5  One  reason  why  such  discussions  so  often  fail  to  bring  the 
desired  results  and  why  they  are  often  not  started  at  aU  is  that  there 
is  no  clear  understanding  of  some  of  the  most  commonly  used  terms 
in  these  controversies.  The  writer  wishes  to  call  attention  to  some 
of  these  terms,  and  to  some  of  the  misunderstandings  in  regard  to 
their  meaning. 

6  We  read  practically  every  day  about  war  between  "capital" 
and  "labor,'*  about  the  demand  of  the  laboring  man  for  the  "right 
to  organize,"  and  of  his  right  to  insist  on  "collective  bargaining/' 
and  yet  these  three  terms,  which  are  perhaps  used  in  every  con- 
troversy that  conies  up,  are  not  only  not  defined  but  they  are 
actually  misleading  in  themselves. 

WAR   BETWEEN   CAPITAL  AN'D    lABOR 

7  If  war  l>ct\veen  capital  and  labor  means  anything  at  all,  it 
must  mean  war  betwoen  capitalists  and  laboring  men.  Capital  is 
the  result  of  past  labor  used  progressively.  Without  capital,  civi- 
lization is  untliinkable.  Capital  is  the  tool  with  which  the  laboring 
man  works.  There  can  no  more  l)e  war  between  lalwr  and  capital 
than  between  the  lahorinj;  man  and  his  tools.     It  may  be  said  that 

his  is  merely  a  fine  distinction  and  not  a  difference,  but  the  writer 
cannot  take  this  vi(»w.     Recent  cnonts  in  Russia  have  shoi^Ti  that 
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there  are  a  large  number  of  people  who  actually  believe  and  act 
upon  the  idea  that  capital  must  be  destroyed  in  order  to  give  the 
laboring  man  his  own.  It  may  be  that  the  leaders  who  presented 
this  thought  did  not  have  capital  in  mind,  but  were  either  referring 
to  capitalists  or  to  the  present  system  of  control  of  capital.  But 
their  slipshod  way  of  expressing  themselves,  or  the  lack  of  existing 
definition,  causes  a  large  number  of  people  to  think  that  capital  it-- 
self  is  at  fault. 

8  In  late  years  the  control  of  capital  has  been  more  and 
more  centralized,  or,  in  other  words,  in  the  hands  of  fewer  individ- 
uals. And  though  it  is  well  recognized  that  this  condition  has  its 
advantages  in  many  ways,  yet  the  dangers  to  which  such  central- 
ized control  may  well  lead  have  caused  it  to  be  regarded  with  sus- 
picion and  enmity.  Capital  being  the  tool  with  which  labor  must 
work,  it  is  but  natural  that  labor  should  look  with  suspicion  on  an 
attempt  to  comer  the  tool  supply.  For  this  reason  we  may  natu- 
rally expect  that  labor  will  insist  upon  a  better  control  of  their  tools, 
capital.  They  cannot  have  war  with  capital,  and  there  is  no  reason 
why  they  should  make  war  against  capitalists  in  general,  for  it  need 
not  be  pointed  out  that  many  capitalists  are  good  and  honorable 
men  who  do  not  deserve  the  enmity  of  any  one.  On  the  other 
hand,  it  may  well  be  conceded  that  labor  has  cause  to  dislike,  or 
even  hate,  the  present  system  of  control  of  capital. 

9  It  has  been  pointed  out  many  times  quite  recently  that 
there  are  really  three  parties,  not  considering  the  general  public, 
which  have  a  right  to  be  heard  in  this  controversy,  namely,  capital, 
labor,  and  management.  It  seems  to  the  author  that  this  merely 
leads  to  complication  without  any  compensating  features.  Manage- 
ment and  labor  are  both  labor,  but  of  different  kinds.  If  at  times 
they  clash  it  is  not  due  to  unavoidable  conditions  but  merely  to 
defects  in  one  or  the  other.  We  find  this  clash  between  manage- 
ment and  labor  whenever  an  apprentice  boy  works  under  the  in- 
structions of  a  full-fledged  mechanic;  we  find  it  between  the  mason 
and  the  hod  carrier;  we  find  it  between  the  plumber  and  his  helper; 
it  does  not  touch  the  broad  question  but  is  only  one  of  the  phases 
of  one  of  the  details. 

THE   RIGHT  TO   ORGANIZE 

10  Another  term  which  should  be  quite  familiar  to  all  of  us 
by  this  time  is  the  *' right  to  organize."  Whether  this  term  was 
purposely  created  by  labor  organizations  as  a  slogan  which  ought  to 
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appeal  to  every  fair-minded  man,  or  whether  it  has  just  naturally 
slipped  in,  the  writer  does  not  know  nor  does  he  care.  What  he 
does  care  about  is  to  have  this  term  defined  in  such  a  way  that  no 
one  with  a  fair  amount  of  intelligence  can  mistake  it  for  something 
else. 

11  The  writer  does  not  believe  that  there  is  an  appreciable 
percentage  of  employers  who  would  deny  their  employees  the  right 
to  organize;  for  instance,  for  a  baseball  team,  or  a  brass  band,  or 
sick  benefits,  or  cooperative  stores  or  a  Bible  class.  On  the  other 
hand,  nobody  would  blame  the  employers  for  denjdng  their  em- 
ployees the  right  to  organize  for  some  other  purpose;  such,  for  in- 
stance, as  burning  down  the  plant,  or  sabotage  in  the  shops,  or 
blowing  up  the  works  of  his  competitors  —  however  beneficial 
this  might  be  to  him  in  a  business  way,  or  for  many  other  purposes. 

12  It  follows,  then,  that  the  "right  to  organize"  must  be  fur- 
ther defined  or  at  least  limited  in  its  scojx}  before  we  can  judge  as 
to  the  real  right  of  the  employee  to  organize.  If  the  purpose  for 
which  the  employee  wLshes  to  organize  is  legal  and  proper,  the  third 
party,  the  general  public,  will  naturally  concede  this  right  and  quite 
as  naturally  inquire  as  to  whether  the  employer  has  really  denied 
this  right  to  liLs  employee. 

13  Now,  what  are  actually  the  facts  in  most  cases  where 
this  right  to  organize  has  been  brought  to  the  foreground,  are  these: 
A  labor  organization  thinks  it  proj^r  that  the  employees  of  a  cer- 
tain establishment  should  be  gathered  into  its  union.  This,  by  the 
way,  is  i)crfectly  projx^r,  and  no  objection  could  be  taken  to  it. 
The  organization  succeeds  in  gathering  in  part  of  the  employees. 
The  employer,  f(jaring  that  this  activity  may  lead  to  a  strike,  at- 
tempts to  k(*(»p  the  other  employcos  from  joining  the  union;  in 
other  words,  ho  tries  to  organize  them  with  him  instead  of  with  the 
union.  This  also  is  jK^fectly  pro|X}r.  To  make  the  claim  at  this 
point  that  the  employee  has  l)een  denied  the  right  to  organize  may 
he  good  |)()litics  hut  is  not  (juite  correct.  It  is  doubtful  whether  in 
late  years  there  have  In^en  many  cases  where  the  emi)loyer  has 
denied  the  emplov(M>  the  right  to  join  the  union,  even  if  he  was  not 
in  favor  of  it.  When  undc^sirable  eomlitions  or  relations  existed 
bet  wren  <'ni plover  an<l  employee,  or  jxThaps  when  union  acti\itie8 
led  to  a  strike,  it  was  (juite  customary  to  make  a  <Iemand  on  the 
part  of  ilie  men  for  the  right  to  organize;  -yc^t  this  right  had  sel- 
dom Ikh'U  denied:  l>ut  put  in  this  way  the  general  public  would 
get  the  impression  that  all  kinds  of  organizations  of  the  emplo3'ee 
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are  taboo.  What  is  really  meant  by  the  "right  to  organize"  is  that 
the  employer  shall  give,  not  to  his  men,  but  to  same  labor  union, 
the  right  to  come  into  his  shop  and  organize  his  men  into  a  union; 
and  apart  from  the  question  as  to  whether  this  is  desirable  or  equi- 
table, it  is  certainly  different  from  the  idea  which  the  expression 
"the  right  to  organize"  conveys. 

COLLECTIVE   BARGAINING 

14  Another  term  which  is  misleading,  even  more  so  than 
those  mentioned  before,  is  "collective  bargaining."  So  far  col- 
lective bargaining  has  been  collective,  it  must  be  admitted,  but  it 
has  not  been  "bargaining."  In  collective  bargaining  it  is  sup- 
posed that  some  or  all  of  the  employees  have  delegated  the  right  to 
bargain  for  them  to  some  attorney  or  business  agent.  In  practi- 
cally all  cases  this  business  agent  is  their  imion,  and  this  union, 
according  to  the  term  used,  is  supposed  to  bargain  with  the  em- 
ployer. As  a  matter  of  fact,  however,  there  is  no  bargaining,  and, 
under  the  present  conditions,  there  can  be  no  bargaining.  There 
have  been  cases  where  the  men  were  entitled  to  all  they  asked  for, 
and  possibly  more;  there  have  been  cases  where  the  men  were  not 
entitled  to  as  much  as  they  asked  for,  but  the  method  of  bargaining 
has  never  been  employed,  and,  in  the  writer's  opinion,  covM  not 
have  been  employed,  to  settle  the  differences.  The  issue  has  been 
brought  to  a  conclusion  by  strikes,  or  threats  of  strikes,  which  is  no 
more  a  method  of  bargaining  that  when  a  man  points  a  gun  at  his 
debtor  to  collect  a  bill.  The  fact  that  the  bill  may  be  due  to  him, 
and  even  overdue,  does  not  make  this  a  method  of  bargaining. 

15  There  is  still  another  point  about  this  question  of  collec- 
tive bargaining  which  should  have  all  the  light  possible  thrown  on  it. 
Is  collective  bargaining,  bargaining  by  all  the  employees?  Is  it 
bargaining  for  a  group  or  part  of  a  group?  If  it  is  bargaining  by  a 
union,  acting  for  a  group,  should  the  representative,  the  union, 
show  credentials  before  bargaining  starts?  Such  a  course  of  action 
might  reveal  the  weakness  of  the  union  or  of  the  employer,  but  would 
it  not  be  for  the  best  interests  of  the  third  party,  the  general  public? 

16  A\1ien  the  writer  stated  that  under  the  present  conditions 
bargaining  is  not  possible,  he  had  in  mind  the  essential  feature  of 
bargaining,  which  is  a  process  of  readjustment  of  the  value  of  the 
object  of  barter  in  the  minds  of  the  two  parties  concerned.  If  a 
house  is  offered  for  sale  and  a  price  of  five  thousand  dollars  is  asked 
and  an  offer  is  made  of  four  thousand  dollars,  then  it  cannot  be  said 
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that  any  bargaining  has  taken  place  so  far.  But  if  now  the  seller 
readjusts  his  ideas  in  regard  to  the  value  of  the  house  or  the  desir- 
ability of  receiving  money;  or  if  the  buyer  readjusts  his  ideas  as  to 
the  value  of  the  house  or  his  ability  to  pay  money,  then  true  bar- 
gaining takes  place,  even  if,  in  the  end,  neither  of  the  two  gives  in. 
In  that  case  there  has  been  bargaining,  but  no  results  were  obtained. 
In  order,  then,  that  there  shall  be  true  bargaining,  there  must  be 
an  object  to  ^  sold,  an  object  to  be  given  in  barter  therefor,  and  an 
attempt  of  buyer  and  seller  to  modify  each  other's  conception  as  to 
the  value  of  what  they  are  ofifering. 

17  Now,  in  offering  labor  and  demanding  money,  one  of  the 
principal  requirements  of  a  bargain  is  missing.  When  we  say  that 
the  price  of  eggs  is  seventy-five  cents,  we  mean,  per  dozen.  When 
we  say  that  the  price  of  land  is  two  hundred  dollars,  we  specify, 
per  acre.  But  when  we  say  that  the  price  of  labor  is  seventy-five 
cents,  we  do  not  know  what  this  means.  There  are  measures 
or  quantities  by  which  to  sell  eggs  or  real  estate.  If  a  house  is 
sold,  though  there  may  not  be  a  measure  of  the  value  of  the  house, 
there  is  at  least  a  chance  for  the  prospective  buyer  to  look  it  over 
and  make  his  own  estimate,  or  if  you  wish,  guess,  as  to  what  the 
house  is  worth.  But  when  it  comes  to  buying  labor  we  have  no 
measure  nor  can  we  estimate  its  value  by  personal  observation 
—  except  after  the  labor  is  done,  which  is  long  after  the  so-called 
bargaining  took  place,  long  after  the  price  was  set.  It  is  true  that 
labor  is  sold  by  the  hour,  but  the  hour  is  a  measure  of  time,  not  of 
labor.  We  might  just  as  well  sell  eggs  by  the  yard,  and  without 
even  specifying  whether  we  lay  them  lengthwise  or  crosswise. 

18  At  the  present  time  labor  is  not  sold  by  measure  but  a 
workman  sells  his  time.  This  inability  to  strike  a  bargain  because 
the  value  of  the  product  to  be  sold  is  entirely  unknown,  w,  in  the  wrii^ 
er^s  opinion,  one  of  the  greatest  difficulties  to  be  overcome  before  there 
can  be  an  equitable  adjustment  of  the  differences  between  employer  and 
employee.  The  fact  that  labor  is  sold  hj'  the  hour  is  equally  unjust 
to  i)oth  parties.  Sometimes  the  employer  suffers,  sometimes  the 
employee*.  In  all  cases  it  is  a  source  of  curtailment  of  production, 
and  this  leads  at  once  to  a  discussion  of  wage  system. 

WHAT   WAGKS  ARE    VKID   FOR 

19  "Wa^t^"  is  defined  as  remuneration  for  work  done.  It  is 
also  (K'fnuMl  as  remuneration  for  time  given.  The  second  defini- 
tion soenus  to  l>e  defective.     In  the  first  place,  when  money  is 
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for  time  given  it  is  called  "salary."  In  the  second  place,  and  this 
objection  is  more  serious,  time  alone  is  not  bought  or  paid  for. 
There  are  many  occupations  in  which  the  employee  must  wait  un- 
til something  turns  up  for  him  to  do,  and  then  he  is  supposed  to  do 
it.  Take  the  example  of  the  stenographer,  the  watchman,  the 
bridge  tender,  the  crane  tender,  the  machinist's  helper.  Such 
people  may  be  idle  for  a  long  time,  but  finally  there  comes  some 
occasion  when  they  have  to  do  work,  and  they  are  supposed  to  do 
it.  It  would  not  be  proper,  then,  to  say  that  they  are  paid  for 
their  time.  It  would  be  more  proper  to  say  that  they  are  paid  for 
the  labor  which  they  perform  within  a  specified  amoimt  of  time. 
Besides  time  and  labor  there  enters  into  such  cases  the  requirement 
of  physical  presence.  When  a  stenographer  is  supposed  to  give 
eight  hours'  time,  he  or  she  is  supposed  to  be  at  a  given  place  within 
that  time,  say,  at  the  office.  That  such  people  are  not  merely  paid 
for  their  time  is  emphasized  still  further  by  the  fact  that  they  are 
not  paid  more  when  they  move  further  away  from,  or  less  when 
they  move  closer  to,  their  place  of  employment. 

20  There  are  cases  where,  practically  speaking,  time  alone  is 
sold.  Such  is  the  case,  for  instance,  with  a  stationary  watchman. 
Even  in  such  an  extreme  case  something  more  than  time  is  paid  for: 
the  man's  watchfulness  and  faithfulness.  In  other  cases  time  and 
labor  are  paid  for:  for  instance,  with  a  machinist's  helper,  or  a 
blacksmith's  helper.  In  still  other  cases  time  and  skill  are  paid 
for:  for  instance,  the  man  running  a  large  planer  or  boring  mill. 
The  writer  cannot  think  of  any  case  where  wages  or  salary  are  paid 
for  time  alone. 

21  In  the  great  majority  of  cases  it  is  labor  that  is  wanted,  or 
rather  the  results  of  labor,  and  not  time.  Now,  the  great  problem 
before  us  is  to  find  a  measure  for  this  labor,  in  order  to  obtain  an 
equitable  way  of  paying  for  it.  In  even  the  simplest  operations 
of  labor  there  are  so  many  factors  which  modify  the  result  that  it 
Is  difficult  to  establish  a  unit  of  measurement.  Digging  for  foun- 
dations is  a  simple  operation,  and  it  should  be  possible  to  measure 
the  result  by  the  cubic  yard  if  no  disturbing  factors  had  to  be  reck- 
oned with.  The  amount  of  material  removed  per  man  per  hour 
depends  on  the  depth  of  the  foundation,  the  width  of  the  trench, 
the  kind  of  material  to  be  removed,  the  weather  of  the  day,  and 
even  of  the  previous  day,  et  cetera. 

22  In  some  of  the  more  complex  work  it  has  been  possible  to 
subdivide  the  operations  to  such  an  extent  as  to  set  a  fixed  time  for 
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i  n-^rc  rt^rL-i'icL  '?i'':i  ii  *i:e  !tk5e  ^iijere  ginrie  operatiooa  are 
i'lC'T  :;*  Lz^  vrrrcu."'".  ni'-uie  "•:  ^^cc.  ^he  operator  ieeds  the 
*:  Ti^:-f  le  iceri*-^  i  ?'j::i7ie  2:iA«!riine  and  pe norms  «im- 
■.'  c:?  t:  i:  i*-  ir"  ^z  "tl'^i  i  ?ei:si^T»  .Irill  press,  using  jigs. 
:  -"^n  -z.  r:::i  ?u::i;it  irtrri turns  seme  factors  enter  which 
^'11  ::'l  1^^  "r-L'^r  i:  'iLne-  — Tri'irLe  ti-c  ie  machine,  breakages. 
rrrLi^zi-i-  f*-*:'^  i-:  :-»t -ir  irr  iT;'?c  iisrorbinz  factors.  How- 
-"r:    :-  » :  ;.  t  :£  '.:.-    -v  it'cij:  :j.-:.:r?  ire  a  small  percentage  of 

•^n*:'>i2h  to  establish  a  fair 
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!:  -     .1 :    »^  71  <s:    -  "■:  -rx-rr. :  -h^  number  of  such  opera- 
'...zj  r-r-  "..:rj7.;-    '  .*  .'.  -:il-:  rr.;i:r*r  :he  active  cooperation  of 

■      -  ■  ■      ■  ■ 

y  Ir.  i  Lirjv  7«  r.n  ::  ■:<r::i  :*:.-:rr  ii  a  combination  of  time, 
r':.:>:::i.  ;.  :->•  r.  ■:■  .1.  •  r  ?':ill  kr-:":«*".-fi.:i?r.  ji-igment.  and  probably 
ii:!'.-::  :■.  *■  >  ~ '..:...  :.:-:  :.:.ri  :■:  irin-r.  s'ich  as  reliability,  steadi- 
r.-^T**.  -r.v.  >:•>:..  .:■:.■;■  ^r_:"  :::  r..  in:  whatnot-  To  make  up  a 
::r:..:..-  "'..:'..  r---  .. :  -:  :..■■:/  ^".".  :':.-r^  e'ements  and  from  which  a 
r..:in  -  v."..  :". :  -  ■..'..  :!:■.:'=-:  >  •:  -v-irse.  impossible;  and  yet, 
in'.r—  •..>  :.:.  -  :.  "iLrr-:-  :?  r.:-  rc^ibility  of  avoiding  dif- 
r-ren  >•-  :  : .:.:  :.  -  •."-:.  - :/.;'.  yo:  :\r, :  vmployee  as  to  the  value 
i»:  :-.  :;...:.  -  '.-.  ".'.  -    -^r.'.'sr  ':...<  c-  :.o  into  this  matter  somewhat 

;»•    ".:.-:•:       •       .-     *     :     "::'    ":.:■"  ;»  ry.nthcmaiical  solution  is  not 

t-niiimmi?e  srvstem   mud  be 
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L*l  'ri:*:«-  .-.r*-  v;i:i..'i-  -v-'^'i:>  nf  i>:ivinrnt  in  existence  at 
ilji-  Tu»-fiiT  «i:jy  -  ?!;.:»•  :ip-  .-trriiLiiii  \v:ii:»->.  piece-work  system, 
v:jri'>:i-  *y-TtiM-  <if  l.nm-  |i:jyr.niit.  pn  I  Ilium  pa>TTient,  and  com- 

2"i  'I'll*-  w.iiir  -y-trin  i-<iii-i.l<Ts  nutliinc  l»ut  lime  and  physical 
pi'-rfiic.  A  111:111  is  srlrrtrd  for  :i  piTtiiiii  task  l)Ocause  he  or  some 
iiiic  i-Ni-  r|:iini<  tli.'it  lie  i<  tit  for  that  task.  If  his  work  is  satisfac- 
torv  Ik-  i-  n  t.iinrd:  if  not.  hr  is  (hsiiii>«Ml.  Both  employer  and 
finpIoM  r  lia\«-  Miiulr.  a  mir<>.  Tlir  rmploycc  knows  exactly  what 
hi-  will  n«-t.  aii'l  uucsscvs  at-  what  ho  will  have  to  deliver.  The  em- 
l»loy<'r  know-  exactly  what  Im*  njiist  <l<*livcT,  anti  flosses  at  what  he 
will  <frt.  Ilr  li.i-  no  means  to  l»rinjr  the  omploy(M^'s  output  up  to 
III  (nrmpf  ii.ii  nf  wh.it  il  <houM  Im%  unli»ss  the  omployoo  falls  so  far 
ImIiIiiiI  till-  riiiiiliiyrr'^  r\p<M't  at  ioHs  that  ho  makes  a  now  f^ess  and 
hri'^  tlic  man. 
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26  With  the  piece-work  system  the  employer  knows  exactly 
what  he  will  get  for  his  money,  but  the  employee  makes  a  guess  as 
to  how  much  he  can  reasonably  do;  he  has  no  control  over  the 
conditions  which  will  enable  him  to  do,  or  prevent  him  from  doing, 
as  much  as  he  is  expected  to. 

27  There  are  various  kinds  of  bonus  systems.  The  employee 
may  earn  his  regular  wages  and  get  a  bonus  at  stated  intervals  if  his 
work  exceeds  the  expectations  of  his  employer;  or  he  may  be  work- 
ing under  the  task-and-bonus  plan,  in  which  case  there  is  less  guess- 
ing and  more  of  an  attempt  at  a  definite  bargain.  If  the  employer 
is  in  earnest  with  such  a  system,  and  sees  to  it  that  it  is  possible  for 
the  employee  to  fulfill  his  task,  then  this  system  approaches  quite 
closely  to  true  bargaining. 

28  The  premium  system  is  an  attempt  at  gaining  the  interest 
of  the  employee  by  making  him  invent  improvements  in  the  method 
of  working  and  sharing  the  profits  with  him;  but  unless  the  time 
originally  set  was  carefully  studied,  and  unless  all  conditions  of 
machinery,  tools,  existing  knowledge  and  related  matters  remain 
unchanged,  this  system  also  will  lead  to  controversies  and  in- 
justices. 

29  To  sum  up,  the  pure  wage  system  is  no  bargaining  in  any 
sense  of  the  word;  the  piece-work  system  is  only  bargaining  if  em- 
ployer and  employee  have  reached  an  agreement,  and  if  there  is 
some  mechanism  by  which  this  agreement  can  be  changed  as  soon 
as  conditions  change;  the  pure  bonus  system  is  nothing  else  but  a 
wage  system  with  a  kind  of  profit-sharing  plan;  the  task-and-bonus 
system,  if  properly  worked  out  and  if  accompanied  by  complete 
instructions  to  the  employee,  is  a  perfect  bargain,  but  must  be  con- 
stantly revised  as  conditions  change.  However,  the  last  mentioned 
system  carries  with  it  the  necessary  mechanism  to  effect  these 
changes. 

30  It  will  be  seen  from  the  foregoing  that  wherever  bargaining 
is  possible  it  must  be  done,  not  only  by  each  employee  individually, 
but  by  each  man  separately  every  time  his  work  is  changed;  in 
other  words,  each  new  operation  he  performs  should  lead  to  a  new 
bargain.  Unfortunately,  the  number  of  operations  which  can  be 
fully  analyzed  and  for  which  complete  instructions  can  be  given  is 
relatively  small.  There  is  no  doubt  but  that  it  could  be  followed  in 
many,  many  cases  where  it  is  not  followed  at  the  present.  But, 
looking  at  the  world's  work  in  its  entirety,  the  total  percentage  of 
the  work  which  can  be  treated  in  this  manner  is  smalL 
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CONTPJtCT   BA-S:5  ANTaOjNTZED   5T  OB'l&^OXED   LABOR 

31  VMii&tfrver  atteE::;.:  his  h^^n  zrjAe  up  to  date  to  place  labor 
on  a  contract  ba-si*.  on  a  r.i=i5  o:  ':  arzaininz.  has  t*en  done  entirely 
by  the  employer,  ani  has  V.^^rn  antagonized  by  organized  labor. 
And  vet  it  is  tr.e  ^Titer's  or-Inioii  that  the  ultimate  solution  of  labor 
trouble  rr:'i=*.  h»e  based  on  some  method  of  bargaining,  probably 
colleetive.  * 

'42  Lar.or  'inions  are  fighting  organizations.  The  underh-ing 
principle  of  their  conception  was  to  find  the  necessary  strength  in 
nurnf^rs.  Tlie  unions  were  the  army  with  which  the  laboring  man 
fought  the  employer.  There  wa.*  no  other  means  of  accomplishing; 
the  airn.s  of  the  laboring  man  except  to  fight,  and  fight  thej"  did: 
and  if  fighting  }ia,s  given  tlicm.  if  not  all.  at  least  a  large  portion  of 
what  thev  de-rired.  it  is  but  natural  that  thev  should  consider  \i-ar 
the  Ixrst  means  of  readiing  their  ends.  Being  a  war  organization 
thev  had  to  consider  the  empiover  as  the  enemv.  and  as  a  conse- 
quenco  ever>'  act  of  the  employer  was  to  them  an  act  of  the  enemy, 
something  intended  to  defeat  the  union  and  its  aims.  The  imions, 
so  far,  have  not  oflfereri  any  constructive  suggestion,  and  this  cannot 
be  ex[)ected  from  a  figlitine  organization.  Furthermore,  it  is  to  the 
fHirsonal  interest  of  union  loaders  to  hold  to  this  system.  It  may 
bo  taken  for  granted  that  there  have  been,  and  are,  many  imselfish 
union  leaders,  Init  this  floes  not  offset  the  general  tendency  of  the 
system  to  iM.*riK.-tuatc  itself  as  a  fighting  organization,  because  this 
has  in  its  turn  a  tendencv  to  further  the  interests  of  the  officers. 

3ii  .Another  reason  why  the  attempt  of  the  employer  to  put 
\ii\H)r  on  a  contract  ba>is  has  not  been  well  recoive<l  by  the  labor 
unions,  lies  in  th<;  liistorieal  fart  that  on  account  of  occasional  scar- 
city of  work  it  iK'caiin?  one  of  the  priiieipjes  of  the  union  to  take 
me:i-un's  to  insure  tliat  whatever  work  was  avaihd)le  should  be 
sullir-jeut  to  keej)  the  iHiion  men  in  employment.  The  three  chief 
^le;nI■^  11  MM  I  lu  ;iefoinpli<h  this  were:  first,  to  i)revent  anylx)dy  but 
nninn  men  from  workiriL^  at  the  trade;  seeond,  to  limit  the  number 
of  :i|»[)reiiiicr<,  <iv  jii  ueiirr.'il.  Tieweoiiiers  in  the  union;  third,  to 
limit  iIm'  output  per  man.  TIk;  second  ittMu  has  not  l)een  strictly 
.mIIkumI  tu  IxM-.Mise  it  w:is  ff»und  that  i>y  limiting  the  number  of 
men  in  ih<-  nuinii  the  numl)er  of  men  outside  tht*  union  was  increaaedi 
iliii-  .Inri- j-iiiu:  the  relativr  fiirlitiiii!:  strength  of  the  imion.  The 
fir-i  it  I  III  1j;i<  iM-rri  >tri«tly  adhereil  to,  but  h:us  often  lH»<»n  denied 
liv  tin-  uhi'tit.  |»niliMMy  for  \\\v  purpose  of  satisfying  public  opinion. 
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The  third  item  is  still  generally  adhered  to,  but  is  mostly  camou- 
flaged. Whether  the  imions  should  be  condemned  or  praised  for  the 
attitude  they  have  taken,  is  a  matter  of  standpoint.  If  the 
true  status  of  the  union  is  that  of  a  fighting  organization,  then  no 
objection  can  be  taken  to  these  methods.  We  should  not  expect 
war  without  guns  or  accidents.  Whether  the  interests  of  the  world 
at  large  are  best  served  by  having  the  unions  act  as  fighting  organi- 
zations is  more  than  doubtful,  and  the  writer  for  one  believes  that 
it  is  time  for  the  imions  to  forget  some  of  the  past,  turn  over  a  new 
leaf,  and  prepare  for  a  future  in  which  there  shall  be  peace,  progress 
and  production. 

HOW  AIMS   OF   ORGANIZED   LABOR   CAN   BE   ATTAINED 

34  Taking  the  aims  of  organized  labor  to  be:  — 

1  Proper  share  of  the  proceeds  of  labor 

2  Reasonable  working  conditions  and  working  hours 

3  Right  to  organize 

4  Collective  bargaining, 

the  writer  beUeves  that  these  aims  could  all  be  accompUshed  with- 
out strife  if  the  last  item,  collective  bargaining,  were  put  into  actual 
practice  instead  of  being  a  mere  catchword. 

35  If  employers  and  employees  together  would  put  as  the 
first  item  in  their  catechism  the  truth  that  the  world  must  produce 
more  in  order  to  have  more;  if  employer  and  employee  together 
would  try  to  find  an  equitable  way  of  estimating  the  value  of  work 
done;  if  both  would  subscribe  to  the  truth  that  no  permanent  gain 
can  be  made  by  wearing  out  a  man's  capacity  for  work  nor  by  al- 
lowing him  to  work  less  than  he  should  for  the  good  of  the  world  at 
large;  if  then  employers  and  employees  together  would  organize  a 
bureau  of  research  for  defining  the  conditions  under  which  various 
classes  of  work  should  take  place;  and  if  finally  an  attempt  were 
made  by  both  employers  and  employees  to  classify  men  according 
to  their  natural  or  acquired  ability,  there  would  be  very  little  reason 
left  why  a  union  should  be  a  fighting  organization. 

36  If  the  writer  were  the  owner  of  a  machine  shop  and  the 
business  agent  of  a  machinist's  union  should  come  to  him  and  say 
that  his  union  does  not  admit  members  who  are  not  bona-fide  ma- 
chinists, who  are  not  sober  and  industrious  men,  and  that  the  union 
would  see  to  it  that  the  men  would  treat  the  management  in  a  fair 
and  equitable  manner,  but  that,  on  the  other  hand,  it  would  want 
a  share  in  the  management  in  so  far  as  working  conditions,  wages, 
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working  hours,  et  cetera,  are  concerned,  and  that  it  would  not  per- 
mit anybody  except  members  of  that  imion  to  work  in  that  shop, 
the  writer  would  probably  fall  around  that  business  agent's  neck 
and  hail  him  as  a  savior. 


ENGINEERS  MUST  ASSIST  LABOR   IN   ESTABLISHING   SATISFACTORY 
STANDARDS   OF  VALUE   FOR  WORK  DONE 

37  The  foregoing  may  look  Uke  a  picture  of  Dreamland.  Tlie 
writer  realizes  that  such  conditions  cannot  be  brought  about  at 
once,  nor  in  a  very  short  time,  but  he '  believes  that  they  can  be 
brought  about  and  that  now  is  the  time  to  start  the  preliminary 
work.  Up  to  the  present  time  the  unions  have  acted  entirely 
through  their  business  agents,  who  sometimes  had,  and  more  often 
had  not,  a  clear  idcii  of  the  problems  involved  in  the  trade  they 
represented.  Whatever  knowledge  they  might  have  had  was  not 
permitted  to  come  to  the  foreground.  One  does  not  make  allow- 
ances for  the  enemy's  good  points  during  war.  It  seems  to  the 
writer  that  the  time  has  come  for  the  unions  to  take  the  first  step 
along  the  lines  of  considering  union  activities  as  a  legitimate  busi- 
ness, and  legitimate  business  cannot  shut  its  eyes  to  facts,  how- 
ever distigrertibic  to  contemplate  they  may  Ix).  It  is  his  belief  that 
the  crux  of  tlie  solution  lies  in  the  establishment  of  a  proper  wage 
system,  and  that  in  order  to  establish  such  a  system  the  engineer 
must  come  to  the  assistance  of  labor  in  order  to  find  standards  of 
value  fur  work  done.  Though  it  is  not  likely  that  there  wiU  ever 
be  a  time  when  evcTv  human  activity  can  l)e  scheduled  and  analysed, 
yet  by  far  the  grea((M-  part  of  industrial  oix^alions  can  \ye  treated  in 
this  way.  The  relativc^l}'  U)\v  oi)erations  winch  cannot  1)0  classified 
and  treated  in  this  manner  would  l>e  such  a  small  part  of  the  total 
that  it  would  Ixi  easy  to  find  a  way  to  (compromise  when  such  ex- 
C(»pli<)ns  on^urnxl. 

^^8  In  estimating  the  value  of  oix'rations  we  must  drop  to 
a  lar^c  extent  the  i(l(^a  that  wage  is  the  com(X)n.'«ation  for  time.  It 
should  be  made  a  eomi)ensation  for  ])roduct  delivered.  The  value 
of  the  product  elianges  constantly.  Changes  may  be  due  to  the 
(lesirai)iHty  of  th(*  product,  or  to  the  means  emplo3'ed  to  produce 
th(^  |)nMiu<'f,  or  to  tlie  law  of  supply  and  demand,  or  to  other 
In  otl^'r  words,  the  relations  existing  I  Kit  ween  various  products 
ev(T  chanuint:;  eonsecjuently,  whatever  estimate  is  placed  on  the 
vahie  of  the  product  of  labor  should  be  changed  from  time  to  timei 
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SO  as  never  to  have  too  large  a  difference  between  the  actual  and 
the  estimated  value. 

THE  ESTABLISHMENT   OF  STANDARDS  A   GIGANTIC  TASK 

39  It  hardly  need  be  pointed  out  that  to  set  such  standards 
of  value  of  work  must  necessarily  be  a  gigantic  task.  In  addition 
to  the  many  technical  difficulties  in  estimating  values  of  products, 
there  are  other  elements  which  must  not  be  forgotten.  There  are 
many  cases  where  operations  are  required  which  call  for  extreme 
skill,  possessed  by  only  a  few,  a  skill  which  can  never  be  foimd  in 
the  mass  of  the  people.  As  a  rule,  people  possessing  such  skill 
love  to  employ  their  gifts,  they  love  their  work  and  are  willing  to 
produce  for  less  than  their  product  is  worth.  Such  skill  should  be 
estimated  at  its  proper  value,  not  only  as  a  matter  of  justice  to  the 
workman,  but  also  because  he  may  finally  lose  his  enthusiasm  and 
industry  at  large  would  suffer. 

40  There  are  operations  where  steady  nerves  are  essential, 
some  where  physical  courage  is  required,  others  which  cannot  be 
successfully  carried  out  without  many  years  of  experience,  et  cetera. 
Such  points  should  all  be  considered.  The  value  of  driving  a  rivet 
in  some  dangerous  place  of  a  new  skyscraper  is  higher  than  that  of 
driving  a  rivet  in  a  boiler  shop.  The  ability  to  judge  the  tempera- 
ture of  a  piece  of  steel  by  its  color  is  only  obtained  by  many  years 
of  experience.  This  ability  could  not  be  called  skill,  though  it  is 
closely  related  to  it. 

41  Consideration  should  also  be  given  to  what  constitutes 
a  proper  minimum  and  a  proper  maximum  wage.  In  repetition 
operations  it  is  sometimes  possible  for  the  operator  to  produce  large 
amoimts  of  work  but  only  at  the  expense  of  extreme  weariness,  and 
in  the  long  run  such  a  man  is  not  employed  to  the  best  advantage 
of  the  world  at  large.  Recognition  of  this  fact  has  led  to  the  pre- 
scription of  rest  periods.  On  the  other  hand,  there  may  be  cases 
where  it  is  expedient  to  employ  men  not  skilled  in  the  operation 
they  are  supposed  to  do.  This  may  happen  because  skilled  men 
are  not  available  at  a  given  time  or  place,  or  because  special  con- 
ditions call  for  an  unusual  amount  of  this  class  of  work.  Though 
the  value  of  the  product  of  such  men  might  be  low,  they  should  re- 
ceive not  less  than  a  minimum  wage.  This  minimum  wage,  how- 
ever, is  in  itself  difficult  to  determine.  A  satisfactory  minimum 
wage  for  an  unmarried  young  man  is  not  at  all  satisfactory  for  a 
married  man  with  a  large  family. 
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RESULTS  TO   BE  EXPECTED   FROM  A  SCIENTIFIC   WAGE   SYSTEM 

42  It  is  really  superfluous  to  point  out  the  many  disturbing 
factors  acting  against  the  establishment  of  wages  in  proportion  to 
product.  What  the  writer  wishes  to  emphasize  is  his  belief  that, 
notwithstanding  all  the  difficulties  that  have  been  mentioned  and 
the  great  many  other  difficulties  not  mentioned  at  all,  it  will  Ix; 
found  possible  to  classify  a  large  portion  of  the  work  of  the  world 
in  such  a  manner  that  wages  can  be  set  to  such  a  degree  of  scientific 
accuracy  that  the  variations  caused  by  the  disturbing  facts  will 
not  be  so  large  but  that  they  will  lend  themselves  to  compromise. 
It  is  further  his  behef  that  such  a  classification  cannot  be  accom- 
pHshed  by  the  employers  alone,  nor  by  the  laboring  men  alone. 
but  that  there  should  be  an  attempt  at  a  concerted  effort  of  em- 
ployers and  employees  to  bring  about  such  a  classification.  He 
l)oliov(\s  further  that  when  these  two  chisses  are  working  together 
for  a  constructive  purpose  they  will  find  so  many  things  in  com- 
mon that  th(\v  will  be  more  apt  to  forget  their  differences.  Finally, 
hv.  wishes  to  state  once  more  this  lx>lief:  That  the  real  cause  of  the 
pi(\s(Mit-(lay  unn^st  lios  in  the  fact  that  there  is  no  unit  of  measure- 
ment which  both  (employers  and  employees  can  use;  or,  in  other 
words,  the  fact  that  our  present  wage  system  is  not  based  on  knowl- 
edge and  justice,  but  only  on  guesswork  and  on  the  fear  that  the 
one  may  *'do''  thc^  otluT. 


No.  1722 

THE  FUTURE  OF  AVIATION 

By  Col.  E.  A.  Deeds,  Dayton,  O. 
Member  of  the  Society 

^pHE  war  itself  gave  a  tremendous  impetus  to  aviation/'  said 

Colonel  Deeds,  "and  when  we  get  far  enough  removed  from  it 
so  that  the  pubUc  will  be  able  to  discern  between  the  patriotism  and 
performance  on  one  side,  and  propaganda  and  politics  on  the  other 
side  there  will  be  found  a  real  record  of  achievement,  more  potent 
and  more  inspiring,  probably,  than  anything  the  future  can  give  us, 
at  least  for  some  time  to  come." 

He  spoke  then  of  the  work  of  developing  an  organization  which 
was  to  produce  such  a  tremendous  number  of  planes,  balloons, 
engines  and  accessories  as  were  produced  during  the  war,  and  of 
providing  the  necessary  suppUes  which  the  aircraft  program  involved. 

Turning  his  attention  to  the  work  of  the  enlisted  personnel, 
he  gave  the  record  of  the  achievements  of  the  boys  themselves,  both 
in  the  training  camps  of  this  country  and  the  battlefields  of  Europe. 

Looking  to  the  future  the  speaker  predicted  that  the  line  of 
development  will  take  many  forms,  mentioning  the  armament, 
both  offensive  and  defensive,  of  planes,  the  abiUty  to  reach  great 
altitudes,  higher  speeds,  the  use  of  the  aerial  torpedo,  wireless  con- 
trol, and  the  effects  which  all  of  these  developments  will  have  on 
miUtary  tactics. 

Speaking  of  commercial  aviation  Colonel  Deeds  said  that  the 
risks  were  too  great  and  expenses  too  high  at  present.  Govern- 
ment aid  must  be  injected  if  aviation  is  to  be  a  conmaercial  success. 
He  also  pointed  out  the  need  for  landing  fields,  beacon  lights  or 
wireless  warnings,  instruments  for  aiding  navigation,  aerial  maps 
and  the  investigation  of  meteorological  conditions  of  the  atmosphere. 

Colonel  Deeds  believes  in  the  future  of  the  lighter  than  air 

Abstract  of  an  address  delivered  at  the  Annual  Meeting,  Deoember  1919, 
of  The  American  Society  of  Mechanical  Engineers.  A  more  complete 
report  of  the  address  will  be  found  in  Mechanical  Engineering  for  January 
1920. 
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J  I:,  ii  :• :  "  :;:..-  •  :*  •':.»•  r::-!.:n- rin-v^  nf  the  subject-matter 
or*  ::.:-  i-;-:  :*.  i-  :.■  — .:y  *••  J  rivriy  •••.vor  ilio  historj'  of  water- 
V.:,.' !  «;■  ■.'•!' -iiij.!.:  -!.  i  w'.'.':.  -'ii.ii  ;i  iii^i^irv  available  it  onlv  re- 
iji.-iii;.-  u,  •:»T*-ii :.::■•'  ;i:.«.i;  -niu.-  ruiiiinnii  b:i>is  of  comparison  to 
P^r.'.'iJT  I.:"  .'.ijtr.j-'Miii:  t!..-  ^»\v  wuik  with  prior  development  and 
p'.ihi  •■••ii.  Tj..-  ]M.--i:.ilitir.-  it  pn-fiit-.  Nature  w:is  especially  in- 
r»>ii-i'j»-i.i'«-  ill  iiot  -t;iri'l;jr'liziiii:  \v;it'T  f:ill>.  aiiij  as  a  result  water- 
win  •• -I  <lc.>:ii!ri'ir<  |j:ivi.*  to  iii«-i't  a  iiiuiii  larger  variety  of  conditions 
tlj;iii  t\t,  t|j«r  iiuil'I«'rs  of  ."iiiv  nthrr  innn  of  j»riiiie  mover.  Com- 
p.ni-nn-  ;ii<-  liiorofnro  diffiriilr.  In  pra«'ti«'«\  water- wheel  ninnere 
v.iiy  in  «lini«  ri-iuns,  IifiiscjKiwr.  -immmI,  and  the  lirad  under  which 

t  liry  n\»i:i\f. 

'.\  in  )>c'iniit  iif  I'onipaiisoM  iH^twrcn  any  two  runners,  or  be- 
tuirn  iIm-  ninrKr-^  of  any  two  imm'IoiIs  of  tinn',  some  common  ground 
is  n»««~-.jiy.  -onn"  «'Ii:i!:n-((ristir  tliat  can  Ih}  expressed  preferably 
in  ;i  nil;I«'  ti-un-.  Sin'h  a  fiL'un'  is  available  in  what  will  1)6  here- 
:ili«-i-  <l<- ii'ii:i'« 'i  a>  rlmrarf*  i  I'slic  ,spoiL  Because  of  its  fxiculiar 
v.-ihir  iri  u.iN  I  jMiwii-  wiirk.  though  al  the  risk  of  n')N>tition  of  more 
(■\i(n-i\r  jiiii'lo  already  written,  the  original  meaning  and  use  of 
tliis  trim  will  lir  ontliiHMJ  brielly  and  explained  by  example. 
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4  To  compare  two  water-wheel  runners  operating  under 
different  heads,  developing  different  horsepowers  and  running  at 
different  speeds,  the  first  step  would  logically  be  to  compute  their 
power  and  speed  performance  under  the  same  head.  To  do  so, 
however,  would  leave  varjdng  horsepower,  speed,  and  diameter, 
and  so  the  second  step  would  be  one  of  the  following: 

A   Recompute  and  compare  their  powers  on  the  basis  of 
their  being  so  changed  in  dimensions  as  to  have  the  same 
speed 
B  Recompute  and  compare  their  speeds  on  the  basis  of  the 
same  power. 
Either  method  would  give  a  positive  indication  of  character  ex- 
pressed by  a  single  figure. 

5  Basis  A  would  give  a  characteristic  pawer  which  serves  to 
give  the  desired  absolute  basis  of  comparison,  though  on  an  exag- 
gerated scale.  This  basis  is  used  by  Professor  Zowski  in  Engineer- 
ing Record  of  December  26,  1914,  and  as  that  article  presents  the 
most  recently  published  data  on  high-speed  runner  development, 
diagrammatic  comparisons  given  hereafter  will  be  made  on  the  same 
basis,  using  the  same  scales. 

6  In  general  practice  the  speed  comparison  (B)  is  made,  and 
to  make  universal  comparison  possible  the  common  head  basis  is 
taken  as  1  ft.  and  the  common  power  basis  as  1  hp.  Professor 
Zowski  used  a  common  speed  of  50  r.p.m.  in  place  of  unity  as  that 
value  is  about  the  average  unit  speed  of  runners  built  for  the  Hol- 
yoke  test  and  hence  incurs  the  least  recomputation  or  readjust- 
ment of  mental  conception  as  to  size.  The  speed  in  r.p.m.  result- 
ing from  such  recomputation  is  the  characteristic  speed  and  is  the 
characteristic  which  is  used  generally  in  hydraulic-turbine  practice, 
going  under  the  above  name  in  Marks'  Mechanical  Engineer's 
Handbook.  The  name  "Specific  Speed"  as  used  by  Dougherty, 
Taylor  and  others,  is  of  European  origin.  "Type  Characteristic" 
was  the  name  given  by  Zowski.  Often,  however,  merely  "Runner 
Characteristic"  is  used.  This  characteristic  may  be  defined  as 
follows : 

The  characteristic  speed  of  a  runner  is  the  speed  in  r.p.m. 
which  a  model  of  that  runner  would  have  if  operated  under  a 
head  of  1  ft.,  this  model  to  be  reduced  proportionally  in  all 
dimensions  from  the  original  until  it  will  develop  1  horse- 
power under  1  ft.  head. 

7  Express(^d  by  symbols,  the  foregoing  statements,  together 
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with  thfr  hv'ins'ilic  liiws  sov^rmiriz  the  vsLriaiion  of  power  and  speed 

of  rinri*?rs,  are  a.s  follo'sr-?: 

a  Under  vir.'ir:2  :.e:i'i  i  '.vjiter- wheel  nnner  maintains  the 
hi*rr*e  ehuricv-ri^tie-j  o:  efEciency  if  the  speed  varies  as 
the  rqurxre  root  of  the  head:    i.e..  as  the  water  veloci- 

t.i'-s.  wiiieh  var.-  .'^s  \  2^jH 
h  ('rider  -ueh  eoridinons  the  power  varies  as  the  three-halves 
p^jwer  of  the  head    net£:ectiiiK  the  fine  points  of  friction, 
ete. 
c  'I'he  jx>wer  of  a  runner  under  a  riven  head  varies  as  the 
r^quare  of  its  dimensions  and  its  speed  varies  inversely 
as  t\i('  dimensions. 
Tliese  relations  are  fundamental  and  check  out  al>solutely  in  prac- 
tice and  are  the  basis  of  the  following: 

J/T  f/p  =  hrake  liorsejKjwer  of  a  runner 
\   =  n-volutions  |>er  minute  (r.p.in.; 
//   =^  hf-ad  in  ff*et 
II Pi    -  brake  lior>f*fK)Wfr  rif  a   runner  under   1  ft.  heail, 
<le>itniatfd  unit  horsejx>wor 
A'l       r.[).ni.  ov  sjK'cd  of  a  runner  under  1  ft.  head,  desig- 
nated unit  sjxx'd 
d  =  runner  diameter  in  inches 
\c  -^  rliarartiM'i.-tic  sfM^MJ. 

fl  To  fK'rmit  of  the  ha^is  of  comparison  outlined  above  we 
n'diice  powf'r  and  sikmmI  to  1  ft.  as  follows: 

II  r  =  "^' 


IIxII 


>in<'c  the  power  of  any  rumier  var>s  both  as  the  pres- 
sure with  which  th(^  water  is  pres<»nte<l  to  it  and  as  the 
(plant it y   or    velocity   of    the    water,  which   de{X?nds   on 

-iiicr  any  part  of  a  ruinier  should  move  at  a  s|x*od  which 
bc.ir-^  a   rdnNtant    relation  to    the  velo<'itv  of    the  water 

Sincr  at    <  iih'.laFit.   head    the   jMiwer  vari<'s  as  the  sfpiare  of  dimen- 
sions and  >pr(Ml  varies  inversely  as  <Iimrnsions, 
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/  HP  varies  as  cP,  which  varies  as  -tt^,  and 


g  N  varies  as 


VHP 


To  reduce  the  capacity  of  a  runner  to  unity  so  as  to  permit  of  direct 
comparison  of  speed,  we  multiply  its  power  of  HPi  by  1/HPiy  which 
means  that  its  dimensions  are  multiplied  and  its  speed  is  divided 
by  \/\/HP\  (The  diameter  so  obtained  might  be  designated  its 
characteristic  diameter,  dc),  whence 

N 


Nc  =  Ni  VHPi  = 


l/s 


HP        NVHP 


^H  v  n  VH      m 

Care  should  be  taken  to  see  that  the  horsepower  figure  used  is  for 

TABLE  1     COMPARISON  OF  OLD-  AND  MODERN-TYPE  HYDRAULIC  TURBINES 


Old  Types 

Modern  Types 

Item 

Overshot 
Wheel 

Fourneyron 

(Tremont) 

Turbine 

Nagler 

Usual  Mixed-Flow 
or  Francis 

Impulse 
(Pelton) 

Highspeed 
Low  Head 

Medium 
Speed 

Low  Speed 
Dbl.   Run. 

Twin 

Head  in  feet,  H 

14 
50 
50 
10 
144 

0.95 

2.67 

148  00 » 

2.66  2 

14 
180 
180 

53 

40 

3.44 
14.16 
21.50 

26.30 

14 
500 
500 
200 

72 

9.55 
53.50 
23.30 

165.00 

200 
40.000 
40.000 

150 

130 

14.14 
10.61 
34.70 

40.00 

400 
20.000 
10.000 

360 

72 

1.25 
18.00 
64.60 

20.00 

2,000 

Hor8ep)ower,  total 

20.000 

Runner  horsepower,  HP. . .  . 
Sp>eed,  r.p.m.,  N 

10.000 
375 

Runner  diam.,  in.,  d 

Unit  horsepower,  HPi 

Unit  speed,  r.p.ni.  Ni 

Characteristic  diam,  in.  d,.  . 
Characteristic  speed,  r.p.m., 

Nr 

96 

0.11 

8.39 

290.00 

2.78 

^  Physically  an  impossibility  under  1  ft.  head  as  the  diameter  of  an  overshot  wheel  is  fixed 
by  the  head  and  not  by  power  or  speed.  Similarly  the  dc  of  column  6,  while  not  so  positively  a 
physical  impossibility,  is  practically  so. 

'  To  obtain  the  corresponding  figure  or  characteristic  speed  in  the  metric  sjrstem  multiply 
by  4.46,  which  allows  for  the  slight  difference  in  metric  horsepower  and  for  bead  expressed  in 
meters  rather  than  in  feet. 

one  runner;  i.e.,  for  a  twin  turbine  divide  total  turbine  horsepower 
by  2  and  for  a  quadruplex  by  4. 

8  As  an  illustration  of  the  universal  application  of  the  basis 
of  comparison,  Table  1  is  given,  which  contains  examples  from  actual 
installations;  even  figures,  however,  being  used  throughout. 
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9  The  final  figure  in  each  column  is  a  direct  indication  of  the 
character  of  the  runner  and  comparison  of  these  figures  shows  the 
relative  speeds  of  the  various  types  under  any  given  condition  of 
head  and  power.  The  universal  application  of  this  characteristic 
speed  is  evidenced  by  the  fact  that  by  its  means  the  performance  of 
any  extremes  of  tyix>  may  Iw  compared.  For  example,  an  overshot 
wliecl  is  sliown  to  have  about  one-tenth  the  speed  of  the  Fourne\Ton 
wheel,  which  was  one  of  the  types  that  superseded  it.  Similarly, 
modem  wlieels  may  attain  from  three  to  eight  times  the  speed  of 
the  Fourneyron,  and  for  that  reason  they  have  in  turn  displaced  it. 

10  The  last  three  columns  of  Table  1  are  indicative  of  the 
field  which  exists  for  medium-  or  low-speed  runners.  They  cover 
head  conditions  where  mechanical  features  of  strength,  or  hydraulic 
conditions  governing  wear,  limit  the  desirability  of  attaining  high 
speed.  For  example,  for  the  conditions  of  column  4,  higher  spee<l 
is  readily  obtainable  from  the  runner  end  and  is  very  desirable  from 
the  standpoint  of  gc^norator  design.  The  medium-speed  type  of 
runner  is  used  from  considerations  of  life  and  strength  of  the  runner, 
both  of  which  woul<l  be  decrejused  at  higher  speed  according  to  tlio 
present  state  of  the  art.  Similarly,  th(^  (conditions  of  columns  ."> 
and  6  are  best  met  by  1ow-sikhh1  tyix»s,  the  limiting  feature  Ixnng 
generator  sptxxl,  although  runner  design  would  readily  permit 
higluM-  limits.  Hereafter  in  this  pai>er  conunents  on  application 
will  be  confined  to  the  high-sixied,  low-head  type  of  runner,  pri- 
ma rih'  applicable  to  heads  under  100  ft. 

HISTORICAL 

11  Historically,  tlu^  progress  in  hydraulic-tifybine  buildinfi; 
may  be  excrllcnfly  illustratecl  by  noting  the  increa,ses  in  character- 
istic si)erd  that  have  iKM'n  effectiMl.  The  earliest  types  of  water 
wheels  wvw  iho,  curn^nt  wheels  of  the  Hat  paddle  ty|)c,  used  for  ir- 
rigation, of  which  th(»re  are  records  antedating  the  Christian  era.* 
Thes(^  (Icv('lop(Ml  into  the  various  forms  of  ovei-shot,  undershot  and 
bn^ast  wheels  prevalent  during  the  first  half  of  the  19th  century, 
very  infreciuently  reaching  a  capacity  of  100  hp.  Their  character- 
istic stH>(Ml  variecl  up  to  a  maximum  of  possibly  3,  and,  as  a  coofle- 
(pKMicc  of  their  application  to  such  small  heads,  th(*ir  r.p.m.  was 
very  low.  averaging  probably  undtM*  20. 

12  Lack    of   necessitv    for   capacities   Inn'ond    what   could    be 

*  K<»iii:in  ami  ('liiiHM'  p:»rti<'iil:»rly. 
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absorbed  by  a  millstone  or  saw  (see  Fig.  6)  and  crudeness  in  power- 
transmitting  machinery  held  capacities  and  speeds  down  to  low 
limits.  These  limits  began  to  be  raised  about  1825  and  the  turbine 
types  of  water  wheel  soon  displaced  their  cumbersome  predecessors. 
From  about  1825  to  1840  two  Frenchmen,  Fourneyron  and  Jonval, 
(ieveloped  two  general  types  which  were  the  forerunners  of  the  tur- 
bine as  it  is  known  today.  These  are  respectively  the  radial  (out- 
ward)-flow  and  axial-flow  types  and  are  still  known  by  the  names  of 
their  originators,  both  of  whom,  according  to  records,  had  excep- 
tional knowledge  of  hydrauUcs.  These  types  of  wheels  were  de- 
veloped both  in  Europe  and  America  with  efiiciencies  exceeding  80 
per  cent,  but  demands  for  speed  and  capacity  were  such  as  to  limit 
specific  speeds  to  between  20  and  40  and  capacities  to  considerably 
under  1000  hp. 

13  The  next  radical  step  is  found  in  oiu*  present  form  of  mixed- 
flow  turbine,  which  resulted  from  successively  increasing  the  capac- 
ity of  the  radial-inward-flow  typ)e  of  turbine  imtil  the  buckets  or 
vanes  received  the  water  radially  and  discharged  it  axially.  This 
is  the  type  of  runner  used  for  low-head  work  up  to  the  present  time, 
it  l)eing  designated  originally  under  various  trade  names  such  as 
Hercules,  Sampson,  Success,  New  American,  and  by  the  names  of 
various  designers.  More  generally  it  has  been  known  as  the  reac- 
tion or  Francis  type,  though  strictly  the  latter  name  may  not  be 
applied  to  the  mixed-flow  runner  as  appropriately  as  to  the  pure 
radial-inward-flow  type  which  Francis  brought  to  a  high  state  of 
perfection  around  1870. 

14  The  mixed-flow  runner  which  has  been  used  in  developing 
probably  well  over  90  per  cent  of  all  the  water  power  produced  in 
the  world  from  medium  to  low  heads  has  had  most  of  its  develop- 
ment and  reached  its  highest  state  of  perfection  in  America.  This 
statement  is  based  on  the  fact  that  record  performances  in  size, 
efticiency,  capacity  and  head  of  hydraulic  turbines  have  been  made 
and  h(4d  in  America  throughout  the  greater  part  of  the  period  cov- 
ering modern  turbine  development.  That  this  is  probably  little 
realized  even  by  our  own  engineers  is  strikingly  illustrated  by  the 
following  unqualified  statement  of  an  editorial  writer  in  one  of  our 
foremost  technical  periodicals: 


it- 


While  the  best  skill  and  data  in  this  line  are  found  in  European  practice, 
it  is  no  small  triumph  for  American  engineers  that  have  so  applied  experimental 
knowledge  as  to  obtain  in  working  units  the  highest  efficiencies  to  date  for 

turbines  of  this  character." 
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had  been  steady  for  a  considerable  period.  It  is  this  curve  which 
points  out  the  radical  nature  of  the  increases  effected  by  the  new 
type  of  runner  forming  the  subject-matter  of  this  article,  its 
characteristic  speed  exceeding  previous  records  by  over  50  per  cent 
at  the  outset.  The  increases  made  by  Zowski  in  1911  and  in  1914 
when  characteristic  speeds  of  approximately  90  and  102,  respec- 
tivelj',  were  attained,  were  the  subject  of  the  most  widespread  com- 
ment among  engineers  and  were  the  basis  of  great  advance  in  the 
design  of  low-head,  direct-connected  imits, 

16    Since  the  speed  of  a  runner  is  directly  proportional  to  its 


Via.  2    Tvi'iCAL  Group  up  Modern-  Mixed-Flow,  Reaction  (Francis) 

IlrNNERS    CONTRAKTKD    TO    hiPCLSE-TvPB    WhEBL 

Shown  on  thk  Right 

These  Iwii  types  are  tLe  baaia  oF  practicaLEy  ill  hydnuliivlurlnne  development  auice  kbout 
11>00,  wilh  Ihg  eicej.tion  of  the  type  of  ruDnrr  forming  the  aubject-m utter  o!  the  poper.  Chanc- 
el laractcrijitic  Sliced,  inspection  of  C'urve  ,-1  will  indicate  that  under 
any  given  conditions  this  new  tyije  of  runner  will  permit  of  speeds 
o\er  -'»0  pt;r  cent  in  excess  of  those  [lossible  heretofore.  The  effect  of 
liur.'h  an  increase  will  be  instantly  apparent  to  any  one  who  is  familiar 
with  the  extensive  efforts  made  to  increase  electrical  generator 
sp<K!d  in  hydroelectric  plants  by  means  of  belts,  gears,  the  multiple 
ninnc'rs  of  twin,  fiuJtdruplcx  and  even  octuplcx  turbines,  etc.  The 
high  cosi,  complication,  loss  of  power,  and  departure  from  sim- 
plicity of  such  devices  are  fundamental  disadvantages  that  only 
elimination  will  correct,  and  thb  elimination  has  heretofore  been 
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attained  at  the  sacrifice  of  speed.  The  generator  builder  and  the 
owner  who  paya  for  the  unit  and  the  plant  to  house  it  are  then 
the  individuals  most  concerned,  the  former  with  design  difficulties, 
the  latter  with  increased  cost,  and  both  with  lower  efficiency.  The 
plant  at  Keokuk  b  a  striking  illustration  of  this  feature,  direct  con- 
nection and  large  capacity  l)eing  obtained  only  by  using  speeds 
between  50  and  60  r.p.m.  as  contriisted  to  the  90  or  100  r.p.m.  readily 
obtainable  with  the  new  type  of  development. 


uf  ninner.  the  rhiiruUriitic  ipwd  of  tha  former  bcini  kbout  20. 

DKVKI,0I*MK.NT   OF  THK    NKW    KUNNKK  TVPB 

17  In  HK)7  and  1!)08  the  author  was  roniieoUHl  with  some 
rather  extensive  field  work  comprising  creeling,  experimentally 
improving,  and  testing  of  some  large-size  axial-flow  or  screw  pump8. 
This  w()rk  concentratol  all  attention  on  a  single  type  of  hj-drauUc 
imiK'ller  for  over  a  year  and  it  was  only  natural  tluit  impressions 
then  formed  should  greatly  influence  his  trend  of  thought  in  later  work, 
which  lias  l>ccn  exclusively  along  hydraulic-turbine  lines.  At  aoy 
event  the  effect  was  such  that  the  accepte<i  form  of  reaction  (Franeia) 
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runner,  illustrated  typically  in  Fig.  2,  then  and  still  the  basis  of 
practically  all  low-head  turbine  design,  seemed  unnecessarily  com- 
plicated and  without  logical  justification  from  any  hydraulic  or 
mechanical  standpoint.  These  ideas  crystallized  in  1913  when 
definite  application  of  the  axial-flow  principle  was  shown  as  giving 
inherently  less  wetted  surface,  simpler  passages  and  greater  me- 
chanical strength  than  the  corresponding  reaction  runner  having 
radial  inlet  and  axial  discharge. 

18  To  bring  out  the  comparison  most  effectively  the  initial 
drawings  showed  the  axial-flow  runner  sketched  in  on  the  outline 
of  the  reaction  runner,  using  the  same  runner  band  and  showing 
the  additional  advantage  of  being  able  to  use  either  the  usual  radial 
inlet  guide  case  or  the  straight  axial  case.  Most  but  not  all  of 
subsequent  commercial  applications  have  been  along  the  former  lines, 
but  undoubtedly  the  still  greater  simplicity  effected  by  the  latter,  es- 
pecially in  horizontal  settings,  will  bring  it  into  prominence.  Models 
were  made  with  the  least  possible  delay  and  theories  checked  out 
practically  with  actual  runners.  New  hues  of  improvement  nat- 
urally became  evident  during  trials  but  the  original  profiles  were 
left  fundamentally  intact,  with  the  result  that  the  form  of  turbine 
runner  shown  in  Fig.  3  was  developed.  Inspection  of  this  figure 
reveals  the  fact  that  the  entire  design  is  based  on  a  straight  radial 
blade,  which  offers  the  absolute  minimum  of  wetted  surface  and  of 
bending  moment  on  the  root  of  the  blade.  It  is  by  reason  of  these 
two  fundamental  advantages  emphasized  by  the  simphcity  and 
inexpensiveness  of  the  design  that  the  author  believes  the  new 
type  of  runner  will  supersede  the  mixed-flow  or  Francis  type.  Run- 
ners of  practically  the  axial-flow  type  but  roughly  conical  in  pro- 
file may  possess  certain  desirable  features  of  strength  or  form  of 
passage,  but  the  measure  of  their  advantage  is  largely  indicated  by 
the  nearness  with  which  they  approach  the  flat  form. 

19  Commercial  installations  of  any  considerable  size  were 
naturally  approached  with  the  greatest  care  as  it  was  diflScult  to 
anticipate  what  effects  there  might  be  due  to  the  critical  state  of 
water  resulting  from  the  high  velocities  used.  The  initial  small 
plants  designed  in  1916  operated  without  any  difficulties  with  regu- 
lation such  as  might  have  been  expected,  nor  did  commercial  oper- 
ation show  any  noticeable  difference  from  previous  types. 

20  Tests  on  models  were  verified  by  Holyoke  tests  in  1917, 
the  initial  design  being  used  partly  for  conmiercial  reasons  and 
partly  for  historical  purposes.    Only  one  design  of  blade  was  tested. 
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although  two  imincrs,  one  having  three  and  ttie  other  four  bladc.f, 
were  also  giwn  runs.  A  tj'pical  set  of  results  of  these  initial  tests 
U  shown  in  Table  2,  and  altliough  they  (In  not  equal  in  efficiency 
later  tests  obtained  on  improveti  runiteis,  the  figures  were  neverthe- 
less used  in  plottinj;  some  of  the  curves  in  Fiss-  -1  and  ">.  Compari- 
sons are  confined  to  speed  and  cajiacity  for  the  purpose  of  this  des- 
cription and  previous  l)est  results  arc  also  plotted  in  Figs.  4 
and  5.  The  basLs  of  these  curves  is  taken  directly  from  Professor 
Zoweki's  conipaiisons  in  Engineering  Record  of  Decenii)er  26,  1914, 
and  it  should  be  noted  that  they  are  plotted  to  show  comparative 
powers  on  the  basis  of  constant  spee<l  as  outlined  previously  herein, 
(see  basis  A,  Par.  4),  although  a  common  Uisis  of  ')0  r.p.m.  rather  than 
unity  is  used.     This  power  l>asis  exaggerates  the  comparison  con- 


HompoHtr  atOnc  fuA  Htod 

Kio.  4     I'ihi-bk-Kkhciekcv  Cukves  for  Wiigkls  IIavino  a  Nobhal 

SptED  [>F  TlO  K.P.M. 

siderably  over  the  characteristic-speed  basis,  but  is  retained  to  per- 
mit of  direct  reprothiction  of  curves  showing  results  typical  of  the 
state  of  nmner  development  prior  to  Ihe  author's  work, 

21  Kefcrring  ag;»in  to  Fig.  4,  the  highest  sijeed  onlinarily 
offered  in  commercial  work  is  ty|)ified  by  curve  Xo.  4.  Contrasted 
to  this  are  shown  curves  Xos.  1,  2  and  3,  the  second  of  which  is  de- 
duced directly  from  the  llolyoke  t^-st  data  of  Table  2.  The  moet 
definite  indication  of  the  fiekl  of  application  of  the  new  form  of 
runner  is  obtained  from  Fig.  4,  on  the  following  basis: 

I'ndcr  any  given  c<in<litioiis  of  head  and  with  such  mini- 
mum limit  iif  siKM'd  a.s  might  Ih'  ini|)oscd  by  consideration  of 
cost,  edicicncy  and  Ilmtr  siwce,  nmner  Xo.  1  will  give  140 
jxT  cent  Jind  nmner  Xo.  2  will  give  ().'» |»er  cent  more  power 
than  limner  ly]K>s  pivviously  available  a.s  lypilicd  by  No.  4. 
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TABLE  2    TYPICAL  LOO  SHEET  OF  THE  HOLYOKE  TESTS 


Propor- 

Propor- 

Quantity 

No. 

tional 
part  of 
opening 

tional 
part  of 
fuU  dis- 

Head 

acting, 

ft. 

Speed, 
r.p.m. 

Relative 
velocity 

of  water 

dis- 
charged. 

Power 

developed 

bp. 

EfiBidency, 
per  cent 

of  speed 

charge. 

cu.  ft. 

gate,  in. 

per  cent 

per  see. 

21 

4.00 

0.940 

13.35 

285.25 

1.444 

77.95 

94.39 

79.98 

20 

«< 

0.953 

13.31 

301.00 

1.526 

78.91 

96.39 

80.93 

18 

ti 

0.964 

13.30 

316.00 

1.603 

79.77 

97.82 

81.30 

17 

ii 

0.974 

13.26 

330.00 

1.676 

80.52 

98.63 

81.40 

16 

«• 

0.989 

13.22 

346.60 

1.763 

81.61 

99.89 

81.64 

15 

•1 

1.006 

13.15 

363.60 

1.855 

83.80 

100.91 

81.72 

14 

•• 

1.026 

13.08 

381.50 

1.951 

84.23 

101.81 

81.48 

13 

•< 

1.060 

12.97 

410.25 

2.107 

86.64 

102.91 

80.75 

12 

tt 

1.097 

12.89 

438.00 

2.257 

89.41 

102.86 

78.70 

11 

•< 

1.156 

12.68 

477.50 

2.480 

93.45 

101.94 

76.86 

8 

8.75 

0.910 

13.29 

292.00 

1.482 

75.30 

93.51 

82.39 

7 

«• 

0.917 

13.27 

305.00 

1.549 

75.82 

94.41 

82.74 

6 

•« 

0.934 

13.44 

330.50 

1.668 

77.74 

98.78 

83.36 

6 

II 

0.948 

13.41 

347.60 

1.756 

78.80 

100.18 

83.60 

4 

II 

0.970 

13.36 

369.25 

1.869 

80.52 

102.48 

84.00 

3 

•i 

0.994 

13.26 

389.67 

1.979 

82.15 

103.99 

84.17 

9 

•  4 

1.002 

13.04 

393.75 

2.017 

82.15 

101.92 

83.90 

2 

(• 

1.031 

13.16 

419.50 

2.139 

84.88 

105.23 

83.07 

1 

ii 

1.078 

13.01 

458.25 

2.350 

88.30 

105.17 

80.72 

10 

ti 

1.096 

12.75 

471.20 

2.441 

88.86 

100.59 

78.29 

22 

3.50 

0.869 

13.30 

275.00 

1.395 

71.96 

88.06 

81.13 

23 

•i 

0.879 

13.27 

292.00 

1.483 

72.68 

90.39 

82.64 

24 

ii 

0.889 

13.24 

306.20 

1.557 

73*41 

91.52 

83.03 

25 

ii 

0.902 

13.19 

325.00 

1.655 

74.35 

93.67 

84.22 

26 

ii 

0.922 

13.13 

346.20 

1.767 

75.82 

96.08 

85.12 

27 

it 

0.940 

13.06 

366.50 

1.876 

77.10 

97.80 

85.64 

31 

it 

0.953 

12.98 

376.50 

1.933 

77.95 

98.46 

85.81 

28 

ti 

0.967 

12.97 

388.50 

1.995 

79.02 

99.53 

85.63 

29 

ti 

0.977 

12.91 

402.75 

2.073 

79.66 

98.88 

84.78 

30 

ti 

0.991 

12.85 

416.40 

2.149 

80.63 

97.79 

83.22 

32 

It 

1.032 

12.66 

449.75 

2.338 

83.35 

96.02 

80.23 

33 

it 

1.074 

12.47 

484.60 

2.538 

86.09 

90.52 

74.36 

44 

3.25 

0.840 

13.36 

280.00 

1.417 

69.69 

88.17 

83.50 

43 

tt 

0.852 

13.33 

297.50 

1.507 

70.62 

90.51 

84.77 

42 

It 

0.861 

13.29 

313.50 

1.591 

71.24 

92.03 

85.71 

45 

tt 

0.872 

13.30 

325.60 

1.651 

72.17 

93.84 

86.20 

41 

ii 

0.879 

13.22 

334.50 

1.702 

72.58 

94.62 

86.95 

40 

it 

0.890 

13.19 

348.20 

1.773 

73.41 

94.78 

86. SI 

39 

it 

0.900 

13.17 

363.25 

1.852 

74.14 

95.00 

86.79 

38 

ii 

0.914 

13.12 

379.00 

1.935 

75.19 

95.07 

84.96 

37 

•• 

0.933 

13.03 

397.50 

2.037 

76.46 

95.47 

84.50 

36 

ii 

0.947 

12.97 

412.75 

2.120 

77. 4i 

04.73 

88.18 

35 

•• 

0.966 

12.91 

432.50 

2.227 

78.80 

92.33 

80.03 

34 

ii 

1.003 

12.77 

466.50 

2.415 

81.39 

87.14 

73.98 

56 

3.00 

0.809 

13.56 

278.33 

1.398 

67.65 

86.16 

82.82 

55 

ii 

0.820 

13.49 

294.20 

1.482 

68.37 

87.93 

84.06 

54 

ti 

0.832 

13.41 

312.33 

1.578 

69.18 

90.02 

85.56 

53 

tt 

0.841 

13.40 

328.00 

1.657 

69.89 

91.03 

85.71 
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TABLE  2    TYPICAL  LOG  SHEET  OP  THE  HOLYOKE  TESTS  (Conimued) 


Propor- 

Propor- 

Quantity 

No. 

tional 
part  of 
opening 

tional 
part  of 
fuU  dis- 

Head 

acting, 

ft. 

Speed, 
r.pjn. 

Relatiye 
velocity 

of  water 

dia- 
eharged. 

Power 
deyeloped, 
hp. 

Efficiency, 
per  cent 

oispeed 

charge. 

ou.ft. 

gate,  in. 

per  cent 

per  aec. 

52 

3.00 

0.848 

13.38 

340.00 

1.719 

70.41 

90.73 

84.92 

51 

«i 

0.851 

13.35 

351.25 

1.778 

70.62 

89.98 

84.16 

50 

«t 

0.875 

13.28 

372.75 

1.892 

72.37 

91.51 

83.96 

49 

ft 

0.895 

13.20 

399.00 

2.031 

73.83 

91.57 

82.85 

48 

•• 

0.913 

13.15 

419.50 

2.140 

75.19 

89.56 

79.87 

47 

•t 

0.944 

13.05 

448.67 

2.297 

77.42 

86.21 

75.24 

46 

t< 

0.977 

12.94 

480.00 

2.468 

79.77 

81.98 

70.03 

65 

2.50 

0.731 

13.36 

270.50 

1.369 

60.68 

73.63 

80.08 

64 

4t 

0.739 

13.34 

288.00 

1.459 

61.27 

75.32 

81.25 

63 

•  I 

0.740 

13.33 

299.75 

1.519 

61.37 

75.19 

81.05 

62 

It 

0.744 

13.32 

312.00 

1.581 

61.66 

74.93 

80.45 

61 

•  • 

0.748 

13.33 

324.75 

1.645 

61.96 

74.53 

79.67 

60 

1. 

0.767 

13.28 

351.00 

1.782 

63.44 

74.93 

78.43 

59 

•  t 

0.789 

13.18 

384.33 

1.958 

65.03 

75.90 

78.08 

58 

«t 

0.818 

13.08 

418.50 

2.140 

67.14 

71.48 

71.77 

57 

ii 

0.841 

12.98 

448.00 

2.300 

68.77 

66.95 

66.13 

73 

2.00 

0.627 

13.55 

260.67 

1.310 

52.38 

58.43 

72.59 

72 

•1 

0.635 

13.70 

287.25 

1.436 

53.32 

61.32 

74.02 

71 

«« 

0.645 

13.65 

308.75 

1.546 

54.07 

62.62 

74.81 

70 

ti 

0.654 

13.64 

328.67 

1.646 

54.82 

63.15 

74.46 

69 

«< 

0.664 

13.60 

351.50 

1.763 

55.58 

61.91 

72.22 

68 

•1 

0.676 

13.55 

376.33 

1.891 

56.53 

60.26 

69.86 

67 

It 

0.694 

13.50 

411.00 

2.069 

67.87 

54.84 

61.90 

66 

•t 

0.715 

13.45 

445.25 

2.246 

59.52 

47.53 

52.35 

81 

1.50 

0.526 

13.74 

257.75 

1.286 

44.23 

45.40 

65.87 

80 

«4 

0.530 

13.71 

281.75 

1.408 

44.59 

46.62 

67.24 

79 

tl 

0.539 

13.69 

311.00 

1.555 

45.30 

46.48 

66.08 

78 

•  < 

0.547 

13.74 

338.00 

1.687 

46.00 

45.10 

62.92 

77 

(• 

0.552 

13.79 

359.25 

1.790 

46.54 

42.18 

57.96 

76 

•  t 

0.559 

13.77 

381.50 

1.902 

47.07 

38.69 

52.63 

75 

t< 

0.567 

13.76 

403.25 

2.011 

47.71 

32.28 

43.36 

74 

it 

0.576 

13.73 

428.50 

2.139 

48.43 

25.16 

33.36 

82 

4.00 

1.503 

12.66 

694.00 

3.608 

121.40 

83 

3.75 

1.421 

12.85 

690.00 

3.561 

115.62 

84 

3.50 

1.336 

13.13 

684.00 

3.492 

109.91 

DynamoQ] 

teter  r*- 

85 

3.25 

1.218 

13.07 

657.00 

3.362 

99.99 

moved  for 

f  ree  runs. 

86 

3.00 

1.155 

13.26 

654.67 

3.326 

95.50 

87 

2.00 

0.805 

13.34 

555.00 

2.811 

66.74 

The  turbine  runner  and  shaft,  the  weight  of  the  dynamometer  and  of  that  portion  of  the 
shaft  which  was  above  the  lowest  coupling  were  suspended  by  ball  bearing. 

With  the  flume  empty  a  strain  of  5  lb.,  applied  at  a  distance  of  2.8  ft.  from  the  oenter  of 
the  shaft,  sufficed  to  start  the  wheel. 
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Comparison  on  a  speed  basLs  using  equal  power  would  illustrate  the 

application  of  the  new  type  as  follows: 

Under  any  given  condition  of  head  and  power,  runner  No. 
1  will  give  over  50  per  cent  and  runner  No.  2  will  give  30  per 
cent  higher  speed  than  runner  types  previously  available  as 
typified  by  No.  4. 

22  Fig.  5  is  a  reproduction  of  the  ''equal  efficiency"  diagram 
of  the  December  26,  1914,  Engineering  Record  article.  The  scale 
has  been  extended  to  permit  of  showing  the  relative  location  of 
the  new  point  of  best  efficiency  and  the  great  flexibility  inherent  in 
the  new  form  of  runner.  The  diagram  of  nmner  No.  3  is  shown 
at  the  right  on  rei)eated  abscissa*  in  order  to  avoid  too  much  overlap 
of  diagram  and  conscfjuent  confusion.  The  onlinates  remain  the 
same.  The  shaix)  of  the  ''efficiency  hills"  is  somewhat  diflferent 
from  that  of  the  mixed-flow  runner,  although  i)erhai)s  not  as  much 
so  as  might  be  exix^cted  from  the  great  diff'erence  in  runner  forms. 
That  the  guide  ciises  (gates)  were  of  the  same  design  for  both  forms 
may  be  somewhat  resj^onsible  for  the  runner  not  showing  greater 
diversity  in  characteristics. 

23  Fig.  5  presents  an  excellent  basis  for  showing  the  contrast- 
ing speed  characteristics  of  nmners.  Obviously  their  ha\'ing  l)een 
recomputed  to  50  r.p.m.  causes  all  the  highest  efficiency  areas  to  lie 
on  the  same  vertical  line.  This  simplifies  comparison  in  that  the 
horizontal  width  of  the  equal-efficiencj^  arcjus  indicates  flexibility  of 
the  runner  or  its  ability  to  maintain  good  efficiency  under  varying 
speed  or  head,  the  latter  being  the  variation  encountered  in  commer- 
cial aj)plication.  The  position  of  the  highest  efficiency  area  on  the 
vertical  ordinat(»  indicates  whether  it  is  of  a  high-capacity  or  low- 
capacity  tyjw  or  similarly  whetluT  it  is  a  high-  or  Iow-sikhhI  nmner. 
Its  suital)ility  for  low-head  work  is  determined  largely  by  its  vertical 
|K)sition. 

24.  Naturallj'  after  a  training  of  probably  forty  or  fifty  years 
on  the  basis  that  the  mixed-flow  reaction  or  Francis  tyix?  of  runner 
is  the  onlv  Ivih*  suited  to  low  heads,  it  ma v  seem  rather  radical  to 
the  enginciMiiig  profession  to  propose  something  difi'erent.  That 
positive  and  sk(*ptical  criticism  is  to  Ih»  exjKM'ted  is  certain,  hence 
it  was  not  until  after  numerous  commercial  installations  had  been 
installiMJ,  t(»st(*d  and  subjected  to  every  conceiva!)le  adverse  con- 
dition that  a  coni|)l('te  sliowing  of  the  new  ilesign  could  l)e  ventured.* 

*  The  patnit  situation  had  also  to  Ik*  coiKsidcToil,  all  fraturos  connwted  with 
the  (Irbigns  (»f  runiHTs  shown  hrn-in  having  hwn  covorcxl  hy  patent  application. 
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Bearing  on  this  point  it  may  be  stated  up  to  date  seventeen  com- 
mercial niimers  of  this  type,  varying  from  80  to  nearly  1000  hp.  in 
capacity,  have  been  built  or  are  building  for  a  total  of  nine  plants. 
Nine  of  these  have  been  tested  out  thoroughly  in  place  with  an  actual 
showing  of  characteristic  speeds  often  over  200  (in  the  metric  system 
900)  under  abnormal  low-head  conditions  when  synchronous  speed 
was  maintained  during  high  water. 

COMMERCIAL  ADVANTAGES 

25  Numerous  and  sometimes  unexpected  advantages  have 
been  found  to  result  from  the  simple  and  open  form  of  runner.  For 
example,  a  runner  may  l^e  taken  out  and  another  substituted  for 
capacity  variation  under  flood  conditions  or  for  test  purposes  with- 
out removing  any  other  turbine  parts  except  two  or  three  guide 
vanes.  In  two  plants  this  was  made  use  of  to  install  a  high-capac- 
ity runner  for  obtaining  more  power  during  flood  periods.  Like- 
wise these  higher-capacity  runners  were  made  by  using  the  original 
core  boxes,  which  means  that  blade  angles  were  unchanged,  the 
result  being  accomplished  simply  by  using  a  different  number  of 
blades. 

26  The  greatest  mechanical  advantage  arises  from  the  fact 
that  the  runner  cannot  clog  up  with  sticks,  blocks,  leaves  or  other 
debris,  a  feature  which  the  author's  experience  with  the  average 
low-head  installation  would  indicate  should  result  in  several  per 
cent  more  power  the  year  around. 

27  The  primary  advantages  which  were  anticipated  and 
which  have  proven  out  in  practice  are  as  follows : 

a  Lower  generator  cost  due  to  an  increased  speed  of  50  per 
cent  and  over  above  previous  practice.  This  saving 
varies  from  15  to  35  per  cent  of  the  generator  cost,  de- 
pending on  its  size  and  speed 

b  Lower  turbine  cost  due  to  simpler  nmner.  This  averages 
around  10  per  cent,  the  runner  being  about  one-third 
the  weight  of  the  corresponding  mixed-flow  type  and 
much  easier  to  build,  either  soUd  or  with  separate  blades 

c  Smaller  generator  diameter,  which  means  smaller  power 
house 

d  Higher  generator  eflSciency  due  to  better  design  possible 
with  the  higher  speed.  This  is  seldom  less  than  2  per 
cent  gain  and  may  conservatively  be  stated  to  vary 
from  1 J  to  3  per  cent 
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e  Greater  turbine  flexibility,  which  permits  the  plant  to 
give  more  power  under  flood  conditions  when  the  head 
is  greatly  reduced.  This  runner  has  an  overspeed  of 
about  100  per  cent  as  contrasted  to  perhaps  60  to  75 
per  cent  for  previous  types.  This  means  that  its  eflSci- 
ency  and  consequently  its  power  will  not  become  zero 
until  the  head  has  been  reduced  to  about  one-quarter 
normal  as  contrasted  to  four-tenths  or  one-third  normal 
for  reaction  types.  This  advantage  Ues  not  solely  at 
the  extreme  Umit  of  minimum  head  but  at  all  abnormal 
heads  or  speeds,  as  the  efficiency  is  less  affected  than  with 
the  other  types.  (See  Fig.  4  showing  abnormal-speed 
curves.) 

28  At  the  present  time  efficiencies  equaling  the  records  of 
reaction  (Francis)  wheels  have  not  been  reached,  but  they  are  being 
approached  rapidly  and  with  the  inherent  advantage  of  better 
generator  efficiency,  equivalent  combined  results  for  the  unit  are 
only  a  matter  of  short  time.  Fundamentally  the.  axial-flow  runner 
should  give  greater  efficiency  than  the  mixed-flow  purely  from  con- 
siderations of  wetted  surface  and  hydraulic  friction,  to  say  nothing 
of  the  simpler  form  permitting  of  greater  accuracy  of  construction 
and  more  correct  design. 

TYPE   OF   RUNNER 

29  As  to  the  nature  of  this  new  type  of  runner,  it  may  be 
said  that  from  direction  of  flow  it  is  undoubtedly  a  pure  Jonval  type, 
although  his  runner  consisted  of  a  narrow  row  of  blades  on  the  pe- 
riphery of  a  comparatively  large  disk,  and  his  characteristic  speeds 
seldom  exceeded  20  or  30  Jis  contrasted  to  the  present  100  to  200. 
Furthermore  the  Jonval  tyjx)  was  a  pure  reaction  wheel,  which 
infers  jets  issuing  from  orifices  or  channels,  these  being  noticeably 
lacking  in  the  runners  of  Fig.  3. 

30  Professor  Baudisch  in  some  of  his  mathematical  studies 
on  the  design  of  high-si)eed  axial-flow  runners  has  introduced  a 
tyi>e  name  which  translated  literally  is  **  suction  jet,"  the  cson- 
clusions  from  his  calculations  l)eing  that  in  order  to  produce  ex- 
traordinarily high  characteristic  speed  it  is  essential  to  ruir  into 
certain  underpressure  conditions  such  as  result  when  velocities 
greater  than  V2[jH  are  produced  in  the  throat  of  a  diffusing  nozzle 
discharging  under  a  head  of  //  f(H)t.  The  term  ^'suction  turbine" 
imj)resses  the  \vrit(T  as  Inung  (juite  appropriate,  but  from  another 
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reason  which  may  be  outlined  as  follows:  Underpressure  is  not  es- 
sential to  high  characteristic  speed,  though  it  may  frequently  occur. 
The  primary  essential  to  high  characteristic  speed  (125  to  200)  is  a 
reduction  of  hydraulic  friction  and  harmful  centrifugal  forces. 
Neglecting  friction  and  possibly  blade  thickness,  there  are  no  mathe- 
matical or  hydraulic  laws  that  will  prevent  doubling  or  quadrupling 
any  particular  characteristic  speed  by  simply  flattening  the  blade 
angles.  A  direct  analogy  to  this  is  the  well-known  illustration  of 
relative  velocities  evidenced  in  the  sail  of  an  ice  boat.  The  practi- 
cal effect  of  so  doing  with  a  given  profile  is  to  lengthen  the  blade 
so  that  the  friction  on  the  increased  wetted  surface  reduces  efficiency 
and  speed  or  results  in  constriction  of  passage.  In  the  author's 
design  these  eflfects  are  counteracted  by  cutting  out  blades,  the 
effect  of  which  is  not  manifested  in  the  reduction  of  power  that 
might  be  expected.  On  the  contrary  the  discharge  is  increased 
xviihovi  reduction  of  efficiency. 

31  Investigation  of  thrust  and  power  shows  that  the  force  on 
each  blade  exceeds  the  product  of  blade  area  and  the  total  apparent 
head,  which  can  only  mean  that  in  such  cases  there  is  less  than 
atmospheric  pressure  on  the  back  side  of  the  blade  aside  from  that 
due  to  draft  head.  This  is  strictly  analogous  to  the  distribution 
of  the  total  force  on  the  wings  of  an  airplane,  less  than  half  of  which 
is  pressure  from  below,  the  remainder  being  suction  on  the  upper 
surface.  As  such  suction  action  is  in  evidence  primarily  with  these 
high  speeds,  the  author  believes  the  term  "suction"  to  be  peculiarly 
applicable  to  this  form  of  turbine  runner. 


PERIPHERAL   COEFFICIENT   AND   RUNAWAY   SPEEDS 

32  It  may  be  of  interest  to  engineers  who  have  studied  runners 
to  note  the  high  coefficients  obtained  with  this  type  of  design.  At 
normal  speed  the  runner  has  a  peripheral  coefficient  ranging  as 
high  as  2.00  as  contrasted  to  the  usual  80  to  85  per  cent.  Similarly 
at  runaway  speed  the  peripheral  coefficient  is  around  4.00  or  a  speed 
four  times  as  fast  as  the  full  spouting  velocity  {\/2gH)  of  the  driv- 
ing water.  At  Holyoke  it  was  very  unexpectedly  necessary  to  re- 
move the  brake  pulley  in  order  to  safely  measure  runaway  speed. 
This  high  limit  is  quite  at  variance  with  the  usual  trend  of  decreas- 
ing runaway  speed  as  the  characteristic  speed  increases.  The 
lowest-speed  runners  or  the  impulse  type  have  the  high  overspeed 
of  about  100  per  cent,  a  result  which  reaction  (Francis)  runners 
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approach  less  and  less  closely  as  their  characteristic  speed  increases 
from  10  to  100. 

DISCHARGE   LOSSES   AND   DRAFT  TUBES 

33  It  is  diflBcult  in  practice  to  secure  these  high  character- 
istic speeds  without  correspondingly  high  velocities  of  the  water  at 
the  runner  discharge.  Such  high  exit  velocities  running  from  0.50  x 
\/2gH  up  to  0.80  '>/2gH  would  incur  tremendous  efficiency  losses 
were  no  draft  tube  or  diflfuser  used.  On  low  heads  and  large  capac- 
ities a  long,  straight  tube  is  usually  uncommercial  on  account  of 
the  excessive  excavation  involved  and  some  form  of  a  radial-out- 
ward-flow  type  is  practically  necessary.  White's  "Hydraucone 
Regainer"  is  the  most  perfect  commercial  solution  of  this  di£Fuser 
problem  yet  found  for  general  conditions,  and  practically  all  of  the 
installations  using  the  author's  runner  have  been  furnished  with 
this  hydraucone  built  either  of  steel  or  concrete. 

CONCLUSIONS 

34  In  conclusion  it  is  probably  well  to  outline  a  few  of  the 
possibilities  resulting  from  the  development  of  this  runner.  In 
pointing  these  out  it  is  realized  fully  that  such  features  as  the  limit 
of  application  to  higher  heads  and  possibilities  of  pitting  can  only 
be  determined  by  practice.  Keokuk  has  already  been  referred  to 
as  an  illustration  of  an  installation  where  a  tremendous  advantage 
would  rcsult  from  the  employment  of  a  speed  of  90  or  100  r.p.m.  as 
contrasted  to  one  between  50  and  60.  A  like  saving  would  prob- 
ably be  oflectcd  by  using  a  30,000-lb.  runner  made  without  cores 
and  easily  transported  as  contrasted  to  one  weighing  130,000  lb. 
and  ranking  among  the  most  complicated  castings  ever  made,  in 
one  case  having  to  be  split  for  transportation. 

35  In  low-head  plants  where  a  large  power  is  to  be  developed 
it  is  (lesiral)lo  to  use  units  as  large  as  are  feasible.  Practical  limits, 
how(*v(M-,  are  sot  by  generator  sixjed  and  by  size  of  parts  which 
may  cause*  diflioulties  in  manufacturing,  transportation  or  in  plac- 
ing the  turbine  struct un*  lK»tw(H»n  available  water  levels.  Tlie 
first  limit  is  raised  by  tlie  new  <lesign  in  that  for  any  given  generator 
sihhmI  more  than  doubh*  the  iwwer  can  lx»  develo|x?d  per  unit  than 
with  the  niixed-llow  tviK^s  of  reaction  wIum^I. 

30  More  general  though  ociually  significant  illastrations  of 
the  extent  to  whicli  the  n(»w  tyjx*.  of  runner  may  increiise  ix>ssibili- 
ties  of  liydnx^lectric  development  are  afforded  by  the  consideration 
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of  the  following:  With  any  given  limit  of  minimum  generator  speed 
and  for  any  given  power,  the  new  type  of  i-unncr  will  permit  turbines 
to  operate  under  heads  one-haif  as  high  an  those  required  by  the 
mixed-flow  (Frands)  runners  of  prior  praclire.  Similarly,  for  large 
powers  such  units  can  be  devclopetl  with  low  runner  cost  and  with- 
out transportation  difficulties.  As  an  illustration,  this  design  is 
the  basis  of  some  contemplated  units  of  800  hp.  each  under  9  ft. 
head  at  90  r.p.m.,  a  design  which  incidentally  eliminates  all  gates 
on  the  turbine  and  effects  all  regulation  from  gates  which  form  pait 
of  the  power  house  on  the  discharge  side  of  the  turbine. 


Fia,  6    An  Eakly  Type  op  Tuhbc.ib 

e  wua  made  alinnst  entirrly  d[  wood,  even  to  the   IS-in.  shaft. 


37  Probably  the  most  novel  application  is  to  horizontal  plants 
where  it  is  necessary  to  replace  old  turbines  but  desirable  to  retain 
the  electrical  equipment.  This  has  been  done  practically,  a  single 
high-speed  runner  replacing  an  old  quadruple  turbine  and  giving 
the  same  speed  and  more  power  with  the  same  head. 

38  Applying  an  axial-flow  guide  case  with  two  45-deg.  bends 
in  the  draft  tube  gives  as  simple  flow  as  possible  with  any  arrange- 
ment and  contrasts  very  favorably  with  the  four  90-deg.  bends 
given  to  the  water  with  a  radial-guide-case  setting  of  a  horizontal 
unit.     This  arrangement  and,  when  floods  are  prevalent,  the  single 
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vertical  setting  using  a  hydraucone  regainer  are  probably  the  most 
advaDtageous  forms  of  hydraulic-turbine  settings  that  can  l>e  de- 
vised. 

39  To  a  generation  of  engineers  whose  practical  conncctioQ 
with  water  power  has  been  based  almost  exclusively  on  the  use  of 
one  type  of  turbine  the  author's  statements  as  to  the  short  period 
of  time  covering  real  progress  may  seem  somewhat  overdrawn. 
However,  one  need  only  look  back  a  comparatively  short  time  to 
perceive  that  modem  water  wheels  are  young  compared  to  other 
forms  of  prime  movers.    This  was  never  brought  to  the  author's 


'      A    25,000-Hp.    DoUBLE-DlBCHARQE    TeI>E    of   STBBL   SrllUL-CASKD 

Fran<7is  Turbine  OrERATiKa  under  a  Head  or  485  Ft. 


attention  more  forcefully  than  by  consideration  of  the  views  shown 
in  Figs.  G  and  7.  llie  fonncr  is  reproduced  from  a  photograph 
presented  to  the  author  by  Wm.  Cj.  Fargo,  of  Jat'k.son,  Mich.,  and 
shows  a  single  vertical  o|N.'n-flumc  turbine  having  about  an  IS-in. 
uiWtH  sliiift,  which  wius  squared  at  its  lower  end  to  receive  the  four 
Hat  lutildles  fonning  the  runner.  Water  was  admitted  throu^ 
cnide  '"nilibit  trap"  gates  diagonally  opposite  each  other.  This 
wheel  was  in  oiK-ration  under  alxiut  9  ft.  hnul  driving  a  millstone 
up  to  a  ver\-  few  years  ago,  less  than  fifteen  if  memorj-  serves  cor- 
rectly. Fig.  7  shows  one  of  the  most  extreme  types  using  a  mixed 
flow  reaction  or  Francis  runner.     This  turbine,  if  not  actually  la 
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operation  at  the  same  time  as  that  shown  in  Fig.  6,  missed  being  so 
by  but  a  very  few  years.  That  two  such  extremes  so  nearly  over- 
lap in  period  of  time  is  the  best  evidence  the  author  can  offer  to  the 
effect  that  the  field  of  hydraulic-turbine  design  still  offers  tre- 
mendous opportunities  for  improvement. 


DISCUSSION 

L.  F.  Harza  ^  (written).  The  writer  had  the  opportunity, 
about  two  years  ago,  of  examining  the  Holyoke  test  of  one  of  the 
author's  new  runners  and  since  that  time  has  awaited  with  consider- 
able interest  the  time  when  he  might  feel  justified,  by  results  accom- 
plished, in  giving  pubUcity  to  his  discoveries  and  inviting  discussion 
before  the  engineering  societies. 

The  introduction  of  the  new  runner  promises  to  be  an  important 
milestone  in  the  development  of  hydrauUc  turbine  practice.  The 
interesting  feature  is  that  the  axial-flow  turbine  was  beUeved  to  have 
been  definitely  and  permanently  superceded  by  the  inward-flow  tur- 
bine because  of  inherently  higher  speed  characteristics  of  the  latter. 

But  why  have  we  always  accepted  the  inward-flow  turbine  as 
inherently  higher  in  speed?  It  is  because  former  axial-flow  turbines, 
of  which  the  Jonval  is  the  best  known,  were  based  upon  the  reaction 
principle,  as  is  the  Francis  type,  and  the  relative  speed  possibiUties 
of  the  two  could  be  readily  compared  because  they  acted  upon  the 
same  principle. 

In  the  reaction  turbine,  whether  axial-  or  inward-flow,  the  water 
passages  between  buckets  converge  toward  the  discharge  edge  and 
the  water  is  therefore  under  static  pressure,  undergoing  acceleration 
until  it  emerges  in  a  nearly  tangential  direction  at  the  discharge 
edge  as  from  an  orifice,  with  a  velocity  approaching  the  spouting 
velocity  of  water,  which,  moreover,  cannot  be  exceeded  by  the 
buckets. 

It  is  evident  then  that  the  turbine  will  rotate  at  greatest  speed 
in  which  the  effective  radius  of  bucket  discharge  is  the  least;  hence 
the  inward-flow  turbines  apparently  inherit  speed  superiority. 

But  now  enters  an  axial-flow  turbine  of  entirely  new  concep- 
tion. Apparently  it  operates  upon  the  same  principle  as  the  ice 
boat,  which,  according  to  theoretical  mechanics,  might  travel  at 
infinite  speed  were  it  not  for  wind  and  ice  friction.     It  is,  theq- 
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retically,  merely  a  matter  of  the  flatness  of  the  exposed  surface  of 
the  turbine  runner  vanes  or  ice  boat  sail  to  the  direction  of  the  wind. 

In  practice  it  appears  to  the  writer  that  the  only  limit  to  the 
runaway  speed  of  the  new  turbine  is  one  of  blade  thickness,  mechani- 
cal and  hydraulic  friction,  and  other  hydraulic  losses.  There  is  no 
fixed  jot  velocity  to  limit  speed,  as  in  other  types. 

It  is  the  writer's  understanding  that  the  new  runner  requires  a 
much  hifi;her  velocity  at  the  entrance  to  the  draft  tube,  thereby  in- 
creasing the  difficulties  of  securing  sufficient  length  of  tube  for 
gradual  expansion  and  for  efficient  curves. 

The  use  of  White's  hydraucone  to  overcome  this  handicap  is 
ingenious  and  doubtless  hydraulically  valuable,  but  in  the  only 
case  in  which  the  writer  has  investigated,  it  increases  the  length  of 
the  power  station  about  50  per  cent  and  the  cost  of  the  superstruc- 
ture and  substructure  in  almost  as  great  proportion.  Tliis  raises  the 
question  of  the  economy  of  the  additional  speed  and  lower  cost  of 
machineiy,  if  the  incroiised  cost  of  powerhouse  and  substructure  is 
necessary  to  reahze  the  higher  speeds  of  such  units. 

It  is  a  problem  for  solution  upon  the  merits  of  each  individual 
case.  The  writer  would  like  to  know  if  sufficient  experience  has 
yet  been  gained  to  justify  general  comparisons  of  probable  station 
costs,  jis  between  a  station  equipix^d  with  okl  type  runners  or  with 
the  new  runner  and  the  hydraucone. 

A.  M.  (iuKKNE,  Jr.,  called  attention  to  the  fact  that  from  Fig.  1 
the  efficiency  of  the  Nagler  turbine  appeared  to  be  93  per  cent  while 
in  Fig.  4  the  efficiency  was  shown  to  lx>  in  the  neighborhood  of  85 
jx»r  cent.  He  also  took  exception  to  the  author's  statement  that 
White's  hydraucone  offered  the  most  |K'rfect  solution  of  the  diffuser 
probl(»m  yet  found  for  general  puri)oses,  and  pointed  out  that  this 
had  not  yet  b(HMi  proved. 

('lk.mkns  Hkhsciiki.  s:ii<l  thiit  the  so-caHed  Francis  wheel  was 
in  fact  wrongfully  named.  It  was  the  invention  of  A.  M.  Swain, 
and  was  lirst  nianufartunMJ  at  North  Clielmsford,  Mass.  The 
Journal  of  the  FninlJiti  IfisUtuti'  for  April,  1875,  contains  an  ac- 
count of  a  test  of  it,  made  by  James  H.  Francis,  showing  up  to  83 
|KT  cent  UM'ful  etTect.  Other  te*«;ts  iiad  previously  JKH^n  made  by 
Hiram  V.  Mills  and  others,  and  are  i*ecorded  in  the  Journal  of  the 
Frofiklin  fnstltutr,  vol.  i)\),  no.  '.\.  These  tests  showed  an  efficiency 
of  81.7  {KM-  <'ent  at  full  an<l  I  gate,  and  80.9  per  cent  at  J  gate,  which 
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was  exceedingly  good  for  an  economically  constructed  hydraulic 
turbine. 

The  wheel  described  reminded  him  of  a  wheel  that  was  con- 
sidered a  freak  when  it  reached  the  Holyoke  Testing  Flume,  then 
just  opened,  about  1881.  It  was  a  sort  of  Jonval  wheel,  but  had 
no  guides;  and  in  despite  of  its  abnormity  had  surprisingly  good 
efficiency.  Wheels  in  those  days  were  constructed  solely  by  inspi- 
ration, not  calculation.     If  not  right  when  first  tried,  they  were 


Fig.  8     Diagrammatic  Section  Through  New  Runner  and  Guides 

tinkered  with  until  they  did  better.     Some  were  "over-gated''  as 
it  was  called;  others  were  "under-gated." 


The  Author,  in  answer  to  a  question,  said  that  not  all  of  the 
efficiencies  of  the  nine  plants  mentioned  in  Par.  24  had  been  meas- 
ured; most  of  them  had  been  measured  and  none  of  them  were 
-below  85  and  none  above  90  per  cent. 

Speaking  of  the  part-gate  efficiency  of  the  runner,  he  said  that 
this,  in  common  with  the  part-gate  efficiencies  of  all  high-speed  run- 
ners, was  6  to  8  per  cent  lower  at  half  load  than  the  average  runner. 
Hence  the  real  field  of  the  runner  was  in  such  an  installation  as  that 
at  Keokuk  or  that  on  the  St.  Lawrence  River,  where,  with  a  tre- 
mendous number  of  units,  the  part-gate  efficiency  would  not  be  a 
deciding  factor  in  the  problem. 
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THE  HVID  ENGINE  AND  ITS  RELATION 
TO  THE  FUEL  PROBLEM 

Bt  E.  B.  Blakely,!  Chicago,  III. 
Non-Member 

This  paper  describes  a  type  of  engine^  the  Hvidf  whichf  it  is  dainiedf  has  all 
the  advantages  and  none  of  the  disadvantages  of  the  so-called  Diesel  type,  and  which 
is  being  produced  in  units  as  small  as  H  hp.  It  can  be  started  cold^  has  no  com- 
plicated air-compressor  system,  and  is  so  economical  that  it  can  compete  with 
gasoline  engines  of  the  same  size.  The  aiUhor  outlines  the  operation  af  the  engine, 
describing  in  detail  the  suction,  compression,  power  and  exhaust  strokes  and  pre- 
senting a  series  of  indicator  cards.  Fuel  consumption  is  shown  by  means  of  curves 
obtained  as  the  results  of  tests  performed.  The  paper  concludes  with  a  discussion 
of  the  heat  balance  and  torque  characteristics  of  the  engine.  It  is  not  claimed  that  this 
motor  has  reached  its  ultimate  state  of  development,  but  rather  that  it  possesses  certain 
characteristics  which,  in  the  author^ s  opinion,  ought  to  attract  many  intemal-combuS' 
tion  engineers  by  the  possibilities  they  hold  out  of  helping  to  solve  some  of  the  country^ s 
fuel  problems. 

TT    has    been    estimated    that    internal-combustion   engines    now 
furnish  approximately  two-thirds  of  all  the  prime  motive  power 
generated  in  the  world.    These  internal-combustion  engines  may  be 
roughly  divided  into  three  classes: 

a  Those  burning  gasoline 

6  Those  burning  kerosene,  tops  and  other  light  distillates, 
after  being  started  and  warmed  up  on  gasoline 

c  Oil  engines  of  the  Diesel,  semi-Diesel,  hot-bulb  and  sur- 
face-ignition types,  which  use  for  fuel  crude  oils,  fuel  oils 
and  the  cheap  grades  of  kerosene. 

Of  these  three  classes  the  first  furnishes  about  95  per  cent  of  all  prime 
motive  power,  and  it  has  been  estimated  that  there  are  in  use  now 
in  this  country,  burning  gasoline,  nearly  4,000,000  automobiles, 
250,000  trucks,  500,000  motor  boats,  75,000  tractors  and  750,000  farm 

*  Sears,  Roebuck  and  Company. 
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engines.     Is  it  any  wonder,  therefore,  tliat  the  demand  for  gasoline 
has  increased? 

2  By  ordinary  distillation  methods.  Eastern  crude  oils  yield 
from  20  to  30  per  cent  of  gasoline,  Mid-Continental  crudes  from  16 
to  20  per  cent,  and  Gulf,  California  and  Mexican  oils  from  2  to  3 
per  cent.  The  rough  average  of  these  is  15  per  cent.  The  visible 
supply  of  crude  oil  is  naturally  diminishing,  and  since  the  oil  is  be- 
coming heavi(»r  all  the  time  the  percentage  of  gasoline  yield  is 
lessening. 

3  The  supply  of  gasoline  may  l)e  increased  slightly  by  making 
use  of  the  cracking  processes,  which  would  necessitate  an  increased 
cost  of  production,  and  also  by  blending  high-test  casing-head 
gasoline  with  kerosene,  a  process  bound  to  be  short-lived  l^ecause 
our  gas  wells  are  rapidly  giving  out.  The  supply  of  gasoline  may 
also  l)e  conserved  by  increasing  the  thermal  efficiency  of  the  engines 
and  by  adapting  them  to  burn  kerosene  and  mixtures  of  gasoline 
and  kerosene.  The  relief  gained,  however,  would  be  but  temporary 
at  best.  We  are  having  trouble  enough  now  in  burning  properly 
the  present-day  gasoline  without  trying  to  burn  all  sorts  of  mixtures 
which  at  the  least  would  necessitate  constant  changing  of  carburet- 
ing adjustments  and  methods. 

4  Much  has  l)een  written  and  said  during  the  past  two  or 
thre(*  yeai-s  on  the  subject  of  using  kerosene  as  fuel  in  conventional 
gasoline  (»ngin(\s  of  both  the  slow-  and  high-speed  types,  and  while 
uniloubtcdly  much  has  Ix^en  learned  concerning  the  characteristics 
of  kerosene  under  certain  conditions,  the  burning  of  kerosene  in 
gjisoline  engines,  so  far  as  the  writer  knows,  hiis  not  been  accom- 
plished with  complete  success  up  to  the  present  time.  By  complete 
success  he  means  starting  the  engine  on  kerosene  in  atmospheric 
temiHM'atures  approximating  0  deg.  fahr.  and  Iwlow  (for  these  must 
\h}  reckoned  with)  without  preliminary  heating  of  any  sort  and 
l)uniing  the  kerosene  so  as  to  eliminate  troublesome  carlK)nization 
and  ('oni|)licat('d  and  unsightly  accessory  apparatus,  and  obtain  high 
fcononiv. 

.*)  In  att('ni))ting  to  burn  kerosene  in  nuxlified  giisoline  engines 
we  are  confronted  by  the  following  l)asic  difficulties:  Kerosene  and 
gasoline  arc  cheniically  widely  ditTerent  substances,  having  nothing 
in  con  in  ion  l)ut  tlie  base  from  whidi  thev  are  <lerived.  Their  initial 
boiling  points  arc  wide  ap.'irt,  that  of  conunercial  gasoline  being 
about  KM)  (leg.  fahr.,  whih'  that  of  keros<'ne  is  about  330  <leg.  fahr. 
Tiieir  boiling  ranges  an*  also  totally  ditTerent,  that  of  gasoline  lacing 
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340  deg.  fahr.,  while  that  of  kerosene  is  about  200  deg.  fahr.  Gaso- 
line-air mixtures  will  ignite  spontaneously  at  approximately  680 
deg.  fahr.,  while  similar  mixtures  of  kerosene  and  air  self-ignite  at 
approximately  575  deg.  fahr.  Mixtures  of  gasoline  and  air  form  a 
permanent  fixed  gas,  but  mixtures  of  kerosene  and  air  do  not- 
Under  these  conditions  a  jet  carburetor  designed  for  vaporizing 
gasoline  cannot  be  expected  to  vaporize  kerosene.  The  best  it  can  do 
is  to  atomize  it. 

6  In  order  to  vaporize,  as  well  as  to  prevent  precipitation  or 
condensation  of  the  atomized  kerosene  in  the  combustion  chamber, 
it  is  necessary  to  heat  the  charge,  and  since  the  power  output  of  the 
engine  depends  upon  the  amount  of  oxygen  taken  in  and  burned 
during  each  cycle,  it  is  clear  that  the  more  the  charge  is  heated  the 
less  ox>'gen  we  can  get  into  the  cylinder  and  the  less  power  we  can 
obtain.  This  forces  us  to  a  compromise  between  two  conflicting 
conditions:  the  maintenance  of  the  incoming  charge  at  the  lowest 
possible  temperature  which  will  vaporize  the  kerosene,  and  the  pre- 
vention of  precipitation  in  the  combustion  chamber.  This  com- 
promise might  be  satisfactorily  effected  in  the  case  of  an  engine 
running  at  a  constant  speed  and  load,  but  in  the  case  of  an  engine 
running  at  var>'ing  speeds  and  loads  it  is  a  very  different  compromise 
to  make,  because  as  the  power  demands  on  the  engine  vary,  so  must 
the  total  amount  of  heat  added  to  the  charge  vary. 

7  In  order  to  obtain  maximum  power  from  any  internal- 
combustion  engine,  regardless  of  the  kind  of  fuel  used,  we  must  have 
maximum  mean  effective  pressure,  and  since  mean  eflfective  pres- 
sure depends  largely  upon  compression  pressure,  we  must  use  the 
highest  compression  pressure  possible.  This  brings  us  again  to  a 
conflicting  pair  of  conditions,  because  in  order  to  prevent  so-called 
preignition  with  its  attendant  disagreeable  and  harmful  pounding, 
when  burning  kerosene  we  are  forced  to  use  a  relatively  low  com- 
pression pressure,  which  lowers  the  mean  effective  pressure  and  also 
the  power  output. 

8  In  this  connection  may  also  be  mentioned  the  so-called 
preignition  knock  which  occurs  when  using  too  high  a  compression 
pressure  with  kerosene.  This  knock  is  not  caused  by  preignition 
as  is  generally  supposed,  but  by  small  detonations  after  ignition  has 
occurred  and  the  piston  has  started  downward.  These  detonations 
are  due  to  the  fact  that  kerosene  is  of  a  very  complex  chemical 
make-up  and  that  after  ignition  has  started  the  conditions  are  most 
favorable   to   cracking   it.      lender   these   conditions   the   kerosene 
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breaks  down  into  simpler  combinations,  some  of  which  are  highly 
detonating  and  others  less  so,  and  these  compoimds  set  one  another 
off  successively,  according  to  their  stability,  but  so  rapidly  as  to 
produce  a  single  knock. 

9  That  this  is  so,  is  clearly  shown  by  comparing  the  two  full- 
load  indicator  cards  shown  in  Fig.  1.  They  were  both  taken  from 
the  same  engine  but  with  different  cylinder  heads  and  operating 
with  different  governors.  When  A  was  taken  the  engine  was  running 
on  kerosene  (43  deg.  B.)  with  no  water  injection,  after  having  been 
warmed  up  on  gasoUne.  A  throttling  governor  was  used.  When  B 
was  taken  the  engine  was  operating  on  gasoline  (62  deg.  B.)  and  with 
a  "hit-and-miss''  governor.    The  compression  ratio  was  5  to  1. 

10  Many  engineers  beUeve  that  if  the  problem  of  utilizing 
kerosene  for  fuel  in  these  engines  now  burning  gasoline  could  be 
solved,  the  whole  fuel  problem  would  be  solved.  It  undoubtedly 
would  help  the  situation  immeasurably,  but  who  can  doubt  for  a 
moment  that  the  price  of  kerosene  would  not  soar,  once  the  demand 


Fia.  1    Full-Load  Indicator  Cards  op  Engine  Running  (A)  on 
Kerosene  and  {B)  on  Gasoline  (200-lb.  Spring) 

for  it  began  to  grow,  until  finally  there  would  be  but  Uttle  difference 
between  the  prices  of  gasoUne  and  kerosene.  The  true  economic  solu- 
tion of  the  fuel  problem  lies  not  in  trying  to  adapt  some  particular 
fraction  of  the  distillation  of  crude  oil  to  the  engine,  but  in  adapting 
the  engine  to  the  available  fuel,  whether  it  be  crude  oil  just  as  it 
comes  out  of  the  ground,  or  some  by-product  of  its  distillation. 

11  There  liave  been  numerous  engines  built  in  the  last  ten 
years  capable  of  running  consist(5ntly  on  the  various  crude  and  fuel 
oils,  as  for  instance  the  Diesel  and  so-called  semi-Diesel  engines, 
hot-bulb  and  surface-ignition  engines.  These,  however,  have  been 
used  mainly  hi  marine  work  and  in  relatively  large  units.  It  is  out 
of  the  question  to  consider  making  Diesel  engines  of  much  less  than 
100  hp.  \wv  cylinder,  lx>(!ause  of  the  complicated  fuel-injecting  mechan- 
ism and  the  hif!:h  cost  of  production.  The  other  typtw  have  the  dis- 
advantage^ of  riMiuirinj?  external  preheating  l)efore  they  can  l)e  started, 
and  the  torches  used  for  this  purpose  are  a  source  of  constant  danger. 
Electric  preheating  has  l)een  tried,  but  with  little  success. 
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12  There  is  an  engine,  however,  which  has  all  the  advantages 
of  the  above-mentioned  t3'pes  and  none  of  the  disadvantages.  This 
is  the  Hvid  engine.  It  can  be  started  cold  on  any  Uquid  fuel  which 
will  flow  through  a  pipe.  It  has  no  complicated  air-compressor  sys- 
tem for  injecting  the  fuel,  no  hot  bulbs  or  torches,  and  runs  with  a 
fuel  economy  on  a  par  with  the  Diesel  engine.  The  Hvid  engine  can 
be  and  is  being  produced  in  units  as  small  as  1^  hp.,  and  so  eco- 
nomically as  to  be  able  to  compete  with  gasoline  engines  of  the 
same  size. 

ADVANTAGES  OF  THE  HVID  ENGINE 

13  A  comparison  of  the  Hvid  engine  of  the  farm  type  with  a 
conventional  gasoline  engine  of  the  same  type  discloses  many  fac- 
tors which  show  the  superiority  of  the  former  for  this  class  of  work. 
The  Hvid  engine  has  neither  electrical  devices  nor  carburetor  or 
mixer.  It  starts  readily  on  any  Uquid  fuel,  even  in  the  coldest 
weather.  On  the  other  hand,  the  conventional  gasoline  fann-type 
engine  has  electric  ignition,  which  is  frequently  a  source  of  trouble. 
It  has  a  carburetor  or  mixer  to  be  adjusted  according  to  atmospheric 
conditions  and  quality  of  fuel,  and  finally  the  gasoline  engine  is  very 
hard  to  start  in  cold  weather. 

14  Briefly  enumerated,  the  chief  advantages  of  the  Hvid 
engine  are: 

a  Mechanical  simplicity 

b  Low  fuel  consumption  at  all  loads 

c  Ability  to  start  and  run  on  any  oil  which  will  flow 

d  Low  water-jacket  losses 

e  No  lubricating  diflBculties 

/  Constant  compression 

g  Remarkable  torque  characteristics 

h  Absence  of  all  electrical  devices,  hot  bulbs  and  torches  for 

ignition  purposes 
i  Absence  of  all  carbureting  mechanism 
j  No  carbon  troubles. 

15  The  H\'id  engine  is  of  conventional  four-cycle  type,  em- 
bodj-ing  the  usual  inlet  and  exhaust  valves,  timed  to  open  and  close 
as  in  any  four-cycle  engine.  The  compression  pressure  is  carried  to 
between  425  and  475  lb.  per  sq.  in.,  which  heats  the  compressed  air 
to  between  900  and  1000  deg.  fahr.  In  the  cylinder  head  there  is  a 
fuel-admission  valve  terminating  in  a  small  steel  cup  by  means  of 
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nliicli  !i  |»rclitnin;iry  pxplasion  Ls  made  to  force  the  fuel  into  the  com- 
luislion  space.    Referring  to  FIr.  2,  the  Hvid  cycle  is  as  follows: 

K;    Siirii'ni  .Stroke.    During  the  suction  stroke  pure  air  is  ad- 


■lind.T  tliriuiKli  iiifiike  v;ilve  .1.  Furl  valve  R  is 
inisTii  with  intak*-  valve  .1  ami  sdihi-  fiu'l  fliiws  into 
■  I)  ivliicli  is  niiciivcreil  liy  thr  [>|K'iiinK  "f  valvp  B 
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(the  fuel  enters  cup  C  partly  by  gravity  and  partly  by  inhalation). 
The  amount  of  fuel  admitt^  is  controlled  by  the  metering  pin  E, 
which  in  turn  is  controlled  by  the  governor.  At  the  same  time  that 
the  fuel  is  being  inhaled  into  the  cup,  a  small  amount  of  fresh  air  is 
also  drawn  through  an  auxiliary  air  hole  F,  dowTi  past  a  fluted  guide 
G  into  the  cup  C,  At  the  end  of  the  suction  stroke,  fuel  valve  B  and 
air-intake  valve  A  close,  valve  B  sealing  the  fuel-admission  hole  D. 
17  Compression  Stroke,  During  this  stroke  all  valves  are 
closed  and  the  air  admitted  to  the  cylinder  on  the  suction  stroke  is 
compressed  to  about  420  lb.  per  sq.  in.,  which  raises  its  temperature 
to  between  900  and  1000  (leg.  fahr.    In  other  words,  there  is  now  a 
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Fig.  3     Indicator  Cards  Taken  from  Hvid  Engines 

mass  of  highly  heated  air  under  high  pressure  in  the  combustion 
chamber  and  this  rushes  into  cup  C  through  small  holes  H  near  its 
bottom  until  the  pressure  in  the  cup  is  practically  equal  to  the  pres- 
sure in  the  combustion  chamber.  The  conditions  in  the  cup  are 
now  most  favorable  to  ** cracking"  the  oil,  and  as  the  oil  cracks  the 
lighter  and  more  volatile  components  are  detonated  by  the  high 
temperature  and  the  resultant  high  pressure  within  the  cup  forces 
the  rest  of  the  oil  out  into  the  air  in  the  cylinder.  The  amoimt  of 
fuel  consumed  in  the  cup  per  cycle  is  infinitesimal  because  there  is 
only  a  vcrj'  small  amount  of  air  present  in  the  cup  to  support  com- 
bustion. 

18    Power  Stroke,    As  the  fuel  in  an  atomized  and  vaporous 
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state  comes  ioto  contact  with  the  heated  air  in  the  combustion 
space,  very  rapid  combustion  takes  place  and  the  pressure  arising 
from  it  drives  the  piston. 

19  Exhatist  Stroke.  As  in  any  four-cycle  engine,  the  exhaust 
valve  opens  and  the  products  of  combustion  are  forced  out  by  the 
piston. 

INDICATOR   CARDS 

20  Fig.  3  shows  a  series  of  indicator  cards  taken  from  the  8-hp. 
Hvid  engine  of  Fig.  2,  as  well  as  one  from  a  20-hp.  engine  of  the  same 
type.    Descriptions  of  these  cards  follow. 
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21  Car<l  j4  is  a  no-load,  stop-spring  card  which  shows  a  slight 
vacuum  during  practically  the  entire  suction  stroke  and  hgurea  ap- 
pro.xiinately  375  ft.  {wr  sec.  through  tlic  inlet  orifice;  at  the  same 
time  it  shows  good  volumetric  efficiency.  This  vacuum  is  main- 
tained intentionally  for  the  reason  that  there  is  left  in  the  injector 
cup,  after  the  cxpimsion  and  exliaust  strokes,  a  slight  residual  pres- 
sure which  interferes  with  the  regular  delivery  of  fuel  by  gravity. 
Dropping  the  suction  pressure  slightly  IjcIow  atmospheric  removes 
this  cup  pressure,  gives  a  slight  pull  on  the  incoming  fuel  and  makes 
for  close  governing. 

22  Card  li  is  one  taken  from  the  inside  of  the  injector  cup 
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with  the  main  air-intake  orifice  not  choked  and  shows  a  residual  pres- 
sure in  the  cup  even  during  the  suction  stroke  of  the  engine.  One 
of  the  greatest  difficulties  encountered  in  early  Hvid  engines  of  the 
farm  type  was  consistent  governing,  and  it  was  not  until  automatic 
inlet  valves  were  discarded  and  the  inlet-air  velocity  was  maintained 
constant  that  good  governing  was  possible.  Card  C  is  a  full-load 
card  and  card  i>  is  a  25  per  cent  overload  card. 

23  Card  E  is  a.  full-load  card  from  an  Sj-in.  by  10-in.  20-hp. 
Hvid  engine  in  which  the  ignition  point  is  much  more  clearly  defined 
than  in  the  cards  taken  from  the  8-hp.  engine.  There  is  no  douht 
that  ignition  takes  place  at  relatively  the  same  point  on  the  smaller 


Brake  norMpcnvr. 

Fio.  5    FuEt^oNSCMPTioN  CrRiT;  or  A  3  X  4i-iN.  Hvin  Engine 

engines,  but  the  speed  of  the  smaller  engines  is  so  much  higher  that 
the  ordinarj-  indicator  faib  to  show  it. 

24  It  is  interesting  to  note  the  waves  in  the  expansion  hue  of 
these  Ciirds.  These  are  typical  of  all  cards  taken  from  Hvid  engines 
and  are  caused  by  the  introduction  of  fuel  into  the  combustion 
chamber  in  waves.  At  the  moment  when  the  preliminary  combus- 
tion takes  place  in  the  cup,  we  have  in  the  cup  a  pressure  of  approxi- 
mately 800  lb.,  while  in  the  combustion  chamber  there  is  a  compres- 
sion pressure  of  only  425  lb.  Some  fuel  is  consequently  sprayed 
out  of  the  cup  into  the  combustion  chamber  by  the  attempt  at 
pressure  equalization.  When  the  fuel  comes  in  contact  with  the 
highly  heated  air  in  the  combustion  chamber,  the  pressure  rises 
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in  the  combustion  chamber  and  falls  in  the  cup  until  equalized; 
then  no  more  fuel  can  get  out  of  the  cup  until  the  piston  moves  for- 
ward and  the  pressure  in  the  cylinder  drops  below  that  in  the  cup, 
when  some  more  fuel  is  ejected  from  the  cup.  This  is  repeated  until 
there  is  no  more  fuel  left  in  the  cup. 


FUEL   CONSUMPTION 

25  The  fuel  consumption  of  small  Hvid-type  engines  is  very 
good,  being  in  general  on  a  par  with  Diesel  engines  of  large  size. 
If  Di(^s(4  engines  could  be  economically  constructed  in  units  as 
small  a,s  Hvid  engines  can,  it  is  doubtful  whether  they  would  com- 
pare at  all  favorably  in  thermal  efficiency  with  the  small  Hvid  units 
on  account  of  the  mechanical  inefficiency  of  the  air  compressors 
necessary  to  inject  the  fuel.  In  the  comparative  fuel-consumption 
curves  sliown  in  Fig.  4  tlie  fuel  economy  of  the  Hvid  engines  as  com- 
pared with  two  other  tyyyeH  of  the  same  size  stands  out  very  plainly, 
particularly  at  the  lower  fractional  loads.  The  ''hit-and-miss"  gasoline 
test  in  Fig.  4  wiis  made  by  Professor  Dickinson  of  the  University  of 
Illinois,  the  throttling-governor  kerosene  test  by  Mr.  MacGregor 
of  the  Hercules  (las  Engine  Company,  under  the  supervision  of 
Government  experts,  and  the  Hvid-engine  test  by  the  writer  under 
the  suix>r vision  of  Professor  Roesch  of  Armour  Institute.  The 
engine  used  in  each  ctuse  was  a  i)J-in.  by  9-in.,  running  450  r.p.m, 
and  rated  at  S  hp. 

20  Tlie  fuel-consumption  curve  of  the  small  3-in.  by  4j-in. 
Hvid  engine  shown  in  Fig.  5  is  particularly  interesting  l^ecause  this 
engine,  running  at  IKK)  r.p.m.  normally,  is  the  first  relatively  high- 
sikmmI  engine  of  this  tyjK*  built.  When  it  was  first  designed  the 
writer  w:is  very  skeptical  as  to  tlie  r<\sults  to  Ikj  expected  from  it, 
b<M'.ius(».  owing  to  tlu'  liigli  sjx'ed,  it  was  natural  to  sup]x>sc  that 
trouble  would  be  eneouiitered  with  th(*  time  element  necessary  for 
the  intnulnctinii  of  fuel  into  mikI  ejection  out  of  the  cup:  but  it  was 
fomid  that  this  little  engine  could  be  run  at  s[)(*eds  :is  high  as  1300 
r.p.m.  without  any  apparent  interference  with  th(»  ixTfect  operation 
of  tlu'  livid  principle.  In  fact,  the  faster  it  was  run  the  l)ettcr  the 
re>ult>.  Ha-r«l  nn  its  pert'orinanci'  >everal  <'ngineei*s  connected  with 
the  prniiuriinii  (i\  livid  eimin<'<  rai>ed  tht*  normal  r.p.m.  of  their 
enuines  with  verv  bmrlijaal  rr>ults. 

ft 

27  P?«>fe>>nr  Hoc'^ch  al<o  <uiM'rvis<'d  other  tests  made  to  de- 
termine the  entinpy  diagram  and  the  heat  balancr,  wliile  Mr.  H.  C. 
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Knuiison  made  tests  for  torque.     It  is  worth  while  to  record  here 
iho  r*\*ults  of  these  tests. 

:^S  Entropy  Diagram.  The  entropy  diagram,  shown  in  Fig.  6, 
w:i.-i  plotlrtl  frttni  a  pressure- volume  incUcator  card  taken  from  a 
.ij-in,  l>y  !l-in,  pingle-ejhnder  Hvid-typc  engine  running  at  4.">0 
r.p.m.  and  using  kerosene  as  fuel.  Tliis  diagniin  hi  submitted  l»e- 
causi'  it  shows  the  general  temperature  characteristics,  which  are 
quite  dilTert'nt  from  those  in  an  explosive  gasoline  engine.  It  is 
iiueresting  to  note  the  low  maximum  temireratures,  2300  deg.  fahr. 
al\s..  iis  compared  with  the  maximum  temperatures  for  gasoline 
tfngint^.  which  frequently  run  as  high  as  3000  to  3500  dcg.  fahr. 
aW..  and  also  the  sustained  tcm|x;rature  in  the  H\-id  engine  through- 
»,HK  the  working  or  expansion  stroke.     At  first  glance  it  might  he 
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uptn)  that  this  sustained  temperature  would  l>c  harmful  bccau.sc 

vi  \mdue  heat  losses  to  the  water  jackets,  but  since  the  water-jacket 

liwMw  are  low  and  the  thermal  cfTicieney  of  the  cngint-  is  remarkably 

KimmI,  tlie  writer  believes  that  combustion  in  the  livid  engines  takes 

titan;  in  the  form  of  lone  burning  and  that  iIk!  e,<i-linder  walls  are 

wfi-.  in  Vm  insulated  from  the  high  teinix-iaiun^s  of  combustion 

^rr  I  'urvg  •£  kir  wluch  13  not  burnt  until  uvat  tlie  end  of  the  stroke. 

>    S«t  Bntowof.    TTiis  test  gives  the  meehanieal  cfHciency 

««   w  ^MTTuai  ^banaey  for  both  brake  and  indiiated  hiirseimwer. 

•^    1UM-  -zam.   k  »J-in.  by  9-in.  single-eylimli-r   livid   engine 

-—      *.    »^T-    QoiVfWi  to  a  Spnigue   elei'trie    erridlc  liynn- 

— .■*-  --SBB-  '.'■•*  "imtet"  uniTCrsal  jninis.     Kmiiiii'  sitcisls 

—-^^m-  •■~^r    oouaH.  Vc  means  of  eleririially  <i|)erjted 

iib^«  made   for   determining   the 
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jacket-water  loss  and  the  sensible  heat  of  the  exhaust  gases  (calor- 
imeter method).  The  developed  and  friction  horsepower  were  de- 
tenniiied  by  means  of  the  dynamometer.  Indicator  cards  were  also 
taken,  but  because  of  the  probable  errors  due  to  the  high  pressure 
involved  and  the  comparatively  high  speed  of  the  engine,  these 
cards  were  used  merely  to  study  the  valve  settings  and  gener^ 
events  of  the  cycle,  and  not  for  indicated  power  measurements. 
The  engine  was  operated  imder  various  loads  and  speeds  with  va- 
rious adjustments  of  fuel  supply,  compression  and  cup  design.  The 
final  setting  was  made  with  a  compression  of  390  lb.  per  sq.  in. 

30    Test  runs,  curves  for  which  are  shown  in  Fig.  7,  were  con- 
ducted at  various  loads  from  a  maxunum  to  about  one-eighth  of 
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1  load,  and  readings  were  taken  to  determine  the  following: 

1  Friction  horsepower  (electric-dynamometer  method) 

2  Brake  horsepower  (torque  and  speed) 

3  Jacket-water  loss 

4  Sensible  heating  in  the  exliaust  (calorimeter  method) 

5  Loss  due  to  radiation  and  incomplete  combustion  (by  dif- 

ference) 

6  Fuel  consumption  (lb.  per  hour). 

Items  I  and  2  are  determined  directly  from  dynamometer  read- 
ings; items  3  and  4  are  calculated  from  observed  temperatures 
and  weights;  item  5  is  determined  by  difference;  and  item  6  is 
obtained  from  direct  measurements.     The  heat  value  of  the  fuel 
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expressed  in  B.t.u.  per  tb.  of  kerosene  is  calculated  from  the  following 
accepted  formula: 

B.t.u.  =  18,440  +  40  X  (dcR.  Baum^  ~  10) 
and  is  19,740  B.t.u.  for  the  quality  of  fuel  used  in  the  test  nins. 

31  Torque.  In  Fig,  8  are  shown  some  of  the  torque  char.ic- 
teristics  of  the  Hvid  engine.  Wieii  a  Rii-soline  enjiine  of  conven- 
tional design  is  overloade<[  so  thjit  the  speed  droiKs  l>oyond  a  cer- 
tain ijoint  its  torque  drops  rapidly,  because  a  certain  vcilwity  of  air 
must  be  maintained  throufrh  the  carburetor  to  pick  up  and  vaiwrize 
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tlx'  fuel  and  tarry  it  into  the  cylinder;  lull  in  a  Ilviil  enfiine,  since 
tin-  iiitn)ducti{>n  of  fuel  into  Ihtt  c*u|)  ami  into  the  rylindor  is  not 
dc|H'nd<-nl  uimn  Uie  veliicily  nf  llio  air  taken  in,  as  the  sjiecd  drops, 
duo  to  overload,  inon-  fuel  is  adini(t<-d  than  at  normal  si>e<>(I,  be- 
cause the  time  clement  ftir  the  iiitroiluetiuti  of  furl  is  tcn^tltencd 
and  tlie  engine  cnnsequently  shows  n'markabli'  "hangiiiK-'in"  charac- 
teristies.  I'lider  lln's*-  conditions  il  is  very  wasteful  of  fuel  without 
a  dmibl,  but  there  aii'  I'erlain  "■miditions  when*  tlii-;  "'bull  dog" 
chanu-l eristic  i>  <lesiral>lc  even  at  (he  c\|M'n<e  of  fuel  economy. 
A'l    Hcfcrrinptii  Fin.  in.  Mr.  Knudscn  states  that  these  values 
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were  actually  obtained  on  the  test  block  but  that  he^is  of  the  opinion 
that  under  actual  operating  conditions  the  torque  should  not  be 
allowed  to  climb  quite  so  high  for  the  lower  speeds,  the  reason  being 
that  the  engine  smokes  badly  and  takes  too  much  fuel  at  speeds  betow 
450  r.p.m.  It  would  seem  to  be  better  practice  to  vary  the  opening 
of  the  fuel  valve  with  the  speed  of  the  engine,  so  that  a  curve  could 
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im  horaepovec  Hud  torque.     The  engine 
of  iheee  vilua. 

be  plotted,  giving  maximum  torque  at  different  speeds  with  a  uni- 
formly clean  exhaust. 

33  In  conclusion,  the  writer  would  say  that  while  the  Hvid 
engine  has  by  no  means  reached  its  ultimate  state  of  development,  it 
nevertheless  possesses  a  number  of  wonderful  characteristics  which 
ought  to  attract  many  internal-combustion  engineers  by  the  possi- 
bilities they  hold  out  of  helping  to  solve  some  of  our  fuel  problems. 

DISCUSSION 

H.  ScHRECK.  In  the  synopsis  at  the  beginnii^  of  his  paper  the 
author  states  that  the  Hvid  engine  "has  all  of  the  advantages  and 
none  of  the  disadvantages  of  the  so-called  Diesel  engine,"    This  is 
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a  broad  statement.  Superiority  over  the  Diesel  engine  is  claimed 
by  the  author,  but  comparisons  are  made  with  gasoline  and  kerosene 
engines. 

In  Par.  14,  the  advantages  of  the  Hvid  engine,  of  which  the 
author  speaks  are  enumerated.  However,  all  these  points  apply  in 
the  same  measure  to  the  Diesel  engine,  although  points  b  and  g  are 
still  more  favorable  to  the  Diesel  than  to  the  Hvid  engine. 

The  statement  in  Par.  11  that  the  Diesel  engine  cannot  be  built 
in  units  of  less  than  100  hp.  is  disputed  by  the  fact  that  European 
builders  before  the  war  were  exporting  Diesel  engines  of  an  output 
of  as  low  as  8.5  hp. 

A  disadvantage  of  the  Hvid  engine  compared  with  the  Diesel  is 
the  preliminary  explosion  in  the  cup,  with  its  uncertainty  of  opera- 
tion, carbonizing  of  holes,  etc. 

In  Par.  32  it  is  stated  that  below  450  r.p.m.  the  torque  should 
not  be  too  great  as  fuel  consumption  is  increased  for  such  lower  speeds 
and  the  engine  smokes  badly.  The  high  speed  would  preclude  its 
use  for  marine  purposes.  A  further  disadvantage  of  the  Hvid  engine 
is  that  its  regulation  is  more  difficult  than  that  of  the  Diesel  engine. 
A  Pacific  ( -oast  concern  had  attempted  to  build  an  engine  of  this 
type  of  25-hp.  per  cyUnder  but  had  been  unable  to  secure  proper 
regulation. 

Charles  E.  Lucke  said  that  he  had  been  familiar  with  the 
engine  for  some  time  as  he  had  worked  on  it  at  one  time  with  the 
author.  He  recognized  that  it  was  necessary  to  adopt  a  standard 
mean  effective  pressure  and  compression  in  a  commercial  engine, 
but  that  these  pressures  were  not  necessarily  the  best  for  all  condi- 
tions. As  a  matter  of  interest  to  engineers  he  would  like  to  have 
the  author  submit  some  figures  showing  the  available  mean  effective 
pn^ssun^s  with  various  grades  of  oil  at  the  most  economical  or  rated 
load,  and  the  most  dcsirablo  compression  pressures  and  the  effect 
of  load  and  ^radc  of  oil. 

He  said  that  the  engine  was  of  the  Diesi4  type  and  that  there 
was  no  reason  for  calling  it  anything  (»lse.  It  ignites  by  compres- 
sion  alon(\  without  otluT  aid,  the  eombustion  is  more  nearly  non- 
explosive  than  explosive,  the  eombu.stion  lasts  for  an  appreciable 
portion  of  the  outward  stroke,  to  judge  from  indicator  cards,  so  that 
th(»  engine  is  evidently  of  the  solid-injection  Diesel  type. 

The  fact  that  this  (»ngine  would  ignite  at  lower  temperatures 
than  the  air-injection  Diesel  type  was  perfectly  reasonable.    If  air, 
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compressed  to  1000  lb.,  is  allowed  to  expand  to  half  that  pressure, 
the  temperature  will  decrease  so  that  it  is  to  be  expected  that  com- 
pression in  the  engine  must  be  carried  much  higher  in  order  to  allow 
for  the  coohng  effect  of  the  expanding  injection  air. 

Henhy  H.  Supleb  said  that  he  was  glad  to  hear  Dr.  Lucke 
pronounce  the  engine  one  of  the  Diesel  type.     He  called  attention 
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to  the  number  of  engines  of  the  Diesel  type  which  were  being  built 
and  experimented  with  in  England  and  Europe. 

The  Author,  in  his  closure,  and  in  answer  to  Mr.  Schreck, 
again  emphasized  the  point  that  the  livid  engine  was  much  cheaper 
to  manufacture  than  the  Diesel  with  its  air  compressor.  He  had  not 
intended  to  convey  the  impression  that  it  was  impossible  to  build 
small  sizes  of  Diesel  engines  but  that  the  costs  were  excessive.     Ho 
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further  explained  that  his  comparison  of  the  Hvid  engine  with  the 
Diesel  had  been  made  because  both  operate  on  the  same  principle, 
and  that  comparison  with  gasoline  and  kerosene  engines  had  been 
made  because  it  is  with  engines  of  these  types  that  the  Hvid  engine 
is  designed  to  compete.  The  difficulties  of  regulation  were  great,  but 
not  insuperable,  as  Hvid  engines  were  now  running  with  as  good 
regulation  as  any  engine  with  which  it  might  compete. 

In  answer  to  a  question  by  Henry  H.  Suplee  regarding  the  neces- 
sity of  supplying  cups  for  different  grades  of  fuel,  the  author  rephed 
that  the  volume  of  the  cup  :iiid  the  size  and  number  of  the  holes  in 
it  affect  the  operation  of  the  engine  with  various  grades  of  fuel.  A 
single  cup  serves  for  various  grades  of  fuel.    The  same  cup,  for  in- 
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stance,  cau  Ijc  used  for  fuels  of  from  43  to  35  deg.  B.  With  fuels  as 
low  as  33  drg,  B  this  same  cup  can  be  used  but  the  results  will  not 
Iw  as  satisfactory,  while  from  30  down  to  26  dog.  B.  it  is  necessary 
Id  change  the  cup  and  the  size  of  the  holes.  The  heavier  the  oil, 
the  smaller  should  be  the  size  of  the  holes  and  the  lai^cr  the  volume 
of  the  cup.  The  heating  surface  is  also  smaller  in  cups  for  heaviet 
fuels. 

Ill  answer  to  a  (lucstion  by  George  N.  \'aii  Dcrhoef  about  the 
flexibility  of  the  engine  under  varying  s|xhhIs  and  torque  the  author 
icfcrrcd  to  the  i>erfonnance  of  a  30-lip,  four-cylinder  unit  in  wbieb 
llip  (or<iuc  at  low  si>ccds  was  n'markablc.  The  only  disadvantage 
compared  witii  the  conventional  tyi)c  of  engine  was  that  accelcra- 
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tion  was  not  as  rapid.  It  would  pick  up  under  load  more  evenly, 
however.  The  reason  was  obvious,  —  that  in  the  conventional 
type  of  gasoline  or  kerosene  engine  the  velocity  through  the  carbure- 
tor was  reduced  at  low  speeds,  while  with  the  Hvid  engine,  running 
slowly  and  with  metering  pin  open,  more  fuel  was  admitted  and 
greater  torque  resulted. 

Compression  pressure  had  been  run  as  low  as  280  lb.  with 
kerosene  in  the  Hvid  engine,  the  author  stated  in  answer  to  a  question 
by  John  R.  Du  Priest.  By  experiment  the  compression  pressure  for 
commercial  engines  using  kerosene  had  been  set  at  425  lb.  and  at 
470  lb.  for  heavier  fuels.  The  engines  are  built  with  adjustable 
connecting  rods  so  that  the  purchaser  may  increase  the  compression 
of  his  engine,  and  they  are  also  supplied  with  an  extra  cup  so  that  he 
may  use  heavier  fuels  if  he  desires. 

Asked  by  H.  P.  Porter  about  the  sizes  of  Hvid  engines,  the  author 
replied  that  the  standard  farm  types  were  1.5,  3,  6  and  8  hp.  Some 
larger  single-cyUnder  horizontal  units  developed  15,  20,  30  and  60 
hp.  per  cyhnder.  One  marine  engine  concern  was  building  the 
engine  in  2-,  4-  and  6-cylinder  imits,  all  with  8.5  by  12  cylinders. 
Another  marine  engine  concern  puts  out  a  four-cylinder,  25-hp.  unit 
with  electric  starter.  Still  another  company  was  making  four- 
cylinder  100-hp.  units. 

With  reference  to  the  starting  of  small  Hvid  engines  up  to  12 
hp.  the  author  said  that  the  inlet  valve  was  held  open  to  reUeve  com- 
pression, the  fuel  turned  on  and  the  engine  cranked  rapidly  by  hand. 
The  mechanism  holding  open  the  inlet  valve  was  suddenly  tripped, 
and  the  inertia  of  the  flywheel  was  sufficient  to  carry  the  engine  over 
one  compression  which  was  sufficient  to  start  it. 

In  answer  to  a  question  by  E.  D.  Thurston,  Jr.,  who  asked  if 
there  was  trouble  when  starting  the  engine  of  a  sudden  explosion 
of  the  entire  charge,  the  author  stated  that  such  trouble  had  been 
experienced  only  when  the  fuel  had  been  allowed  to  escape  from 
the  cup  into  the  cylinder  before  starting.  It  was  impossible  to  use 
an  automatic  inlet  valve  on  the  engine  because  if  it  should  stick, 
fuel  would  be  pulled  through  the  cup  into  the  cylinder  with  a  result- 
ing detonation  which  might  wreck  the  engine. 

The  author  replied  to  Henry  E.  Whitaker  that  the  regulation 
of  the  farm  type  of  engine  was  within  5  per  cent. 

To  Dean  Benjamin,  who  asked  about  the  stoppage  of  the  holes 
in  the  cup  due  to  carbonization,  the  author  replied  that  this  would 
happen  if  heavy  oil  was  used  in  a  cup  designed  for  a  lighter  oil  or  if 
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there  was  incomplete  scavenging,  when  a  small  amount  of  fuel 
might  remain  in  the  cup  and  coke.  The  location  of  the  holes  in  the 
cup  with  relation  to  the  bottom  and  with  respect  to  each  other  had 
a  very  marked  effect  upon  keeping  the  cup  clean.  It  was  discovered 
that  with  holes  parallel  to  each  other  and  to  the  bottom,  and  located 
just  above  the  bottom  of  the  cup,  scavenging  of  the  cup  would  be 
complete  and  there  would  be  no  building  up  of  carbon  deposit. 


.^ 
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COMBUSTION  OF  HEAVIER  FUELS  IN  CON- 
STANT-rVOLUME  ENGINES  AND  IN 
ENGINES  OF  THE  SUPER- 
INDUCTIVE  TYPE 

By  Leon  Cammbn,^  New  York,  N.  Y. 

Non-Member 

WeU-recognized  liquid-fud  condilions  make  it  imperative  to  prepare  for  the  de- 
mand for  engines  capable  of  running  on  fuel  heavier  than  gasoline,  sv>ch  as  paraffin 
gas  oil  and  similar  products.  The  cardinal  element  governing  the  design  of  such  en- 
gines is  the  rate  of  combustion  of  the  fuel-air  mixture,  and  since  oU-air  mixtures  have 
a  much  lower  basic  rate  of  combustion  than  gasoline ,  conditions  have  to  be  crecUed  in 
ihe  cylinder  which  will  accelerate  the  combustion.  One  method  of  doing  this,  suggested 
in  the  paper,  is  by  the  use  of  svperinduction,  and  an  installation  is  described  showing 
its  application  and  formvloR  for  power  output  are  deduced.  The  design  of  kerosene 
engines  and  the  carburation  of  kerosene  and  similar  fuels  are  discussed  in  some 
detail. 

TN  considering  the  fuel  supplies  of  the  worid  it  must  be  borne  in 
mind  that  the  Russian  fields  are  definitely  out  of  operation  and 
may  stay  out  for  a  nimiber  of  years.  The  Rumanian  fields  have 
been  very  materially  weakened  by  the  destruction  wrought  by  British 
engineers  during  the  retreat'  of  the  Allied  forces  from  Rumania, 
and  the  GaUcian  fields,  although  injured  less  than  the  other  two, 
suffered  quite  extensively  during  the  many  changes  of  the  first  half 
of  the  war.  The  loss  from  these  three  sources  constitutes  roughly, 
on  the  basis  of  pre-war  statistics,  one-third  of  the  world's  production 
of  oil. 

2  On  the  other  hand,  the  demand  for  liquid  fuel  for  automotive 
purposes  has  grown,  and  is  still  growing,  by  leaps  and  bounds.  In 
addition  to  the  millions  of  motor  cars  and  trucks  crowding  the  high- 
ways, two  great  new  consumers  of  fuel  have  appeared,  aeroplanes 
and  tractors,  and  it  is  a  fact  but  little  known  outside  of  the  trade 
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that  this  year  more  tractors  will  be  built  in  the  United  States  than 
trucks. 

3  The  world  is  therefore  between  the  nether  millstone  of 
decreasing  fuel  supplies  and  the  upper  millstone  of  a  rapidly-grow- 
ing consumption  and  apparently  the  only  way  out  is  to  improve  our 
engine  in  one,  or  both,  of  two  directions:  first,  making  it  more 
economical  as  regards  fuel  consumption;  and  second,  by  enabling 
it  to  use  lower  grades  of  fuel,  and  especially  such  grades  as  can  be 
produced  in  larger  quantities  than  gasohne. 

STATUS   OF   CONVENTIONAL   ENGINE 

4  The  conventional  motor-car  or  aeroplane  engine  belongs  to 
the  constant-volume  type,  and  in  the  vast  majority  of  cases  is  of  the 
four-stroke  cycle.  With  very  few  exceptions  it  is  of  the  stationary, 
vertical,  V,  or  radial-cylinder  type,  water-cooled,  of  fairly  low  com- 
pression, and  with  speeds  varying  from  about  1000  to  close  to  3000 
r.p.m.,  and  with  constant-stroke  pistons. 

5  This  engine  has  reached  such  a  state  of  development  that 
when  operating  on  gasoline  or  fuels  vaporizing  at  low  temperatures 
(under  180  deg.)  only  slight  improvement  may  be  expected.  In 
flexibility,  volumetric  efficiency,  power  output  and  fuel  economy 
the  modern  high-grade  automobile  or  aeroplane  engine  has  nearly 
reached  the  limit  of  perfection  for  the  given  type;  and  it  is  doubtful 
if  the  work  necessary  to  develop  them  would  be  well  spent  in  view 
of  the  fact  that  what  the  world  needs  today  is  not  a  better  gasoline 
engine,  but  an  engine  which  will  run  better  on  a  fuel  costing  about 
one-half  to  one-third  of  what  gasoline  costs  or  is  likely  to  cost  in  two 
or  three  years. 

KEROSENE    ENGINES 

()  Th(*  fii-st  effort  to  meet  this  situation  was  to  adapt  the  con- 
viuitional  engine  to  the  use  of  kerosene.  The  problem  of  running 
ji  ni()t()r-<*ar  (engine  on  kerosene  seemed  to  Ix)  comparatively  simple. 
Marin(^  engines  have  lx»en  ojwrating  on  that  fuel  for  years  with 
good  success.  Hut  the  pioneers  in  this  field  did  not  always  realiie 
that  the  marine  engine  nms  at  comparatively  low  speed  and  with 
fully  open  throttle  and  constant  load,  while  the  motor-car  engine 
has  to  ni(H»t  far  more  difficult  and  varied  conditions  of  operation. 
The  struggle  was  a  hanl  one  and  it  is  still  somewhat  doubtful  whether 
the  aim  has  l)een  tlefinitely  attaineil. 
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7  In  order  to  understand  the  difficulties  encountered  one  must 
consider  the  processes  in  an  engine  of  the  constant-volume  type 
such  as  now  used  in  automotive  equipment.  Practically  all  the 
mixing  of  fuel  and  air  is  done  outside  of  the  engine  cylinder  and  the 
charge  is  ignited  by  an  electric  spark  at  one  or  (at  most)  two  spots* 
The  compression  is  moderate,  even  at  the  TnATiTniim  filling  of  the 
cylinder,  and  at  low  throttle  it  is  very  small,  so  there  is  but  little 
chance  for  the  kerosene  to  vaporize  in  the  cylinder.  All  the  vapori- 
zation that  occurs  must  take  effect  and  be  maintained  previous  to 
the  mixture  reaching  the  cylinder.  It  must  also  be  borne  in  mind  that 
explosive  combustion,  the  only  kind  which  generates  power  in  an 
engine  cylinder,  is  produced  only  by  an  extremely  intimate  mixture 
of  fuel  and  air,  in  which  there  are  no  layers  or  large  drops  of  liquid 
fuel. 

8  With  these  facts  in  mind,  and  the  further  fact  that  in  a 
conventional  engine  comparatively  low  temperatures  prevail  in  the 
carburetor,  air  intake  to  carburetor  and  engine  manifold  (not  in 
excess  of  150  deg.  fahr.),  we  may  divide  all  liquid  fuels  into  two 
groups.  In  the  first  will  be  such  fuels  as  68-  to  73-gravity  gasoline, 
benzol  and  products  of  hydrogenation  like  cyclohexane,  fuels 
which  vaporize  at  moderate  temperatures,  and  which,  once  vapor- 
ized, do  not  condense  until  subjected  to  comparatively  low  tem- 
peratures, say,  60  deg.  and  under.  These  are  ideal  fuels  for  the  con- 
ventional engine.  To  the  next  class  belong  fuels  which  do  not  vapor- 
ize at  these  temperatures,  such  as  kerosene,  or  vaporize  only  to  a 
very  small  extent,  as  paraffin  gas  oil.  It  is  obvious  that  with  an 
ordinary  carburetor  these  fuels  will  not  form  an  intimate  mixture 
with  air,  since  the  conventional  carburetor  relies  for  this  on  the 
ability  of  the  fuel  to  vaporize. 


PREHEATING  THE  FUEL 

9  The  designers  of  kerosene  engines  have  therefore  resorted 
to  two  methods,  either  singly  or  in  various  combinations.  The 
first  and  most  obvious  has  been  preheating  the  fuel.  Kerosene  is  a 
product  of  distillation,  and  was  once  a  gas.  It  seemed  reasonable 
to  expect  that  if  it  should  again  be  made  a  gas,  as  by  the  application 
of  sufficient  heat,  it  would  mix  well  with  air  and  give  perfect  condi- 
tions of  combustion. 

10  This  would  be  correct  if  it  were  not  for  the  particular 
conditions  which  exist.    In  the  first  place  the  velocity  of  reaction  in 
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the  case  of  distillation  of  kerosene  in  a  still  and  its  vaporization  in  a 
carburetor,  hot-spotted  manifold  or  vaporizer  are  vastly  diflferent, 
and  in  the  case  of  complicated  hydrocarbons,  such  as  the  higher- 
oil  series,  the  velocity  of  reaction  is  of  great  importance.  From  the 
work  of  Kharitchkoff,  and  to  a  certain  extent  that  of  the  writer,  it 
is  safe  to  say  that  kerosene  vapor  from  a  still  and  the  vapor  from  a 
vaporizer  are  two  very  different  products. 

11  It  should  also  be  noted  that  vaporization  in  a  still  occurs 
without  the  presence  of  air,  while  in  the  hot-spot  manifold  or  car- 
buretor with  vaporizer  the  air  is  not  only  present,  but  is  brought  to 
the  temperature  of  the  fuel  vapor.  It  is  known,  however,  that  the 
higher  hydrocarbons,  such  as  octanes,  nonanes,  and  up,  when  hot 
and  in  the  presence  of  air,  are  apt  to  break  up  into  the  lower  series, 
depositing  some  of  their  carbon  as  coke,  and  Uberating  hydrogen. 
There  is  also  a  suspicion  (although,  as  far  as  the  writer  is  aware  it 
has  never  been  directly  proved)  that  products  of  the  acetylene  series 
are  formed,  especially  when  catalyzers  of  the  proper  character  are 
present  (in  this  case  iron  of  the  manifold  may  act  as  such  a  catalyzer). 


DETONATION   IN   KEROSENE   EN(;iNES 

12  The  presence  of  free  hydrogen  and  possibly  acetylene  in 
the  products  of  vaporization  of  kerosene  is  of  great  importance  as 
it  lies  at  the  bottom  of  one  of  the  troubles  with  kerosene  engines, 
that  is,  the  so-called  phenomenon  of  detonation,  sometimes  con- 
fused with  preignition. 

13  Under  certain  conditions,  especially  when  operated  at  full 
power,  kerosene  engines  develop  a  characteristic  knock,  somewhat 
similar  to  that  due  to  preignition  in  gasoline  engines,  and  leading  to 
a  rapid  falling  off  in  power  develoi^ed  by  the  engine.  At  first  it  was 
assumed  that  it  was  preignition,  possibly  due  to  overheating  of 
spark-plug  terminals;  but  recent  investigations,  especially  those  of 
C.  F.  Kettering  and  H.  L.  Horning  in  this  country,  have  established 
that  the  rapid  rise  of  pressuixj,  which  producers  the  knock,  occurs 
several  crankshaft  degrees  after  ignition,  which  of  course  makes  it 
impossible  to  lK»lieve  that  it  is  due  to  preignition. 

14  The  writer  carried  out  a  rather  interesting  test  apparently 
|K)inting  to  the  cause  of  the  knock.  He  a(lde<l  to  tnwle  gasoline 
about  3  i)er  cent  of  water  and  passed  th(j  whole,  pn^vious  to  admis- 
sion to  the  rarburt^tor,  through  a  small  container  filled  with  calcium 
carbide.    This  added  to  the  mixture  in  the  cylinder  a  small  amount 
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of  acetylene,  and  developed  a  knock  which  occurred  in  the  same 
manner  as  in  some  kerosene  engines. 

15  There  is  an  indication,  that  the  "kerosene  knock"  is  pro- 
duced principally  by  hydrogen.  If  this  is  the  case,  the  knock  could 
be  eliminated  by  introducing  into  the  fuel  a  material  that  would  easily 
dissolve  in  kerosene,  vaporize  at  about  the  same  temperature  as 
kerosene,  and,  what  is  most  important,  combine  directly  with  hydro- 
gen. Such  a  material  would  then  form  a  combination  with  hydrogen, 
either  inert  to  oxygen  or  burning  at  a  much  slower  rate  than  the 
kerosene-air  mixture. 

16  It  so  happens  that  iodine  satisfies  all  these  conditions,  and, 
as  a  matter  of  fact,  a  small  addition  (1.5  to  2  per  cent)  of  iodine  to 
kerosene  does  away  entirely  with  the  knock.  This  would  support 
the  theory  that  the  kerosene  knock  is  due  to  the  excessive  rate  of 
combustion,  which  in  its  turn  is  due  to  the  presence  of  such  materials 
in  the  fuel  as  hydrogen. 

17  To  imderstand  it,  one  must  clearly  visualize  the  process  of 
combustion  in  an  engine  of  the  constant-volume  type.  At  the  end 
of  the  compression  stroke  (assuming  maximum  volumetric  efficiency) 
the  cylinder  is  filled  with  a  combustible  charge  highly-compressed 
and  therefore  heated  to  a  temperature  fairly  close  to  the  point  of 
self-ignition  (which  is  higher  for  gasoline  —  about  630  deg.  —  than 
for  kerosene  —  570  deg.).  The  spark  ignites  the  charge  at  one  spot 
and  the  combustion  thus  started  acts  in  two  ways:  first,  the  gases 
generated  occupy  a  greater  volume  than  before,  and  thus  raise  the 
pressure  and  hence  temperature  in  the  rest  of  the  cylinder;  and 
second,  the  heat  of  combustion  of  the  gases  tends  to  emphasize  this 
process  by  raising  the  temperature  of  the  gases  still  further. 

18  Combustion  in  an  engine  cylinder  usually  takes  place  in  a 
fairly  leisurely  manner,  and  is  completed  only  by  about  the  time  when 
the  piston  reaches  its  lowermost  position.  (Essentially,  therefore, 
there  is  no  difference  between  the  nature  of  combustion  in  engines 
of  the  constant-pressure  and  of  the  constant-volume  type.)  In  fact, 
even  in  gasoline  engines,  with  very  lean  mixtures,  the  rate  of  com- 
bustion may  be  so  slow  that  it  is  still  proceeding  when  the  inlet 
valves  are  opened  for  the  next  cycle,  which  produces  what  is  known 
as  "popping  into  the  carburetor." 

19  This,  however,  according  to  Hofsaess,  is  only  the  process 
with  slow-combustion  mixtures,  such  as  gasoline-air  or  kerosene-air.^ 

^  Thesis  at  the  Technical  School,  Karlsruhe,  1913,  quoted  by  Engler  in 
Erdoelf  vol.  iv,  p.  540,  in  which  it  is  stated  that  the  velocity  of  flame  propaga- 
tion for  methane-air  mixture  is  27.5  cm.  per  sec. 
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But  if  in  the  same  cylinder  there  are  present  gases  forminjij  with  air 
mixtures  of  higher  rate  of  flame  propagation,  they  will  ignite  at 
their  own  rate.  According  to  the  same  source  as  above,  the  rate  for 
hydrogen  is  200  cm.  per  sec.  and  for  acetylene  113.5,  or  several  times 
that  of  methane-air  mixtures.  Hence,  when  either  hydrogen  or 
acetylene  are  present  in  the  mixtures,  they  ignite  much  more  rapidly, 
and  ignite  the  rest  of  the  mixture  at  the  same  rate  as  their  own  igni- 
tion. In  other  words,  they  serve  as  a  primer  for  the  rest  of  the 
mixture,  or  as  hundreds  of  spark  plugs  scattered  through  the  mix- 
ture. It  is  extremely  important  to  understand  this  process  very 
clearly,  as  it  explains  some  of  the  troubles  encountered  in  operating 
kerosene  engines. 

20  It  appears,  therefore,  that  at  best  high  preheating  of  kerosene 
does  not  promise  to  give  a  complete  solution  of  the  problem,  even 
assuming  that  the  other  diflSculties  connected  therewith  have  been 
solved,  one  of  the  most  important  of  which  is  the  decrease  of  the 
volumetric  efficiency  of  the  engine  due  to  increase  in  temperature  of 
the  incoming  charge. 


FINE   VAPORIZATION    OF  THE    FUEL 

21  The  other  way  along  which  a  solution  of  the  problem  of 
huining  keiosenci  has  Ix^en  attempted,  has  l)een  by  means  of  ex- 
tremely fine  vaporization  of  tlu;  fu(»l.  There  have  l)een  two  considera- 
tions underlying  this  idea. 

22  The  first  was  to  bum  kerosene  with  air,  not  as  a  mixture 
of  gases,  but  somewhat  in  the  same  manner  in  which  explosions  of 
coal  and  grain  dust  take  place;  that  is,  by  converting  the  kerosene 
into  such  a  fine  powder,  or  fog,  jus  to  insure  a  verj-  intimate  contact 
between  it  and  the  air.  From  what  we  know  of  the  mechanism  of 
dust  combustion,  one  can  eiisily  beUeve  that  such  a  fog  mixture  will 
explode  when  raised  to  the  proper  temperature.  In  that  case  pre- 
liminary' heating  of  the  fuel  outside  of  the  cyUnder  l^ecomes  unneces- 
sary, the  main  heating  of  the  charge  being  secured  through  its  com- 
pr(\ssion  in  the  engine  cyhnder,  although  the  air  may  usefully  be 
preheated  to  a  certain  extent.  This  system,  where  a  tiiorougli  mixing 
of  the  fuel  and  air  is  produced  by  the  mechanical  atomization  of 
the  fuel  exclusiveh',  would  ol)viously  1x5  inefficient  unless  the  atom- 
ized fuel  were  delivei*ed  by  the  most  direct  path  into  the  cylinder, 
as  the  l>est  distributing  manifold  has  enough  comers,  loci  of  tur- 
bulence and  loss  of  velocity  head    to  produce   coalescence  of  the 
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kerosene  globules.  It  requires,  therefore,  an  atomizer  in  each  engine 
cylinder  which,  although  correct  theoretically,  may  prove  to  be  too 
compUcated  to  find  a  universal  commercial  application.  Neverthe- 
less the  principle  of  the  construction  is  sound,  as  has  been  proved  by 
the  tests  carried  out  under  the  auspices  of  the  Automobile  Club  of 
France  by  Bellem  and  Br6g6ras  in  the  past  year. 

23  The  other  consideration  underlying  the  appUcation  of 
atomization  to  the  production  of  explosive  mixtures  with  kerosene 
as  fuel  is  based  on  the  principles  of  vaporization.  It  has  been  found 
that  if  Jcerosene  in  a  very  fine  state  of  atomization  is  maintained 
even  for  a  very  short  time  at  a  temperature  of  from  225  to  240  deg. 
fahr.,  it  will  pass  to  a  state  of  gas,  even  though  its  final  point  of  dis- 
tillation be  in  the  neighborhood  of  530  deg.  fahr.,  and  even  though 
its  initial  point  of  distillation  be  at  275  deg. 

24  Tests  by  the  writer  at  an  early  date,  however,  indicated 
that  to  secure  this  result  the  atomization  of  the  kerosene  must  be 
ver>^  fine  indeed  as  obvious  from  the  fact  that  the  time  available  for 
the  process  is  extremely  small.  In  an  engine  running  at,  say,  1800 
r.p.m.,  the  entire  process  of  suction  and  compression  takes  less  than 
^V  sec,  in  which  time  the  drop  of  kerosene  has  to  vaporize. 


ATOMIZATION    OF   KEROSENE    IN    ORDINARY   CARBURETORS 

25  When  it  comes  to  the  practical  atomization  of  kerosene, 
it  is  found  to  be  by  no  means  an  easy  matter.  Tests  made  for  vis- 
cosity on  a  number  of  specimens  of  gasolines  and  kerosenes  of  Amer- 
ican origin  have  shown  an  average  viscosity  for  gasoline  of  0.7,  and 
for  kerosene  of  1.5.  In  addition  to  this,  kerosene  has  shown  a  surface 
skin  at  least  four  times  as  tough  as  gasoline.^ 

26  In  ordinary  carburetors  atomization  can  be  produced  only 
by  the  difference  in  pressure  existing  between  the  mixing  chamber  of 
the  carburetor  and  the  float  chamber,  and  to  a  certain  extent  by 
the  entrainment  produced  by  a  column  of  air  rapidly  flowing  past 
the  carburetor  nozzle.  The  energy  thus  available  is  too  small  to 
produce  perfect  atomization  unless  extremely  fine  nozzles  are  used, 
which  led  to  a  series  of  tests  on  very  fine  nozzles. 

27.  A  number  of  carburetors  were  built.  The  first  had  fine 
orifices  (jewelers'  drill  Xo.  10  and  even  smaller)  drilled  in  copper 
plates  ^  in.  thick,  this  size  having  been  selected  as  the  drills  would 

*  Tests  by  the  writer;   cp.  Engler-Hoefer,  Erdoel,  vol.  iv,  p.  51. 
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not  work  in  thicker  plates.  A  very  poor  atomization  followed,  and 
it  was  found  that  instead  of  being  broken  up  into  a  fine  spray  as 
was  expected,  the  kerosene  simply  passed  through  the  orifices  and 
spread  over  the  face  of  the  plate.  It  was  then  that  the  tests  pre- 
viously referred  to  were  started  to  determine  thie  surface  tension 
of  kerosene  as  compared  with  gasoline,  and  its  high  values  were 
discovered.  Obviously,  the  thin  plate  did  not  offer  enough  resistance 
to  the  flow  of  the  liquid  to  break  the  skin. 

28    A  number  of  new  carburetors  were  then  constructed,  with 
the  nozzles  formed  between  adjacent  plates,  as  in  Fig.  1,  the  pas- 
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Fi(}.  1    Carburetor  Nozzles  between  Faces  of  Adjacent  Platbs 


sages  being  formed  by  making  scratches  on  the  face  of  the  plate. 
This  ix^rmitted  the  size  of  the  passages  to  be  varied  as  desired,  both 
as  to  length  and  depth,  and  resulted  in  an  immediate  improvement 
in  tlie  o|x^ration  of  the  engine  to  which  the  carburetor  was  attached. 

29.  The  tests  indicated  that  good  atomization  is  secured  only 
when  a  largo  number  of  nozzles  are  used,  the  number  in  the  tests 
on  a  four-cylinder,  3.75-in.  by  5-in.  engine  having  varied  from  74 
to  40().     A])()ut  3()0  nozzles  gave  the  best  results. 

30  As  n^gards  the  dimensions  of  the  nozzles,  it  was  also  found 
that  thcn^  are  certain  critical  dimensions  giving  the  Ixist  results. 
Here  again  a  nunil)er  of  tests  were  made  with  plates  of  different 
thicknesses  and  nozzles  of  difTerent  dc^^ths,  and  it  was  found  that  on 
the  whol(5  the  Ixjst  iwsults  were  secured  with  nozzles  about  ^  in. 
deep,  and  sha|X)d  :is  a  semicircle  0.003  to  0.004  in.  in  diameter. 
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Later  tests  have  brought  out  a  rather  interesting  fact,  namely, 
that  the  arrangement  of  300  nozzles  of  the  above  dimensions  which 
gave  good  results  on  kerosene  proved  to  be  very  poor  for  use  with 
gasoline,  while  six  to  ten  larger  orifices,  say,  0.1  in.  in  diameter,  gave 
good  results  with  gasoline  and  very  poor  results  with  kerosene. 
Just  why  gasoline  operates  so  poorly  with  the  very  small  nozzles 
seems  to  be  a  matter  far  more  interesting  than  would  appear  at 
first  sight,  and  study  of  the  problem  will  apparently  lead  to  the  es- 
tablishment of  some  rather  novel  relations  in  connection  with  capil- 
lary flow.    Tests  are  under  way  on  this  subject. 


ATOMIZING   KEROSENE  NOT  ENOUGH 

31  But  atomizing  kerosene  at  the  nozzle  of  the  carburetor, 
even  very  finely,  seems  to  be  only  half  the  battle.  Other  sources  of 
trouble  must  be  overcome  before  the  mixture  can  be  properly  burned 
in  the  cylinder. 

32  The  first  question  is  that  of  delivering  the  atomized  mixture 
to  the  engine  cylinder,  which  implies  the  design  of  proper  manifold- 
ing. For  gasoline  engines  the  question  of  good  manifolding  may  be 
considered  as  solved,  but  it  is  somewhat  more  involved  when  it 
comes  to  kerosene  engines. 

33  A  gasoline-air  mixture,  when  above  the  critical  tempera- 
ture, is  a  perfect  gas  and  is  not  affected  as  to  state  by  the  shape  of 
the  manifold,  presence  of  bends  or  factors  creating  turbulence.  A 
poor  manifold  may  affect  the  volumetric  eflSciency  of  an  engine, 
but  not  the  condition  of  the  mixture.  With  kerosene,  however,  a 
poor  manifold  affects  the  condition  of  the  mixture.  If  rapidly  moving 
fine  drops  strike  against  a  bend  in  the  manifold,  the  tendency  is 
for  them  to  adhere  to  the  wall  of  the  manifold  against  which  they 
impinge.  To  determine  this  factor,  a  number  of  tests  were  made  on 
the  same  engine  with  various  manifolds,  all  the  other  conditions 
being  equal;  in  some  cases  long  and  crooked  manifolds  were  used, 
while  in  other  tests  the  carburetor  was  placed  right  against  the  body 
of  the  engine.  In  order  to  maintain  all  the  conditions  as  uniform  as 
possible,  the  manifolds  were  in  all  cases  carefully  heat-jacketed  and 
lagged  with  asbestos  so  as  to  avoid  excessive  cooling  of  the  mixture 
with  the  long  manifolds.  The  running  of  the  engine,  power  curve, 
and  especially  the  condition  of  the  interior  of  the  manifold  and  the 
cylinder  after  a  run  clearly  showed  the  great  amount  of  condensa- 
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tion  that  takes  place  with  manifolds  which  offer  obstructions  to  the 
flow  of  the  mixture.  For  example,  a  straight,  long  manifold  has 
been  found  to  be  far  preferable  to  a  short  one  with  one  or  two  bends. 
The  best  was  one  which  permitted  the  location  of  the  carburetor 
flush  against  the  cylinder  block. 

34  There  still  remained,  however,  a  number  of  crooks  and 
bends  in  that  [lart  of  the  manifold  comprised  in  the  cylinder-block 
casting  itself,  and  it  soon  became  apparent  that  that  section  of 
the  manifold  had  to  l>e  redesigned,  as  well  as  the  exterior  portion, 
in  order  to  secure  tl>e  nearest  approach  to  a  straight-line  flow.  In 
other  words,  kerosene -engine  manifolds  have  to   be  designed  from 


Fig.  2    E.voise  Oun'oku  with  lN-[.h:r  Manikulu  Cast  into  thb  Hkad 

end  to  ciiil  with  ;tn  eye  fo  sonic  n:l;ili(iii  like  tlic  Fanning  formula. 
The  designs  sliown  in  Figs.  2  and  .'{  have  l>cen  adaptcil  to  take  care 
of  those  rondilions.  The  caHmretur  sits  right  at  the  cylinder  head, 
the  manifold  is  cast  into  the  cy]in<ler  head,  and  the  mixture  flows  in 
a  straight  lino  fi-oni  the  mixing  cliamlK*r  of  the  carburetor  to  tbe 
valves,  Ihi'  only  tniii  iM'iiig  Tiimle  at  the  valves  where  the  tempera- 
luce  conditions  arc  sncli  thai  con  dens:  it  ion  need  not  l«  feared. 

TK.\li'KH.\Tl UK    HKIATIOXS   l.\   THE   MAMKOLD 

:i."i  .\s  ha,-i  iH-cn  staled  abuvc,  kerosene  will  vaporize  if  heated 
to  iilmiil  22">  dcg.  falir.  when  in  the  stat^  of  fine  atomization  (this 
ligun' is  still  somewhat  uncertain,  an<l  possibly  de[»cn<!s  on  the  kind 
of  kerosene  usitih.    On  (lie  olher  haml,  if  finely  atomized  and  heated 
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to  a  very  much  higher  temperature,  the  kerosene  easily  breaks  up  and 
causes  a  particularly  vicious  knock,  as  found  in  many  runs  made 
under  this  condition. 

36  The  problem  is  therefore  to  bring  the  kerosene-air  mixture 
to  a  temperature  of  approximately  225  deg.,  or  as  close  to  it  from* 
below  (i.e.,  without  exceeding  it)  as  possible.  Preheating  the  mix- 
ture by  exhaust  gases  was  tried,  but  did  not  prove  successful  for 
two  reasons:  in  the  first  place,  notwithstanding  numerous  attempts, 
the  writer  failed  to  develop  a  design  of  an  exhaust-gas  heater  which 
would  not  involve  a  very  lai^  frictional  resistance  to  the  flow  of  the 
mixture  with  attendant  condensation.  In  fact,  it  was  found  on 
several  occasions  that  with  the  walls  of  the  preheater  in  excess  of 
300  deg.,  considerable  kerosene  settled  in  the  tube.  So  far  no  means 
had   been  found  to  control  the  gas  temperature  in  the  preheaters 

^^ 
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Fig.  3    Inlet  Manifold  fob  Four-Cylinder  Engine  of  Fig.  2 

which  made  for  an  irregular  operation  of  the  engine.  Because  of 
this,  the  entire  preheating  of  the  kerosene-air  mixture  was  thrown 
on  the  manifold  itself,  this  being  done  in  the  following  manner: 

37  As  shown  in  Fig.  2,  the  walls  of  the  cyhnder  were  liquid- 
cooled.  The  head  had  no  jacket  and  was  cooled  partly  by  radiation, 
partly  by  the  flow  of  gases  through  the  manifold,  and  to  a  cer- 
tain extent  by  the  flow  of  heat  through  the  gaskets  into  the  cylinder 
walls.  It  was  found  that  with  kerosene  as  fuel  and  with  the  tempera- 
ture of  the  outer  jacket  Uquid  at  about  210  deg.  fahr.,  the  temperature 
of  the  head  was  in  the  neighborhood  of  350  deg.  fahr.  which  is  just 
right  to  raise  the  temperature  of  the  mixture  flowing  therethrough 
to  about  225  deg.  This  gave  a  good  mixtiu^  in  good  condition  for 
use  in  the  cylinder  and  all  that  remained  was  to  properly  bum  it* 
there,  a  problem  easier  stated  than  solved. 
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TEMPERATURE   RELATIONS  IN  THE   CYLINDER 

38  A  large  number  of  tests  were  made,  both  on  the  block  and 
on  the  road,  to  determine  the  best  temperature  of  the  cooling  liquid 
for  burning  kerosene,  as  it  was  felt  that  this  was  one  of  the  most 
important  governing  conditions.  It  was  found  that  while  the  engine 
would  operate  after  a  fashion  with  a  fairly  wide  range  of  tempera- 
tures, really  good  results,  comparable  with  those  secured  with  good 
gasoline,  were  obtained  only  when  the  cylinder  temperatures  were 
kept  within  pretty  close  limits. 

39  In  particular,  it  has  been  found  that  the  temperature  of 
the  cylinder  walls  affects  quite  materially  the  state  of  the  oil  in 
the  crankcase  and  the  oil  consumption.  The  following  are  some  of 
the  details  of  these  tests. 


TESTS   ON   CRANKCASE   DILUTION 

40  Possibly  the  greatest  difficulty  in  operating  with  kerosene 
lies  in  the  tendency  to  crankcase  dilution.  Because  of  this,  an  ex- 
tensive series  of  tests  were  made  to  determine  if  possible  the  laws 
governing  it.  The  amount  of  crankcase  dilution  in  some  of  the  tests 
was  determined  by  the  measurement  of  viscosity  and  flash  point,  and 
by  distillation  of  the  oil  taken  out  of  the  crankcase.  In  other  tests 
l)onzol  was  used  as  an  indicator. 

41  It  was  found  (and  these  results  have  been% confirmed  by 
similar  tests  made  by  the  office  of  the  Director  of  Mihtary  Aero- 
nautics, War  Department)  that  the  amount  of  crankcase  dilution 
is  directly  related  to  the  temperature  of  the  engine,  and  is  much 
greater  in  a  cold  engine  than  in  a  warm  one. 

42  An  apparently  new  fact  brought  out  by  these  tests  is  that, 
if  th(*  (*ngine  is  properly  operated,  not  only  need  there  be  no  addi- 
tional dilution  when  running  on  kerosene,  but  that  part  of  the  gaso- 
line which  may  have  slipiMMJ  through  into  the  crankcase  when  running 
on  gasoline  will  actually  i)e  eliminated  when  later  running  on  kerosene. 
In  other  words,  operation  on  kerosene  when  the  engine  is  under 
projKM-  toinix^ature  control,  (1(k\s  not  necessarily  lead  to  excessive 
crankcase^  dilution.  This  fact  has  been  borne  out  in  some  of  the 
road  t(\sts  and  api)ears  to  be  of  consideral)le  imix)rtance. 

43  A  t(»st  run  of  ToS  miles  in  seven  days  wiis  made  in  OhiO| 
in  the  summer  of  1910,  the  engine  being  start<}d  each  morning  on 
gasoline  and  shifted  to  kerosene  iis  soon  as  the  water  in  the  radiator 
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was  suflSciently  hot  (200  deg.  fahr.  for  start,  and  at  boiling  point 
during  running).  The  total  oil  consumption  during  this  run  was 
under  half  a  gallon,  the  oil  at  the  end  of  the  run  being  in  perfect 
condition. 

44  This  very  low  consumption  of  oil  may  be  explained  as 
follows:  The  engine  was  run  on  trade  gasoline  when  cold,  which 
caused  a  certain  amount  of  crankcase  dilution.  Had  the  engine 
continued  to  run  on  gasoline,  the  fuel  which  got  into  the  crankcase 
would  have  stayed  there,  gradually  thinned  the  oil,  and  caused 
a  loss,  directly,  by  increased  consumption  because  of  the  lower 
viscosity,  and  also  possibly  through  the  breather.  But  when  the 
engine  was  shifted  to  kerosene  it  ran  so  hot  that  any  gasoline  that 
may  have  shpped  into  the  crankcase  at  starting,  evaporated,  which 
brought  the  viscosity  of  the  oil  back  to  its  original  figure.  The  fact 
that  kerosene  is  to  a  sUght  degree  itself  a  lubricant,  may  also  have 
contributed  to  the  low  oil  consiunption. 

45  It  might  be  said  in  passing  that  to  a  man  accustomed  only 
to  gasoline  engines  the  operation  of  an  engine  on  kerosene  will  prove 
full  of  surprises.  Thus,  a  gasoline-driven  car  will  not  run  without 
water  in  the  radiator.  With  kerosene  we  have  on  several  occasions 
driven  the  car  for  distances  as  great  as  ten  miles  at  from  20  to  25 
miles  an  hour  without  water  in  the  radiator  —  of  course  only  on 
good  level  roads,  as  the  engine  would  rapidly  overheat  if  an  attempt 
were  made  to  drive  it  up  hill  without  water. 

TEMPERATURE   RELATIONS   IN   THE   CYLINDER    {continued) 

46  All  these  factors  indicate  that  the  cyUnder-wall  tempera- 
ture in  kerosene  engines  has  to  be  somewhat  higher  than  for  gaso- 
line engines,  due,  probably,  to  two  causes.  First,  it  is  very  Ukely 
that  only  a  part  of  the  kerosene  "dust"  is  vaporized  in  the  manifold, 
the  time  being  too  short  to  produce  complete  vaporization.  The 
"dust,"  which  is  really  a  very  fine  spray,  is  then  vaporized  in  the 
cylinder.  (The  possibility  of  this,  as  far  as  the  writer  is  aware, 
was  first  indicated,  indirectly,  by  tests  by  J.  B.  Replogle,  of  the 
Remy  Ignition  Company.)  But  such  a  vaporization  involves  the 
passage  of  a  large  amount  of  heat  into  a  latent  state,  and  therefore 
a  higher  temperature  is  necessary  to  maintain  the  mixture  in  an 
ignitable  state. 

47  The  second  and  possibly  more  important  reason  for  the 
necessity  of  higher  cylinder-wall  temperature  in  kerosene  engines 
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is  that  the  rate  of  combustion  of  kerosene-air  mixtures,  all  else  being 
equal,  is  a  good  deal  slower  than  that  of  gasoline-air  mixtures.  This 
may  be  also  expressed  by  saying  that  kerosene-air  mixtures  have  a 
lower  basic  rate  of  combustion  than  gasoline-air  mixtures.  But  the 
rate  of  combustion  of  a  gaseous  mixture  depends  on  the  tempera- 
ture of  the  mixture,  since  obviously  the  nearer  the  temperature  of 
the  mixture  to  the  point  of  self-ignition,  the  faster  the  mixture  will 
ignite  and  the  faster  it  will  burn.  A  fairly  cold  gasoline  mixture 
may  still  burn  sufficiently  fast  to  give  good  results,  while  a  kerosene- 
air  mixture  at  the  same  temperature  will  fail  entirely. 


RATE   OF   COMBUSTION   A    FACTOR   OF   CARDINAL   IMPORTANCE 

48  The  entire  design  of  the  engine  should  be  built  around  the 
rate  of  combustion  of  the  fuel-air  mixture  used  in  driving  the  engine, 
a  fact  but  dimly  realized  until  we  came  to  design  engines  for  fuels 
other  than  gasoline.  A  good  deal  of  trouble  with  kerosene  engines 
has  been  due  to  the  fact  that,  in  the  vast  majority  of  cases,  they  have 
been  designed  for  gasoline  and  not  for  kerosene  at  aU.  This  in 
particular  has  been  the  case  with  those,  fortunately  less  numerous 
today  than,  say,  two  or  three  years  ago,  who  expected  to  be  able 
to  operate  any  engine  on  kerosene  by  attaching  to  it  a  "special 
carburetor." 

40  It  therefore  becomes  of  primary  importance  to  determine 
by  what  factors  the  rate  of  combustion  in  an  engine  cylinder  is 
governed,  apart  from  the  physical  properties  of  the  explosive  mix- 
ture itself. 

TEMPERATURE   OF   CYLINDER   WALLS 

50  The  most  important  of  these  factors  is  the  temperature 
of  the  mixture,  which  is  materially  affected  by  the  temperature  of 
the  (\vlin(l(^r  walls,  which,  in  turn,  means  temix?rature  of  the  cooling 
fluid.  Numerous  tests  under  all  sorts  of  conditions,  both  on  the 
road  and  on  the  l)lock,  have  shown  tliat  for  kerosene  the  tempera- 
ture of  th(^  cooling  litjuid  has  to  be  a  good  deal  higher  than  for  gaao- 
line.  T(\^ts  made  at  temix^ratures  at  the  exit  from  the  jacket  rang- 
ing from  12.')  to  255  deg.  fahr.  have  shown  that  the  best  results  have 
be(»n  obtained  with  t(»miXTatures  around  210-215  deg.,  which  in- 
dicates the  necessity  of  using  oil  for  cooling  kerosene  engines;  or, 
if  water  Ik^  used  in  (»ngines  other  than  of  the  stationary  type  with 
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hopper  cooling,  of  resorting  to  means  for  the  condensation  of  steam 
generated.  This,  by  the  way,  explains  the  comparatively  good  re- 
sults in  recent  public  tests  obtained  with  kerosene  in  tractor  engines 
by  several  makers  of  tractors  who  use  oil  cooling  and  can  therefore 
carry  the  outlet  temperatures  on  their  cooling  jackets  to  higher 
levels  than  can  be  done  with  water  in  conventional  radiators. 

51  The  question  of  the  efficiency  of  the  conventional  radiators 
for  oil  cooling  led  to  an  elaborate  series  of  tests  on  heat  transmis- 
sion from  oil  to  water  and  oil  to  air,  carried  out  for  the  writer  at  the 
Mechanical  Engineering  Laboratory  of  the  Brooklyn  Polytechnic 
Institute  by  two  senior  students,  Ed.  F.  O'Reilly  and  A.  R.  J.  Wied- 
mann,  under  the  direction  of  Prof.  Wm.  J.  Moore.  These  tests 
have  shown  that  with  oil  inside  and  air  outside  the  efficiency  of  a 
conventional  radiator  is  only  about  70  per  cent  of  that  of  the  same 
radiator  with  water  inside,  which  means  either  a  larger  radiator  or 
more  complicated  methods  of  cooUng. 


COMPRESSION   AND   RATE   OF   COMBUSTION 

52  The  next  factor  affecting  the  rate  of  combustion  of  the 
mixture  in  the  cylinder  is  the  compression  available,  which  means 
a  good  deal  more  than  the  "compression  ratio"  so  often  taken  alone 
into  consideration. 

53  From  gasoline-engine  practice  we  have  learned  that,  within 
certain  limits,  the  higher  the  compression  ratio  the  higher  the  maxi- 
mum power  output  of  an  engine,  the  limits  being  imposed  mainly 
by  the  tendency  of  the  mixture  to  preignite.  But  judging  an  engine 
solely  by  the  compression  ratio,  like  judging  it  by  its  volumetric 
efficiency,  is  apt  to  lead  to  error. 

54  Compression  of  the  charge  is  necessary  because  it  raises 
the  temperature  of  the  mixture  to  a  point  so  near  its  temperature  of 
self-ignition  that,  once  started  by  the  electric  spark,  combustion 
proceeds  vcr>'  rapidly.  This  determines  quite  definitely  the  upper 
limit  of  compression  in  an  engine  as  a  function  of  the  chemical 
properties  of  the  fuel-air  mixture  and  temperature  and  pressure  at 
which  it  enters  the  cvlinder.  It  determines  also  the  most  suitable 
compression  pressure  which  an  engine  should  have  when  designed 
to  work  at  a  given  load  and  may  be  usefully  employed  in  the  de- 
sign of  marine,  racing-car  and  to  a  certain  extent  aeroplane  engines. 
It  should  Ije  undei-stood,  however  (which  is  not  always  the  case), 
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that  this  determines  only  the  upper  limit  of  compression,  a  fact 
which  has  a  good  deal  to  do  with  the  failure  of  some  kerosene  engines. 

55  The  temperature  of  self-ignition  of  optimum  kerosene-air 
mixtures  is  about  570  deg.  fahr.,  as  compared  with  about  630  deg. 
for  optimum  gasoline-air  mixtures.  The  obvious  tendency,  there- 
fore, is  to  make  the  compression  in  kerosene  engines  lower  than  in 
gasoline  engines,  which  is  the  proper  course  to  take  in  the  case  of  a 
marine  engine  or  stationary  engine  operating  on  constant  load.  But 
in  our  tests  on  automobile  engines  where  the  compression,  by  means 
of  inserts,  was  varied  from  50  to  85  lb.,  and  especially  in  the  block 
tests,  we  have  found  that  while  low  compression  makes  it  possible 
to  drive  the  engine  somewhat  harder  before  preignition  starts,  it 
also  deprives  the  engine  of  its  flexibility. 

56  This  is  only  natural.  The  maximum  compression  tempera- 
ture is  obtained  only  with  the  maximum  filling  of  the  cylinder,  or 
at  full  throttle.  At  partly  open  throttle  we  have  a  partial  filling  of 
the  cylinder,  and  therefore,  while  the  compression  ratio  is  the  same, 
the  final  compression  pressure  is  different  and  hence  the  final  tem- 
perature of  the  charge  is  also  different.  In  other  words,  the  final  com- 
presaion  pressure  depoids  not  only  on  the  compression  ratio,  which  is 
a  constant  for  a  given  engine  of  conventional  design  (it  is  not  so  in 
a  variable-stroke  engine),  but  also  on  the  volumetric  efficiency  of  the 
engine  during  the  given  cycle. 

57  Thor(»f()ro,  if  a  kerosene-air  mixture  ignites  well  at,  say, 
500  (l(*g.  fahr.,  and  if  this  tem|X)rature  is  produced  by  the  compres- 
sion in  a  giv(*n  engine  at  maximum  filling  of  the  cylinder,  at  half- 
filling,  or  half-throttle,  the  compression  pre.ssure  will  be  roughly 
one-half,  and  the  temperature  of  the  mixture  will  l>e  lower,  in  accord- 
ance* with  w(41-known  laws. 

.■)S  Hut  if  combustion  in  a  kerosene-air  mixture  proceeds  at 
a  certain  suitable  rate  whvu  this  mixture  is  at  an  initial  temperature 
of  5(M)  (leg.,  a  much  lower  rate  of  combustion  will  1x5  maintained 
when  the  tein|>erature  is,  say,  1^75  deg.,  and  the  point  may  be,  and 
actually  is,  reached  \v\um  explosive  combustion  will  not  take  place 
at  all. 

59  In  fact,  whil(»  the  writer  has  not  yet  been  able  to  prove  it 
|)ositively,  all  liis  observations  lead  hnn  to  Ix'lieve  that  a  moment 
is  reaclie«l.  especially  with  fuels  of  a  grade  still  1ow(t  than  kerosene 
(such  as  paraliin  gas  oil),  when  combustion  continues  until  the 
oiM'ning  of  the  inlet  valv(\s  in  the  next  cycle*.  With  gasoline  this 
would  lead  lo  "|)opping  into  tlu*  carburetor.*'     With  kerosene  and 
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fuel  oil  the  combustion  at  partial  filling  of  the  cylinder  does  not 
proceed  with  the  same  vigor,  and  the  following  Uttle-suspected 
process  takes  place: 

60  As  an  inlet  valve  opens,  the  incoming  charge  meets  a  cer- 
tain amount  of  inert  gases  of  combustion  at  the  top  of  the  cylinder; 
but  when  it  reaches  the  bottom  of  the  cylinder  it  encoimters  a  naked 
flame  resulting  from  continued  combustion  of  the  preceding  charge. 
As  the  pressure  in  the  cylinder  is  very  low,  the  incoming  fresh  charge 
is  comparatively  cold,  flows  in  gradually,  and  is  mixed  to  a  certain 
extent  with  inert  exhaust  gases  —  it  burns  up  as  it  comes  in,  but 
not  explosively. 

61  In  other  words,  during  the  induction  stroke  we  have  in 
the  cylinder  something  akin  to  what  happens  in  the  combustion 
stroke  in  the  Akroyd  cycle.  Only  the  trouble  is  that  here  the  fuel 
is  burned  up  durmg  the  induction  stroke  when  it  can  do  no  good; 
and  when  the  power  stroke  comes  there  is  no  more  fuel  mixture 
in  the  cylinder  to  drive  the  engine.  The  latter  therefore  dies  out. 
In  common  parlance  this  is  described  by  saying  that  the  engine 
^'does  not  idle  well,"  or  ''lacks  flexibility." 

62  This  trouble  is  fundamental  and  does  not  depend  on  the 
design  of  the  carburetor.  There  are  only  two  ways  to  overcome  it. 
One  is  by  varying  the  temperature  of  the  induced  charge,  making 
it  colder  at  full  throttle  and  warming  it  up  at  low  throttle,  which 
to  a  certain  extent  is  done,  for  example,  in  the  cylinder  construction 
shown  in  Fig.  2,  where  the  charge  at  full  throttle  flows  faster  and 
does  not  get  heated  up  as  much  as  the  slower-flowing  charge  at 
low  throttle.  In  a  different  manner  the  same  result  is  secured  in  the 
Dray  kerosene  shunt.  This,  however,  is  only  a  crude  solution  of  the 
problem  and  does  not  meet  all  the  conditions  that  are  encountered. 

63  The  other  method  of  meeting  the  conditions  consists  in 
using  a  variable-stroke  engine  of  such  a  construction  that  the  full 
stroke  is  used  in  connection  with  wide-open  throttle  and  a  reduced 
stroke  when  the  throttle  is  partly  closed.  The  writer  is  not  aware 
that  such  an  engine  has  ever  been  built  and  doubts  very  much  the 
feasibility  of  such  a  construction,  but  its  equivalent  may  be  at- 
tained in  a  somewhat  roundabout  way. 

64  After  all,  what  we  need  is  the  same  final  compression  of 
gases  in  the  cylinder  at  all  positions  of  the  throttle  in  order  to  obtain 
the  same  heats  of  compression,  which  might  be  secured  by  filling 
the  bottom  of  the  cylinder  when  operating  at  low  throttle  with  a 
cushion  of  either  air  or  inert  gas.    This  in  effect  would  be  equivalent 
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to  a  variable-stroke  engine,  as  to  all  practical  purposes  the  inert  gas 
may  be  considered  as  a  fluid  part  of  the  engine  piston  (subject,  of 
course,  to  the  maintenance  of  a  perfectly  stratified  filling  of  the 
cylinder).  If  we  could  be  sure  that  the  exhaust  gases  admitted  to 
the  bottom  of  the  cylinder  do  lie  in  a  layer  separate  from  the  main 
charge,  this  would  present  a  good  solution  of  the  problem. 

Go  For  example.  Fig.  4  gives  one  of  the  possible  constructions 
meeting  the  alx^ve-estabUshed  conditions.  In  this  construction, 
exhaust  gases  cooled  in  the  coil  13  are  admitted  to  the  bottom  of  the 
cylinder  at  14  toward  the  end  of  the  induction  stroke,  the  opening 
of  the  passage  l)eing  governed  by  the  sUde  valve  10  and  cam  16. 


Fig.  4    Superinduction  Engine,  Modified  Dugald  Clerk  Dssiqn 

In  addition  to  this  there  is  in  the  passage  a  throttle  9  so  interoon-' 
ii('('t(Ml  with  th(^  carburetor  throttle  0  that  when  the  latter  is  fully 
oiM'ii  the  athiiissioii  of  (exhaust  g!ises  is  cut  otT;  and  when  the  car- 
bunMor  throttle*  is  closed  the  exhaust  gjises  an*  freely  admitted.  It 
is  important  to  not(^  that  th(^  (^nd  of  the  piix;  at  14  is  directed  down- 
ward, which  presumably  will  help  the  gases  to  spread  over  the 
piston  head  like  a  blanket  rather  than  rise  up  and  mix  with  the 
(tylinder  eharjxe.  The  design  shown  is  an  evolution  of  that  which 
Sir  Dujiald  Clerk  ex|KMim(»ntally  employed  in  1912.  If  desired,  coil 
]'^  may  oikti  into  the  air  instead  of  into  the  exhaust  manifold.  There 
is  no  material  ditTerenee  l>otween  the  two,  provi<lrd  always  that  the 
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charge  remains  stratified  and  the  bottom  charge  separate  from  the 
fuel-air  mixture.  There  are  indications  that  this  is  so,  or  rather  that 
it  is  possible  to  work  out  a  design  where  it  will  be  so.  Tests  have 
shown,-  for  example,  that  a  spark  plug  located  at  the  bottom  of  the 
compression  space  fails  to  ignite  the  charge  at  low  throttle. 

66  The  construction  suggested  recently  by  Harry  R.  Ricardo 
in  a  paper  before  the  Institution  of  Automobile  Engineers,^  for 
preventing  preignition  of  kerosene,  namely,  the  admission  of  pre- 
cooled  exhaust  gases  to  the  cylinder  to  dilute  the  charge,  })elongs 
to  the  same  class  of  expedients,  though  less  fully  elaborated.  The 
writer  has  made  several  tests  of  the  Ricardo  scheme,  but  found  that 
while  it  kills  preignition,  it  also  materially  reduces  the  power  out- 
put of  the  engine,  as  was  to  be  expected,  and  therefore  is  not  helpful. 
The  difference  between  the  Ricardo  scheme  and  the  one  shown  here 
lies  in  the  fact  that,  first,  Ricardo  admits  exhaust  gases  as  an  integral 
part  of  the  mixture  instead  of  as  a  stratum  in  the  cylinder,  and 
second,  he  admits  the  exhaust  gases  at  full  throttle,  while  in  the 
scheme  shown  here  they  are  admitted  only  at  low  throttle. 


RATE    OF    COMBUSTION   AND    EXPANSION    PRESSURE 

67  But  compression  pressure  determines  not  so  much  the 
actual  rate  of  combustion  of  the  charge,  as  initiation  of  the  com- 
bustion. As  pointed  out  before,  the  combustion  of  the  first  layer  of 
mixture,  in  immediate  proximity  to  the  spark  plugs,  creates  a  rise 
of  pressure  and  temj^erature  in  the  rest  of  the  cylinder  far  in  excess 
of  that  existing  at  the  end  of  the  compression  stroke,  and  it  is  this 
greater  temperature  which  makes  possible  the  rapid  combustion  of 
the  charge  in  the  cylinder. 

68  It  is  usually  assumed  that  in  constant-volume-type  engines 
the  expansion  pressure  depends  on  the  final  compression  pressure, 
and  it  is  sometimes  expressed  as  being  so  many  times  the  compres- 
sion pressure.  This,  however,  is  true  only  for  the  conventional  type 
of  engine  running  at  sea  level  on  gasoUne.  Actually  it  depends 
exclusively  on  the  heat  content  of  fuel  contained  in  the  charge,  or, 
more  correctly,  on  the  rate  of  evolution  of  heat  energy  during  the 
process  of  combustion.  Conversely,  the  rate  of  combustion  at  each 
instant  depends  on  the  expansion  pressure  obtaining  at  the  preceding 
instant  during  the  process  of  combustion. 

*  The  Automobile  Eti^neer,  Jan.  1919,  p.  2. 
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69  The  following  calculation  may  make  the  meaning  of  the 
above  statement  clearer: 

70  Assume  two  single-cylinder  engines  of  the  same  construc- 
tion, each  with  a  swept  volume  of  75  cu.  units;  and  that  one 
engine  operates  in  the  open  air  at  sea  level,  while  the  other  operates 
in  a  compressed-air  chamber  in  which  there  is  a  gage  pressure  of 
one  atmosphere,  or  two  atmospheres  absolute.  Both  engines  run 
at  full  load. 

71  I^t  us  now  see  how  they  will  operate.  Assume  that  the 
open-air  engine  works  at  100  per  cent  volumetric  efficiency,  that 
the  combustion  period  lasts  10  time  units,  and  that  the  combustion 
proceeds  uniformly  (the  latter  assumption,  while  not  absolutely 
correct,  does  not  involve  any  very  appreciable  error).  Furthermore, 
we  may  assume  that  the  volume  of  gases  developed  from  combustion 
is  equal  to  seven  times  the  volume  of  the  original  mixture,  which  is 
fairlv  close  to  actual  conditions. 

72  Then  at  the  instant  of  ignition  we  have,  say,  25  cu.  units 
of  compression  space  w^herein  are  forced  100  cu.  units  of  mixture. 
At  the  end  of  the  fii^t  time  unit  10  cu.  units  of  mixture  have  been 
(jonsumed,  developing  70  cu.  units  of  new  gases,  and  raising  tlie 
total  volume  of  gases  to  KK)  cu.  units.  At  the  same  time  the  piston 
traveled  down  one-tenth  of  its  stroke  (not  strictly  true,  of  course), 
increasing  the  si)ace  to  32.5  cu.  units.  The  compression  ratio  is 
therefore  not  100,  25,  but  160/32.5.  A  similar  calculation  will  show 
that  at  tlie  end  of  the  fifth  time  unit  the  volume  of  gases  has  in- 
creased to  100  cu.  units,  the  space  to  62.5  cu.  units,  and  the  com- 
pression ratio  to  400/62.5,  or  to  6.4.  This  may  be  taken  as  the 
''expansion  pressure  index''  for  the  o|)en-air  engine  of  given  di- 
mensions and  operating  on  a  given  fuel.  This  is  the  conventional 
motor  of  todav. 

« 

73  In  the  ease  of  the  engine  placed  in  the  compressed-air 
(rharni)er,  all  conilitions,  including  the  final  compression  pressurey 
an-  a^suiiKMl  to  Ix*  tlu*  sam(^,  th(»  volumetric  effici(^ney  is  the  same, 
but  tli(^  wri^lit  of  tli<*  charge  is  double,  in  proportion  to  the  greater 
density  of  the  air.  This  also  iKM'rnits  putting  into  the  cylinder  a 
<louI)i('  weight  of  fuel  ('(h(^  qu(»stion  of  (M'onomy  is  not  yet  here 
considrn^il  \ 

71  Tlicrrfore,  at  the  instant  of  ignition  we  have  in  the  cylinder 
200  (MI.  units  of  free  charge,  and  as  W(»  a.ssume  the  same  compression 
pressure  as  in  the  ojwn-air  engine,  we  must  have  a  double  compres- 
sion space,  or  .■)()  cu.  units. 
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75  Carrying  out  the  same  calculation  as  before,  we  find  that 
at  the  end  of  the  first  time  miit  of  combustion  there  will  be  in  the 
cylinder  320  cu.  imits  of  (free)  charge  occupying  57.5  units  of 
space,  and  at  the  end  of  the  fifth  time  imit  800  cu.  units  of  (free) 
gases  occupying  87.5  cu.  units  of  space.  Therefore,  in  the  case  of 
the  compressed-air-chamber  engine  the  compression  ratio  at  the 
end  of  the  fifth  time  unit  is  800/87.5  =9.1,  as  compared  to  6.4 
for  the  open-air  engine.  Actually,  the  difference  in  expansion 
pressures  between  the  two  types  of  engines  will  be  greater  than 
shown  here  because  of  the  diflference  between  the  temperature  of 
the  gases,  but  not  enough  experimental  data  are  available  to  deter- 
mine the  influence  of  this  factor  quantitatively. 
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76  We  thus  see  that  it  is  possible  to  raise  the  expansion  pres- 
sure very  materially  by  forcing  into  the  cylinder  a  greater  charge 
than  it  will  take  when  supplied  with  air  at  atmospheric  pressure. 
WTiat  has  been  referred  to  as  a  "compressed-air-chamber"  engine 
is  generally  known  as  a  superinduced  engine  ("supercharged"  is 
also  used),  and  will  be  referred  by  this  name  in  what  follows. 

77  Since  the  temperature  of  the  mixture  in  the  cylinder  varies 
in  proportion  to  the  pressure  to  which  it  is  submitted  (apart  from 
the  direct  action  of  the  hot  gases),  it  must  be  very  much  higher  in 
a  superinduced  engine  than  in  one  of  the  conventional  type  (re- 
ferred to  above  as  the  open-air  engine).  And  while  at  the  beginning 
of  the  power  stroke  approximately  the  same  expansion  pressures 
prevail  in  both  cases  if  the  final  compression  pressures  are  the  same, 
the  expansion  pressure  rises  much  faster  and  to  greater  final  values 
in  the  case  of  the  superinduced  engine  than  in  the  conventional 
motor.  This  applies,  of  course,  to  the  case  when  the  same  fuel  is 
used  on  both  engines. 

78  We  have  established,  however,  that  the  rate  of  combus- 
tion of  a  gas  depends  on  its  temperature,  and  therefore  it  is  obvious 
that  by  raising  the  pressure  in  the  superinduced  engine  as  com- 
pared with  the  conventional  motor,  we  increase  the  rate  of  com- 
bustion of  the  fuel.  Because  of  this,  the  rule  as  to  rate  of  combustion 
given  above  may  be  also  expressed  by  stating  that  the  rate  of  com- 
bustion in  a  given  space  in  a  given  interval  of  time  during  the  process 
of  combustion  Is  a  function  of  the  number  of  heat  units  evolved  therein 
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during  the  preceding  similar  interv^al  of  time,  provided  the  volumes 
wherein  the  gases  are  contained  have  not  changed  materially  during 
the  two  intervals.  This  definition,  though  somewhat  more  involved 
than  the  preceding  one,  is  of  advantage  as  it  permits  one  to  expre^ 
the  same  relation  in  terms  of  molecules  for  the  case  of  two  engines 
having  (lifferent  terms  of  induction,  but  working  with  the  same  fuel. 


BURNING   LOW-GRADE   FUEL 

79  Those  who  have  had  (^x|XTience  with  the  burning  of  low- 
grade  fuels  (kerosene*,  distillat(%  paraffin  gas  oil,  etc.)  in  engines  of 
the  constant-volume  iypi)  know  that  the  main  difficulty  lies  not  so 
much  in  igniting  the  charge  as  in  properly  burning  it.  With  modern 
magnetos  and  battery  coils  there  is  no  difficulty  in  producing  a 
spark,  and  if  necessary  an  arc,  hot  enough  to  ignite  a  properly 
compress(*d  charge  of  practically  any  fuel  that  has  been  sufficiently 
atomized;  but  running  an  engine  on  the  heavier  fuels  is  a  very 
(lifTenuit  proposition,  indeed. 

80  This  is  due,  as  shown  above,  to  the  slow  rate  of  comba«!- 
tion  of  the  heavier  fuels,  esjx)cially  at  partial  cylinder  filling,  which 
Is  confirmed  by  two  facts:  first,  it  is  much  easier  to  run  a  kerosene 
or  distillate  engines  on  full  throttle  than  on  low  throttle  or  idling; 
and  second,  it  is  easier-  to  run  a  kerosene  engine  at  full  throttle  at 
moderate  speeds  than  at  high  speeds  (e.g.,  at  1200  to  1400  r.p.m. 
th(M(i  is  no  trouble  in  rimning  either  on  kerosene  or  distillate  an 
engine  with  compressions  ranging  from  05  to  85  lb.  and  with  proper 
carbureting,  manifolding  and  temjxM'ature-control  devices;  but  all 
attempts  to  run  (^ngines  on  theses  fuels  at  3000  r.p.m.  have  failed 
so  far  as  the*  writcM*  is  awanO. 


I'HKsKN'r    STATl'S    OF    KNGINK    DKVKLOPMENT 

Si  Suniiiiarizing  the  conclusions  from  what  luis  lx)cn  g^ven 
above  wc  arc  confronted  with  a  situation  in  resix?ct  to  engine  de- 
velopment which  may  l)e  (expressed  in  the  following  few  paragraphs: 

(t  There  is  an  impending  shortage  of  the  l>etter  grades  of 
fuel,  such  as  are  now  useil  in  automotive  equipment; 

//  There  [\vo  still  Inrire  f  plant  it  i(»s  of  lower  grades  of  fuel  avail* 
abh'  if  onlv  the  eimiiH's  can  Ik^  mad(»  to  handle  them; 
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c  The  adaptation  of  the  engines  to  the  new  types  of  fuel 
involves  practically  a  basic  redesigning  of  the  essential 
features  of  the  engine,  such  as  manifolding,  cooling,  etc. 

d  Because  of  the  lower  basic  rate  of  combustion  of  the  lower 
grades  of  fuel,  it  is  hardly  possible  that  the  conventional 
motor  may  be  made  to  handle  them  with  the  same 
flexibiUty  as  it  does  gasoline; 

e  Also,  because  of  the  lower  basic  rate  of  combustion  of  the 
lower  grades  of  fuel,  the  engines,  if  of  the  present  con- 
ventional design,  will  needs  be  of  lower  speed  and  power 
output  when  operating  on  these  lower  grades  of  fuel 
than  those  at  which  they  are  now  operated  on  gasoline; 

/  If  lower  grades  of  fuel  are  to  be  burned  in  automotive 
engines,  the  engines  must  undergo  a  much  more  thorough 
change  in  design  than  involved  in  a  makeshift  adaptation, 
namely,  a  change  that  will  bring  about  a  high  rate  of 
combustion  of  a  charge  consisting  of  a  fuel  having  a 
low  basic  rate  of  combustion. 

g  The  condition  stated  in  the  preceding  paragraph  can  be 
accomplished  by  superinduction.  So  far  no  other  means 
have  been  indicated  to  produce  the  same  result. 

h  Since  superinduction  is  also  Ukely  to  produce  a  greater 
power  output  from  an  engine  of  the  same  volumetric 
displacement,  and  possibly  an  economy  in  fuel  con- 
sumption, one  may  confidently  look  forward  to  greatly 
increased  attention  being  given  to  it  in  the  near  future, 
both  as  a  means  of  generally  improving  engines,  and  as 
a  way  of  burning  the  heavier  fuels. 


SUPERINDUCTION 

82  So  Uttle  attention  has  so  far  been  paid  to  superinduction 
that  in  the  majority  of  books  on  internal-combustion  engines  this 
term  is  not  even  mentioned.  Sir  Dugald  Clerk  may  be  considered 
as  the  first  who  has  carefully  investigated  the  subject,  but  it  was 
really  the  demand  for  aeroplane  engines  that  would  deliver  good 
power  at  extremely  high  altitudes  that  brought  it  seriously  to  the 
fore. 

83  Briefly,  superinduction  may  be  defined  as  a  method  of 
operating  an  engine  of  the  constant-volimie  type  so  that  the  pres- 
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sure  in  the  cylinder  at  the  beginning  of  compression  is  higher  than 
atmospheric  pressure. 

84  Varioas  waj's  have  been  tried  to  produce  superinduction. 
The  simplest  and  best-known  is  that  employed  in  two-stroke  cycle 
engines  with  crankcase  compression,  where  the  pressure  at  the 
beginning  of  the  compression  stroke  is  usually  from  two  to  three 
ix)unds  higher  than  atmospheric.  The  conditions  of  operation  of 
two-stroke  cycle  engines,  however,  are  such  that  the  benefits  of 
superinduction  have  lx?en  there  largely  balanced  off  by  other  factors. 

85  Recently  in  this  countrv'  Kessler  has  adapted  the  same 
scheme  to  four-stroke-cycle  engines.  He  also  ases  crankcase  com- 
pression and  admits  at  the  end  of  the  induction  stroke  a  small  amount 
of  air  to  tlie  bottom  of  the  cylinder,  this  raising  the  initial  pressure 
to  about  1')  lb.  absolute,  instead  of  the  12.5  11).  that  it  would  prob- 
ably have  been  otherwise.  The  writer  has  not  seen  any  logs  of 
tests  of  the  Kessler  engine,  but  statements  have  l)een  made  in  the 
technical  j)ross  ^  to  the  effect  that  the  method  adopted  has  in- 
crea,so(l  the  power  output  of  the  engine  enormously  fit  is  stated  that 
a  six-cylinder  '.i  x  3  engine  delivers  as  high  as  100  hp.). 

80  Sir  Dugald  Clerk  himself  has  employed  superinduction  in 
a  manner  soinc'what  similar  to  that  shown  in  Fig.  4,  with  the  excep- 
tion that,  as  far  as  the  writer  is  aware,  he  did  not  provide  any  throttle 
in  th(»  exhaust -gas  passage  leading  to  the  bottom  of  the  cylinder. 

87  A  very  difTerent  scluMne  has  been  suggested  by  E.  Schi- 
manc^k.-  He  arranges  the  (»ngine  in  such  a  manner  that  it  makes 
several  suction  strokes  for  one  power  stroke,  the  cycle  being  of  six 
or  more  strokes.  A  receiver  has  to  1k»  used  for  storing  the  air  com- 
pressed after  the  first  suction  stroke.  Because  of  this,  at  the  second 
suction  stroke  tlu^  voluuKitric  efficiency  can  Ix^  good  only  when  the 
compression  space  is  comparatively  small,  which  limits  the  applica- 
tion of  the  cycle  to  engines  of  very  high  compression,  and  makes  it 
<»f  more  interest  in  connection  with  engines  of  constant-pressure 
than  of  constant -volume  type. 

SS  .\s  previously  stated,  suiKTinduction  took  a  new  lease  of 
life  when  war  conditions  created  a  demand  for  high-altitude  fl3ring. 
At  high  altitudes  the  air  is  so  rarified  that  the  weight  of  oxygen  in 
iIh'  <vlin(l<'r  charge  is  reduced  materially,  which  also  reduces  the 
VM-U'lil  of  fuel  that  can  l><»  burned.  The  compression  pressures  are 
ill  n  iNMlrri.illy  n'diiced  and  there  are  good  reasons  to  U^lieve  that 

•  .1    Autintiotnr  hidustrit!^,  ,Iuno  12.  1019.  p.  120.'J. 

*  /.iil-^ihriit  th^  Wrrinr.^  ticul}*rher  Ingniieurc,  January  25,  1913. 
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the  volumetric  eflSciency  is  also  less  than  on  the  ground.  All  this 
cuts  down  the  power  output  of  the  engine  to  a  very  appreciable 
extent. 

89  It  early  became  obvious  that  the  engine  power  could  be 
easily  raised  by  increasing  the  density  of  the  air  delivered  to  the 
cylinder,  which  could  be  accomplished  by  ramming  an  extra  charge 
of  air.  The  question  was  only  as  to  the  type  of  the  pump  that  could 
be  used,  since  the  pump  had  to  be  very  Ught  and  still  capable  of 
handling  a  large  volume  of  air.  This  problem  has  been  solved  by 
Professor  Rateau  in  France  and  by  Sanford  A.  "Moss  and  E.  H. 
Sherbondy  in  this  country  by  providing  a  small  fan,  driven  by  an 
exhaust-gas  turbine  running  at  the  terrific  speed  of  some  30,000 
to  40,000  r.p.m.  It  may  be  stated,  in  this  connection,  however, 
that  the  general  results  of  the  entire  scheme  have  not  been  uni- 
formly favorable.  Superinduction  did  to  the  engine  what  was 
expected,  and  increased  its  power  very  materially,  but  the  efficiency 
of  the  propeller  (of  the  constant-pitch  type)  did  not  keep  pace  with 
the  new  conditions,  and  very  nearly  all  that  was  gained  at  the  power 
plant  end  was  lost  at  the  airscrew  end.  Until  a  variable-pitch  pro- 
jxiller  has  been  developed  to  the  practical  stage,  superinduction 
for  high-altitude  flying  will  probably  continue  to  be  of  doubtful 
advantage. 

90  It  is  significant  that  in  all  these  schemes,  with  the  possible 
exception  of  the  Schimanek  arrangement,  the  supercharge  consisted 
of  pure  air,  although  in  the  Rateau-Moss-Sherbondy  method  an 
increased  amount  of  fuel  was  deUvered  by  the  carburetor. 

91  The  superinduction  system  shown  in  Fig.  5  belongs  to 
another  type,  where  the  supercharge  is  made  up  of  a  fuel-air  mixture. 
In  this  case  two  carburetors  are  provided,  the  main  carburetor  18, 
and  an  auxiliary  carburetor  13.  The  reason  for  using  two  carbure- 
tors is  the  desire  to  reduce  the  dimensions  of  the  air  compressor  as 
far  as  possible. 

92  The  main  carburetor  is  suppUed  with  atmospheric  air 
and  the  auxiliary  carburetor  with  air  from  tank  14,  to  which  air  is 
delivered  at  a  pressure  of,  say,  30  lb.  absolute  from  a  compressor 
(not  shown).  Valve  19  governs  the  admission  of  the  additional 
mixture  to  the  extent  of  limiting  it  to  the  induction  stroke,  the 
actual  timing  of  admission  being  constant  for  a  given  engine,  and 
governed  by  the  position  of  port  12  with  respect  to  the  piston  stroke. 

93  The  operation  is  as  follows  (cf.  the  timing  diagrams  which 
have  been  found  best  for  an  engine  running  at  about  2000  r.p.m., 
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Fig.  6).  The  main  inlet  valve  /  opens  8  deg.  past  top  center  {T.C.) 
and  closes  at  180  deg.  Additional  admission  S  b^tns  30  deg.  ahead 
of  bottom  center  {B.C.)  and  ends  30  deg.  back  of  it. 

94  The  earhest  t&sts  with  this  system  have  shown  what  might 
have  been  cxpectetl,  namely,  that  unless  the  pressure  is  the  same 
at  the  inlet  to  the  carlturetor,  in  the  carburetor  Soat  chamber  and 
in  the  fuel  tank,  the  operation  of  the  carburetor  becomes  extremely 
irregular;  in  fact,  at  low  throttle  there  is  a  tendency  for  the  fuel 
to  flow  out  of,  instead  of  into,  the  mixing  chamber,  i.e.,  backward 
through  the  nozzl6  supply  tubing.     Because  of  this,  air  is  suppUed 


to  the  float  chamber  (pipe  15")  and  to  the  fuel  tank  (pipe  17')  at  the 
sjvme  pressure  as  to  the  carburetor  inlet. 

95  It  h;is  W'ca  found  to  lie  easy  to  bring  up  the  pressure  in 
the  cylinder  at  the  iR'ginniiig  of  the  compression  period  (not  com- 
pression stroke,  which  is  about  30  deg.  ahead  of  the  actual  compres- 
sion ]H'ri(>r))  to  about  25  lb.  :ii>solute,  with  110  lb.  absolute  in  taok 
14.  The  question  is  only  whether  the  sulditional  complication  and 
l«iwer  eonsuniptiuii  of  the  air  compressor  will  be  sufficiently  com- 
jH'nsattMl  b\-  (he  gain  in  jiower  and  economy.  As  no  power  output 
eah'ulations  of  su|K'rinduwd  engines  are  available  in  engineering 
literature,  as  far  as  the  writer  is  aware,  the  following  may  be  of 
interest : 
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POWER-OUTPUT  CALCULATION   OF  SUPERINDUCED   ENGINES 

96  The  formulsB  used  here  are  the  same  as  those  given  in 
Heldt's  GasoUne  Automobile,  Vol.  I,  edition  of  1916,  pp.  28  and  30. 

We  =  work  of  expansion 

-  '-^  ^  C4t)  X  [.  -(if] 

where  b  is  diameter  of  cylinder,  a  ratio  of  explosion  pressure  to 
compression  pressure,  Pe  compression  pressure,  s  stroke,  and  r  com- 
pression ratio. 

97  P.  M.  Heldt,  in  the  book  above  referred  to,  gives  a  numerical 
calculation  of  the  power  output  of  a  good  automobile  engine  of 
conventional  design.  For  the  sake  of  comparison  a  numerical 
example  has  been  here  worked  out  for  the  same  engine  with  super- 


FiG.  6    Val\^-Timing  Diagrams  for  the  Six-Stroke  Supbrinduction 

Cycle  with  Piston  Head  Cooling 


induction  to  25  lb.  absolute  pressure.    The  engine  under  considera- 
tion is  a  four-cylinder,  3.5  x  5,  running  at  1800  r.p.m. 

98  For  a  superinduction  engine  of  the  automobile  type,  Pe 
is  assumed  to  be  the  same  as  without  superinduction.  The  com- 
pression ratio  r  is  of  course  much  less,  as  the  initial  air  pressure  is 
twice  as  great,  and  is  taken  to  be  2.5,  as  compared  with  4.5  for  good 
automobile  engines.  However,  a  is  very  much  higher,  as  has  been 
shown  above,  and  Ls  taken  to  be  5.5  as  compared  with  3.5  for  con- 
ventional engines. 

99  This  gives  for  the  work  of  expansion  of  a  superinduced 
engine : 

3.14  X  (3.5)2x5.5x89 


We- 


14.4 


X  (2:5^)  ><  [1  -  (2-571 


=  1077  ft-lb. 
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100    The  work  of  compression  is  determined  from  the  formula: 

■^•-'-^'xC-?!)  >«'"-■) 

where  Pi  is  the  initial  pressure  in  the  cylinder  at  the  beginning  of  the 
compression  stroke.  In  an  ordinary  engine  P<  is  estimated  at  12.5 
lb.    It  is  taken  here  to  be  25  lb.  so  that 


Wc  = 


3.14  X  (3.5)*  X  25 


14.4 

=  172.5  ft-lb. 


x(IK)>«^-^"-'> 


101  The  useful  output  is  equal  to 

Wu  =  We  -  Wc  =  1077  -  172.5  =  904.5  ft-lb. 
or,  in  round  figures,  900  ft-lb. 

102  As  the  engine  runs  at  1800  r.p.m.,  there  are  900  power 
strokes;  also,  the  engine  has  four  cylinders.  The  horsepower  out- 
put is  therefore 

„  4  900  900     „g., 

"^-  =  -33000"=  ^^•^'^P- 

103  This  does  not,  however,  take  into  consideration  the  in- 
ternal losses  and  the  consumption  of  power  to  drive  the  air  com- 
pressor, which  may  be  roughly  estimated  at  15  to  20  per  cent,  the 
latter  figure  being  here  taken  for  the  sake  of  safety.  This  gives 
78.6  hp.  from  a  four-cylinder,  3.5  x  5,  engine  running  at  1800  r.p.m., 
as  compared  with  32.5  hp.  for  an  engine  of  the  conventional  type. 
Somewhat  lower  figures  have  l)een  obtained  in  actual  tests,  due 
mainly  to  the  fact  that  the  engine  under  test  decidedly  would  not 
stand  the  higher  power  output. 

POWEU   AND   TEMPERATURE   RELATIONS   IN   THE   SUPERINDUCED 

ENGINE 

104  The  writ(T  has  l)een  asked  on  several  occasions  to  ex- 
plain in  physical  terms  the  greater  power  output  of  the  superinduced 
engine.  It  is  due  exclusively  to  the  higher  rate  of  combusti(m  of 
the  fuel  and  the  resultant  greater  expansion  pressure  on  the  piston. 
After  all,  the  formula  PLAN  holds  good  for  all  reciprocating  engineB 
no  matter  what  may  Ixj  the  nature  of  the  acting  fluid.  Now,  in  a 
suix^rinduced  engine  P  is  very  much  higher  than  in  the  conventional 
motor,  and  it  is  thon^fore  natural  to  ex|HM't  also  a  liigher  jwwer  out- 
put. 


^^. 
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105  The  temperature  relations  in  the  superinduced  engine 
are  of  peculiar  interest. 

106  First  comes  the  question  of  losses  to  the  water  jacket. 
The  usual  assumption  is  that  heat  flow  is  a  function  of  two  variables 
for  a  metal  wall  of  the  same  material  and  thickness:  area  of  the 
surface  transmitting  the  heat,  and  difference  in  temperature  be- 
tween the  cold  and  warm  side.  Tests  carried  out  by  the  writer 
appear  to  indicate,  however,  that  the  latter  is  true  only  to  a  limited 
extent,  and  holds  good  only  when  appUed  to  the  case  of  flow  of 
heat  during  fairly  long  time  periods.  While  sufficient  work  has  not 
yet  been  done  to  establish  a  definite  formula,  it  appears  that  when 
the  difference  of  temperature  between  the  hot  and  cold  side  is  very 
great,  and  the  time  for  the  flow  of  heat  short  (measured  in  fractions 
of  a  second)  the  flow  depends  almost  exclusively  on  the  area  of  the 
cylinder  wall.  It  would  appear  Ukely,  therefore,  that  the  loss  of 
heat  in  superinduced  engines  will  be  only  sUghtly  greater  than  in 
engines  of  the  same  size  of  the  conventional  type,  and  hence  con- 
siderably lower  in  proportion  to  the  fuel  burned.  As  a  matter  of 
fact,  experimental  work  has  so  far  confirmed  this,  though  not  enough 
has  been  done  to  establish  a  dependable  rule. 

107  But  in  another  direction  an  important  source  of  trouble  has 
developed.  In  superinduced  engines  not  only  the  rate  of  combus- 
tion is  higher,  but  also  the  temperature  at  which  the  combustion 
proceeds,  which  is  in  accordance  with  what  has  been  established 
elsewhere  in  this  paper.  Furthermore,  the  temperature  of  the 
exhaust  gases  is  also  higher  than  in  conventional  motors.  All  this 
imposes  a  severe  thermal  strain  on  the  piston  head,  which,  as  a 
matter  of  fact,  is  none  too  well  off  in  this  respect  even  in  conven- 
tional motors.  This  statement  is  Umited  to  the  case  where  the  same 
fuel  is  used  in  superinduced  engines  as  in  conventional  engines.  The 
temperature  of  combustion  depends  on  the  rate  of  combustion  of  the 
fuel-air  mixture. 

108  There  are  two  ways  to  help  this  situation.  The  first  and 
most  obvious  is  to  run  the  engine  at  a  lower  speed,  with  better 
cooling  of  the  cylinder  walls,  and  a  slightly  earUer  opening  of  the 
exhaust  valve.  In  this  way,  there  would  be  a  smaller  gain  in  power, 
but  as  the  main  aim  of  superinduction  is  the  burning  of  lower- 
grade  fuels,  this  would  not  matter  so  much. 

109  Another  way  out  would  be  to  provide  means  for  cooling 
the  piston  head.  To  do  this  by  means  of  a  flow  of  liquid,  as  has  been 
done  in  Diesel-engine  practice,  does  not  seem  promising  with  the 
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small,  high-speed  piston  of  motor-car  and  aeroplane  engines.  But 
air  cooling  of  the  piston  head  appears  both  easy  and  sufficient  to 
the  extent  of  keeping  the  temperature  below  the  dangerous  level. 

110  In  a  supcrinduction  engine  we  must  have  an  air  com- 
pressor of  some  kind,  and  to  provide  a  blast  of  air  for  cooling  the 
piston  head  involves  only  a  small  enlargement  of  the  compressor. 
Fig.  5  shows  how  this  has  been  carried  out  in  the  present  case.  Valve 
B  is  provided,  operated  from  the  same  camshaft  as  the  inlet  valve, 
and  connected  with  the  compressed  air  tank  14.  As  shown  in  Fig. 
6,  this  valve  opens  30  dcg.  (it  was  found  later  that  20,deg.  may  be 
sufficient)  ahead  of  the  top  center  (T.C)  on  the  exhaust  stroke, 
and  closes  4  deg.  after  top  center,  or  2  deg.  ahead  of  the  closing  of 
the  exhaust  valve,  and  4  deg.  ahead  of  the  opening  of  the  inlet  valve. 
In  this  way  a  blast  of  air  is  acting  on  the  piston  head  all  the  time 
that  it  is  at  or  near  top  center  on  the  compression  stroke.  In  addi- 
tion to  direct  cooling  of  the  piston,  the  air  blast  through  valve  B 
has  a  scavenging  action  and  in  this  way  reduces  the  temperature 
of  the  incoming  charge,  which  again  helps  to  cool  the  piston.  It 
may  be  remarked  in  this  connection  that  the  scavenging  blast  has 
been  tried  a  good  many  times  and  has  contributed  to  a  better  opera- 
tion of  the  engine,  but  thus  far  not  to  an  extent  sufficient  to  com- 
pensate for  the  additional  complications  involved.  In  connection 
with  superinduced  engines,  however,  the  complications  are  less 
material,  as  tlie  air  compressor  is  there  anjivay,  and  blast  has  to  be 
used  to  cool  the  piston  head. 

111  It  should  be  added  that  still  another  method  may  be 
employed,  nanu^ly,  the  introduction  of  a  spray  of  water  directed 
on  to  the  piston  head  at  or  near  the  end  of  the  exhaust  stroke.  This 
has  been  tried  by  several  exjierimonters  in  England  and  Germany 
in  connection  with  const  an  t-pressure-ty|XJ  engines,  and  has  given 
satisfactoiy  results  under  certain  conditions. 

112  From  what  has  U^on  said  above,  it  apiK»ai-s  that  the  cycle 
of  the  siipcriniluction  engine  may  be  defined  as  follows  (cf.  dia- 
grams in  Fig.  ()): 

Fii*st  stroke:  main  admission  (/) 

Second  stroke:  supplementary  admission  (S) 

Thinl  stroke*:  compression  (C) 

Fourth  stroke:  expansion  {P) 

Fiftli  stroke:  c^xlinust  (K) 

Sixth  st rokr:  cooling  blast  and  .scavenging  [B) 

all  tlie  six  strokc^s  to  occur  within  two  n*volutions  of  the  crankshaft. 
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LOW-GRADE  FUELS  IN  SUPERINDUCTION  ENGINES 

113  We  have  seen  above  that  one  of  the  difficulties  in  burning 
low-grade  fuels  in  conventional  engines  of  the  constant-volume 
type,  namely,  their  low  rate  of  combustion,  is  overcome  by  the 
greater  expansion  pressure  in  superinduction  engines,  which  ma- 
terially accelerates  the  rate  of  combustion  by  raising  the  tempera- 
ture of  the  mixture.  There  is  another  difficulty,  however,  which 
has  not  yet  been  touched  upon  sufficiently. 

114  It  has  been  shown  above  that  low-grade  fuels  have  to  be 
well  atomized  before  they  can  be  properly  burned  in  the  engine 
cylinder.  But  the  lower  the  grade  of  the  fuel,  the  greater  its  vis- 
cosity and  the  stronger  its  surface  skin.  For  atomization  of  the 
fuel  we  have  to  depend  upon  the  difiFerence  of  pressure  between  that 
in  the  carburetor  float  and  in  the  engine  cylinder  on  the  induction 
stroke,  and  between  the  carburetor  air  inlet  and  engine  cylinder 
on  the  same  stroke.  Because  of  this,  all  else  being  equal,  the  degree 
of  atomization  depends  primarily  on  the  above  differences  of  pres- 
sure. Tests  have  shown  that  while  these  differences  of  pressure, 
with  atmospheric  pressure  at  sea  level  at  the  inlet  to  the  carburetor 
and  in  the  float  chamber,  are  sufficient  in  the  case  of  kerosene  and 
better  grades  of  distillate,  they  are  not  high  enough  to  permit  us  to 
handle  even  the  best  grades  of  fuel  oil,  such  as  parafl^  gas  oil,  with 
any  degree  of  satisfaction.  The  lower  the  grade  of  fuel  the  greater 
its  viscosity  and  the  stronger  its  surface  skin. 

115  In  the  case  of  the  auxiliary  carburetor  13,  Fig.  5,  the  dif- 
ferences of  pressure  are  about  15  lb.  higher  than  in  the  conventional 
type  of  engine  (and  than  in  the  carburetor  18),  which  makes  it 
possible  to  handle  the  lighter  grades  of  fuel  oil  without  much  trouble, 
thus  permitting  the  carburetor  18  to  run  on  gasoline,  and  carburetor 
13  on  a  light  grade  of  fuel  oil. 

116  This  is  particularly  facilitated  by  the  fact  that,  while 
complete  stratification  of  the  charge  is  hardly  present,  the  top  por- 
tion of  the  charge  is  practically  pure  gasoline  mixture,  which  ignites 
first  and  creates  sufficient  pressure  and  temperature  in  the  cylinder 
to  bum  the  heavier  oil  in  the  lower  part  of  the  cylinder. 

117  The  commercial  features  of  this  construction  and  the 
question  of  costs  have  been  deliberately  left  out  of  consideration 
the  use  of  the  two  fuels  being  mentioned  here  mainly  with  a  view 
to  giving  an  illustration  of  the  vast  possibiUties  of  the  application 
of  the  superinduction  principle  in  constant-volume-type  engines, 
such  as  used  for  automotive  equipment. 
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118  The  construction  shown  in  Fig.  5  appeai-s  rather  compli- 
cated. The  reason  for  this  is  that  poppet  valves  are  shown  in  order 
to  present  the  relation  of  the  parts  more  clearly.  Actually,  however, 
a  construction  which  requires  five  poppet  valves  per  cylinder,  while 
not  impossible,  is  not  good  engineermg.  The  situation  is,  however, 
entirely  different  with  sUde-valves,  especially  such  as  the  Knight 
type.  There  all  that  is  necessary  is  to  cut  a  few  holes  in  the  valve 
cylinders  and  the  walls  of  the  engine  cylinder,  which  does  not  involve 
any  particular  difficulties  or  sensibly  affect  the  cost  of  production. 


CONCLUSIONS 

119  The  shortage  of  the  higher  grades  of  fuel  makes  it  neces- 
sary to  review  our  engine  design  with  a  \'iew  to  adapting  it  to  the 
lower  grades.  The  controlling  element  in  this  revision  has  to  be  the 
low  basic  rate  of  combustion  of  the  new  fuels,  necessitating  a  design 
of  engine  where  means  are  available  to  bum  the  heavier  fuels  at  a 
faster  rate  than  is  possible  in  the  conventional  engine.  Superin- 
duction  affords  such  a  possibility,  besides  increasing  the  power  out- 
put of  an  engine  of  given  size.  It  offers,  therefore,  the  most  natural 
solution  of  the  present  difficulty,  and,  as  a  matter  of  fact,  is  already 
strongly  under  consideration  by  the  engineering  fraternity. 

120  This  is  all  the  more  so  as  it  is  already  apparent  that,  if  we 
want  to  secure  an  alleviation  of  the  present  fuel  situation  of  a  per- 
manent nature,  we  must  find  ways  of  utilizing  fuels  that  are  more 
easily  obtainable  than  kerosene,  and  that  means  refined  natural  oils, 
such  as  paraffin  giis  oil.  This  obviously  implies  a  basic  redesign  of 
our  engines  along  the  linos  of  higher  pressures  and  possibly  tempera- 
tures. 

121  One  thing  seems  to  be  certain:  AMiile  we  have  attained  a 
very  high  degree  of  achievement  in  the  design  of  the  gasoline  engine^ 
the  high-speed  high-efficiency  constant-volume  type  kerosene  or 
fuel-oil  engine  that  will  take  its  place  will  have  to  be  designed  with 
a  far  clearer  understanding  of  the  processes  of  combustion  than  is 
evidenced  by  the  engine  of  today.  In  other  words,  the  good  ken>> 
senc  or  fuel-oil  engine  will  have  to  l)e  first  and  last  a  better  engiiie 
intrinsicall}'  than  anything  we  have  today. 


No.  17S6 

RELIABILITY  OF  MATERIALS  AND  MECHAN- 
ISM OF  FRACTURES 

By  Charles  de  Freminvillb/  Paris,  France 
Honorary  Member  of  the  Society 

It  is  a  common  experience  that  the  behavior  of  materials  in  practice  does  not 
always  agree  with  their  behavior  under  test;  designs  worked  out  from  data  secured 
from  test  pieces  have  not  always  proved  satisfactory,  and  actual  machines  have  had 
to  be  modified  from  the  experience  of  practice.  The  differences  between  test  pre- 
dictions and  actual  results  are  set  forth  in  the  following  paper,  and  it  is  shown  that 
the  reasons  for  the  discrepancy  between  test  and  actual  conditions  can  be  determined 
by  an  analysis  of  the  mechanism  of  fractures  of  the  test  pieces  and  of  actual  specimens. 
Such  an  analysis  reveals  the  fact  that  the  mechanism  of  the  fracture  follows  certain 
laws  which  can  be  formulated.  The  paper  also  deals  with  methods  of  designing 
members'so  that  stresses  in  them  do  not  conflict  with  the  laws  of  mechanism  of  fracture. 
Pieces  can  be  so  designed  and  so  assembled  that  the  stresses  in  them  largely  avoid  the 
conditions  of  fracture,  and  it  is  significant  thai  when  such  design  and  assembling  is 
carried  out,  the  behavior  of  the  actual  machines  is  much  more  similar  to  the  behavior 
of  the  lest  pieces  themselves. 

A/VTHEN  the  author  was  invited  to  read  a  technical  paper  before 
The  American  Society  of  Mechanical  Engineers  the  first 
subject  which  came  to  his  mind  was,  The  Reliability  of  Materials, 
chiefly  because  of  his  previous  experience  in  the  use  of  metals  and  with 
the  testing  of  metals.  If  that  word  ''reKable''  impressed  itself  upon 
his  mind,  it  was  certainly  because  it  is  a  word  of  which  he  has  reaUzed 
the  full  meaning  in  America,  where  the  people  are  always  looking 
for  something  rehable:  reliable  information,  reUable  products, 
reliable  men;  a  country  in  which  he  found  so  many  reliable  friends, 
and  which  has  proved  herself  so  prominently  and  so  thoroughly 
reliable  in  her  immense  effort  to  save  the  mutual  ideal  of  civilization 
of  France  and  America,  which  cannot  conceive  Science  associated 
with  an  ideal  other  than  Liberty. 

2    Reliability  is  the  quality  we  desire  in  the  metals  we  use,  but 

1  Mechanical  and  Industrial  Engineer.    Consulting  Engineer,  Schneider 
Works. 
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it  is  very  difficult  to  ascertain  it  through  a  short  test.  The  reliability 
of  materials  is  like  the  reliability  of  friends.  Whatever  brilliant 
qualities  they  may  exhibit,  their  reUability  is  known  only  in  the 
long  run,  so  that  in  the  case  of  an  apparent  failure,  the  qualities  of  a 
metal,  like  those  of  a  friend,  should  not  be  questioned  too  quickly.  It 
is  not  enough  to  know  the  intrinsic  qualities  of  the  metal;  a  ven- 
careful  study  of  the  circumstances  under  which  the  failure  occurred 
must  also  be  made,  and  it  is  this  fact  which  has  made  the  studv  of 
fractures  and  of  the  mechanism  of  fractures  one  of  great  interest  to 
th(*  author. 

3  During  the  early  days  of  the  automobile  industry  the  problem 
of  resistance  of  materials  began  to  be  considered  in  a  new  light. 
Tlio  first  motor  cars  that  were  built  were  designed  with  factors  of 
safety  th(»n  generally  accepted  for  the  resistance  of  medium-carbon 
st <»(*!.  But  the  engineer  soon  came  into  contact  with  the  sportsman 
and  was  t(Mnpted  to  put  into  the  gearing  a  stress  much  greater  than  the 
one  for  which  it  had  been  made.  One  of  the  problems  to  be  solved, 
t  h(T(»f()ro,  was  to  secure  a  material  which  couldsafely  be  used  for  gears. 

4  At  that  time  steel  makers  had  produced,  among  certain  other 
new  products,  ternary  steels,  which  showed  brilliant  promises  of 
new  (|ualitics  if  the  results  of  the  laboratory  tests  to  which  they 
liM(l  l)cc»n  Hiibmitted  could  be  taken  as  a  proof  of  their  reliability. 

5  Vi(»wiiig  the  question  of  material  for  motor  cars  in  a  general 
iiinniier,  Mi(^  constituent  parts  appeared  to  belong  to  two  distinct 
ehiMsi's.  Tlu*  first  included  such  parts  as  gears,  crankshafts,  con- 
necting rods,  (»tc.,  which  had  to  withstand  severe  normal  work. 
AIho  only  a  small  amount  of  wear  was  allowable  and  the  class  of 
aecidrnls  to  which  tlu\v  were  liable  was  limited  but  very  serious, 
JM-in^;  el  I  ir  fly  those  of  s<Mzing  or  an  encounter  with  straj^  nuts  or  bolts. 

ti  Tlir  parts  of  the  siTond  class  did  not  have  much  stress  im- 
pof^ed  upon  them  in  ordinary  service,  but  they  did  have  to  meet  with 
what  can  be  tinned  ''normal  accidents,'*  and  were  therefore  ex- 
pirtrd  to  liend  to  a  c<Ttain  extent  without  ceasing  to  fulfill  their 
«hit\.  To  this  class  belonged  front  axles  and,  more  generally,  all 
ih<-  part.',  connected  with  tlu*  st(HM*ing  mechanism.  For  these,  the 
"noMiial  aci'idcnt  "  can  hapi)en  very  frequently.  It  is  almost  im- 
po::il.Ir  to  say  that  Ww  wheel  of  a  car  will  not  come  rather  abruptly 
into  contart  with  a  <'Uii»stone,  or  even  with  the  wheel  of  another  car. 
In  --iich  caM-  sonn'thing  must  yield  or  break.  It  is  of  course  but 
natiiial  to  ho|)c  tiiat  something  will  yield  and  that  this  >ieldiiig  has 
Imiii  fon-rni;  also  that  it  will  take  place  on  a  piece  easify  seen  and 
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easily  replaced,  and  that  the  material  of  which  the  piece  is  made  will 
not  cease  to  be  reliable. 

7  The  impact  test,  to  which  attention  was  directed  at  that 
time  in  France  by  M.  Consid^re  and  later  by  M.  Fremont,  seemed 
to  be  a  very  convenient  method  for  ascertaining  the  characteristics 
of  the  parts  of  each  class.  The  impact  test,  however,  was  devised 
primarily  for  soft  steel  and  had  to  be  adapted  for  very  hard  steel. 
But  by  making  use  of  the  impact  test  it  was  possible  to  select  for  the 
parts  of  the  first  class  a  grade  of  steel  which  only  f factiu'ed  after  a 
very  small  amount  of  deformation,  and  this  could  be  considered  as 
a  very  excellent  quaUty  for  the  parts  of  this  class. 

8  The  parts  of  the  second  class  were  expected  to  bend  under 
the  impact  test  to  a  very  great  extent,  and  it  was  easy  to  find  wrought 
iron  or  mild  steel  possessing  this  characteristic,  although  the  relia- 
bility of  these  materials  for  the  use  considered  is  a  matter  open  to 
discussion.  But  here  again  the  problem  became  complicated,  be- 
cause there  were  those  who  seemed  reluctant  to  admit  that  some 
of  the  parts  had  to  bend  easily  under  certain  circumstances  and 
that  a  limited  amount  of  toughness  was  not  desirable,  inasmuch  as 
the  steel  maker  pretended  to  have  grades  of  steel  uniting  in  a  rare 
degree  ductility  with  toughness. 

9  The  tensile  tests  of  these  steels  showed  a  high  ultimate 
strength  and  a  great  elongation.  The  impact  test  showed  that  a  con- 
siderable amount  of  energy  had  been  absorbed  by  the  test  piece, 
been  possible  great  amount  of  distortion.  It  is  evident  that  if  it  had 
which  gave  a  to  have  a  diagram  of  the  impact  test,  showing  at  every 
moment  what  was  the  amount  of  stress  corresponding  to  a  given 
deflection,  the  matter  would  have  been  made  very  much  clearer. 
But  since  there  was  no  machine  that  would  give  such  a  diagram, 
a  substitute  was  found  in  a  static  bending  machine  registering  the 
amount  of  energy  taken  in  the  deformation  process,  for  it  was  possible 
to  ascertain  that  in  all  the  cases  which  had  to  be  investigated,  the 
number  of  kilogram-meters  absorbed  was  practically  the  same  as  in 
a  quick  bend  or  in  a  drop  test.  So  far  as  the  appearance  of  the 
fracture  was  concerned  there  was  no  perceptible  difference  in  either 
case,  which  showed  that  the  metal  which  seemed  to  possess  ductility 
and  toughness  did  not  possess  these  characteristics  to  the  extent 
believed.^ 

*  The  author  has  recently  learned  tliat  the  same  idea  of  interpreting  a  drop 
test  by  means  of  a  diagram  given  by  a  static  bend  test  has  been  successfully 
used  in  this  country  for  testing  rails,  and  he  believes  that  it  can  be  used  in  many 
instances. 
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10  Figs.  1  and  2  are  diagrams  for  comparing  the  results  obtained 
by  drop  tests  and  Quick-beod  tests  on  notched  test  pieces.  In  these 
diagrams  the  ordinates  of  curves  A  are  proportional  to  loads  cor- 
responding to  deflections  shown  on  the  abscissa  scale.  In  curves  B 
(which  are  the  integrals  of  curves  A  —  ordinates  yiv'i,  yty'i,  etc., 


•  tft/^A/  /0/r^  (VanabUDrop) 
»  ftiighf-  lOXgs  (4BimDrop) 

Fio.  1     Diagram  for  Comparino  the  Resclts  of  tixATic  Rend  add  Daov 
Hend  Tests 

brinR  proportional  to  surface  1'  and  so  on^  the  amount  of  eneigy 
consuHicd  in  tho  Ivetiding  test  is  given  for  each  value  of  the  deflection. 
The  ordinatos"  \i\i\.  y'iC-,  etc.,  are  ])roi)ortion«l  to  the  amount  of 
cm-rKj-  silisorlx'ti  by  the  drop  tost  for  the  .»amt'  deflection,  as  measured 
in  the  Iwnd  tost,  and  can  K'  easily  compan'd  with  ihy'u  VstfV  The 
energy  absorbinl  in  the  drop  test  appears  to  be  only  slightly  grefttw 
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than  that  absorbed  in  the  quick-bend  test,  but  the  process  has 
followed  the  same  course  ia  both  cases,  and  the  difference  may  be 
attributed  to  errors  in  the  experimental  work. 

11  Fig.  1  is  a  diagram  of  a  test  of  wrot^ht  iron  or  mild  steel 
in  which  the  amount  of  stress  necessary  to  obtain  a  given  deflection 
remains  constant  over  a  long  range.  This  is  the  type  of  material 
which  can  be  expected  to  give  good  results  for  parts  of  the  second 
class. 

12  Fig.  2  is  a  diagram  of  a  test  of  a  steel  with  a  certain  amount 
of  ductility,  in  which  the  energy  consumed  for  a  given  deflection 


p  If  milt    Z*5k 


appears  to  be  greater  than  in  the  case  of  Fig.  1,  and  which  was 
offered  for  parts  of  the  second  class.  It  should  be  noted  that  in 
Fig.  2  curve  ,4  is  absolutely  different  from  curve  A  of  Fig.  1,  as 
it  shows  that  a  maximum  amount  of  the  energy  is  absorbed  after 
a  small  deflection  has  been  obtained.  This  maximum  is  the  point 
where  the  piece  begins  to  show  a  crack,  which  of  course  did  not  exist 
in  the  test  piece  whose  diagram  is  shown  in  Fig.  1. 

13  Parts  of  the  second  class  made  of  this  metal  proved  a 
decided  failure.  Even  without  experiencing  the  "normal  accidents" 
which  they  were  expected  to  withstand,  they  showed  a  great  tendency 
to  crack  without  the  slightest  deformation,  which  method  of  fracture 
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K\<  u  III:  1U.S1 1.1  iM.  ntoM  \  Shock  os  a  Thw 
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has  been  called  JissillUc  by  the  late  M.  Brustlein,  of  the  Jacob  Holtzer 
firm,  Uaieux,  France. 

14  By  looking  closely  into  the  fracture  of  the  broken  test  piece, 
which  was  supposed  to  possess  ductility  and  toughness,  it  could  be 
seen  that  most  of  the  distortion,  or  flowing  of  the  metal,  had  taken 
place  not  before  the  fracture  was  started,  but  during  the  process  of 
extension  of  the  fracture,  and  this  gave  to  the  amount  of  eiierg>- 
recorded  an  altogether  different  meaning.  In  this  ease  the  failure 
of  the  material  could  be  traced  to  a  bad  interpi-etation  of  the  test, 
but  other  failures  were  encountered  which  could  not  be  traced  to  the 
quality  of  the  metal  used.  Typical  among  these  was  the  sudden 
snapping  of  levers,  under  conditions  which  could  be  si»ecified  but 


which  were  difhcult  to  explain.     The  impact  test,  like  othei-s,  could 
not  give  a  clue  as  to  reUabilitj-  in  certain  circimi stances. 

THE    STVDY    OF    FR-^CTUHES 

15  The  uncertainties  in  the  behavior  of  material,  the  propa- 
gation of  a  crack  without  any  distortion  of  the  piece,  the  sudden 
snapping  of  a  rod  without  any  perceptible  alteration  in  the  neighbor- 
hood, even  the  changes  which  were  produced  in  brittleness  under 
heat  treatment,  appeared  to  be  difhcult  to  account  for,  and  it  seemed 
to  the  author  to  be  worth  while  to  add  to  the  theoretical  views  of 
the  question  by  making,  as  far  as  possible,  a  thorough  study  of  the 
fracture  itself,  which  would  tell,  in  some  cases,  the  story  of  the 
failure. 
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16  It  is  frequently  believed  that  fracture  is  a  form  of  failure  of 
such  peculiar  character  as  to  escape  all  rules.  However,  the  atten- 
tion of  the  author  was  first  attracted  by  the  very  r^ular  fractures  of 
sandstone,  which  is  used  extensively  in  France  for  pavements,  and 
which  so  resemble  one  another  that  they  seem  to  be  real  diagrams 
of  what  has  happened  during  the  rapture.  Moreover,  a  certain 
number  of  peculiarities  of  the  fractures  were  found  to  be  common 
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to  both  sandstone  and  steel.  It  was  also  noticed  that  these  same 
features  were  found  in  glass  fractures,  in  which  they  could  be  ob- 
served with  great  accuracy;  also  that  they  were  still  easier  to  observe 
in  Judea  bitumen,  where  the  breakage  was  produced  very  easily, 
A  further  study  has  shown  that  the  fractures  developed  in  an  identical 
manner  in  these  various  materials. 

17     It  is  not  possible  in  the  limited  time  at  the  disposal  of  the 
author  to  go  thoroughly  into  the  subject  of  the  study  of  fractures, 
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and  as  a  result  attention  can  only  be  called  to  some  of  the  main 
features.  Fig.  3  shows  a  fracture  developed  in  a  glass  vessel  by 
a  sharp  shock.     In  this  should  be  noted  the  sj-mmetry  of  the  surfaces 


I'lIM 


oriniiiati'il  :iiiii  tlic  pciiiliiii-  .lisjKisititm  tif  tlic  .sliiHin^  jKiints  of  these 
stirfiici-f!  fi'iuii  hiilli  I'luU  iif  a  sniiiU  line  to  which  Iho  surfaces  are 
liinticiit.  I'i;;.  I  shows  tlic  ik'vclopmcnt  of  the  fracture  resulting 
from  a  siiiiiliir  shork  in  a  lliin  shrot  of  glass.     Here  groat  symmetry 
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is  seen,  the  network  also  originateB  from  a  small  line,  and  some  <A  Ihe 
surfaces  extend  entirely  through  the  glass,  some  only  partaally. 

18    li^g.  5  is  taken  from  a  slab  of  glass  broken  in  the  same 


Fia.  10    Fractubx  in  Judea  Butven 

manner.  It  shows  one  of  the  surfaces  dividing  the  slab  into  jneces, 
which  was  also  partially  cut  by  other  surfaces.  In  this  particular 
case  the  blow  was  given  at  /  on  the  top  of  the  slab,  and  it  will  be  seen 


Fia.  12    FRAcruR&a  in  Tool  Stebl 

that  the  small  line,  noted  in  the  previous  figures  as  the  origin  of  all 
the  cracks,  is  situated  at  F  at  the  opposite  mde  of  the  surface.  It 
presents  a  vety  remarkable  appearance  and  the  general  disposition 
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of  the  surface  induces  us  to  believe  that  the  fracture  originated  in 
that  region. 

19  Figs.  6  and  7  show  in  great  detail  other  specimens  of  that 
very  peculiar  surface,  which  illustrate  very  clearly  that  there  is  a 
starting  point  of  the  fracture.  These  examples  enable  us  to  see  that 
one  of  the  main  surfaces  cutting  the  test  sample  has  not  expanded 
at  one  stretch,  but  is  formed  by  surfaces  overlapping  each  other  like 
the  blades  of  a  fan.    This  is  made  still  more  evident  by  the  fracture 


In  ptprtssion 


Tig.    11     Scheme   of   FiiArnuE    in 
Jl'DEA   HnrMEN* 


Fici.  14  Scheme  of  Tearinc:, 
WITH  Cracks  That  Ac- 
company It 


Vui.  1()     Scheme 
OF  Steel  Chip 


jv^' 


KiQ.  IS    Outline  of  the  Fracture 
OF  A  Bitumen  Block 


shown  in  Figs.  8  and  9.  These  surfaces  overlap  each  other  at  dis- 
tances often  smaller  than  a  hundredth  of  an  inch,  and  by  making 
use  of  the  method  called  rccowpcmcni  (rccutting)  by  the  geologists, 
it  is  possible  to  follow  the  successive  order  in  which  the  various 
elements  of  the  fractures  have  developed. 

20  Fi^.  1 1  sliows  in  ^roat(T  detail  one  of  these  surfaces,  and 
enables  us  to  point  out  sonic  of  its  special  features.  Part  of  the 
surface  is  bright  and  part  dull.  A  study  of  the  bright  part  can 
be  made  from  Fig.  10,  which  shows  a  standard  fracture  in  Judea 
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bitumen.  It  is  very  easy  to  follow  the  surfaces  overlapping  each 
other,  as  is  showo  by  the  scheme  in  Fig.  11.  The  general  arrange- 
ment of  the  surfaces  bears  a  very  close  resemblance  to  the  surface 
of  water  as  it  runs  in  a  culvert,  passes  over  a  dam,  or  expands  in  a 
shallow  pond. 

21  The  same  arrangements  of  fractures,  overlapping  surfaces, 
foci,  etc.,  which  are  easily  observed  in  glass  and  Judea  bitumen  are 
also  met  with  in  tool  steel,  as  shown  in  Fig.  12.  '    - 

22  We  find  that  the  dull  part  gives  the  impression  that  it'^aa 
been  rent  or  torn  away,  while  the  bright  smface  seems  to  have  been 
carefully  cut.     Fig.  13  shows  how  the  dull  surface  is  onginated  by 


Fig.  13    Hents  Fokmed  l'.vder  ihe  Main  Surface  in  Glass 

small  rents  coming  from  under  the  surface.  If  now  we  come  back 
to  the  focus  of  Figs.  6,  7  and  8,  and  look  for  the  point  where  it  has 
been  originated  we  find  that  it  also  lies  under  the  surface. 

23  Fig.  14  shows  what  takes  place  in  the  tearing  of  a  tough 
substance  such  as  gelatine.  The  cracking  bb  travels  ahead  of  the 
parting  at  a  and  prepares  the  way  for  its  advance. 

24  Fig.  15  is  another  and  striking  example  of  the  tearing  of  a 
tough  material.  The  parting  at  or  near  the  edge  of  the  tool  has 
been  made  possible  by  a'  "cracking"  similar  to  that  shown  in 
Fig.  14.  The  sketch  in  Fig.  16  shows  the  scheme  of  the  formation 
of  the  steel  chip. 
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25  But  how  can  a  bright  surface  be  produced?  How  can  the 
cutting  process  be  carried  on  without  the  sub-surface  cracking? 
How  can  surfaces  be  cut  which  run  parallel  within  such  small  distance 
aa  the  ones  we  have  noted?  The  only  explanation  which  seems  to  be 
satisfactory  is  that  the  cutting  power  is  a  vibratory  motion  of  the 
surfaces  of  the  fracture,  so  long  as  they  do  not  join  each  other. 

26  Fig.  17  shows  a  very  typical  arrangement  of  the  fracture 
surfaces  in  a  bitumen  block  and  Fig.  18  gives  an  outline  of  the  dif- 
ferent parts.     The  same  arrangement  is  constantly  found  in  steel 


Fig.  19    Piece  of  Steel  Tire  Broken  in  a_Drop  Test 

fractures,  Fig.  19  showing  a  similar  fracture  in  a  piece  of  a  steel  tire 
broken  under  a  drop  test. 

STRESS    AND   STRAIN 

27  What  are  the  conclusions  to  be  drawn  from  this  brief  study 
of  the  mechanism  of  fractures?  How  can  it  pretend  to  be  a  con- 
tribution to  the  science  of  resistance  of  materials?  In  a  general  way, 
by  showing  the  succession  of  the  phenomena  which  have  taken  place  ' 
during  the  spreading  of  the  fracture,  it  affords  an  experimental 
proof  that  the  straining  effects  are  more  detrimental  to  the  material 
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than  mere  stress.  This  is  in  accordance  with  what  has  been  shown 
by  a  purely  mathematical  study  of  the  question. 

28  In  case  of  an  impact  fracture,  be  it  in  a  piece  of  glass  or  in 
a  piece  of  steelj  we  find  the  starting  point  of  the  fracture  under  the 
surface,  although  the  maximum  stress  must  certainly  be  located  on 
the  surface  itself. 

20  In  the  case  of  a  piece  subjected  to  tension  only  if  a  com- 
parison is  made  with  the  fractures  already  considered  it  will  show 
that  fracture  has  originated  along  the  axis  of  the  test  piece  (sec 
Fig.  20).  The  surface  of  the  test  piece  itself  sustains  a  very  import- 
ant stress,  but  without  being  subjected  to  the  strains  resulting  from 


I'"i(i.   20    Tkst   r[f;cK   Rl-I'ti-hki)  vnoer  Tension;    Fracture    Originated 

the  coiiiiict  of  liiyers  undergoing  uneven  stn's.'ics,  flowing,  so  to  speak, 
to  give  the  reduction  of  area. 

3(1  Tlic  predominance  of  the  internal  or  straining  action  is  no 
less  striking  in  the  case  of  a  rent  where  the  straining  effect  travels  in 
:idvanoe  of  the  stress  whieli  could  Ix;  originated  at  the  separating 
point.  {J^ee  Fig.  14.)  This  condition  should  induce  the  metal- 
hirgist  In  piiy  more  iittention  to  the  causes  which  produce  strain- 
ing, in  other  words,  to  the  tensions  which  may  exist  in  the  pieces 
after  bciiifj  ctist  or  forged.  This  is  illustrated  by  the  changes  in 
lirittlcness  which  occur  in  glass  undergoing  heat  treatment.  The  heat 
Ircatiiii'Mt  diK's  not  liring  about  any  change  in  its  molecular  arrange- 
incnt.  but  llie  glass  coTiiiiig  oul  of  tlie  fiirnucr  is  very  brittle:  after  be- 
ing properly  annealed  i(  is  f;ir  loss  brlUli-  and  after  lieing  "  chilled," 
or  subrnilled  In  :i  |)r()]ier  hi>a(  treatment,  is  so  much  less  so  that  it 
is  in  the  po-cidlc<l  unbreakable  state;  that  is  to  say,  it  ran  sustun 
shocks  and  Wnding  to  a  much  greater  extent  than  ordinarj'  glaw. 
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31  The  fiist  condition  is  one  of  very  uneven  tension;  the  aecoiid, 
one  without  tension;  and  the  third,  one  which  has  a  beoefidal  ten- 
sion. This  unevenness  of  tenaon  also  exists  in  steel,  irrespective  of 
the  chemical  or  other  changes  in  sbiicture.  An  example  of  the 
effect  of  these  internal  tenaons  is  given  by  Fig.  21,  which  shows  a 
fracture  in  a  rail.  It  is  evident  that  the  fracture  was  started  in  the 
neighborhood  of  the  axis  of  the  head,  a  fact  which  could  not  be  ac- 
counted for  if  the  piece  had  been  under  normal  conditions;  therefore 
the  causes  of  a  fracture  of  that  kind  must  be  traced  to  a  tension  most 


Fia.  21    Tension  Fraciurk  ik  a  Stxii.  Rail 

likely  produced  in  the  rollii^  mill.  This  case  illustrates  the  mode 
of  cutting  which  produces  bright  surfaces  in  glass,  and  which  can 
only  be  expluned  by  the  presence  of  a  vibratory  motion  of  the 
surfaces  when  they  are  apart  from  one  another. 

32  In  conclusion  the  author  trusts  he  has  created  the  impression 
that  a  methodical  study  of  fractures  is  of  the  greatest  importance, 
especially  as  it  leads  to  a  knowledge  of  the  causes  of  failures  which 
cannot  always  be  attributed  to  the  intrinsic  qualities  of  the  metal 
itself. 
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MOTOR-TRANSPORT  VEHICLES  FOR  THE 

UNITED  STATES  ARMY 

By  John  Younger,  Pittsburgh,  Pa. 
Member  of  the  Society 

While  the  title  of  this  paper  might  indicate  that  the  mechanical  features  of  the 
various  types  of  motor-transport  vehicles  would  be  discussed,  such  is  not  the  case, 
for  to  do  sOy  as  the  writer  points  out,  would  merely  be  to  recapitulate  catalog  specifica- 
lions.  The  paper  accordingly  contains  a  discussion  of  the  types  of  vehicle  best  adapted 
to  various  military  needs.  Motor-transport  vehicles  have  been  classified  by  the  Army 
under  ten  broad  heads,  ranging  from  the  motorcycle  to  the  5-ton  truck,  and  sux^h  a 
classification  has  been  found  to  be  a  most  satisfactory  one.  The  ultimate  ideal  is  of 
course  to  standardize  a  single  type  of  vehicle  for  each  class,  and  with  that  point  in 
view  the  writer  discusses  the  various  vehicles  used.  Numerous  photographs  are 
presented  as  illustrative  of  the  American  design  and  construction,  and  tables  giving 
data  on  the  various  types  used  during  the  war  are  also  included. 

TN  considering  the  subject  of  motor-transport  vehicles  used  by 
the  U.  S.  Army  the  writer,  believes  it  is  unnecessary  to  go  into 
any  detail  regarding  the  history  of  motor-vehicle  transportation  in 
mihtary  use.  It  is  of  interest  in  passing,  however,  to  note  that 
steam  vehicles  were  successfully  used  years  ago,  reaching  their 
highest  point  of  development  in  the  British-South  African  war. 
Motor  road  transportation  does  not  come  into  great  prominence 
again  until  the  Great  War  of  1914,  when  its  use  exceeded  the  esti- 
mates of  even  the  most  radical.  During  the  war,  motor  vehicles 
were  used  by  the  tens  of  thousands.  They  paralleled  the  railroads, 
they  crossed  the  railroads,  they  radiated  in  all  directions;  they  were 
even  employed  in  munitions  supply  work  in  England ;  motor  trucks 
loaded  with  shells  in  the  Midlands  were  driven  straight  to  the 
channel  ferry  and  run  right  up  to  the  front  line  in  France,  without 
any  changing  of  load,  the  saving  in  time  being  of  course  enormous. 
It  is  a  matter  of  record  that  the  fight  for  Verdun  was  fought  and 
won  largely  through  aid  furnished  by  motor-vehicle  equipment. 
The  railroad  was  at  the  mercy  of  the  enemy,  and  a  military  highway 
accommodating  four  streams  of  trucks  was  built,  thus  saving  the 
city. 

Presented  at  the  Annual  Meeting,  December    1919,  of   The  American 
Society  op  Mechanical  Engineers. 
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2  These  are  matters  of  history  pointed  out  principally  to 
illustrate  a  new  mechanical  feature  which  has  arisen  in  warfare. 
The  successful  army,  as  of  old,  is  in  large  measure  the  one  which 
possesses  the  characteristic  of  great  mobiUty.  The  internal-com- 
bustion-engine motor  vehicle  has  in  the  past  decade  accomplished 
a  revolution  in  military  mobility  and  it  is  proper,  therefore,  that 
attention  should  be  drawn  to  the  technical  features  underlying 
this  great  change. 

3  It  may  be  of  intenjst  to  note,  before  discussing  the  various 
types  of  motor  vehicles  which  were  used  during  the  great  conflict, 
that  in  England  every  mechanical  vehicle  that  was  in  existence 
was  requisitioned  for  some  form  or  other  of  military  serAdce,  and 
that  during  the  first  few  months  of  the  fall  of  1914,  England  com- 
mandeered every  vehicle  of  any  kind,  no  matt€j  how  old,  to  rush 
troops  and  supplies  to  the  front.  In  this  country  we  were  fortunate 
in  not  having  our  ordinary  commercial  transportation  dislocated 
to  any  large  extent.  To  the  best  of  the  writer's  knowledge  there 
were  no  second-hand  vehicles  commandeered  for  Government  use, 
but  a  large  number  of  vehicles  produced  in  this  country  were  at 
some  time  or  other  requisitioned  for  ser\'ice  with  our  forces. 

4  To  go  into  detail  on  their  mechanical  points  would  be  merely 
to  recapitulate  their  catalog  specifications.  It  is  felt  advisable. 
therefore?,  to  try  to  form  some  measure  of  classification  so  that  the 
whole  broad  array  of  motor  equipment,  ranging  from  the  small 
motorcycle  to  the  huge  5-ton  cargo-carrying  truck,  can  be  studied 
int<»lligently  and  with  a  view  to  seeing  in  what  direction  we  should 
plan  in  the  future  to  take  care  of  our  military'  needs. 

CLASSIFICATION    OF   VEHICLES 

5  Such  a  classification  would  be  as  follows  below,  and  as  the 
war  progressed  it  was  found  more  and  more  that  this  classificatioD 
was  a  scientific  one  into  which  the  various  types  of  vehicles  tended 
to  coneentrate,,  so  that  in  the  ultimate  id(»al  there  would  be  one 
standard-tyiM*  veliicle  in  each  classification.  This  particular  point 
is  one,  howt^ver.  which  will  he  studied  later: 

1  MotorcvcU*s 

2  Light  PassengtM*  C\irs.  sui(al)le  for  carr^'ing  five  passengen 
'.\     Heavy  l^LssengtT  Cai*s  (enclosed  or  limousine  type)  for 

carrying  statT  |H'i-sonnel 
4     Anii)ulaiuvs 
r>     J-Ton  Trucks,  for  carrying  cargo  or  ix^rsonnel 
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6  li-Ton  Trucks  (either  pneumatic  or  solid  tires)  for  carry- 

ing cargo  or  personnel 

7  3-5-Ton  Trucks  on  solid  tires 

8  Trucks  of  the  4-wheel-drive  type 

9  Cargo-carrying  track-laying  type  of  vehicle 
10    Trailers 

f-ton 
1^-ton 
3-5-ton 
10-ton 

SPECIAL   ARMY   REQUIREMENTS 

6  Before  proceeding  with  a  discussion  in  detail  of  each  of  the 
types  in  the  foregoing  classification,  it  would  be  well  to  consider 
whether  the  Army  has  or  has  not  special  requirements  which  render 
necessary  the  special  design  in  their  equipment.  The  motor  vehicle 
of  whatever  type,  with  the  exception  of  the  track-laying  type  and 
four-wheel-drive  type,  is  designed  primarily  to  operate  over  roads. 
The  inability  of  the  motor  vehicle  to  work  economically  on  poor 
roads  has  called  forth  a  general  demand  for  improved  highways 
which  has  resulted  in  the  spending  of  milhons  of  dollars  on  state 
highways  this  year  alone.  These  state  highways  are  chosen  in 
location  just  as  a  railroad  is  —  because  of  the  economic  pur- 
pose the  road  will  serve,  either  in  our  commercial  hfe  or  in  our 
recreation.  The  modern  passenger  car  is  rarely  driven  over  poor 
roads.  One  has  only  to  contrast  the  congested  highway  on  a  Sunday 
with  the  absolute  tranquility  of  a  nearby  dirt  road  to  demonstrate 
the  truth  of  this  statement.  It  is  a  fact  that  designers  and  manu- 
facturers have  taken  note  of  this  and  have  intended  their  vehicles 
to  operate  on  average  good  roads.  The  very  small  minority  that 
operate  pleasure  cars  on  poor  roads  have  to  pay  the  penalty,  and 
even  more  so  with  motor  trucks.  A  great  volume  of  business  lies 
in  the  cities  where  exceptionally  good  roads  are  met,  whereas  the 
number  of  trucks  operating  outside  of  the  cities  is  very  small.  The 
amount  of  power  necessary  to  drive  motor  vehicles  on  good  roads 
is  only  a  fraction  of  that  required  to  drive  them  over  heavy  roads. 

7  The  problem  of  the  Army,  however,  is  different,  for  rarely, 
if  ever,  does  it  operate  in  a  big  city,  its  operations  being  confined 
to  the  open  country.  It  has  to  take  roads  as  it  finds  them  and  some- 
times it  has  even  to  make  its  own  roads.  As  pointed  out  above,  it 
must  be  mobile,  and  mobility  in  an  army  means  abiUty  to  go  any- 
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where.  It  is  a  matter  of  interest  to  examine  the  roads  on  the  border- 
lands between  this  count r>'  and  Mexico  and  to  observe  that  they 
actually  barely  exist.  The  needs  of  the  Army  must  therefore  be 
considcTod  from  the  military  standpoint  and  neither  poUtieal  nor 
coinniorcial  considerations  should  be  allowed  to  block  the  main 
i.ssuo,  naniolj^  that  the  Anny  must  have  a  proper  motor  transporta- 
tion suitable  to  insure  its  mobility  under  any  possible  circumstances 
in  which  it  will  be  called  to  fight.  Stress  is  laid  on  this  point  as  there 
liav(^  be(.'ri  arj2:unierits  pro  and  con  as  to  the  advisability  of  the  army 
iisinK  coMiniercial  vfhielos.  The  war  in  France  brought  little  light 
on  Ihis  subject  because  for  yeai-s  the  battle  line  was  practically 
stjition.'uy  and  the  country  behind  the  lines  had  innumerable  high- 
ways of  hip;h-^ra(l(^  construction  of  an  antiquity  reaching  back  far 
JM'yond  Ili(*  <lays  of  Napoleon  —  actually  to  the  days  of  Julius 
( 'aesai'.  It  is  tru(*  that  in  other  parts  of  the  world,  in  Africa,  Russia 
and  in  Southern  Murope,  battles  were  fought  in  countries  with  few 
roads,  but  tlicn^  it  was  found  tliat  the  average  commercial  type  of 
vfliiclr  had  deiinite  limitations.  The  motor  vehicle,  therefore,  for 
military  usr  should  b(»  considered  from  the  military  aspect  and  we 
should  not  necessarily  try  to  foist  on  the  Army  vehicles  which  are 
of  proven  value  only  in  the  commercial  field. 

hlsn  SSION    OF  TYPKS  —  MOTORCYCLES 

s  The  nioioreyele  proved  of  tremendous  use  in  warfare. 
W  heie  de.patihes  had  to  be  carried  over  exceedingly  rough  country, 
wheie  hi^'.h  ..peed  was  I'ssiMitial,  where  transportation  under  fire 
wa.i  niTr...ai\.  the  niotorrycle  proved  its  value.  Two  of  the  com- 
MHiei'il  tnaK«".  i\(  niotoreveles  nianufactuivd  in  this  country  proved 
I  hit  I  Ml  ^!.rn(MMl  ihev  wen'  satisfactory  from  a  miUtary  standpoint. 
Milii.MN  u  i\  It  Is  true,  developed  certain  weaknesses  which  were 
nil  Mil  III  l\  irnii-iheil,  bui  I  he  experience  of  the  war  indicated  that 
ihi  |H«  iiii  ihv  in<»ioie\ile  of  standard  construction  suitable  for 
nil  •  M  II  .  woiiM  -.utMNe  as  a  stauilard  of  equipment,  and  that 
I    III  III  iMiflil    ni.ii  hiiie        nol    over  '2'tO  lb.   in   weight  —  should  be 

I  |i    \  I   It  >!  ii  I  t     li  M  t  >li>  W  (M  l\ 

I  u.ii  I    r  v»*«-i  \i;ru  v"  \KS 

'»     l\\.«   \in.  M.  iM  le  u-h •.'•„'«»  well'  ii<ed  ill  treat  quantities,  the 

I  .'i.l    .I..I    ill,     !V..li-x        l*M»;h   »v^^e   iivH»d   s^nisfaciion  but   it  IS  felt 

iiiii     iiM   »..■■■!      I''  ■:.■•.»;•   v-.KuA   !»e  obraiiirsl  bv  cf^ncentratiOD 
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on  one  passenger  machine  of  a  somewhat  more  rugged  design..  There 
are,  however,  commercial  aspects  in  this  case  as  machines  such  as 
the  above  have  a  tremendous  market  off  the  beaten  highway  and 
their  economic  and  satisfactory  use  by  farmers  and  the  Uke  over 
poor  roads,  or  over  no  roads  at  all,  furnishes  sufficient  test  to  war- 
rant the  army  considering  very  seriously  in  this  case  the  commer- 
cial vehicle.  On  the  whole,  it  was  found  that  the  car  of  the  Dodge 
type  gave  the  most  satisfactory  results.  This  t3rpe  of  vehicle  was 
used  for  officers  in  their  work  involving  the  covering  of  territory, 
in  the  transp>ortation  of  light  suppUes,  as  an  emergency  repair  wagon 
and  in  all  kinds  of  ways  which  will  suggest  themselves  to  any  stu- 
dent of  military  affairs.  It  is  the  writer *s  personal  opinion  that 
there  is  no  necessity  for  two  types  of  cars,  one  type  alone  will  be 
ample.  Only  in  cases  of  sudden  emergency,  where  a  tremendous 
increase  in  the  army  would  be  required,  would  it  be  advisable  to 
increase  the  number  of  types. 

HEAVY   PASSENGER   CARS 

10  For  staff  use  it  is  essential  that  a  more  powerful  car,  cap- 
able of  maintaining  a  high  speed  over  long  distances,  should  be 
provided.  This  car  should  be  preferably  of  the  sedan  or  limousine 
type  to  insure  comfort  to  the  occupant.  The  staff  officer  in  direct- 
ing troop  movements  is  often  required  to  make  long  journeys  at 
night  in  such  a  car,  and  all  faciUties  should  be  provided  to  insure 
rest.  This  car  should  be  provided  with  facilities  for  carrying  maps, 
reports,  etc.,  and  with  necessary  lights  so  that  such  could  be  studied 
during  the  night.  This  car  will  only  have  a  limited  use  and  will  be 
used  almost  exclusively  along  the  highways,  so  that  a  commercial 
type  of  car  would  be  quite  suitable.  During  the  war  the  Cadillac 
was  used  exclusively  for  this  purpose  by  the  American  Army  and 
its  specifications  would  stand  today  as  being  typical  of  what  would 
be  required  for  future  use.    (See  Table  1.) 

AMBULANCES 

11  The  ambulance  is  a  peculiar  type  of  vehicle  in  the  sense 
that  while  its  load  consists  of  only  four  or  five  passengers,  the  shape 
of  the  load  (the  patients,  of  course,  being  recumbent)  necessitates 
almost  a  box-van  construction  for  the  body.  Furthermore  the  fact 
that  the  patients  have  to  be  carried  with  great  care  necessitates 
special  attention  being  paid  to  the  springing  and  the  comfort  gen- 
erally of  these  vehicles,  particularly  when  it  is  reaUzed  that  they 
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must  operate  as  closely  as  possible  to  the  firing  line  and  in  all  proba- 
bility some  distance  away  from  the  good  roads,  and  subject  to  shell 
fire.  The  writer  feels  that  for  this  purpose  the  chassis  used  for 
passenger  carrj^ng  is  one  which  will  be  found  most  desirable  for  this 
use,  with  a  possible  change  in  the  direction  of  lengthening  the  wheel- 
base  to  insure  better  adaptation  to  the  body. 

12  During  the  war  there  were  two  tjrpes  of  ambulaqces  used, 
one  a  simple  4-patient  ambulance  mounted  on  a  long-wheelbase 
Ford  chassis;  the  other,  a  more  elaborate  one  mounted  on  the 
J-ton  G.M.C.  truck.  Both  ambulances  had  their  distinct  use,  the 
Ford  type  being  used  close  to  the  firing  line,  while  the  G.M.C.  was 
used  more  behind  the  lines  from  the  rest  sta,tions  to  the  base  hos- 
pitals. In  view,  however,  of  the  limitation  in  number  of  our  stand- 
ing army,  it  is  believed  in  the  interest  of  concentration  of  equipment 
that  it  would  be  advisable  to  have  only  the  one  chassis  used  for  this 
purpose.    It  is  felt  unnecessary'  to  go  into  the  details  of  this  chassis. 

PASSKNGER-CARRYING   HEAVY  VEHICLE 

13  The  passenger-carr>'ing  heiivy  vehicle  calls  for  special  men- 
tion as  it  diiT(»rs  from  the  cargo-cariying  type.  In  connection  with 
artill(My  work  it  is  necessaiy  to  carry  a  band  of  men  for  special 
work.  Reconnaissance  also  calls  for  a  crew  of  men  to  go  out  with 
range  finders,  various  binoculai-s,  instruments  and  tools  for  marking 
so  that  a  proj^er  site  can  be  selected  for  the  placement  of  field  guns. 
The  vehi(.'le  for  this  purpose  nuist  be  provided  not  only  with  seats 
carrying  the*  ntMrcssary  i^ersonn(»l,  but  also  with  proper  compart- 
ments for  carrying  th(»  various  tools  n^ciuired.  An  example  of  such 
a  car  is  shown  in  Fig.  1.  Th(^  vehicle  for  this  purpose  should  be 
capable  of  traveling  over  rough  groinxl  and  should  t)C,  as  are  the 
others,  of  sturdy  construction.  .Another  vehicle  is  the  machine-gun 
truck  in  which  a  crew  of  men  will  carry  one  or  more  machine  guns 
with  the  ncc(^ssary  eciuipnu'ni  and  supplies.  The  same  type  of 
chassis  is  also  desirable*  and  the  hodv  is  verv  similar  to  that  of  the 
reconnaissance  type*. 

14  A  third  t3'pe  of  pass(Miger-carrying  vehicle  is  wliat  is  usually 
known  as  a  statT-observation  car.  This  is  a  large  car  —  sometimes 
of  the  omnibus  type  in  which  as  many  as  nine  or  more  passengers 
can  comfort ablv  be  carried,     'i'his  is  use<I  on  occasions  when  the 

ft 

stall",  i)articiilarly  in  tlu'  aitilK'iy,  wishes  to  make  an  observation  run 
or  f(H"  tlu'  |)in*|)ose  of  visiting  dilTerent  p«>sts.  The  l.\-ton  cargo-cany 
ing  chassis  with  pneumatic  tires  is  (]uite  suitable  for  this  work. 


JOHN   YOUKGBR  931 

LIGHT   PNBUMATIC-TIHB   TRUCKS 

15  The  3-  and  1^-ton  pneumatic-tire  trucks  can  be  grouped 
together  as  their  work  is  very  similar.  A  high  state  of  development 
was  found  in  these  capacities  of  commercial  trucks  from  the  Army 
standpoint,  tliis  being  most  certainly  a  result  of  the  fact  that  both 
these  capacities  are  used  in  large  numbers  in  country  districts  where 
bridges  and  other  (imitations  do  not  interfere  with  their  use.  These 
vehicles  are  used  for  carrying  moderate  loads,  the  smaller  size  being 
used  for  emergency  repair  work,  carrying  emergency  stores,  and 
for  final  distribution  of  supplies  from  the  main  dump  or  from  one 
or  other  of  the  advanced  stations,  i  They  are  also  used  in  large  num- 


I'n;,  1     AnTiLi.BRV  Keh'onnaissanle  Body  o\  J-To\  Chassis 

l>ers  in  connection  with  the  Air  Service,  furnishing  supphes  of  all 
kinds  not  only  for  the  airplanes  but  for  the  personnel.  Airplanes, 
of  course,  had  their  stations  off  the  road  in  the  fields,  and  naturally 
the  lighter  trucks  were  found  necessary. 

16  Special  attention  is  called  to  the  use  of  pneumatic  tires. 
It  was  found  in  trucks  up  to  Ij  tons  capacity  that  pneumatic  tires 
allowed  running  on  very  poor  roads  and  over  comparatively  soft 
surfaces,  such  as  a  grass  field,  under  conditions  that  would  have 
prohibited  the  use  of  solid  tires.  It  was  also  found  that  high  speeds 
could  be  maintained  for  long  periods  with  practically  no  damage 
to  the  vehicle.  For  example,  a  Ij-ton  capacity  cargo  truck  could 
be  driven  at  a  speed  of  30  miles  per  hour  over  give-and-take  roads 
for  long  periods.    This,  of  course,  has  a  tremendous  value  in  mobility 
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and  also  in  emergency  cases  where  supplies  can  be  rushed  forward. 
Under  certain  conditions,  such  as  operating  over  sandy  roads  (as 
are  found  in  many  parts  of  the  country),  these  moderate-capacity 
trucks  with  large  pneumatic  tires  would  be  practically  the  only 
trucks  that  would  be  of  any  value. 

17  Much  discussion  has  raged  over  the  use  of  pneumatic 
tires,  whether  they  should  be  single  or  dual  on  the  rear.  European 
practice  has  l)cen  to  use  dual  tires  on  the  rear,  the  front  and  rear 
size  being  the  same,  thus  eUminating  the  necessity  of  carrying  two 
spare  tires  and  tending  toward  interchangeabiUty.  American  prac- 
tice has  been  to  use  one  size  of  tire  on  the  front,  such  as,  for  eTcample, 
38  in.  X  7  in.  and  a  larger  40  in.  x  8  in.  single  tire  on  the  rear.  Both 
types  have  worked  out  successfully  during  the  war  and  it  is  felt  that 
a  httle  longer  period  of  development  is  necessary  before  a  decision 
could  be  arrived  at  as  to  which  is  likely  to  be  the  surviving  type, 
if  not  both. 

THE    U-TOX   SOLID-TIRE  TRUCK 

18  The  l|-ton  cargo-carrj'ing  truck  with  solid  tires  can  be 
looked  upon  in  the  Army  as  the  maid  of  all  work.  Cargo  of  all 
kinds,  men,  supplies,  food,  and  nuinitions  are  carried  on  this  steady- 
going  vehicle.  Tliis  is  thc*veliicle  which  in  motorized  equipment 
has  taken  the  place  of  the  standard  mule  escort  in  the  old  Quar- 
termaster Department.  Able  to  run  at  16  miles  per  hour,  of 
sufficicMitly  light  weight  that  it  can  go  over  any  average  bridge, 
thoroughly  worked  out  over  a  period  of  years  in  commercial  life, 
the  Army  found  but  little*  clii\ngc  necessary  in  adapting  it  for  their 
purposc\s.  In  the  selection  of  one  type  for  standardization  it  was 
found  very  dillicult  to  distinguish  which  among  a  number  was  the 
best,  and  it  is  no  slur  on  niiy  of  the  tyjx^s  not  approved  when,  for 
various  ivasons  not  always  connected  with  their  technical  worth, 
I  hey  were  rejected. 

TIIK  :;    .>T()N    ('AH<;0-rAI<HYIX(;   TRl'CK 

\\)  The  o  .Vton  truck  was  n<jt  used  during  the  Mexican  War 
liiul  if.  remained  tor  the  (Ireai  War  to  <'stablish  its  status  as  one  of 
the  standard  vehicles  of  the  Army.  It  was  around  tliis  capacity 
nt'  tiMck  that  tremendous  discussion  rapMl  during  the  early  stages 
of  (h«*  war.  Tlie  Army,  in  consider! nji:  the  various  heavy-capacity 
trucks  on  tiir  niark<'i.  eainr  to  the  conclusion  that  they  were  un- 
suitabli-  for  miiitarv  u>e.  Tiie  "Mon  truck  of  conuuercc  is  used 
almost  solely  ai'<»und  thr  cities,     l^ridire  and  load  limitations  have 
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been,  of  course,  partially  preventive  of  its  use  in  outlyii^  districts, 
but  tile  big  obstacle  has  been  the  fact  that  the  induatty,  requiring 
a  truck  of  this  capacity,  is  almost  invariably  located  in  the  larger 
cities  and  requires  this  purely  for  city  use.  The  commercial  vehiele 
of  this  capacity  has  therefore  been  developed,  consciously  or  un- 
consciously, along  good-road  conditions.  It  was  found  that,  in 
■  operation  over  poor  roads,  it  had  insufficient  ability  to  proceed  at 
a  regular  speed  through  heavy  mud  holes  or  heavy  winter  condi- 
tions. This  point  will  of  course  be  argued  by  those  responsible  for 
the  average  heavy-capaci^  truck,  and  while  it  is  true  that  such 


Fio.  2    Standard  "B"  TatrcK  Fully  Equipped  for  Caboo  Purposbb 

trucks  could  operate  under  such  conditions,  the  penalty  paid  was 
nevertheless  tremendous. 

20  For  this  reason,  the  Government  saw  fit,  in  1917,  to  design 
and  develop  a  truck  of  its  own,  this  being  known  variously  as  the 
"Liberty"  truck  or  "B"  Type  truck,  the  latter  being  its  official 
title.  Fig.  2  shows  this  truck  fully  equipped  for  carrying  cargo.  It 
was  developed  by  the  cooperative  efforts  of  the  engineers  of  the 
industry  and  the  Government  and  was  put  into  production,  approxi- 
mately 18,000  being  manufactured  to  meet  the  demands.  In  this 
vehicle  the  special  points  that  were  required  Yiy  tjie  military  use 
were  built  into  the  truck  and  were  not  added  as  an  afterthoui^t. 
In  addition,  a  comparison  of  Tables  3,  4,  and  5  and  Figs.  12  to  14  at 
the  end  of  the  paper,  will  show  that  the  abihty  of  this  truck  (piston 
displacement  per  1000  lb.  moved  1  ft.,  or  ihe  torque  at  the  rear 
wheeb'  circumference)  is  approximately  50  per  cent  greats  than  that 
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of  similar  capacity  in  commercial  trucks.  This  is  more  noticeable 
on  the  low  or  first  gear  drive.  In  driving  aroimd  on  the  various 
trucks,  watching  their  performance  under  hea\y  conditions,  one  could 
not  but  be  impressed  with  the  ease  with  which  this  truck  operated 
over  extremely  heavy  going. 

21  This  capacity  of  truck  was  developed  as  a  larger  brother 
to  the  IJ-ton  truck.  Its  military  advantages  were  not  at  first  seen 
but  later  they  became  obvious.  Its  overall  length  was  less  than  10 
per  cent  greater  than  that  of  the  IJ-ton  truck  and  similarly  with  its 
width.  Carrying  two  or  three  times  as  much  cargo  as  the  smaller 
truck,  it  offered  virtually  the  same  target  on  the  road  and  in  convoy 
work  was  almost  66  per  cent  less  in  length.  From  the  standpoint 
of  what  might  be  called  the  din^ct  labor  problem  of  the  Army,  the 
number  of  men  required  to  operate  the  heavy  truck  was  exactly 
the  same  as  that  for  the  lighter  truck;  thus,  for  given  amount  of 
cargo  it  released  more  men  for  the  firing  line.  The  work  of  repair- 
ing, ihc  number  of  spare  parts  necessaiy,  maintenance  and  cost 
of  running  were  also  almost  identical  with  those  of  the  lighter  truck, 
and  it  is  not  surprising,  then^fore,  to  find  that  although  this  class 
of  truck  was  introduced  in  the  Army  at  a  later  date,  it  made  tre- 
mendous strides,  outnumbering  any  other  capacity  of  truck.  In- 
cidentall}',  the  French  and  British » armies  found  the  same  thing* 
the  av(Tage  truck  capacity  dtn^loped  during  the  war  as  being  suit- 
able being  somewhere*  about  four  tons.  Another  advantage  that 
showed  itself,  due  to  capacity  and  abiUty  to  put  on  large  platforms, 
was  that  this  vehicle  offered'  mejins  of  using  trucks  for  all  kinds  of 
work  when;  mobility  was  ess(*ntial.  This  will  1x5  treated  of  later 
under  the  heading  of  ''Special  T^'pes." 

22  It  is  felt  that  this  ''B''  type  truck  will  be  the  standard 
heavy  cargo-carrj-ing  truck  for  the  army.  It  will  imdergo  normal 
developments  with  tiuK*,  and  in  peace  conditions,  prove  itself  of 
tremendous  value  in  military  operations.  During  war  times,  if 
there  1h'  any  kind  of  hi^hwuy  system,  it  will  also  demonstrate  its 
value.  It  is  believed  that  with  the  prop<'r  organization  and  with 
the  proper  helj)  from  the  Iji^iiieer  Corps  in  im])roving  the  existing 
highways  and  bridjres,  it.  will  be  able  to  oi)erato  almost  an3rwhere 
that  the  ami}'  operates. 

THK   i-wiii:kl-i)kivk-tvpk  Titr<'K 

23  The  l-wheel-diive  truek  shown  in  Fig.  3  is  that  type  of 
vehicle  in  which  the  driving;  ])ower  is  conveyed  to  all  the  four  wheeb 
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and  in  which  the  full  weight  of  the  truck  is  available  for  traction  pur- 
poses. _Sometimes  this  type  of  truck  steers  on  all  four  wheels,  and 
sometimes  only  on  the  two  front  ones.  Almost  invariably,  how- 
ever, there  is  some  type  of  differential  locking  or  partial  locking  de- 
vice which  insures  power  being  delivered  to  each  wheel,  whether 
or  not  that  wheel  is  on  a.  slippeiy  or  hard  surface. 

24     This  type  of  truck  is  also  subject  to  great  ai^unient ;  either 
its  usci-s  arc  vitv  wiriirigly  for  it  or  Ihey  aif  vnvy  much  against  it 


Fi.;.  3     Okonamk  Dksk.s  in-  4- Wii kef.- I) hive  ■' Tn.MTi>R-TnrcK " 
.Vuti:  Il.r  kind  <,(  Kmund  Ihi.  truck  nUB  tipctlnl  la  Iravrne 

—  thci-e  sf'cnis  to  be  very  little  middle  ground  in  the  discussion. 
On  analysis,  the  riason  for  this  shows  itself.  In  militfiry  work  and 
in  emergencies  it  is  essential  that  certain  supplies  be  carried  from 
one  point  to  another,  no  matter  whiit  the  terrain  may  be  like.  Some- 
times the  conditions  are  so  bad  that  men  mu.st  carry  the  supplies 
theni.-ielves  or  by  niulc.-;:  sometimes  the  conditions,  wliile  severe  and 
alisolutely  pnihibiiivf  of  Ihe  use  of  the  ordinary  vehicle,  will  yet 
allow  of  the  use  of  the  J-whcel-drivc  truck.  With  driving  chains 
on  all  four  wheels  and  with  an  extremely  low  gear  reduction,  as 
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will  be  seen  from  Table  2,  every  ounce  of  power  is  available  for 
traction  and  the  4-wheel-drive  truck  accomplishes  its  mission..  Feats 
like  these  of  regular  daily  occurrence  in  the  Army  have  made  mili- 
tary people,  particularly  in  the  Ordnance  Department  and  Artillery 
Corps  whose  work  is  mostly  ''oflf-road,"  staunch  adherents  of  the 
4-wheel-drivc  truck. 

25  It  must  be  realized,  however,  that  during  this  work  the 
strain  on  the  tnick  is  enonnous.  Only  the  heaviest  jobs  are  given 
to  this  type  of  vehicle  and  uiid(»r  these  severe  conditions,  it  is  not 
difficult  to  undtTstand  that  the  maintenance  problem  is  tremendous. 
It  is  from  this  last  viewpoint,  in  comparison  with  the  2-wheel-drive 
vehicles,  that  the  4-wheel-drive  type  has  suffered,  and  suffered,  it 
must  be  said,  unfairly.  Over  good  or  reasonably  good  roads  there 
is  no  necessity  for  a  4-wh(*el-drive  type  of  truck,  but  over  almost 
impassable  roads  the  4-wheel-drive  truck  will  justify  its  existence. 
In  the  service  of  the  Marine  Corps,  for  example,  where  weight 
limitations  are  necessiiry  and  where  the  abihty  to  go  anywhere  is 
essential,  the  1^-2-t on-capacity  4-wh(»el-drive  truck  is  standard. 

26  During  the  war  a  demand  for  a  heavier-cargo  4-whcel- 
drive  truck  than  that  develop(»d  in  this  country  arose,  and  as  a  result 
the  Ordnance  Department  designed  and  produced  a  few  trucks 
whose  characteristics  are  tabulated  in  Table  2  under  the  heading  of 
*' Ordnance  Tractor  Truck."  A  comparison  of  this  truck  with  the 
other  two  trucks  and  a  further  comparison  with  the  2-wheel-drive 
trucks  us(^d  will  give*  an  idea  of  th(»  tre.mendous  ability  of  this  type 
of  vehicle. 

27  It  should  also  be  noted  tliat  the  4-wheel-drive  type  of  truck 
proved  its  value  as  a  tractor  for  hauling  guns  over  roads  where  the 
track-laying  type*  of  v(»liiclo  was  almost  prohibited.  In  hauling 
trailers  and  in  the  fjjcneral  haulage  work  required,  this  4-wheel-drive 
type  of  vcliiclf'  became  a  necessary  part  of  tii(»  equipment. 

rUACK-LAYIXC    CAIK  ;o-(AUKVIN(;    TUICKS 

2S  First  of  all,  this  t ypr  was  ticvrlopiul  for  agrieultural-tractor 
pin  poses,  the  idea  then  Ihmiii;  sri/rd  u])on  and  used  by  the  British 
in  the  design  of  their  tank.  It  wa<  natural  that  the  caterpillar  or 
track-la vini!;  tvix*  <»f  vehicle  >h<»uld  event nallv  Im'  discussed  in  its 
relation  to  e:ii ivitii:;  earjro  nvrr  "«»rf-road"  conditions.  As  prac- 
tically :tll  piodiictiun  cM]):icity  wms  used  in  the  in:iiMifacturc  of  tanks 
and  wh.Mt  sjKire  c.-ii>acily  there  was  was  u-ed  for  aurii'idtural  trac- 
tors it  was  .-iltNost   inipo«-sil)lc  to  ilevelop  tin-  c:iruo-cariying  track- 
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laying  type  of  vehicle  during  the  war,  but  all  indications  pointed 
to  the  neceBsity  for  considering  this  des^n  very  seriously  for  the 
future  in  order  to  atill  further  attain  the  ideal  of  perfect  mobility. 
Small  progress  was  made  however,  but  still  enough  to  show  ih&t 
the  attention  of  mihtary  designers  should  be  directed  largely  to 
this  t3rpe.  For  winter  conditions,  for  example,  this  may  be  found 
necessary;  imd  for  shell-torn  fields,  otherwise  impossible  to  traverse, 
a  track-laying  vehicle  may  give  the  solution  of  the  problem  of  trans- 
portation. One  drawback  to  iia  use  at  present  is  the  fact  that  over 
hard  roads  the  wear  and  tear  on  the  vehicle  is  greatly  ex^gerated 


P'i«.  4    ExPERuiENTAL  TvpE  OF  TBACx-LATiNfl  AifBULAMCE  Ubinq 
Ford  Chabbis 

and  the  maintenance  problem  is  veiy  severe.  There  is  no  ques- 
tion, however,  but  that  these  mechanical  problems  will  be  solved 
in  time.  An  interesting  application  of  the  track-laying  principle  is 
shown  in  Fig.  4. 

TRAILERS 

29  Trailers,  strictly  speaking,  are  not  automotive  vehicles, 
but  their  use  is  so  linked  with  the  others  that  it  is  necessary  to  con- 
sider them  all  together.  Broadly  their  capacities  fall  under  the 
same  headings  as  do  the  cai^o-carrying  trucks,  but  experience  has 
demonstrated  the  necessity  for  a  much  heavier  type  of  trailer  of  the 
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capacity  of  10  tons.  Apiirt  from  tlic  commercial  use  of  trailers  they 
were  first  used  by  the  Anny  as  a  means  of  getting  around  the  short- 
age of  otiginp-transmis.sioii  and  motive-axle  production  —  in  other 
words,  to  furnish  somn  moans  of  tnmsportation.  It  was  lat^r  found 
that  apart  from  this  they  wore  of  great  value. 

30    Their  use  is  indicatod  where  extreme  mobility  is  not  re- 

.  quired,  as  certain  functions  of  the  Army  can  be  carried  out,  not  on 

the  firing  line  but  at  a  more  or  loss  permanent  base.    For  example 

advance  r{'i)air  shops  nw^d  not  bo  as  mol>iie  as  the  fighting  anny, 


I'li^  .'.     .\ioi)    IIiPi.L.iM.   F<]jriii.s   |{i:mi\   KoII  .M»vimi 

l>Tit  nitlicr  siiUii-ioiiliy  inirn.iliilo  wi  iis  to  idlow  of  the  work  being 
dune.  'I'liiTi'  .-^lioiUd  1h-,  Imwevor.  [<ulli(ioiit  mobility  to  allow  of 
cvotiliiJiUy  oiilfliiiiK  up  willi  tin-  lidvrinci'  fiircrs. 

:il  A  sin)|i]>'  illiislralidii  will  di'rnonstnitr  iho  great  ^-alue  of 
liaik-r;i  by  oiling  111.'  instjilhitiuii  .if  ii  tin-  jmw  tm  a  '»-ton-capacity 
trailer.  Tliis  iri^t;ill;iti.ui  inclinli-d  ihr  luTi'ssjiry  \m-s.t,  hydraulically 
oponitod  by  IkiiiiI  Ifvi-r,  oapablr  i.f  pi'cssirig  iilT  ihe  largi'st  solid  tire 
frcjiii  llii'  rear  wliiil;  ihi-  iifCf?^s;uy  oi-iiiie  equiptaont  to  lift  the 
whcol  up  111  till-  bi'd  of  liii-  prc?^s:   and  convenifnoi'S  for  carrying  the 
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nensBary  toola,  etc.  TIob  tire  press  is  conveniently  mounted  on  a 
trailer  wfaioh  can  be  instantly  attached  by  means  of  a  standard 
artillery  pintle  hook  to  an  automotive  truck  and  fnoved  to  any 
desired  location.  It  can  then  be  left  at  this  station  and  the  work 
of  changing  over  tires  proceeded  with  while  the  automotive  truck 
can  proceed  to  other  work  where  its  power  plant  is  of  more  use. 
Such  equi|nnent  as  small  repair  shops,  camp  kitchens  (see  Fig.  5), 
partially  mobile  offices,  X-ray  surgical  laboratories,  cranes  (see  Fig 
6),  etc.,  can  be  conveniently  mounted  on  trailers. 

32    Other  uses  of  trailers  are  indicated  where  for  special  reasons 
the  truck  or  tractor  is  insufficient;  for  example,  a  field  gun  mounted 


Fio.  6    Cbahe  fob  Ordnance  and  Artillbrt  Pdrposbs  Mountsd 
ON  10-ToN  Trwi^b 

on  its  own  wheels  is  not  able  to  traverse  mile  after  mile  of  hard  road 
at  high  speed.  It  is,  therefore,  advisable  to  draw  this  gun  on  the 
trailer  platform  such  as  shown  in  Fig.  7  and  tow  it  behind  the  truck. 
Similarly,  tanks  and  caterpillar  tractors  were  prohibited  from  travel- 
ing along  the  French  roads,  due  to  the  damage  they  wen  said  to 
create,  and  furthermore,  it  was  found  advisable,  on  account  ot 
their  slow  speed,  to  have  them  proceed  at  a  much  faster  pace.  Tliey 
were  therefore  also  driven  under  their  own  power  on  to  the  platfram 
of  a  trailer  and  towed  along  the  roads  at  a  comparatave^  hi^  speed. 
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111  addition  to  the  fon^oing  there  is  also  a  certain  use  in  coimection 
with  ordinary  cargo-carrying  trucks,  where  a  small  number  of  trailers 
have  been  found  advantagooiis  in  helping  out  the  trucks  in  the 
carrj'ing  of  supplies. 

33  It  is  believed  that  standardization  of  trailers  for  militar>' 
use  will  have  to  proceed  along  somewhat  different  lines  than  the 
standardization  of  trucks.  The  trailer  is  especially  for  emergency 
uses  and  all  kiiuU  of  sjK'cial  work,  wliereas  the  platform  will  van* 
with  the  n'CiuiifiiK'tils.  Thert^  is  no  reason,  however,  to  prevent 
the  standardization  of  the  ninning  g<'ar,  such  as,  for  example,  the 
striictuial  framework,  the  axles,  springs,  wheels,  etc.,  and  the  draft 
gear  for  towing. 

34  There  will  luidiiulitedly  l)e  discussion  as  to  whether  2-wheel- 
drive  tiailer  or  4-wheel-<Iriv<?  ty|)e  trailc;r  will  be  advisable.     The 


I  Milt  'I'lUS-sl-iiKl-IKU  TRAC'K-LiAYtNfi 
,  Tanks.  .>u  (ir.vs 


suluiiim  of  (liis  is  ajiaiii  limili'd  l.y  lafk  of  rxiM'rii'iuv  and  infonna- 
lii.n  which  will  have  i<i  in-  dip-s(.'<!,  analyzed  and  the  nwult  derived 
tlierefrcrn.  Il  w.-iild  :ii>|>c;ir  :i<  if  t\u-  2-wlieel  lypi-  of  tniiler  will  be 
i>l'  v;iliii'  in  ihr  sniitllrr  si/rs  nnd  tlie  l-wl I  iyp<'  in  llic  larger  sizes 


:;:i  in  lii.-  milikny  use  ..f  mol'ir  vi'liirli's.  fi]>t  of  all  for  cargo 
pnrpiM-sil  lieiviin.- I'l.vimis  l<i  iinvnlive  iiiimis  tli:it  here  was  not 
didv  an  iili'/i  wliii'Ji  wmild  rn:ii.lr  I'niii'tinTis  lui'vioiislv  earried  out 
in  a  >!<>»  u;iy  !•<  \«-  ^\,.;;l:\  n|i.  Luf  an  id>-:i  wJii.'h  wouj.l  establish 
nrw  Inri.tii.n:..  <\»:-\:A  v.-lii.-l,  -  weiv  ;i-kr.t  In]'  iLhd  «viv  produced 
iiLi.t.il.-  ivp;.ir>!in|,  -,-..  l-ic  S:  v.JiirJrs  eanyii.i:-.'a(rh]iKlitsdri^-en 
fmiii  thi'  riininr  uf  tl»'  tiin'k  :is  in'iUTiit'ir.  searr'lilinlit-:  carried  on  the 
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platform  of  the  truck  operated  from  their  own  enginea  (see  Fig.  9), 
chemical  laboratories,  vehicles  for  the  special  purification  of  the 
water  supply,  photographic  laboratories,  lithographic  laboratories, 
vehicles  in  which  the  power  of  the  engine  was  geared  to  a  large 
winch  for  the  maneuvering  of  lai^  observation  balloons  or  to  a 
crane  thus  creating  a  wrecking  car  (see  Fig.  10),  vehicles  with  integral 
wireless  apparatus,  with  X-ray  apparatus,  with  special  tanks  and 
pumping  equipment  and  heating  equipment"  for  degassing  and  de- 
lousing  soldiers,  disinfecting  vehicles,  laundry  vehicles,  etc.     Where 


Vu:.  S    Ohiinam'k  MiKtii.E  Rki'Aui  Snoi' 

iu'lion  was   nccessiry  thi-se    thoroughly  mobile  vehicles    could    be 
bi"ought  forwaril  at  once. 

30  An  iriteresfinK  ciisc  is  that  of  the  "dega-wing  outfit,"  shown 
ill  Fig.  11.  It  was  found  that  the  effects  of  mustard  gjis  could  be 
greatly  minimized  if  nut  alfop<'ther  prevented  by  treating  those 
exposed  to  a  h{>iivy  pIiowi'i-  nf  waiin  water  shortly  after  contact. 
The  soldier  woul<I  be  s-lripped,  given  a  hot  shower,  under  pressure, 
for  about  fifteen  si'coiids,  then  sprayed  with  liquid  soap,  then  lath- 
ered, then  washed  off:  the  whole  operation  taking  about  one  minute. 
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He  would  then  receive  new  disinfected  and  deloused  clothing  and  a 
new  gas  mask  and  be  fit  for  immediate  service  again.  A  large  tank 
truck  carrying  1200  gal,  of  water  was  fitted  with  a  heating  de\ice 
taken  from  a  steam  car,  enabling  the  water  to  be  brought  to  a  good 
temperature.  A  centrifugal  pump  at  the  front  end  of  the  tank, 
geared  to  the  engine  of  the  truck,  pumped  this  hot  water  under 
pressure  through  hose  pipe  to  a  system  of  gas  piping  with  spray 
nozzles  allowing  twenty-four  soldiers  to  have  shower  baths  simul- 
taneously. Attached  to  this  truck  was  a  trailer  or  sometimes  another 
truck  carrying  the  cleaned  flofhing.  Its  mobility  allowed  it  to  lie 
kept  in  close  contaef  with  the  front  line,  where  ftdl  service  could  lie 


Fii;.  1)     Skahi'hi.ii;ht  Kgni-HKNT  Vav.u  rv  KMiiNKKu  Cokps,  Movnted 
ON  SrwiAi.  Ma.k  li-T..s  Ciiashis 

given.     IncidcniHJIy,  this  w;is  similarly  uivtl  for  delousing  purposes 
and  oi-dinary  nhowt'r  Iwillis. 

KI'Ki  lAI.    KKATntK.!*    tOll   Mll.IT.VUY    WOltK 

'.i7  Miliiiiiy  ii]K'i;iiiiiii  diinaiKls  siicciiil  i'<[ui|>nicnt.  Trucks 
iiIiit;i1c.I  in  riuivuy  ovi-r  Innn  pcrifidr:  n[  liiiif  Initl  ttiniake  the  driveiS 
"iliijiy":  iIk'  sliurt  spac.'  sr|iaraliii(;  thi-  trucks  is  not  always  suffi- 
cii-nl  III  |in'vi'iii  uiic  Iriick  niriiiin^  inl'i  inmlhiT  E-ither  backward  or 
fiirvvaitl.  I  111  T.  fori-  amplr  }->-av  ami  Uw  Imni|H'rs  or  guards  must 
be  priivitlnl.  l'rri]MT  luvvirij"  hunks  must  al.sn  be  piiividcd  front  and 
rear  to  I'liabti'  a  di.-^ilili'il  Inick  In  ['(iiiliiuii-  its  jimriii'V,  for  supplies 
MiusI   mil   be  I.ft   brhiii.i.     Til.'  Standard  Artiilt-ry  tyix-  of  pintle  ' 
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hook  is  sow  univereal  &t  the  rear  of  American  mihtaiy  tracks  and 
at  the  front  two  hanging  towii^  hooks  are  provided,  one  on  eadi 
side  of  the  fiune. 

38  In  running  in  convoy  a  tremendous  amount  of  dust  is 
raised  and  often  drivers  in^  the  middle  and  rear  are  ahuoet  unable 
to  see  through  this  fog.  This  dust  finds  its  way  throu^  the  air 
intake  into  the  carburetor,  into  the  engine,  and  causes  rapid  wear 
of  the  piston,  oylindeis,  and  other  parts.  This  is  a  problem  peculiar 
not  only  to  miUtaiy  operation,  but  also  to  agricultural-tractor 
operations.    The  remedy  is  found  in  the  proviwcm  of  an  air-cleaning 


Fig.  10    .V  Special  Type  c 

S'ole  Uw  ■Ickdyins  feet,  under  the  piUan.  to  MM  th*  lowl  aa  tlw  tnnw 

device  to  filter  out  the  dust  and  grit,  allowing  only  clean  air  to  «iter 
the  engine. 

39  Extra  wide  drivers'  seats  must  also  be  provided.  Provision 
must  be  made  for  two  soldiers  to  sit  alongside  the  driver,  and  soldiers 
with  their  hea\-y  overcoats  and  various  accouterment  are  neoesaarily 
bulky.  A  reserve  supply  of  gasoline  must  likewise  be  provided  fot, 
and  this  was  done  in  some  of  the  military  tracks  by  the  provision  ot 
receptacles  like  milk  cans.  It  is  desirable  to  have  speinal  lamp 
equipment,  on  which  there  should  be  considerable  research  done 
in  order  to  obtain  sufficient  li^t  to  operate  but  insuffitnoit  for  the 
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cnciny  1o  nutiw.  At  the  adviinciHl  fniiit  i-vcii  a  lit  fipin-ttr  w":is 
not  tolerated  aii<l  driving  wan  done  either  lookinji;  at  the  stars  l>f- 
twcen  the  tives  or  hy  sound  and,  In  some  cases,  by  instinct,  Thr 
motor  tr.insjjoit  di'iv<'r'ft  job,  contrary  to  general  opinion,  was  among 
the  most  hazardous  at  the  front  antl  cert;iin]y  was  one  of  the  hardi-st, 
and  honor  should  Ih'  given  to  tliow;  men  who  kept  motor  transporta- 
tion operating  faithfully  through  pcrioiU  of  extix>mc  stress  in  coni- 
ph'te  darkness,  men  wli(»  wei-i'  as  equal  to  their  task  as  the  machines 
beneath  them. 

»?0NXXIS10NS 

40    At  viirious  points  throughout  this  paper  the  question  of 
the  Army  designing  its  own  vehicles  and  the  question  of  standardiza- 


lii.ri  hav  \>rri,  liroudh'  "ut.  In  e.iiicliicliiig  the  writer  feels  that  it 
is  in.-nllieirMt  merely  lu  slate  the  elassili.'ation  ..f  vehicles  llsed  with- 
oul  driiwiriir  aKpiilion  fn  the  t'ael  ihat  they  do  iml  alwaj-a  n-niain 
tifw.  l.ul  liavr  (o  be  reiiaired  l.y  Aiiiiy  help,  hi  other  wonU,  this 
inran.-  iisiriu  llie  lielp  at  •>i\'-'.<  dispi.>:il  wi(li>nit  ihr  jdtility  to  obtain 
any  i.ilii'i-.  l''iirlherninre.  ihe  veJiielrs  in  onli^r  to  be  of  economic 
II-.-  inn.-.i  Ih-  iiiaiiiiaitie.1  jnsi  as  ihe  lltili  Avenue  CiKieh  Company, 
Si'V  iii-l;nii-e,  iiiainlaiiis  jN  (iirinibn-i-.  Thai  company  <i|M'ratca  over 
a  iji-lsnili-  riiiili',  has  d.-linile  sehi-iliiK's  and  ean  maintain  a  repair 
-li..|.  built  ..]"  bii.-k  or  >iNii.-  with  ihr  kn.iHl,.dg..  ibal  this  sy.stem  will 
ei.riiiri'i.-  i"..r  rnaiiy  iimtiths.  il'  iml  yiais.  In  i-nmi..  Tlic  active  anny, 
nil  iln-  i.tlc  r  liatid.  ill  tiiiii'  >i|'  «ail'ai-i-  dm-s  iml  ktmw  from  one  day 
111  aiii-fli''r  wlnii-  i(    Hill   !"■  a   t'.-w  days  JatiT.     Tin-  maintenance 
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problem  must  therefore  be  simplified  down  to  its  very  elements,  and 
in  this  it  is  obvious  that  with  the  fewer  the  types  of  trucks  the  fewer 
will  be  the  number  of  parts  necessarily  carried  for  replacement  and 
the  less  the  need  for  skilled  mechanics.  There  should  be  a  'stand- 
ardization of  one  type  of  vehicle  in  each  classification.  Perhaps  the 
Army  will  decide  to  adopt  some  commercial  type  of  vehicle  as  its 
standard;  perhaps  they  may  decide  to  develop  their  own.  They 
should  not  be  subject,  however,  to  political  agitation  which  would 
seek  to  provide  them  with  vehicles  imsuited  for  their  direct  needs. 
When  this  standard  has  been  adopted,  it  should  be  reasonably  ad- 
hered to  for  a  period  of  approximately  five  years  before  any  serious 
change  is  contemplated  (imless,  of  course,  there  is  some  tremendously 
radical  alteration  in  motor-vehicle  design). 

41  Standardization  of  equipment,  limitation  of  sizes  of  tires, 
of  bodies,  of  lamps  and  tools  and  of  all  the  hundred-and-one  things 
that  go  to  make  up  the  various  automotive  equipment  will  be  found 
not  only  desirable  but  highly  essential.  A  long  paper  could  be 
written  on  this  subject  alone  but  it  is  felt  sufficient  to  here  only 
mention  this  part  of  the  Army's  problem  and  also  to  state  that  by 
carrying  this  out  the  Army  may  be  reasonably  sure  of  having  its 
vehicles  give  them  a  useful  life  of,  say,  ten  years,  if  not  more,  with- 
out any  scrappage  or  undue  delays  or  economic  waste  due  to  failure 
to  function.  When  war  comes,  as  it  will  come  again  in  spite  of  all 
the  philosophers,  the  army  will  have  motor-vehicle  equipment  whose 
use  is  perfectly  familiar  to  its  men,  whose  mechanical  details  have 
been  developed  over  a  period  of  years,  whose  defects  are  known 
and  can  be  repaired  intelligently  and  quickly  by  a  trained  corps  of 
mechanics,  and  whose  long,  continued  use  has  shown  the  whereabouts 
for  the  provision  of  proper  stores  for  the  keeping  of  spare  parts  and 
the  necessary  supplies.  An  army  equipped  like  this  can  go  into 
battle  with  full  confidence  that  its  transportation  system  will  not 
desert  it  and  confident  that  that  great  element,  contributing  more  to 
the  morale  of  an  army  than  any  other  factor,  will  always  be  present. 
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TABLE   1    DATA  ON  TWO  PASSENGER  CARS  STANDARDIZED  FOR 

MILITARY  USE 


Capacity,  no.  of  (xassengers 

Power  plant 

Engine  size,  in 

PiBton  displacement,  cu.  in 
Gear  ratio  —  Ist 

2nd 

3rd 

Reverse 


Tire  size  —  Front,  in. 
Tire  size  —  Rear,  in. 


Piston  disi  lacement  per  ft.,  high 
Piston  displacement  pfir  ft.,  low.  . 


Weight  of  car  loaded,  lb. 
Weight  of  car  empty,  lb. 


Piston  displacement  per  1000  lb.  per  ft.,  high  . . 
Piston  duiplacement  per  1000  lb.  per  ft.,  low.  .  . . 

Speed  on  high  in  m.p.h.  at  1000  r.p.m.  of  engine 

Frairie  section,  in 


Width  and  length  of  front  spring,  in. 
Width  and  length  of  rear  spring,  in.. 


Overall  length,  in. 
Overall  width,  in.. 
Ground  clearance 


new  tires,  in. 


Size  service  brake,  in. . .  . 
Size  emergency  brake,  in. 

Nature  of  oiling  sj^stem . 


Oil  pump. 


Oil-pump  drive. . . . 
TyjH'  t)f  carburetor 
Type  of  rear  axle .  . 


Type  of  radiator 

Wheelba.xe,  in 

Tread,  in 

Turning  ••irdc,  ft.    .  .  . 
Ciasolinc  capacity,  gal 

Type  of  g«)vcrn(»r 

Ignition 


Cadillac 


23.8 


r-  X  1 J  X  8 

2  X42 

2  X  54 

100 

08 

81 

2i  X  17 

2J  X  I6J 

Pressure 

Gear 

Sp.  Gear  Camshaft 

Own 

Sp.  Bcv.  Full 

Float 

Tul>e  and  Plate 

125 

56 

45 

20 

None 

Battery 


7 

5 

8-cyl.  V.L.-Head 

4-cyl.  L.-Head 

31  X5J 

31  X4J 

• 

314.4 

212.3 

15.49:  1 

19.37: 1 

7.69:  1 

7.98:1 

4.437:  1 

4.16:1 

18.35: 1 

19.37: 1 

30  X4J 

33  X4 

30  X4J 

33  X4 

148 

102.3 

510 

476 

.5430 

• 
3385 

4310 

2585 

27.4 

30.2 

95 

140.5 

23.6 

A  X  2J  X  4 

2  X  36 
2  X43i 

153 

65 

9* 

2i  X14 
2i  X  131 

SplMh 

Eeoentiio 

Sp.  Gmt  CuiMfaiat 

StrombOTS 

Sp.  Ber.  FuU 

Float 

FUtTube 

114 

56 

40 

15 

None 

Battery 
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TABLE  2 


DATA  ON  THE  4-WH£EL-DRrVB  TRUCKB,  WITH  A  FEW 
CX>MPABISONS  WITH  THE  *'B"  TYPE 


Motor r 

CylindM-  dimwiinonm  in 

Diq>Iaeemeiit,  sq.  in 

Cluteh 

Transmianon  rmtio 

High  q;)eed 

(irst  aipeed 

Transfer  case 

Axles 

Differential 

Springs 

Frame  sixes,  in 

Steering  gear 

Brakes 

Service 

Emergency 

Wheel  base,  in 

Tread,  in : 

Tires,  in 

Weight    (lb),    with    ammunition 

body 

Capacity,  lb 

Gross  weight,  lb 

Ground  clearance,  in 

Drawbar  pull,  lb 

Actual  weights,  lb. 

Empty  (aD  equip.  A  driven, 
tools,  etc.) 

Loaded,  Front  Axle 

Rear  Axla 

Total 

Pay  Load 

Gross  weight  with  full  pay  load 
Piston  diq;>laGement  per  ft.  moved 

High  gear,  cu.  in. 

per  10001b  gross... 

First  gear,  cu.  in 

per  1000  lb.  gross. . . 
Piston  diqi^acement  per  ft.   per 

1000  lb.  pay  load 


Foux^Whed- 
Drive  Truck 


41X6* 
389.0 

Hde-ShawS 
Speed  ft  Rev. 

8.8  to  1 
35.6  to  1 

Non-Adj. 
Chain 

Full  Floating 
3  Bevel 
5Semi-Elip. 
5J  X  2  X  J 
Ross 

Trans.  10  X  3| 
Wheels  15|  X  2| 
122 
56 
36  X6 

8.421 

6,000 
14,421 
9)  ft  15 

4,000 


8,660 
5,780 
7.040 

12390 
4,230 

14.660 

863 
24.6 
1.470 
100 

60.5 


Naah  Tracks 


Buda 
41X5* 
812.5 

BorcftBeek4 
Qpeedft  Rev. 

8.5  to  1 
39.6  to  1 

Non-Adj. 
C^iain 
Int.  Gear 
2Mft8 
4  Semi-Elip. 
5X2X1 
Lavine 

Wheel  161  X  2* 
Trans.  8  X  2* 
122 
61 
36  X6 

8.044 

4.000 
12,044 
11  ft  18 

3.200 


8.480 
5.700 
5,560 

11.330 
2350 

12,480 

284 
22.6 
1320 
106 

71 


lAdnanoe 
Truek-Thwtor 


wieoonflin 
41X5* 
389.9 
Hel»-8haw4 

Speed  ft  Rev. 

Tnicsk.  TracUir 
8.99  to  1 
53.5  to  1 

Adj.  Chain 

Int.  Gear 
3Large  Mft  8 
4  Semi-EKp. 
7  X3  X* 
Q.  M.  "B" 

Uve  Axle  9X4* 
Trans.  9X4* 
126 
63 
36  X  7  Single 

9300 

6,000 
15300 
14  ft  21 

7,000 


4i  X6 
425 


10.670 

7,760 

7,910 
15,600 

5.020 
16,670 

500  or  875 
30  or  22.4 
3000  or  8860 
180  or  134 

88or68US 


Type 

••B" 

Truck 


12.05  to  1 
71.5  to  1 


11340 
5.510 

11,480 

17,015 
5.775 

181340 

890 

18.3 
8340 
100 


'The  Nash  it  the  Marine  Corps  Standard. 
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MOTOR-TRANSPORT  VEHICLES  FOR  U.   S.   ARKT 


TABLE  3    DATA  ON   |-TON-TYPE  VEHICLES 


ClMe"AA"» 


1500 

4-cyl.  Block 
4  X5 
251.3 
1666 
22.3: 1 
9.78:  1 
5.54:1 


27.3:1 
35  X  5 
35  X5 
7850 
3290 


19.4 


Capacity,  lb 

Power  plant 

Engine  sixe,  in 

Piston  displacement,  cu.  in 

Max.  torque,  lb 

Gear  ratio,  let 

2nd 

3rd 

4th 

Reverse 

Tire  siie  —  front,  in 

Tire  siae  —  rear,  in 

Weight  of  truck  loaded,  lb 

Weight  of  chassis  only,  lb 

Torque,  in-lb.  per  1000  lb.  i>or  ft., 

high 1124.4 

Torque,  in-Ib.per  1000  lb.  per  ft.,  low  404 
Speed   on   high   in    m.p.h.   at    1000 

r.p.m.  of  engine 

Maximum  frame  section,  in i%  X  3  X  C 

Width  and  length  of  front  spring.  in.-2i  X  42 
Width  and  length  of  rear  spring,  in.  2|  X  58 

Overall  length,  in 199 

Overall  wdth,  in t>6 

Size  of  emergency  brake,  in 2)  X  l'y\ 

Sixo  of  service  brake,  in '2\  X  It* 

Ratio  conn,  rod  bearing  to  area  ofi 

piston lo.3G:  1 

Ratio  camshaft  bearing  to  area  ofi 

piston 1 1 .51 :  1 

Nature  of  oiling  system Pressure 

Oil  pump iClcar 

Oil-pump  drive Spiral  ( Jrar 

jCiiinzihaft 

Tyi)C  of  rear  uxli'     Full  Floating 

Sp.  Bevel 

Type  of  radiator Finned  Tube 

Wheelbase.  in 130 

Tread  fronts,  rear,  in .'KJ 

Turning  circle,  ft 44 

(•asulino  capacity,  g»l 20 


Tyi>c  of  governor »  Flylmll 


G.M.C." 


1500 

4-cyl.  Block 
3J  X5 
220.9 
1560 
21.9:  1 
9.48:  1 
6:  1 

26.6: 1 
35  X  5 
35  X  5 
7443 
2883 

132.8 
'451 


Type  <»f  rarburett>r 
iKiiitiuii 


(•round  clt-araniT,  in. 


U.S.A. 

I  Mag.  &  Hatt. 

\  Double 

11 


17.4 

3%   X2jX4J 
21  X38 
2|  X54 

188 
t'>8 

jll  X  131 
M  X  14 

0.369: 1 

1.59: 1 
Splash  Pr. 

I 

iSing.  Plung. 

Kccentric 
i  Camshaft 

i  Floating 

Bevel 
'Tul>e 

132 

46 

;>uction 
i  Marvel 
Magneto 
V  Single 


Commerce 


2000 

4-cyl.  Block 
31  X  6 
220.9 
1560 
16.67: 1 

9.77: 1 

5.21:1 

20.2:1 
36  X  6 
36  X6 
7720 
3160 

106 
304 

20.6 

i\  X3X6iV 
2JX36 
3  X50 

66 

2J  X  14J 

21  X15 

0.369:  1 

1.59:1 
Splash  Pr. 
Sing.  Plung. 
F.ccontric 
(^anishaft 
Int.  Gear 

Finned  Tul>e 
133i 
56 
52 
20 

None 
Zenith 
f  Magneto 
\  Single 
10! 


White 


2000 

4-cyl.  Block 
A  X6I 
361.7 
2700 
14.25: 1 

7.74:  1 

4,66.1 

3.56:  1 
19.02: 1 
36  X6 
36  X6 
8350 
3790 

155 
440 

23.1 

/•X3JX4,'. 

2  X40| 
21  X501 

68 

2|  X  Hi 

2\  X17 

0.4:1 

BidlBrgi. 

SpUahPr. 

Double  Plung. 

Eccentric 

Camahaft 

Semi-Floating 

Sp.  Bcrel 
CeUular 
140 
56 
56 
19 

None 
Own 

Magneto 

Single 
S» 


\7 

{ 


I  The  "  AA"  WM  the  truck  de^ignrd  by  the  Motor  Transi>ort  Corpt,  but  wae  completed  too 
hite  to  br  ftppr«'vrii  for  pHHluction. 

^  The  a  M  (\  W.1S  adopted  ni*  tlip  otlirial  ntandard  and  was  used  extensively  for  ambulnnees. 


JOHN  TODNQBB 


I 
I    " 

i 


u  whe«L  Id  in-lb.  per  1 


During  the  war  the  l-ton  trucks  found  many  uses,  because 
they  were  capable  of  traveling  over  exceedingly  rough  ground. 
For  this  reason  they  made  excellent  4-patient  ambulaacea. 
They  were  also  valuable  for  reconnaissance  as  they  could  easily 
ciuT)'  a  rrew  of  men  with  the  necessary  range  finders,  instru- 
ments, tools  and  guns.  This  type  of  vehicle  also  made  an 
excellent  machine-gun  attack. 
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MOTOR-TRANSPORT  VEHICLES  FOR  U.   S.   ARMY 


TABLE  4    DATA  ON   1J-2-T0N-TYPB  VEHICLES 


Capacity,  lb 

Power  plant  (4  cyl.) 

Engine  size,  in 

Piston  displacement,  cu.  in 

Max.  torque,  lb 

Gear  Ratio  —  1st  solid  tire 

2nd  solid  tire 

3rd  solid  tire 

4th  solid  tire 

Reverse  solid  tire. . . 
Gear  Ratio —  Ist  pneu.  tire 

2nd  pneu.  tire 

3rd  pneu.  tire 

4th  pneu.  tire 

Reverse  pneu.  tire .  . 
Weight    of  truck  loaded,  lb.,  solid 

tires 

Weight  of  truck  loaded,  lb.,  pneu- 
matic tiri's 

Weight  of  chassis,  only,  lb.,  solid 

tires 

Weight  of  chasHis,  only,  lb.,  pneu- 
matic tires 

Speed  in  high  in  m.p.h.  at   1000 
r.p.m.  Eng.  solid  tire 

Pneu.  tire 

Max.  frame  section,  in 

Width  and  length — front  spring,  in. 
Width  and  length  —  rear  spring,  in. . 

Overall  lensth.  in 

Overall  width,  in 

Sise  of  emergency  brake,  in 

Siic  of  service  brake,  in 

Ratio  conn,  rud  b<>ar.  to  area  piston 
Ratio  crank  shaft  to  area  of  piston . 

Nature  of  oiling  system 

Oil  pump 

Oil-pump  drive  on  cam  shaft 

Type  of  rear  axle 

Type  of  radiator 


aass"A"» 


Wheel  baM*.  in 

Tread,  fnmt  or  rear  in. 


4,000 

Block  L 
4J  X5J 

312 
2268 
40.4: 1 
26.45: 1 
13.6:  1 
8:1 
40.9:  1 
40.4:  1 
26.45:  1 
13.6:  1 

8:1 
40.9:  1 

10,705 

10,580 

5,565 

5,380 

13.45 

14.9 

J  X3  X6 

2|  X42 

3  X50 

2101 

721 

21  X  18 

4X81  Trans 

0.390:  1 

1.500:  1 

Preasuro 

Clear 

Sp.  gear 

Internal  Gear 

Vertical 
tinned  Tube 
144 
F.60 
R()l| 


Turning  circle,  ft.,  solid  tire. 

Gasoline  rapacity,  gal 

Tyi)e  of  governor 

Tyi)e  of  carburetor 

Type  of  ignition 


Ground  clearance,  in.,  new  tire. 


Garford 


4,000 

Block  L 
4J  X51 

312 
2100 
2.601:1 
11.63:  1 
7.75:  1 
None 
33.48:  1 
26.04:  1 
11.63:  1 

7.75:  1 
None 
33.48:  1 

10,530 

9,900 

5,330 

4,700 

13.9 
15.4 

k  X2\  XI 
2J  X42 
21  X50 
2231 
68 

1 J  X  IS 
li  X  18 
0.374:  1 
1.57:  1 
Sp.  pretwure 
(jear 
Sp.  gear 
Worm,  full 
floating 
Cellular 

142 
F.56 
R  .001 


Pierce 


Packard 


23 

Kly  Hall 

U.S.A. 

Mag.  &  Batt. 

Double 
121 


30 

None 
Ra>'field 
Magneto 
Single 
91 


4.000 

Pairs  T 
4  X5J 
276.5 
1800 
42.82: 1 
20.79: 1 
12.87: 1 
8.25: 1 
57.08:  1 
36.3:  1 
17.6:  1 
10.91:1 
7:1 
48.4:1 

11.160 

10,170 

5,960 

5,970 

12.2 

17 

,•*  X  2,».  X  6,V 

2J  X41 

3  X54 

2181 

711 

3  X  17J 

3]  X  10  Trans 

0.442:  1 

1.31:  1 

I'ressure 

Gear 

Sp.  Gear 

Worm,  full- 
floating 

Vertical 
Finned  Tube 

150 

F  .691 
R.561 

481 

30 

Hy  Ball 

Own 

Mag.  &  Batt. 
Dual 

91 


4.000 

Block  L 
4  X5i 
276.5 
2000 
33.3:1 
18.65: 1 
10.76: 1 
7.25:1 
43.7:  1 
33.3:1 
18.65:  1 
10.76: 1 
7.25:  1 
43.7: 1 

10,400 

10,020 

5,200 

4,820 

13.9 
15.7 

a3xi:jx6  ro 

2i  X41 

2i  X46 

220 

741 

21  X17 

4}  X  10  Trans, 

0.381:1 

1.87:1 

Pressure 

Gear 

Sp.  Gear 

Worm,  full- 

floatiiig 
CeUulw 

144 
F.581 

R.fifti 
56 
30 

CentTl 
Own 
Mag.  &  Batt. 

Dual 
91 


White' 


3.000 

Block  L 
SIX  51 
226.4 
1575 
42.7: 1 
19.2: 1 
12.1  Direct 
9.1:1 
56.4:  1 
32.9:1 
14.8:  1 
0.25: 1  Dirrct 

6.99:1 
43.47:  1 

19700 

9.540 

4.500 

4.310 

9 

12.9 

I  X  3  X  51 
3  X41 
3  X48 
202 
73 

31  X17 
3)  X18 
0.4:1 
BaUbrgs. 
Sp.  prssnre 
DM.  pluBfler 
Eoccntik 
Double  rod. 


CaOuiw 

146». 
56 
86 
54 

90 


81 


1  £)«veloped  by  the  Motor  Transport  Corps,  but  not  adopted.        '  Adopted  as  tha  offiflial 


JOHN  TOUNQBR 


-lO.  13     CH: 

IS  Table  4 


The  Ihton  truck  was  looked  upon  by  the  Army  as  the  nuud 
of  all  work.  Cargo  of  ail  kinds,  men,  supplies,  food  and  munitioDS 
were  carried  by  this  steady-going  vehicle.  This  type  of  truck 
KOB  able  to  run  at  16  m.p.h.  and  because  of  its  hght  weight  was 
able  to  go  over  the  type  of  bridge  usually  found.  In  other 
words,  this  vehicle  replaced  Id  large  measure  the  standard  mule 
escort  of  the  old  Quartermaster's  Department. 
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MOTOR-TRANSPORT  VEHICLEa  FOR  U.   8.   ARMY 


TABLE  5     DATA   ON   THE  5-TON-TYPE   VEHICLES 


Capacity,  lb 

Power  plant 

Engine  sise,  in 

Piston  Disp.,  cu.  in 

Max.  torque,  in-Ib 

Gear  Ratio  —  Ist 

2nd 

3rd 

4th 

Reverse 

Tire  sise  —  front,  in 

Tire  site  —  rear,  in 

Weight  of  truck  loaded.'  lb 

Weight  of  chassis  only,  lb 

Torque,  in-lb.  per  1000  lb.  per  ft., 

high 

Torque,  in-lb.  per  1000  lb.  per  ft.,  low 
Speed    on    high  in  m.p.h.  at   1000 

r.p.m.  of  engine 

Frame  section,  in 

Width  and  length  front  spring,  in. . . 
Width  and  length  rear  spring,  in.. . . 

Overall  length,  in 

Overall  width,  in 

Sise  emergency  brake,  in 

Sise  service  brake,  in 

Ratio  conn.-rod  area  to  area  piston . 
Ratio  crankshaft  area  to  area  piston 

Nature  of  oiling  s>'stem 

Oil  pump , 

Oil-pump  drive 


Type  of  rear  axle . 


Type  of  radiator 

Wheelbase,  in 

Tread,  front  rear,  in 

Turning  circle,  ft 

Ciasoline  capacity,  gal 

Type  of  governor 

Type  of  carburetor 

Ton-miles  pay  load  per  gal.  gas. 
Ignition 


CUss"B"» 


Ground  clearance,  new  tires. 
Ground  clearance,  old  tires. 


10,000 

4  Cyl.  Prs.  L. 

4!  X6 

425.3 

3120 

56.7  to  1 
31.1  to  1 

16.8  to  1 
9.56  to  1 
56.7  to  1 
36  X  5 
40  X6D 
19,980 
8180 

135.5 
677 

12.44 

8X3X1 
44  X3 
58  X  4 
244  i 
155 

24  X  2J 
24  X  2i 
0.402  to  1 
1.53  to  1 
Force 
Gear 
Helical 

(Camshaft) 
Worm-Bevel 

Diff.  Full 
Vert.  Tube 
1601 

F.  64  R.  64i 
561 
31 

Fly  Ball 
U.S.A. 
22.3 
Mag.  &  Batt. 

Double 
Hi 
91 


11.000 

4  Cyl.  Prs.  T. 
6  X6 
471.2 
3078 
35.6  to  1 
22  to  1 
12.8  to  1 

•  •  «  • 

48tol 
36  X  6 
40  X6D 
20.240 
8440 

176.5 
439 

10.37 

s%  X  3  X  8 
31  X46 
4  X52 
222 
901 

20  X3| 
15  X  3 
0.393  to  1 
1.62  to  1 
Force 
Gear 
Helical 

(Camshaft) 
Chain 

•  •  •  • 

Tubular-I>aah 
156 

F.  68  R.  741 
50 
25 

Centrifugal 
Stromberg 
25.4 

Magneto 
Single 
10! 
81 


Pierce- Arrow 


10.000 

4  Cyl.  Pni.  T. 
4i  X6 
448 
3096 

36.86  to  1 
20.7  to  1 
9.75  to  1 

47.5  to  1 
36  X5 
40  X6D 
19.762 
7962 

138.8 
442 

12.12 

81  X  2^.  X  A 

21  X33 

3  X48 

2381 

•  ■  ■  • 

19k  X  41 
10  X  5 
0.35  to  1 
1.15  to  1 
Gravity 
G«u- 
Helird 

(Camahaft) 
Worm  ^mr 

Diff.  FuD 
Vert.  Tube 
168 

F.68R.64 
611 
25 

Fly  B«n 
Own 
194 
MicABaU. 

DiMd 
10 
8 


^  The  "B"  Type  is  the  official  standard. 

'  Includes  water,  full  lighting  equipment,  dash  and  floor  boards  only 


The  gear  ratios  of  the  first  Mack  trucks  were  as  in  this  table, 
to  be  more  in  arcord  with  those  of  the  Class  "  B  "  trucks. 


Later  tbeat 


JOHN  TOVNaSR 


Fia.  14  Characteristic  Tobqvb  Curves  of  the 
3-5-Tow  Type  Veuicles  whose  Specific ationb 
ABE  GIVEN  IN  Table  5 

(Tb«  lorque  k  meanind  it  the  nti  wh«ela  in  in^  pu  lODO  lb. 
pet  ft.,  diflennt  (Bar  ntin  being  uaed.  The  M»k  waa  bter 
ehuii«t.  Bttttt  the  CUea  "  B  ".) 

The  Great  War  is  reapODsible  for  the  crealion  of  the  standtuxl 
3-5-ton  truck  of  the  Army.  Becsuae  of  ita  weight  the  commer- 
ri^  type  ia  practically  limited  to  use  in  and  about  cities,  and 
for  this  reason  the  Government  dedgnedand  developed  in  1917 
the  standard  Liberty  or  "B"  type  truck.  Approximately 
18,000  of  these  trucks  were  manufactured  and  the  special 
points  required  by  miUtary  use  were  built  into  the  truck  and 
not  added  as  an  afterthou^t.  A  compariaon  of  Tables  3,  4 
and  5  will  show  that  this  truck  pomcaoM  approximately  50  per 
cent   more   torque   than   any  similar   oommercisUy   designed 
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DISCUSSION 

B.  F.  Miller  *  divided  motor  vehicles  for  the  United  States 
Army  into  two  classes,  those  owned  and  maintained  by  the  War 
Department  in  time  of  peace  and  those  required  as  a  result  of  an 
emergency  and  which  must  be  suppUed  after  the  commencement 
of  the  emergency. 

He  believed  that  the  motor  vehicles  owned  and  maintained 
during  peace  times  would  be  but  a  small  fraction  of  the  requirements 
for  war.  When  required  in  time  of  war,  the  additional  vehicles 
necessary  could  be  secured  by  commandeering  previously  surveyed 
and  registered  motor  vehicles  in  accordance  with  agreements  made 
in  advance  with  subsidized  owners.  To  acconunodate  the  increased 
personnel  mobilized  at  the  beginning  of  the  emergency  and  sub- 
sequently and  for  replacements,  motors  would  be  designed  and 
produced. 

He  next  referred  to  the  use  of  the  Ford  for  work  near  the  lines 
where  the  roads  were  bad  and  of  the  four-wheel  driven  truck  for 
cargo  as  well  as  off-road  hauling.  In  his  opinion  the  use  of  trailers 
should  be  limited  to  hauls  obviously  suited  to  them  and  for  mount- 
ing certain  special  equipment  and  bodies  that  are  required  to  be 
moved  infrequently. 

He  agreed  with  the  author  that  a  cargo-carrying,  track-laying 
type  of  motor  vehicle  should  be  developed  without  delay  to  replace 
animal  transportation  in  such  places  as  the  Mexican  border  and  in 
general  over  bad  roads  in  rural  conmiunities.  He  was  of  the  opinion 
that  it  should  be  of  1^  to  2  tons  capacity  and  designed  for  the  purpose 
for  which  it  was  intended  rather  than  combining  standard  parts  of 
trucks  and  tractors  into  a  nmkeshift. 

F.  H.  Pope*  (written).  I  have  read  Mr.  Younger's  paper  with 
great  interest  and  consider  it  a  very  able  presentation  of  the  subject 
of  tj'pes  of  vehicles  needed  for  military  use.  Naturally,  in  a  subject 
of  this  kind,  about  which  so  much  controversy  has  raged,  there  still 
exist  certain  honest  differences  of  opinion.  Therefore,  in  this  dis- 
cussion of  the  paper,  it  is  desired  to  set  down  certain  arguments, 
pro  and  con,  in  reference  to  several  details  touched  on  by  Mr. 
Younger.  The  information  of  the  writer  has  l)een  acquired  throu|^ 
continuous  s(»rvice  with  Army  Motor  Transi)ort  for  a  i>eriod  of  nearly 

*  Captain,  V,  S.  A.     Formerly  Lieutenant-Colonel,  Motor  Transport  Corps. 

*  Colonel,  V.  S.  A.,  Motor  Tran8ix)rt  Corps. 
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four  years,  ranging  from  the  command  of  a  Motor  Truck  Company 
in  Mexico  to  the  organization  and  operation  of  the  Motor  Transport 
overseas. 

In  the  first  place,  I  can  see  but  very  little  difference  between 
the  principles  of  military  truck  operation  and  commercial  truck 
operation.  They  both  have  the  same  result  to  accomplish;  the 
former  controlled  by  the  necessity  of  "results  now"  at  the  expense 
of  cost,  and  the  latter  controlled  by  the  cost  element.  Motor  trans- 
port, in  quantity,  cannot  operate  without  roads.  Doubtless,  there 
exists  the  necessity  of  more  rugged  truck  construction  in  military 
life  than  in  the  construction  of  certain  specialized  commercial  types, 
such  as  the  Fifth  Avenue  Busses.  Our  Army  experience  is  apt  to  be 
misleading  on  this  point,  as  the  great  cause  for  vehicle  breakdown 
was  poor  operation.  The  correction  of  this  fault  is  the  job  of  the 
training  man,  not  the  job  of  the  constructor. 

Passing  to  the  controversy  relative  to  the  IJ-ton  and  the  3-ton 
type  as  standard:  In  the  FaU  of  1916,  urgent  recommendation  was 
made  to  the  War  Department  from  the  Southern  Department  by 
those  in  actual  touch  with  the  motor  transport  work  along  the  border, 
to  adopt  this  3-ton  type  as  standard.  As  stated  by  Mr.  Younger, 
the  advisability  of  the  3-ton  type  was  appreciated  by  both  the 
English  and  French.  But  I  would  like  to  call  attention  to  the  fact 
that  this  type  was  urgently  recommended  for  our  Army  in  1916 
by  those  officers  of  actual  motor  transport  experience.  I  would 
like  to  call  attention  here  to  a  minor  objection,  which  consists  in 
speaking  of  a  3-5-ton  truck.  It  is  either  a  3-ton  or  5-ton.  It  would 
seem  to  be  as  logical  to  call  it  a  0-5-ton  truck  as  starting  at  the 
figure  3.  The  truck  user,  especially  in  miUtary  life,  is  concerned 
with  the  truck  capacity,  and  has  no  interest  in  a  nomenclature 
that  the  commercial  producer  may  have  instituted  for  various 
reasons. 

In  military  life,  the  l§-ton  truck  has  its  special  value  over  a 
heavier  truck  in  being  more  rapid,  entailing  less  loss  of  capacity  in 
bulky  loads,  and  being  the  truck  par  excellence  for  personnel  carry- 
ing. It  is  open  to  the  objection  to  increased  number  of  operating 
personnel  and  increased  road  space,  mentioned  by  Mr.  Younger. 
I  do  not  think  it  can  negotiate,  in  quantity,  worse  roads  than  a 
3-ton  truck.  Now,  as  its  special  value  lies  in  its  increased  speed, 
I  think  that  the  proposition  of  equipping  with  pneimiatic  tires  all 
1 5-ton  trucks  in  military  service  is  one  that  should  be  seriously 
considered. 
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Mention  is  nmde  of  certain  special  type  vehicles,  or  rather, 
special  body  types,  both  in  the  passenger  and  cargo  types.  The 
essential  principles  governing  special  types,  I  believe  to  be  these: 
Special  vehicles  should  be  looked  upon  as  luxuries  and  should  not  be 
allowed  if  a  standard  type  would  answer  the  purpose.  !Motor  oars 
and  trucks  should  be  districted  by  make  or  model,  either  in  divisions 
or  territorial  districts.  This  brings  us  to  the  subject  of  the  four- 
wheel  drive  type.  These  have  a  veiy  positive  value,  chiefly  for 
artillejry  work  where  their  tmctor  properties  can  be  utilized,  but 
they  are  also  valuable  in  cargo  work  over  certain  kinds  of  moun- 
tainous or  difficult  country.  For  cargo  work,  their  use  should  be 
determined  by  the  terrain.  The  caterpillar  type  is  the  only  one  that 
can  negotiate  really  difficult  territory.  It  is  not  Mievod  that  the 
so-called  caterpillar  adapters  have  been  brought  to  a  successful 
solution.  In  the  light  ambulance  illustrated,  the  adapter  appears 
to  be  successful,  but  what  about  the  wounded  patriot  lying  within 
the  ambulance. 

The  use  of  trailers,  in  my  opinion,  is  by  no  means  as  extensivi* 
as  it  should  be.  That  more  use  is  not  made  of  trailers  is  due  to  tln' 
unwillingness  of  the  vehicle  operator  to  be  l)othered  with  them. 

In  the  last  analysis,  the  great  problem  of  military  motor  trans- 
port is  to  secui-e  the  very  great  volume  of  vehicles  that  are  suddenly 
demanded  by  an  emergency,  such  as  confronted  us  in  1917.  As 
far  as  concerns  the  increased  periods  of  serviceability  of  vehicles 
wc  may  obtjiin,  this  is  a  matter  thjit  will  be  taken  care  of  by 
a  thorough  training  scheme  based  on  our  past  experience.  But, 
how  will  the  greatly  increased  production  demand  be  met  by  the 
automotive  industry?  Policy  and  prudence  dictate  the  closer 
approximation  of  commercial  and  military  standards. 

A.  F.  Masury  wrote  that  he  thought  the  author's  paper  largely 
a  brief  for  the  adoption  of  a  special  vehicle  and  he  wished  to  have 
a  few  words  on  the  other  side  of  the  argument. 

He  pointed  out  tliat  the  splendid  work  of  the  Engineer  Corps 
daring  the  \\;ir  was  due  largely  to  their  willingness  to  use  standard 
materials  and  articles  rather  tlian  to  demand  special  types  as  yet 
un])roduced.  Undoubtedly  a  specially  designed  vehiole  to  meet  the 
rcqiiii-eini^nts  of  the  army  would  be  superior  to  a  commercial  vehicle 
if  for  no  other  ivason  than  on  account  of  standard  parts.  But  as 
this  is  n  peaceful  nation  the  War  Department  camiot  be  expected 
for  carry  on  hand  a  large  stock  of  up-to-date  vehides.     The  anij 
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alternative  is  to  have  on  hand  at  various  factories  blueprints  and 
specifications  of  these  special  vehicles  and,  in  event  of  war,  to  change 
these  factories  over  into  the  manufacture  of  war  vehicles.  To 
such  a  plan,  every  manufacturer  would  naturally  object.  For  these 
reasons  the  best  expedient  would  seem  to  be  to  use  commercial 
vehicles  as  largely  as  possible  and  restrict  the  specially  designed 
vehicles  to  those  of  special  usage. 

In  Fig.  9  the  author  shows  a  searchlight  truck  of  special  type 
built  for  the  Engineer  Corps  and  says  that  the*  power  plant  is  in- 
dependent of  the  truck  power  plant.  Some  of  this  type  were  fur- 
nished, but  the  particular  photograph  shown  is  of  a  truck  in  which  the 
generator  for  the  searchlight  is  directly  connected  to  the  truck  engine. 
The  generator  is  contained  in  the  frame  extension  in  front.  One 
hundred  and  eighty  of  this  type  of  truck  were  built  in  this  country 
and  40  were  built  up  in  France  using  French  generators  mounted 
upon  another  type  of  American  truck. 

It  should  be  noted  in  connection  with  the  figures  of  Table  4 
that  the  engine  torque  of  the  Pierce- Arrow  truck  is  apparently 
based  upon  a  higher  mean  effective  pressure  than  that  of  the  other 
trucks  as  the  piston  displacement  is  sUghtly  less.  In  comparing 
the  transmission  efficiency  of  the  trucks  in  this  table  it  should  be 
noted  that  by  actual  test  the  overall  efficiency  of  the  chain  drive 
is  much  better  than  the  worm  drive  when  operating  in  low  gear, 
the  difference  being  due  to  the  great  friction  in  the  worm  at  high 
tooth  pressures.  This  accounts  for  the  fact  that  a  chain  drive 
truck  will  often  perform  better  in  pulling  out  of  a  hole  than  a  worm 
drive  of  greater  ratio. 

A.  J.  Slade  advocated  the  standardization  of  motor  trucks 
through  the  use  of  parts  and  equipment  which  have  become  recog- 
nized as  standard  and  which  can  readily  be  assembled  in  any  of  the 
leading  automobile  plants  of  the  country.  By  this  means,  trucks 
of  standard  design  could  be  produced  in  large  quantities,  the  repairs 
and  replacements  would  be  faciUtated,  and  the  confusion  would  be 
avoided  which  comes  from  the  use  of  the  multiplicity  of  design  or  of 
standardized  trucks  in  which  parts  of  special  design  are  incorporated. 

He  said  that  while  the  European  War  Departments  had  for  many 
years  prepared  comprehensively  for  the  use  of  motor  vehicles,  our 
own  War  Department  had  not  done  so  previous  to  the  war  except 
to  the  extent  of  purchasing  some  80  or  90  motor  trucks,  and  of  organ- 
izing a  number  of  truck  trains  during  the  Mexican  trouble  which 
were  manned  by  civilian  employees  furnished  by  the  manufacturers. 
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Upon  our  (entrance  into  the  war,  plans  for  motorized  trains  for 
use  by  the  A.  E.  F.  were  taken  up  by  the  various  stafiF  corps,  and  as 
ths  Quai-termastcr  Corps  was  at  that  time  responsible  for  aU  trans- 
portation, the  most  conspicuously  prominent  work  in  this  direction 
was  done  by  that  corps. 

In  July  1917,  contracts  were  placed  for  several  sizes  of  Pierce 
Arrow,  Packard,  Locomobile,  Garford,  F.W.D.  and  Nash  trucks. 
If  standardization  had  been  in  mind  at  that  time,  it  could  hardly 
have  been  possible  to  have  selected  vehicles  which  varied  so  greatly 
from  one  another  so  far  as  interchangeability  of  parts  and  units  was 
concerned. 

Following  this,  the  design  of  new  trucks  in  three  sizes  was 
taken  up,  which,  while  conventional  so  far  as  their  general  type  was 
concerned,  incorporated  specially-designed  engines,  transmis.<5ions. 
axles  and  other  units  not  already  in  commercial  production. 

This  program  got  as  far  as  the  production  of  models  of  the 
different  sizes,  but  quantity  production  was  never  started,  except  in 
the  case  of  the  3-5-ton  Quartennaster  Class  B  tniek.  At  the 
same  time  that  the  Quartermaster  Corps  was  making  its  purchases 
the  Medical  Deptirtment  arranged  for  the  ])roduction  of  Ford  ambu- 
lances and  for  larger  ambulances  mounted  on  f-ton  general  motors 
chassis,  and  the  Engineer  C^orps  contracted  for  a  large  number  of 
Mack  trucks. 

About  this  time,  learning  that  the  Quartermaster  Corps  could 
not  meet  the  needs  of  the  Air  Service,  the  latter  undertook  the  con- 
struction of  trucks  comprised  of  commercial  units  such  as  engines, 
transmissions,  axles,  steering  gears,  etc.,  which  were  being  pro- 
duced in  the  largest  qmmtities  by  established  manufacturers  and 
could  be  and  were  assembled  by  a  large  number  of  motor  truck 
builders.  Incidentally,  this  was  the  method  of  standardization 
which  the  Society  of  Automotive  Engineers,  working  with  the 
Quartermaster  Corps,  had  considered,  early  in  1917,  but  for  some 
n^ason  th(*  plan  had  been  discarded  in  favor  of  the  design  and  pro- 
(hiction  of  (uitirely  new  vehicl(»s.  While  thc^se  several  efforts  were  in 
l)r<)gr(»ss,  th(»,  A.E.F.,  finding  itself  in  great  need  of  motor  trucks, 
had  purchased  considerable  quantities  of  British  makes,  the  Air 
Service  had  some  French  and  Italian  trucks,  and  a  little  later,  in 
the  summer  of  IDIS,  still  other  equipment  began  to  arrive  from  the 
Tnitcd  Stat(v<,  including  White  and  Commerce  trucks  and  the 
(Quartennaster  ( 'lass  H  trucks,  so  that  there  were  about  thirty  makes 
or  types  used  in  the  A.  K.  F.  in  considerable  numbers. 
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Continuing,  Mr.  Slade  said,  "The  principal  point  which  strikes 
me  in  reading  Mr.  Younger's  paper  is  that  the  so-called  standardized 
types  of  vehicles  at  present  adopted  or  approved  by  the  War  Depart- 
ment are  still  types  which  vary  from  one  another  quite  substantially, 
and  I  am  frankly  at  a  loss  to  know  on  what  basis  of  experience  data 
the  selections  were  made.  All  but  one  are  of  commercial  types, 
and  of  the  commercial  types  one  is  of  the  so-called  manufactured 
tjrpe  and  another  of  the  so-called  assembled  type. 

"Another  p)oint  mentioned  in  Mr.  Younger 's  paper  in  which 
the  most  intelligent  opinion  of  the  A.  E.  F.  wiU  disagree,  has  to  do 
with  the  operation  of  trucks  off  the  roads.  Even  a  caterpillar  truck 
can  sink  in  the  mud  if  there  is  no  foundation.  A  four-wheel-driven 
vehicle  will  go  farther  into  difficult  situations  than  a  rear-wheel- 
driven  vehicle,  but  any  vehicle  rolling  on  wheels  requires  a  support- 
ing foundation  and  before  motor  trucks,  and  to  a  certain  extent 
passenger  cars,  could  keep  pace  in  the  rear  of  the  advancing  troops, 
it  was  always  necessary  to  repair  the  worst  spots  in  the  roads,  es- 
pecially those  caused  by  trenches,  shell  holes,  etc. 

"The  most  important  point  in  connection  with  military  motor 
transport,  touched  on  only  very  casually  in  Mr.  Younger's  paper, 
has  to  do  with  the  training  of  experienced  personnel,  and  intelligent 
organizations  for  operation  and  maintenance.  With  the  most  highly 
refined  and  developed  types  of  equipment,  military  motor  transport 
in  the  mass  cannot  fimction  eflfectively  without  systematic  organi- 
zation, including  road  traffic  control  and  road  construction,  as 
well  as  convoy  operation;  nor  without  effective  highway  traffic 
regulations. 

"I  feel  strongly  that  now  is  the  time,  when  army  reorganization 
is  under  consideration,  to  plan  how  units  of  personnel  can  be  organ- 
ized, familiarized  with  the  equipment  which  they  will  have  to  use 
and  the  methods  under  which  they  will  operate. 

"I  would  like  to  leave  the  thought  that  the  solutions  of  these 
intricate  questions  concerning  equipment,  organization  and  personnel 
can  best  be  found  by  a  commission  of  really  quaUfied  motor  trans- 
portation experts  experienced  in  investigation  work  who  have  been 
associated  with  the  varied  M.T.C.  acti\4ties  in  the  A.E.F.  and  who, 
in  cooperation  with  a  board  of  Army  officers  who  Have  also  had 
similar  experience  in  military  motor  transportation,  especially  with 
combat  divisions,  could  work  out  a  sound  constructive  program  which 
would  justify  the  support  ahke  of  the  regular  army  and  the  general 
pubhc.'' 
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G.  R.  Young  ^  wrote  that  the  question  of  standardization  was 
fundamental  in  the  determination  of  motor  transport  policy.  The 
author  had  set  forth  very  clearly  the  necessity  of  types  of  motor 
vehicles  for  military  use  which  were  not  always  constructed  in 
accordance  with  existing  commercial  practice.  This  fact  was  one 
reason  for  the  adoption  of  a  standardized  program.  Another  reason 
which  had  been  touched  upon  only  sHghtly  was  the  importance  of 
reducing  as  much  as  possible  the  variety  of  makes  and  types  of 
vehicles  in  the  army. 

The  writer  continued  by  stating  the  reasons  for  the  adoption 
by  the  government  of  the  standardized  program  and  an  exposition 
of  it. 

William  P.  Kennedy  said  that  it  must  be  recognized  that 
commercial  manufacturers  will  insist  upon  the  supply  to  the  govern- 
ment of  commercial  trucks  when  a  demand  arises  for  military  trucks. 
This  being  so,  the  question  arises  is  it  desirable  to  standardize  ex- 
clusively in  any  other  direction.  If  preparation  for  the  future  is  of 
vital  importance,  standardization  must  be  effected  by  means  of 
compromise  between  army  and  conunercial  interests.  If  trucks  are 
developed  by  army  interests  alone  for  particular  military  require- 
ments there  will  be  difficulty  in  producing  thom  in  the  event  of  a 
crisis.  A  truck  which  is  satisfactory  may  be  developed,  but  if  the 
type  is  perpetuated  it  will  become  obsolete  in  view  of  progress  certain 
to  take  plac€  in  the  commercial  field.  The  compromise  to  be  effected 
is  to  induce  manufacturers  to  accept  government  guidance  through 
an  organization  to  consist  of  government  engineers  on  the  one  hand 
and  commercial  engineers  representing  prominent  manufacturers  on 
the  other. 

The  Author.  The  question  of  pc^onnel  raised  by  Colonel 
Slade  is  of  tremendous  imporUmce.  The  automobile  industry  had 
to  furnish  personnel  for  the  expansion  of  the  aircraft,  tank,  tractor 
and  submarine  chaser.  For  this  reason  there  was  left  for  the  opera- 
tion  of  trucks  only  an  insufficient  supply  of  intelligent  operators. 

As  Mr.  Kennedy  had  said,  it  was  highly  probable  that  a  com- 
promise between  the  government  and  manufacturers  would  have  to 
be  effected. 

>  Captain,  T.  S.  A.,  (Miiof,  Knginooring  I^ranoli,  Motor  Transport  Gor|». 
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AN  INVESTIGATION  OF  STRAINS  IN  THE 

ROLLING  OF  METAL 

By  Ai«fred  Musso,  New  Yobk,  N.  Y. 
Associate-Member  of  the  Society 

In  every  manufacturing  procesSj  while  raw  stock  is  being  transformed  into  a 
finished  article,  a  certain  amount  of  material  is  inddentaUy  wastedj  and  the  mini- 
mizing of  such  a  waste  constitutes  one  of  the  most  important  problems  to  he  solved 
by  the  operating  engineer.  Rolling-mill  operations  are  no  exception  to  the  general 
rule  and  the  problem  may  be  specifically  set  forth  as  follows : 

What  is  the  most  corwenient  length  and  width  of  the  piece  of  metal  to  be  rolled, 
in  order  to  produce  a  finished  article  of  certain  definite  dimensions,  so  that  the 
loaste  of  material  may  be  reduced  to  a  minimum  f 

A  complete  answer  to  this  complex  question  depends  on  data  of  various  natures 
resulting  from  actual  investigation.  We  may,  however,  group  these  data  in  two 
classes :  To  the  first  class  belong  all  data  of  a  general  character  obtained  through 
mechanical  investigation;  and  to  the  second,  data  obtained  through  investigation  of 
the  special  condition  under  which  the  manufacturing  takes  pUice.  The  scope  of' 
this  article  is  the  exposition  of  some  fundamental  principles  leading  to  data  of  the 
first  dass, 

Tl/^HEN  a  piece  of  metal  is  put  through  the  rolls  in  a  rolling 
mill,  its  linear  dimensions  are  strained  and  the  whole  piece 
itself  is  deformed;  in  other  words,  the  thickness  of  the  piece  becomes 
smaller,  while  its  length  and  width  are  increased.  These  strains 
are  the  effect  of  the  pressure  which  the  rolls  exert  on  the  piece,  and 
as  introductory  to  our  specific  subject  we  will  first  consider  the 
behavior  of  a  piece  of  metal  imder  compression. 

2  Let  ABCD  (Fig.  1)  be  the  cross-section  of  a  piece  of  metal 
as  subjected  to  the  pressures  P  and  Pi  normal  to  the  faces  shown  in 
cross-section  as  AB  and  CD.  When  the  compression  is  carried 
beyond  the  elastic  limit  of  the  material,  the  two  faces  AB  and  CD 
will  come  closer  together  as  shown  by  the  dotted  lines  AiBi  and 
CiDi,  while  the  two  side  faces  AC  and  BD  will  bulge  outward  as 
shown  by  the  dotted  curved  lines  AiCi  and  BiDi,  and  if  the  forces 
P  and  Pi  are  still  increased  the  piece  will  ultimately  fail  by  shearing 
along  its  diagonals. 

Presented  at  the  Annual  Meeting,  December  1919,  of  The  American 
Society  of  Mechanical  Engineers. 
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3  The  ultimate  behavior  of  the  failing  piece  is  influenced  by 
the  structure  of  the  metal  itself.  In  fact,  experience  shows  that 
ductile  metals  possessing  a  homogeneous  structure,  such  as  copper, 
aluminum,  etc.,  will  become  plastic  and  flatten  down  to  a  disk,  while 
fibrous  metals,  such  as  steel,  wrought  iron,  etc.,  where  strength 
across  the  grain  is  much  lower  than  with  the  grain,  are  not  suscepti- 
ble of  any  plastic  state  at  all  and  will  ultimately  fail  by  spUtting 
sideways.  As  it  is  beyond  our  present  scope,  however,  to  discuss 
this  subject  of  the  failure  of  metals  under  compression,  it  is  suflS- 
cient  for  our  purpose  to  regard  the  piece  as  shown  by  Fig.  1  as  di- 
vided into  six  pyramids  having  as  a  common  vertex  its  pressure 
center  0,  and  as  bases  its  six  faces. 

4  It  is  obvious  that  while  the  compressive  forces  P  and  Pi 


i  N 


Fig.  1    Cross-Section  op  a  Piece  of  Metal  Subjected  to 

P  AND  Pi 

are  tending  to  telescope  into  each  other  along  the  pressure  line 
PPi  of  the  upper  and  the  lower  pyramids,  the  other  four  pjnfa- 
mids  will  be  pushed  outside  by  the  expulsive  forces  Ri  and  R%  con- 
sequently set  up  by  the  aforesaid  pressures  P  and  Pi.  The  value  <rf 
the  expulsive  forces  evidently  depends  on  the  two  an^es  AOB  and 
AOCj  ordinarily  known  as  pressure  angle  and  expulsion  angUf  re- 
spectively. We  will  now  apply  the  foregoing  considerations  to  the 
rolling-mill  process,  and  begin  our  investigation  of  the  effects  of  the 
roll  pressure  at  any  point  of  the  surface  of  the  piece. 

5  Ix^t  Fig.  2  represent  a  cross-section  of  a  rolling  mill  throu|^ 
the  rolls.  NNi  is  the  piece  of  metal  going  through  the  rolls  C  and  Ct. 
Inasmuch  as  the  pressure  is  exerted  radially  we  may  consider  it  at 
any  point,  siiy  at  .4,  which  is  the  initial  point  of  the  oontact  an 
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AMB.  The  pressure  P  may  be  resolved  into  two  components,  one 
normal  to  the  piece  and  the  other  parallel  to  its  surface^  thus: 

n  =  P  cos  <f>,  normal  component 
a  =  P  sin  <^,  parallel  component 

where  </>  =  angle  4^CB,  known  as  the  approach  angle.  The  directions 
of  the  components  clearly  show  that  while  n  is  the  force  which 
actually  compresses  the  piece,  a  is  the  component  of  the  pressure 


Fig.  2    Cross-Section  of  a  Rolling  Mill  thbough  the  Rolls 

which  hinders  the  piece  from  entering  the  rolls,  and  unless  n  is  larger 
than  a,  the  rolls  will  not  grip  the  piece. 

6    The  useful  limit  of  </>  is  easily  found  from  the  relation 

n>a 
Pcos</>>Psin  </> 


or 


Eliminating  P, 
from  which 


co8(f>>  sin<^ 
0  <45  deg. 
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The  actual  value  of  0  for  metals  is  given  by  tan  ^  «  m,  the  coeffi- 
cient of  friction  between  roll  and  piece,  but  for  metals 

m  =  0.577  (approx.) 
therefore  <^  =  tan"^  0.577  =  30  deg. 

which  according  to  actual  practice  is  the  maximum  value  of  the 
approach  angle  for  which  the  rolls  wiU  grip  the  piece. 

7  Let  us  now  deal  with  the  effect  of  the  pressure  on  the  whole 
arc  of  contact  AB.  We  may  consider  the  pressure  as  applied  to  the 
middle  point  M  and  the  whole  piece  represented  in  cross-section  by 
ABBiAi  will  be  divided  into  pressure  pyramids  with  a  common  vertex 
at  0.  In  accordance  with  previous  remarks  concerning  the  be- 
havior of  a  piece  under  compression,  we  deduce  that  the  part  of 
the  piece  bounded  by  the  contact  arcs  and  shown  shaded  in  the  figure 
is  pushed  outward  by  the  rolls  in  the  direction  of  the  pass,  conse- 
quently it  is  the  one  we  must  consider  in  looking  for  the  elongation 
of  the  piece.  Obviously,  when  the  piece  has  gone  through  the  rolls, 
the  shaded  area  OMBBiMi  will  have  been  transformed  into  a  rec- 
tangle, its  height  being  equal  to  the  pass  and  its  base  longer  than 
the  average  base  of  the  original  expelled  part. 

8  To  determine,  therefore,  the  elongation  of  the  piece  we  wiD 
proceed  as  follows: 

Area  OMBBiMi  =  area  of  triangle  COCi  -  twice  the  area  of  sector 
CMB;  but 

Area  of  triangle  COCi  =  ^^£lJi22 [1] 


and 


area  of  circle  C 

Area  of  sector  CMB  = tt^ X  angle  MCB     .   .   .[S] 

360 


In  order  to  symbolize  Equations  [1]  and  [2]  we  will  adopt  the  fol- 
lowing notation: 

r  =  radius  of  the  roll 

V  =  pass  {BBi) 

t  =  original  thickness  of  the  piece  {AA^ 

(f)  =  approach  angle  (ACB) 
Thon  Equation  [1]  becomes 


Area  of  triangle  COCi 


(2r  +  p)'  tan  I 
4 


I    .  .      0      1  -  cos  0 

but  tan  ^  -  — : — T-^ 

2         sin  (f> 


and  cos  0  -  1  - 

whence  tan  ?■  -         ^ 


AIiFBED   HUSSO  965 

(t-p) 


2r 


2      2r  sin  ^ 
and  the  above  equation  becomes 

Area  of  triangle  COC,  -  (^^  +  P)',  (^  "  P) 

'^^  8r  sm  0 

9    Symbolizing  Equation  [2]  we  obtain 

Area  of  sector  CMB  =  5^7^  0 

oou 

and  the  shaded  area  will  be  given  by 

OMBB,M,  =  ^^!^±^^^-^<f> [3] 

8r  sm  <p  360  "" 

As  we  have  noted  above,  this  must  be  equal  to  the  area  of  a  rectangle 
of  height  p  and  base  of  length  {,  the  value  of  which  latter  quantity 
is  given  by  the  following  equation: 

1   r(2r  +  p)Kt  -  p)     irr»     -|                 .       j-^ 
^^p[      8rsin<^ 360*J '-*-' 

The  value  of  the  average  base  k  of  the  shaded  area  is 

,       OD  +  ME      1  r(2r  +  p) ,      <^  ,       .    «^1 

,  (b        t  ^  V 

but  tan  -^  = 


2      2r  sin  <^ 
therefore 

1  r(2r  +  p^-p)  j^  |-| 

2  L       4rsm</)  2  J 

10  The  elongation  A  of  the  piece  will  evidently  be  Z  -  fc,  and 
referring  A  thus  foimd  to  the  total  length  of  the  piece  gripped  by 
the  rolls,  we  will  have  the  elongation  per  imit  length  Ai.  The 
total  length  of  the  piece  gripped  by  the  rolls  is  (Fig.  2) 

AF  =»  r  sin  <^ 

whence  Ai  =  — : — x [6] 

r  sm  q> 

The  percentage  elongation  will  be  / 

A%  =  — T— r [7] 

r  sm  9 

Equation  [7],  besides  showing  us  the  elongation  obtained  by  rolling 
a  piece  of  metal,  furnishes  also  other  valuable  information,  namely, 
a  check  on  the  safety  of  the  rolling  operation,  by  comparing  ihe 
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A%  with  the  tensile-^strength  test  of  the  material  in  question.  In 
the  event  that  the  value  of  A%  is  too  large  for  safely  straining  the 
piece,  or  should  it  happen  to  be  too  conservative,  it  will  always 
be  possible  to  readjust  the  pass  of  the  rolling  mill  to  suit,  because 
A  is  a  function  of  0. 

11  In  order  to  find  the  side  spread  (a)  of  the  piece  caused  by 
the  roll  pressure,  we  will  refer  to  Fig.  3,  which  is  a  longitudinal  cross- 
section  through  the  rolls.  Let  CC  and  CiCi  be  the  axes  of  the  rolls, 
AAi  ^  t  the  original  thickness  of  the  piece,  and  BBi  =  p  the  pass. 


N 


^»tmm 


Fig.  3    Longitudinal  Cross-Section  through  the  Rolls 

In  this  case,  since  the  expulsion  angles  AOAi  are  equal  for  both 

sides  of  the  piece,  the  total  spread  will  be  twice  the  spread  of  <»ie 

side. 

1 2  By  reasoning  the  same  as  we  did  before  in  the  case  of  Fig.  1|  we 

can  easily  see  that  the  amount  of  side  spread  is  given  by  the  ahaded 

areas,  namely,  AOAi  and  BiOiB.     In  this  case  the  shaded  area  18 

given  by  the  difference  of  the  areas  of  the  triangles  AOAi  and  BOJBx^ 

which  depend  upon  the  value  of  the  pressure  angle  a  because  aiif^ 

DAO  =  a/2.    The  value  of  a  may  be  found  by  returning  to  Kg.  2 

and  noting  that 

angle  DBO  -  angle  OCB 

OD 

DB 

{CB  +  BD)  tan  OCD 


Angle  COB 

but 

tan  DBO 

and 

OD 

whence  tan  DBO  = 
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(CB  +  BD)  tan  OCD 


DB 
from  which   angle  DBO  =  tan-  [(^^  +  Bg^tan  OCD j 

and  substituting  this  value  in  the  equation  above, 

Angle  COB  =  tan-  [(^^  +  ^g^tan  OCDj  _  ^^^^  ^^ 

13  To  sjrmbolize,  now,  this  equation,  we  may  use  the  notation 
aheady  adopted,  when  the  value  of  the  pressure  angle  will  be 
given  by 


^  =  tan-' 

2 


H) 


tan- 


2 


<^ 


[8] 

2  ^  -^ 


14  It  should  be  noted  that  the  pressure  angle  is  also  a  function 
of  the  approach  angle  4>i  ^^d  once  the  value  of  the  pressure  angle 
has  been  calculated  it  is  easy  to  find  (Fig.  3)  the  area  of  the  shaded 
portion,  which  divided  by  the  pass  will  give  the  amount  of  the  side 
spread  (t  of  the  piece;  in  fact, 

Area  of  triangle  AOAi  =  k{AAx  x  DO)  =  ^  A,Ai  x  —^  tan 
Similarly, 

Area  of  triangle  BOBi  =  ^   BBi  x  —^  tan 

15  Symbolizing  and  subtracting  the  second  expression  from 
the  first,  we  obtain : 

Area  of  shaded  portion  =  {i?  -  p*)  tan  ^ 

and  the  side  spread  at  each  side  of  the  piece  will  be 

,=  (^tan| [9] 

If  w  is  the  width  of  the  piece,  the  total  spread  per  unit  of  width  will 
be 

w 
and  the  percentage  spread 

2.%-?^'      [10] 

Equation  [9]  shows  that  the  side  spread  is  independent  of  the  width 
of  the  piece,  but  it  depends  entirely  on  the  values  of  the  original 
thickness  t  and  the  pass  p. 
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16  In  conclusion  the  author  wishes  to  present  a  practical 
application  of  the  foregoing  formulae  by  solving  the  following  prob- 
lem: In  the  cold-rolling  operation  a  strip  of  0.20  per  cent  carbon 
steel  is  put  through  a  10-in.  mill.  The  strip  before  rolling  is  2  in. 
wide  and  0.065  in.  thick.  The  pass  is  0.050  in.  Find  the  percentage 
elongation  and  side  spread.  The  first  step  is  to  find  the  approach 
angle.    The  fundamental  equation  of  a  rolling  mill  is 

t  =  p  +  2r(l  -  cos  (f>) 
Solving  for  </>, 

cos0=l-  ^ 

and  from  the  data  above 

cos  0  =  0.9985 
or  0  =  3  deg.  8  min. 

Next  we  must  find  the  angle  of  pressure  and  from  the  above  data 
and  Equation  [8]  we  obtain 


I  =  tan-' 


■( 


r  +  Sltan| 


2 
2 


2 


^  ^^_.  |-5.025  X  tan^a  d^eg.  34  min.)  j  _  i  jeg.  34  min. 

=  78  deg.  7  min. 

17    We  can  now  arrange  our  data  in  full  as  follows: 

Roll  radius,  r  =  5  in. 
Original  thickness,  t  =  0.065  in. 

Pass,  p  =  0.050  in. 
Width  of  strip,  ly  =  2  in. 

Approach,  </>  ==  3  deg.  8  min.  »  3.133  deg. 
sin  (f)  =  0.05466 
cos  0  =  0.9985 

^  =  1  deg.  34  min. 
sin  I  =  0.02734 

Area  of  roll  cross-section,  Trr*  =  78.5  sq.  in. 
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Pressure  angle,  a  =  156  deg.  14  min. 

^  =  78  deg.  7  min. 

tan  I  =  4.75219 

18  To  find  the  elongation,  using  Equations  [4],  [6]  and  [6], 
we  obtain 

1    [(10.05)^  X  (0.015)     nm«7v7«^l     09, n 

'  =  0050  [8x5x0.05466   "  ^'^^^  ^  ^^"^J  =  ^'^  '^' 

J        l[f  10.05X0.015   \    ,    ,_       n^o'7Q>•^l       Aio'Torr- 

^  =  2[Ux5x0.05466J  +  ^^  ^  ^-^^^^^^J  =  ^'^^^^^  '^' 

and  A  =  Z  -  Zo  =  0.06275  in. 

or  in  percentage, 

A%  =  - — '  =  24.6  per  cent  of  the  original  length  of  the 

piece  gripped  by  the  rolls. 

19  To  find  the  side  spread  on  either  side,  using  Ekjuations  [9] 
and  [10]  we  obtain 

c  =  (0065)- -(0.050)^  ^  ,  ,3219  =  0.164  in. 
U.Uo 

The  percentage  spread  is 

2  (r%  =  16.4  per  cent 

20  The  result  thus  obtained  evidently  shows  that  <t%  is  in- 
versely proportional  to  Wy  the  width  of  the  piece.  Now,  because  of 
the  fact  that  in  rolling-mill  practice  we  are  interested  only  in 
obtaining  the  highest  possible  value  of  the  elongation  A,  the  best 
economic  operative  conditions  will  be  furthered  by  using  the  widest 
possible  strip  consistent  with  the  dimensions  of  the  rolls,  the 
power  of  the  mill  and  above  all  the  degree  of  uniformity  desired  in 
the  thickness  of  the  finished  strip. 


DISCUSSION 

E.  0.  Goss  (written).  In  order  to  determine  the  ratio  of  side 
spread  to  elongation  in  actual  cold  roUing  of  brass  the  following 
experiment  was  imdertaken  with  the  results  indicated. 

A  piece  of  annealed  brass,  8^  in.  wide,  was  cut  into  pieces  2,  4 
and  8  in.  wide  by  12  in.  long,  and  was  reduced  in  one  pass  on  a  20-in. 
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mill.    The  calculations  shown  below  are  based  on  the  actual  dimen- 
sions made  on  the  individual  specimens. 


Before  RoUing 
Sice,  in.     Gage,  in. 

After  Rolling 
Sixe,  in.     Gage,  in. 

Peroent 
Reduction 
by  Rolling 

Percent 
Elong. 

Percent 

Side 
Spread 

1.999  X  12.005  X  0.069 
4.000  X  12.005  X  0.068 
6.000  X  12.001  X  0.068 
8.000  X  12.000  X  0.067 

2.043  X16.5  X  0.048 
4.030  X16.0  X  0.050 
6.018  X16.6  X  0.0485 
8.020  X16.7  X  0.0475 

29.7 
26.4 
28.6 
29.1 

37.4 
33.2 
88.3 
39.1 

2.20 
0.75 
0.30 
0.25 

In  the  case  of  the  2-in.  specimen  the  metal  was  rolled  at  an 
angle  owing  to  the  fact  that  the  guides  were  too  wide.  For  this 
reason  the  side  spread  was  rather  high;  nevertheless  it  is  much 
lower  than  the  figures  given  by  the  author.  The  other  specimens 
rolled  much  straighter. 

Although  the  author  considers  rolled  steel  and  the  above 
experiments  were  conducted  on  brass,  the  writer  does  not  believe 
that  the  wide  difference  in  per  cent  of  side  spread  can  be  due  entirely 
to  the  difference  in  the  material. 


No.  1729 

MODERN  ELECTRIC   FURNACE   PRACTICE  AS 
RELATED  TO  FOUNDRIES  IN  PARTICULAR 

Bt  W.  E.  Moore,  Pittsburqh,  Pa. 
Member  of  the  Society 

Since  1913  the  number  of  electric  furnaces  employed  in  the  steel  industry  in 
the  United  States  and  Canada  has  risen  from  19  to  335,  practically  aU  of  which  are 
of  the  arc  type. 

After  first  giving  particulars  regarding  the  operation  of  acid  and  basic  fur- 
naceSf  the  author  enumerates  the  superior  properties  which  have  created  the  present 
demand  for  electric  steel.  He  then  points  out  ike  advantages  of  the  electric  furnace 
over  the  open-hearth  furnaces  in  steel  mdting  and  states  the  features  of  the  various 
classes  of  arc  furnaces  which  have  made  that  type  practically  supreme  in  its  field. 

Following  this  the  crucible  and  converter  proeesses  are  briefly  described  and  it 
is  shown  how  the  acid  type  of  furnace  is  the  best  for  foundry  work. 

Comparative  operating  costs  of  producing  liquid  steel  by  the  converter  and  eZeo- 
truyfumace  processes  are  then  given,  which  bring  out  the  marked  economy  of  the 
latter.  The  paper  concludes  with  notes  on  the  employment  of  the  electric  furnace  in 
maHeable-iron  foundries  and  on  the  selection  of  the  most  suitable  type  of  furnace 
for  a  given  installation, 

TIP  to  the  present  time  the  electric  furnace  has  seen  its  largest 
^  commercial  development,  first,  in  the  manufacture  of  alumi- 
num, second,  in  the  manufacture  of  steel,  third,  in  the  manu- 
facture of  ferroalloys,  and  fourth,  in  the  manufacture  of  calcium 
carbide.  At  the  end  of  1913  there  were  only  nineteen  electric  fur- 
naces installed  in  the  steel-making  industry  in  America.  This 
number  had  increased  to  136  at  the  end  of  1916  and  to  269  at  the 
end  of  1917.  At  the  present  time  the  number  of  steel-making  fur- 
naces in  use  in  various  industrial  countries  of  the  world  is  815,  of 
which  290  are  in  the  United  States  and  45  in  Canada. 

2  The  average  capacity  of  these  furnaces  in  America  is  7.3 
tons  per  heat  when  used  for  ingots,  and  in  the  foundry  business  1.7 
tons  per  heat,  though  the  ordinary  size  now  most  generally  used  in 
foundries  is  the  3-ton.     More  than  99  per  cent  of  all  the  steel- 
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making  furnaces  are  of  the  arc  type,  less  than  1  per  cent  being  of 
the  induction  type,  which  was  popular  in  the  early  da3rs  of  the  art. 

3  Electric  furnaces  are  used  for  the  following  principal  pur- 
poses in  the  metal  industries: 

a  Forging  steels,  tool  steels,  alloy  steels,  etc. 

h  Making  steel  castings  in  foundries 

c  Making  high  grades  of  strong  cast  iron  for  difficult  or  fine 

castings 
d  Melting  brass,  bronze  and  other  non-ferrous  metals. 

ACID  AND  BASIC  FURNACES 

4  Acid  furnaces  are  those  Uned  with  silicious  refractories  and 
are  used  for  melting  and  alloying  steel  made  from  a  high  grade  of 
scrap,  where  the  sulphur  and  phosphorus  impurities  are  so  low 
that  much  refining  is  not  deemed  necessary  as  in  making  steel  cast- 
ings or  merchant-bar  steel. 

5  The  strength  of  cast  iron  is  greatly  improved  by  melting 
or  treating  in  an  acid  electric  furnace,  though  where  it  is  necessary 
to  reduce  the  sulphur  or  phosphorus  content  materially  the  basic 
furnace  must  be  used.  It  is  possible,  however,  in  a  properly  oper- 
ated acid  furnace  to  reduce  such  impurities  by  only  a  small  percen- 
tage, say,  10  to  15  per  cent. 

6  With  basic  furnaces  the  refractory  linings  are  resistant  to 
the  lime  slags  carried  as  a  molten  blanket  on  top  of  the  steel  bath 
for  the  purpose  of  taking  up  and  fluxing  out  the  sulphur  and  phos- 
phorus. Phosphorus  is  removed  in  the  first  operation.  High-cal- 
cium slags,  when  in  contact  with  metal  under  oxidizing  conditions 
as  when  iron  ore  or  mill  scale  is  added  to  the  bath  and  at  not 
too  high  temperature,  have  a  strong  affinity  for  phosphorus.  It  is 
quickly  absorbed  by  the  slag  during  that  period  of  the  heat  known 
to  the  melters  as  the  "boil."  The  phosphorus  from  the  noietal  is 
thus  oxidized  into  phosphoric  acid  and  converted  into  phosphate 
of  lime,  in  which  form  it  is  a  stable  constituent  of  the  slagi 
provided  the  temperature  is  not  carried  too  high.  This  first  or 
oxidizing  slag  is  then  skimmed  off  and  another  slag  is  made  l^ 
adding  lime  and  carbon,  which  is  fused  by  the  heat  of  the  arc.  Tliis 
slag  then  forms  calcium  carbide,  or  the  "carbide  slag."  Carbon 
in  the  form  of  granular  coke,  retort  carbon  or  anthracite  coal,  is  used 
with  high-calcium,  low-magnesia  lime.  This  carbide  slag  under  hig^ 
heat  and  in  a  reducing  atmosphere  has  a  strong  affinity  for  sulphur 
and  carries  it  off  from  the  steel  absorbing  it  in  the  form  of  calcium 
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sulphate.  It  is  thus  possible,  though  not  always  commercially 
practicable,  to  make  a  very  high  grade  of  tool  steel  from  very  im- 
pure scrap  in  an  electric  furnace.  Heretofore  tool  steel  could  be 
made  only  by  melting  the  purest  forms  of  Norway  or  Swedish  iron, 
and  then  only  by  melting  in  crucibles,  which  is  a  very  slow  and 
expensive  process  and  one  in  which  no  refining  is  possible. 


SUPERIOR  PROPERTIES   OF  ELECTRIC   STEEL 

7  Primarily,  electric  steel  became  popular  because  of  its 
superior  physical  properties.  While  such  steel  can  be  made  with 
a  more  satisfactory  chemical  analysis,  using  a  given  grade  of  raw 
materials,  than  by  other  processes,  experience  has  abundantly  dem- 
onstrated that  when  made  according  to  the  same  chemical  analysis 
it  will  have  about  15  per  cent  greater  tensile  strength  or  ductiUty, 

TABLE  1    COMPARISON  OP  OPEN-HEARTH  AND    ELECTRIC-FURNACE  STEEL 


Elastic  limit,  lb.  per  sq.  in.. . . 
Tensile  strength,  lb.  per  8q..in 
Per  cent  elongation  in  2  in.. . . 

Per  cent  reduction  of  area 

EUastic  torsion 

Character  of  fracture 


41.060 
89,100 
21.5 
31.74 
16,750 
Granular 


Electric 
furnace 


64,850 
105,140 
22.0 
52.37 
33.700 
Silky  cup 


depending  upon  its  heat  treatment,  and  will  be  more  resistant  to 
shock  and  better  able  to  receive  heat  treatment.  The  reason  for  this 
is  that  the  steel,  being  made  in  a  closed  furnace  and  in  a  reducing 
atmosphere  away  from  the  contaminating  influences  of  combustion 
gases,  is  more  solid,  freer  from  gases  and  less  prone  to  non-metallic 
inclusions  of  slag,  oxides,  etc.  As  an  example,  the  tests  in  Table  1 
made  by  R.  W.  Hunt  and  Company,  Chicago,  January  30,  1919, 
for  the  Chicago  Surface  Lines,  illustrate  the  physical  properties  of 
A.E.R.A.  specification  heat-treated  electric-furnace  axle  steel.  It 
was  heated  to  from  1450  to  1460  deg.  fahr.,  held  one  hour,  quenched 
in  65-deg.  oil,  drawn  at  from  1185  to  1200  deg.  fahr.  for  one  hour 
and  then  slowly  cooled  in  the  furnace.  The  open-hearth  steel  was 
also  heat-treated  in  the  same  manner. 

8    The  Bureau  of  Standards  reports  regarding  the  superior 
quaUties  of  electric  steel  as  follows: 


974  ELECTRIC  FURNACES  IN  FOUNDRIES 

The  characteristics  of  electric  steel  are  great  homogenity  and  freedom  from 
segregation.  It  is  somewhat  higher  in  tensile  strength  and  elastic  limit  than 
other  steels  and,  owing  to  its  greater  density,  shows  a  marked  resistance  to  fatigue. 

9  Being  absolutely  "  dead  "  when  properly  made  and  averag- 
ing lower  in  sulphur,  electric  steel  in  the  foundry  is  less  liable  to 
show  shrinkage  cracks  between  ribs  of  castings.  Being  more  fluid, 
it  is  not  so  hable  to  piping,  blowholes,  cold  shuts  or  misruns.  In 
tool  steel  it  takes  heat  treatment  more  effectively  and  will  stand 
greater  abuse  in  heating. 

10  The  electric  furnace  is  especially  useful  for  making  alloy 
steels.  Since  the  metal  is  treated  in  a  reducing  atmosphere,  there 
need  be  no  large  losses  of  the  added  elements,  such  as  silicon,  man- 
ganese, vanadium  and  chromium,  which  in  the  ordinary  open- 
hearth  practice  are  oxidized  in  large  quantities  and  carried  to  waste 
in  the  slag,  thus  producing  uncertain  mixtures.  Indeed,  the  added 
elements  in  open-hearth  practice  frequently  show  losses  of  from  30  to 
50  per  cent,  while  in  the  electric  furnace  they  will  be  practically  nil. 

11  With  the  electric  furnace  it  is  much  easier  to  carry  the 
finishing  operation  to  a  more  exact  limit  in  carbon  and  silicon  con- 
tent than  is  practicable  in  the  case  of  the  open-hearth  furnace,  and 
to  finish  with  an  absence  of  the  gases  of  solution  and  inclusion, 
such  as  oxygen  and  nitrogen. 

ELECTRIC  VERSUS   OPEN-HEARTH   FURNACES 

12  In  open-hearth  furnaces  it  is  impracticable  to  melt  down 
fine  scrap  such  as  turnings  in  quantity  without  excessive  additions 
of  pig  iron,  for  the  reason  that  the  oxidizing  flames,  which  furnish 
the  heat  to  the  furnace,  will  reduce  the  metal  when  in  an  attenuated 
form  to  a  mass  of  oxide  before  it  becomes  molten,  whereas  with  the 
electric  furnace  it  is  entirely  practicable  to  melt  turnings  excluedyely, 
which  under  ordinary  market  conditions  are  purchasable  at  a  price 
from  five  to  ten  dollars  per  ton  lower  than  that  for  the  heavy  tn^lti"g 
grade  of  steel  required  in  open-hearth  practice. 

13  In  the  electric  furnace  it  is  possible  to  obtain  a  heat-trans- 
fer efficiency  of  from  60  to  70  per  cent  of  the  heat  energy  of  the 
electric  power  supply  put  into  the  molten  charge,  whereas  with 
open-hearth  practice  the  efficiency  ranges  from  8  to  15  per  cent 
and  in  crucible  practice  from  2  to  6  per  cent.  The  fuel-devdoped 
heat  unit  in  the  open-hearth  furnace  is,  however,  bought  in  a  much 
cheaper  form  than  the  heat  unit  supplied  by  electric  power,  and  if 
the  electric  furnace  did  not  have  the  other  advantages  mentioned  H 
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could  not  at  present  compete  against  the  open-hearth  furnace  on  the 
basis  of  cost. 

14  On  account  of  the  very  intense  heat  of  the  electric  arc,  it 
is  entirely  feasible  to  melt  down  quite  rapidly;  thus  in  the  electric 
furnace  it  is  possible  to  melt  down  and  refine  a  charge  of  foimdry 
steel  in  one  hour  or  less  which  in  the  open-hearth  furnace  might 
require  from  6  to  14  hours.  In  other  words,  a  12-ton  electric  furnace 
may  be  practically  equivalent  to  an  80-ton  op^a-hearth  furnace,  so 
far  as  steel  output  is  concerned,  and  involve  far  less  installation  cost. 

15  A  12-ton  electric  furnace  of  course  requires  a  correspond- 
ingly smaller  ladle,  crane  and  building  structure,  for  it  is  the  prac- 
tice to  tap  the  entire  heat  into  one  ladle  with  either  type  of  furnace. 

THE  ARC  TYPE  OF  ELECTpiC  FURNACE 

16  The  arc  type  of  electric  furnace  is  practically  the  only  one 
being  installed  for  steel  making  today;  however,  there  have  been 
a  few  of  the  induction-type  furnaces  constructed.  At  first  glance 
the  induction-type  furnace  appears  to  have  many  advantages  over 
the  arc-type  furnace,  but  practice  has  shown  that  it  is  nowise  a 
competitor  of  a  properly  constructed  arc  furnace.  In  large  sizes  the 
power  factor  is  extremely  low,  the  efficiency  of  the  furnace  poor 
and  the  cost  of  replacing  the  refractories  very  high.  It  is  not  as 
good  a  refining  furnace  as  the  arc  type,  where  the  slag  is  hotter 
than  the  steel,  which  case  is  reversed  in  the  induction  furnace. 

17  Arc  furnaces  may  again  be  classified  into  long-arc  and 
short-arc  types.  There  are  many  theoretical  inducements  for  using 
the  long-arc  furnaces,  for  with  a  given  energy  input  the  electrode 
is  correspondingly  smaller  and  the  electrode  cost  therefore  reduced 
proportionately.  With  the  water-cooled  bottom-contact  type  of 
furnace  either  the  furnace  size  must  be  kept  small  or  the  voltage 
must  be  greatly  increased  in  order  to  keep  the  current  low  and  pre- 
vent the  bottom  from  overheating,  so  it  is  the  custom  to  operate 
the  bottom-electrode  furnace  with  quite  a  long  arc  and  proportionally 
low  current,  and  in  small  sizes  only. 

18  Arc  furnaces  may  again  be  classified  into  single-phase, 
two-phase,  and  three-phase  types.  The  single-phase  furnace  is 
ideally  simple  but  is  poorly  adapted  to  modem  power-plant  condi- 
tions, as  central-station  power  today  is  universally  generated  and 
transmitted  in  three  phases.  The  long-arc  single-phase  furnaces, 
too,  have  the  very  great  disadvantage  of  operating  on  extremely 
low  power  factor,  thus  causing  a  great  waste  in  transformer,  line 
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and  generator  capacity,  which  usually  makes  them  prohibitive  from 
the  central-station  man's  viewpoint  in  any  but  quite  small  sizes, 
say,  i  ton  to  1  ton  capacity  per  heat. 

19  The  two-phase  furnace  may  be  operated  either  from  two- 
or  three-phase  power,  but  when  operated  from  the  usual  three- 
phase  power  the  phases  have  to  be  transformed  by  Scott-connected 
transformers,  which  are  more  costly,  less  efficient  and  frequently 
unbalance  the  power  system.  The  two-phase  furnace  is  usually 
built  with  four  arcing  electrodes  and,  while  it  gives  a  theoretically 
balanced  load  on  the  power  system,  it  has  the  objection  of  re- 
quiring an  additional  electrode,  which  increases  the  electrode  con- 
sumption 33  per  cent  over  the  three-phase  furnace. 

20  The  three-phase  furnace  for  installations  of  moderate  and 
large  size  is  the  most  universally  satisfactory  and  popular  furnace, 
fulfilling  all  the  conditions  as  to  balanced  load  and  high  power  factor 
required  by  the  central  stations,  and  at  the  same  time  giving  the 
minimum  electrode  loss  and  the  simplest  form  of  automatic  elec- 
trode adjusting  gear. 

21  It  is  possible  to  obtain  satisfactory  operation  of  the  direct- 
arc-type  furnace  for  melting  non-ferrous  metals  only  where  the 
content  of  metals  which  volatilize  at  low  temperatures  is  small,  as, 
for  instance,  in  making  bronze  and  low-zinc  metals.  Where  the 
zinc  or  aluminum  content  is  high,  as  in  yellow  brass,  Muntz  metal, 
etc.,  this  type  of  furnace  is  highly  unsatisfactory  and  results  in 
great  waste  of  the  more  volatile  metals  and  the  making  of  porous 
castings.  Consequently  special  furnaces  of  the  resistor,  rockiDg, 
rolling,  tumbling  induction  or  distributed-arc  types  are  required, 
the  latter  referring  to  furnaces  where  heat  of  arc  is  transmitted  by 
radiation  alone. 


DISADVANTAGES  OF  CRUCIBLE   FURNACES 

22  The  crucible  furnace  is  the  oldest  method  for  mi^lring  gteel 
castings  and  first-class  tool  steels.  It  is  now,  howevefi  being  pno- 
tically  displaced  by  the  electric  furnace,  which  has  many  advan- 
tages such  as  rapidity  and  reduced  cost,  as  well  as  the  ability  to 
make  sounder  castings  and  better  tool  and  alloy  steels*  Hie  oosfc 
of  crucibles  and  fuel  alone  in  crucible-steel  foundries  freqiumtly  nmi 
up  to  $00  i)cr  ton.  With  crucible  steel  the  heats  are  of  such  snaD 
(quantity,  1(K)  to  200  lb.  per  pot,  that  the  contents  of  aeveial  poto 
nuist  1)0  combined  into  one  ladle  to  make  a  casting  of  ordinaiy 
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Sometimes  the  different  pots  of  steel  are  of  such  different  composi- 
tions as  to  cause  the  ladle  to  boil  when  they  are  combined,  tending 
to  make  imsound  castings. 

23  Due  to  the  absorption  of  carbon  from  the  crucible,  it  is 
difScult  to  make  castings  low  enough  in  carbon  to  obtain  the  ductil- 
ity desired  for  many  purposes.    Furthermore,  the  steel  reduces  the 

.  silica  from  the  clay  of  the  crucible,  tending  to  run  the  silicon  con- 
tent of  the  product  high.  The  overpowering  objection  to  the  cru- 
cible process,  however,  is  the  high  cost  of  the  products,  due  to: 

a  High  cost  of  pure  melting  stock,  as  no  refining  is  practi- 
cable 

b  Very  high  labor  cost  on  account  of  the  small  heats  handled 

c  Crucible   furnaces  are  extravagant   in   fuel   consim[iption, 
sometimes  using  3  tons  of  coal  per  ton  of  steel  melted 

d  High  cost  of  crucible  renewals,  often  averaging  two  to 
four  crucibles  per  ton  melted  at  a  cost  of  $9  to  $11  each, 
or  $18  to  $44  per  ton  for  crucibles  alone. 
For  these  reasons  the  crucible-melting  shop  is  rapidly  going  out  of 
use  for  castings,  as  well  as  for  tool  steels. 

THE  CONVERTER  PROCESS  IN  STEEL  FOUNDING 

24  During  later  years  the  side-blow  converter  process  has  be- 
come very  popular  in  steel  foundries  making  castings  of  medium 
and  small  size.  This  process  requires  high-grade,  high-silicon,  low- 
phosphorus  and  low-sulphur  pig  iron  to  be  premelted  in  a  cupola  fur- 
nace with  the  finest  grade  of  coke  obtainable.  The  quite  hot  liquid 
iron  is  then  tapped  into  a  ladle,  transported  to  and  dumped  into  the 
converter.  The  converter  is  then  tilted  until  the  blast  tuyeres, 
which  enter  at  the  side  of  the  vessel,  are  turned  down  to  blow  di- 
rectly on  to  the  surface  of  the  metal.  The  blast,  which  is  generally 
from  a  Root-type  blower,  is  then  turned  on,  impinging  sharply 
against  the  surface  of  the  metal,  which  is  thus  violently  agitated 
and  oxidized. 

25  The  air  blast  bums  out  the  silicon  and  then  the  carbon, 
the  products  of  combustion  being  CO2  and  SiOj.  This  combustion 
greatly  increases  the  heat  of  the  metal  as  brought  from  the  cupola. 
When  the  process  has  gone  far  enough,  which  the  operators  guess 
at  from  the  'Mrop  of  the  flame,"  the  ferroalloys  are  thrown  into 
the  bath  to  reduce  the  oxides,  neutraUze  the  sulphur  and  "  kill "  the 
steel.    It  would  otherwise  be  *'wild,"  i.e.,  full  of  effervescing  gases. 
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whdii  fK)ur(;(l.  It  would  also  be  "hot-short,"  that  is,  prone  to 
v.riick  whon  freezing  in  the  molds,  unless  "doctored"  Uberally  by 
l\u)  mldition  of  manganese,  as  the  converter  effectively  bums  out  the 
ninngan(«c;  of  the  pig-iron  charge.  Notwithstanding  the  doctoring, 
tlie  Kt(*(;l  is  iK»rmeated  by  oxides,  nitrides  and  non-metallic  inclu- 
sions. 

2()  The  steel  is  dumped  from  the  converter  into  a  bull  ladle 
into  which  aluminum  amoimting  to  from  1  to  3  lb.  per  ton  has 
l)een  charg(jd.  It  is  transported  by  traveling  crane  directly  to  the 
largcM"  molds,  or  to  be  shanked  off  into  the  smaller  molds  by  small 
hand-shank  ladles. 

27  The  advantages  of  the  converter  process  are:  The  steel 
niay  tx^  made  quite  hot  and  fluid  enough  for  reasonably  thin  cast- 
ings; the  heats,  usually  running  one  to  two  tons,  are  of  convenient 
si7.(^  to  Ih>  iKUiivd  off  quickly  before  cooling;  the  fuel  consumption 
is  moderate,  though  rather  higher  than  for  the  cast-iron  foundr}' 
cupola,  aviM'agiug  from  400  to  600  lb.  of  coke  per  ton;  the  first  cost 
of  the  appanitus  is  low  and  the  process  is  available  for  intermittent 
fiorvice. 

2S  The  disadvantages  are:  The  metal  must  be  handled  twice 
in  the  ladle;  the  metal  picks  up  sulphur  and  phosphorus  and  ni- 
trides from  contact  with  the  fuel  and  the  air  blast;  the  losses  in  the 
cupola  and  converter  are  quite  high,  running  from  16  to  24  per 
tHMit,  wliich  furtlier  iH>ncentrate  and  increase  the  percentages  of 
impurities  in  tlie  original  metal  ami  waste  costly  melting  stock:  the 
sttvl  is  full  of  oxides  and  pises  and  requires  large  quantities  of  ex- 
ivnsivc  iVrnvdlovs  to  kill:  the  quality  of  the  steel,  ph>-sieally  as  well 
as  olicmically.  is  Ivlow  jvir:  a  heat  once  blown  too  cold  cannot 
again  Iv  bnnijjht  up  in  heat  enough  to  c;i^t  and  must  be  "pigged;*' 
only  the  highest  grades  of  melting  stock  may  Iv  used,  costing  gener- 
al!\  fixMU  Jir^  to  ?*J,^  ivr  ton  more  than  for  the  acid  open-hearth 
huucu'i^  ,inil  fivm  S.X^  to  Sv>  jxt  ton  more  than  for  the  electric 
i;;:s^:uv  :tv..i  t!*»o  :v:'ir«i*;ory  mair.tonanco  is  high,  as  the  cupola  and 
*^^^.\<^::o:  l;:v.r.cs  ::.;;>:  Ix^  ix^ivvlrevi  ai'ior  oaoh  lO^iour  run.  liquid- 
r.u^::il  *av<:s  ot"  v\^r.vor:or  s:t\\  :"rtvu^^'-' •>'  -*^  up  to  fnxn  $60 or $80 

•  >    ■     I  \    •  • 

1 

■^^     riu^  r\v::;.-  :\::v..-i.Y  >  ::-.o  zv.i"*?:  modem  sted-produemg 
.iK\*:^^    ;-.r..i  '.s  c".'.".:.c  *."   :vv.:';i:.:%   :v..:v  rs:\iilv  than  all  othen. 
^'  >  -, ": .'  v.,>,  .\ -.v.-.v,.:  :"\::v.;-,.v    :i".:  ::•.•■  rs:>:.i::v  with  whidi  it  will 
.•»^«/.  /  ivcvs  :».:.:v:>  .:  >y' •;:..:■.:>.  :o  :he  making  of  steel 

.^■.  -.'.o    '>  ^».     :v>  •■.•■x."c  :•"      :v*.  >:-:-".>..      I:  is  ihe  cfeMWWt  and 
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most  certain  method  of  making  steel,  and  its  small  bulk  makes  it 
feasible  to  locate  the  furnace  near  the  center  of  the  floor  where  the 
metal  need  be  transported  short  distances  only.  The  size  is  small 
and  convenient  and  the  heats  come  rapidly,  so  that  no  large  floor 
area  need  be  tied  up  in  molds  per  heat. 

ACID-TYPE  ELECTRIC   FURNACE   BEST   FOR   FOUNDRY  WORK 

30  The  acid-type  furnace  is  best  suited  for  foundry  work  and 
the  most  popular  size  has  a  capacity  of  3  tons  per  heat,  though 
sometimes  1.5-ton  or  smaller  furnaces  are  required.  The  more 
highly  powered  and  rapid  furnaces  for  such  work  turn  out  from  8  to 
16  heats  in  24  hours,  and  with  a  power  consumption  of  from  500 
to  650  kw-hr.  per  ton  of  liquid  steel.  Considering  the  ultimate 
efficiency  of  the  large  modern  turbo-generator  power  house  at,  say, 
1.5  lb.  of  coal  per  kw-hr.,  its  fuel  consumption  might  be  said  to  be 
the  equivalent  to  from  750  to  900  lb.  of  coal  per  ton  melted,  and  the 
coal  need  not  be  of  high  grade  nor  low  in  sulphur  and  phosphorus  as 
is  necessary  with  fuel-fired  furnaces.  Basic  furnaces  require  more 
time  and  power,  heats  ranging  from  four  to  eight  per  day,  and  since 
the  charge  is  melted  in  a  reducing  atmosphere  there  is  practically  no 
oxidation  of  the  metal;  consequently  thin  scrap,  Ught  turnings  or 
scrap  of  other  forms  such  as  can  be  conveniently  charged  into  the 
furnace,  may  be  melted.  Such  scrap  on  the  present  market  sells  for 
approximately  from  $5  to  $10  per  ton  less  than  low-phosphorus, 
heavy  melting  scrap  necessary  with  the  ordinary  acid  open-hearth 
melting  furnace  installation. 

31  The  reducing  atmosphere  makes  it  easier  to  refine  and 
kill  the  steel,  resulting  in  a  saving  amounting  frequently  to  half 
of  the  ferroalloys  necessary  with  converter  steel,  and  effecting  a 
saving  of,  say,  $2  per  ton.  The  melting  losses  in  the  electric 
furnace  are  much  the  lowest  of  any  modern  process,  averaging 
from  2  to  5  per  cent  as  against  6  to  9  per  cent  in  the  open-hearth 
and  16  to  24  per  cent  in  the  converter  process. 

32  The  electric  furnace  does  not  contaminate  the  metal  as 
do  fuel-heated  furnaces  and  an  acid  electric  will  therefore  readily 
make  No.  3-U.S.A.  specification  steel,  whereas  it  is  practically  im- 
possible to  find  melting  stock  sufficiently  pure  to  do  so  with 
the  converter  process.  The  saving  alone  in  the  cost  of  melting 
stock  will  more  than  pay  for  the  entire  conversion  cost  of  elec- 
tric steel.  The  deader,  more  dense  electric  steel  yields  a  larger 
percentage  of  good  castings  and  the  lower  sulphur  renders   them 
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free  from  shrinkage,  flaws  and  cracks,  while  the  hotter  and  more 
fluid  steel  renders  possible  thinner  and  lighter-weight  sections  than 
can  be  produced  commercially  by  other  processes.  The  greatest 
points  in  favor  of  the  electric  furnace  are  the  higher  grades  of 
steel  produced  and  the  higher  percentage  yield  in  castings  and 
bars. 

COMPARATIVE  COSTS  OF  ELECTRIC  AND  CONVERTER  STEEL 

33    With  the  electric  furnace,  men  can  more  readily  make 
and  check  their  steel  to  an  exact  percentage  of  carbon,  manganese 

TABLE  2    AVERAGE  COST  PER  TON   FOR  TWO  TONS  OF  CONVERTER 
STEEL  DIVIDED  INTO  FOUR  CUPOLA  CHARGES 


Two-ton  Converter  Charge 


Low-phosphorus  pig  iron 

Bessemer  pig  iron 

Steel  scrap 

Silicon  and  spiegel 

Coke,  8631b 

Cost  of  material  per  ton  of  liquid  steel 

Additions  per  ton  of  steel: 

10  lb.  80  per  cent  ferromanganese  at  6  cents 

6  lb.  50  per  cent  ferrosilicon  at  5  cents 

2  lb.  aluminum  at  30  cents 

Power  for  blower  motors 

Cost  of  materials  and  power  per  ton  of  liquid  steel 

Average  cost  of  cupola  and  converter  linings 

Labor  costs , 

Cost  of  converter  steel  per  net  ton  in  ladle 


Cost  per  Ton 
of  liquid  StesI 


$14.00 
7J0 

iai4 


$88.08 

0.00 
0.80 

aoo 

1.35 


$41.43 
1.90 
8.00 


$45.88 


and  silicon,  and  can  more  easily  keep  the  undesirable  suli^ur  and 
phosphorus  to  low  limits  than  by  any  other  process.  The  steel  may 
be  readily  alloyed  with  nickel,  chromium  and  vanadium  to  make 
the  higher  grades  of  steel  castings  to  replace  forgings  and  for  special 
purposes,  such  as  may  be  required  for  parts  of  unusual  strengthi 
ductility  or  for  cutting  tools.  It  is  entirely  feasible  to  make  oast- 
ings  which  will  run  up  to  an  ultimate  strength  of  130,000  lb.  per 
sq.  in.,  or  to  cast  high-speed-steel  milling  cutters  and  reamers  to 
form  for  grinding.  The  figures  in  Tables  2  and  3  show  prasent- 
day  comparative  operating  costs  for  liquid  steel  in  the  ladle  under 
favorable  conditions  —  as  in  a  steel  foundry  imder  24-hr.-pQr-daj 
operation. 
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34  The  acid  open-hearth  furnace  is  still  frequently  used, 
generally  with  oil  fuel  and  mostly  in  foundries  making  the  heavier 
classes  of  steel  castings.  With  the  acid  open-hearth  furnace  the 
standard  price  must  be  paid  for  50  per  cent  of  the  charge  in  low- 
phosphorus  heavy  melting  scrap  and  50  per  cent  of  the  charge  in 
bessemer  pig  iron.  The  fuel-oil  consumption  for  such  open-hearth 
fiunaces  in  foimdries  usually  runs  from  45  to  90  gal.,  costing  at  the 
present  time  from  $3.37  to  $7.50  per  ton  of  liquid  steel.  In  the 
largest  of  the  steel  foundries,  it  is  true,  producer  gas  is  frequently 
used  at  less  fuel  cost.  However,  the  contaminating  eflfect  of  the 
sulphur  content  of  the  coal  and  the  complications  and  expense  of 


TABLE   3    AVERAGE   COST   PER  TON   FOR  THREE-TON  ACID-LINED, 
RAPID-TYPE,   POLYPHASE,   ELECTRIC   FOUNDRY   FURNACE  STEEL 


Three-ton  Electric-Furnace  Charge 


Axle  turnings 

(included  above  3  per  cent  losses,  200  lb.) 
Mill  scale 

(included  above  60  per  cent  losses,  60  lb.) 

Electrodes  at  7  cents 

1650  kw-hr.  (550  per  ton)  at  1  cent  j)er  kw-hr, 
Losses  in  melting  260  lb. : 

80  per  cent  ferromanganese 

50  per  cent  ferrosilicon 

Aluminum  at  30  cents 

Cost  of  material  per  ton  of  liquid  steel .... 

Average  cost  of  linings  and  roofs 

Labor  cost  on  furnace  attendance 

(Dost  of  electric  steel  per  net  ton  in  ladle. . . 


Cost  per  Ton  of 
Liquid  Steel 


$12.40 

0.09 

1.40 
5.50 

0.40 
0.25 
0.15 


$20.19 
0.40 
1.00 


$21.59 


the  producer  plant  as  a  rule  deter  the  ordinary  steel  foundry  from 
using  coal  producer  gas  as  open-hearth  fuel. 

35  The  great  drawback  to  the  open-hearth  furnace  is  the 
high  cost  of  melting  stock  and  its  well-known  inabiUty  to  furnish 
steel  sufficiently  hot  to  make  medium  and  small  castings  satis- 
factorily without  undue  costs  for  refractories  and  largely  incceased 
fuel  consumption.  The  inconvenience  of  large  heats  from  the  open- 
hearth  furnace,  from  15  to  40  tons,  counts  heavily  against  it  for 
small  casting  work. 

36  The  electric  furnace  is  coming  into  use  for  the  finer  grades 
of  cast  iron  and  for  melting  cheap  cast-iron  scrap,  such  as  borings, 
which  cannot  be  successfully  melted  in  the  cupola.    The  electric 
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furnace  greatly  improves  the  strength  of  cast  iron,  even  in  acid 
melting. 

37  G.  K.  Elliott  reports  a  cupola  iron  showing  a  trans\'erse 
load  of  2950  lb.  with  a  0.10-in.  deflection  in  a  standard  arbitration 
test  bar.  After  25  min.  treatment  in  the  electric  furnace,  using 
104  kw-hr.  per  ton,  a  similar  bar  was  cast  and  broke  at  4400  lb. 
with  a  0.115-in.  deflection. 

THE   ELECTRIC   FURNACE   IN   BiALLEABLE-IRON   FOUNDING 

38  Very  flne  results  have  been  obtained  with  malleable  iron 
made  by  treating  cupola  metal  or  by  melting  cold  scrap  in  an  elec- 
tric furnace. 

39  The  ability  to  refine  for  sulphur  and  phosphorus  and 
to  add  ferroalloys  to  adjust  the  mixture  to  the  proper  malleabliz- 
ing  formula,  together  with  its  very  rapid  operation,  give  the  electric 
furnace  a  decided  advantage  in  malleable-iron  foundries,  particu- 
larly in  working  on  high-phosphorus  southern  irons.  Where  an 
ample  supply  of  cheap,  Ught  scrap,  such  as  cast-iron  borings,  is  ob- 
tainable, along  with  suitable  electric  power,  the  cost  of  electric- 
furnace  cast  iron  in  some  cases  is  less  than  that  of  the  cupola-melted 
iron.  The  electric-furnace  iron  may  alwa}^?  be  brought  to  the 
proper  formula  for  diflicult  casting  conditions,  for  instance,  in 
casting  gas-engine  piston  rings  to  size  ready  for  grinding  in  a 
cast-iron  chill  mold. 

40  In  the  non-ferrous-metal  industry  the  electric  furnace  has 
shown  remarkable  economies,  due  to  the  saving  of  cost  of  crucibles 
and  the  greatly  reduced  metal  losses  caused  by  oxidation  and  vola- 
tilization. For  such  work  special  types  of  furnaces  designed  to 
avoid  localized  heating  are  necessary. 

SELECTION   OF  AN  ELECTRIC  FURNACE  FOR  A  OIYKN 

INSTALLATION 

41  As  to  the  most  suitable  type  of  electric  furnace  for  a  given 
installation,  if  the  scrap  be  inferior  and  high  in  sulphur  and  phos- 
phorus, then  the  extra  cost,  slower  operation  and  shorter  refractoiy 
life  of  the  ba^ic  furnace  must  1)0  endured  to  obtain  the  lower  limits 
of  sulphur  and  phosphoms  not  practicable  to  reach  with  the  add 
furnace  using  poorer  grades  of  scrap.  At  present  the  call  is  for 
acid-lined  foundry  furnaces,  and  cheap,  good  scrap  is  available  in 
large  quantities.    The  acid  furnace  is  simpleTi  cheaper  and  faster  to 
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operate  and  the  steel  casts  more  easily.    The  basic  furnace,  how- 
ever, is  essential  for  tool  steels. 

42  It  is  nevertheless  strongly  recommended  in  any  case  that 
a  furnace  purchased  be  so  designed  and  constructed  that  it  is  adapta- 
ble to  basic  operation.  This  means  that  the  furnace  shell  must  be 
of  large  diameter  and  the  bath  of  large  area  and  shallow.  The  fur- 
nace should  not,  it  is  thought,  be  of  the  long-arc  type,  nor  of  the 
small-diameter  deep-bath  type  if  the  best  and  most  rapid  work 
is  contemplated.  Indeed,  even  for  acid  melting  there  is  a  no- 
ticeable difference  in  the  quality  of  the  steel  obtained  from  the 
large-diameter,  shallow-bath  furnaces  compared  with  that  made 
in  the  deep-bath-type  furnace,  for  with  the  latter  it  is  not  feasible 
to  obtain  the  same  mechanical  reactions  from  the  additions  put  in 
to  refine  and  kill  the  steel  as  when  the  bath  is  of  the  shallower  type. 
Nor  is  it  possible  so  thoroughly  to  deoxidize  the  metal  in  the  re- 
ducing atmosphere  in  the  furnace. 

43  For  rapid  work  it  is  especially  important  to  have  the  fur- 
nace constructed  with  all  possible  operating  conveniences  and 
facilities,  so  that  one  heat  may  follow  another  with  the  utmost 
rapidity  and  with  a  minimum  loss  of  time  for  the  necessary  furnace 
adjustments.  It  is  therefore  important  to  look  carefully  to  the 
facilities  for  making  bottom  and  fettling  the  banks. 

44  It  is  quite  important  that  the  furnace  should  operate  at 
the  highest  practicable  power  factor  that  can  be  obtained  without 
undue  disturbance  of  the  power  company's  load,  for  by  so  doing  the 
electrode,  transformer,  line  and  generator  losses  are  maintained  at 
a  minimum.  Engineering  skill  of  a  high  order  is  required  to  fore- 
cast and  select  the  best  type  of  equipment,  under  the  many  varied 
power-supply  conditions  which  obtain  in  different  locaUties. 

45  By  reason  of  the  now  generally  acknowledged  superior 
quality  of  the  product,  greater  flexibility  of  operation,  quicker, 
more-convenient-sized  heats,  and  saving  in  alloys  and  in  cost  of 
melting  stock,  the  electric  furnace  is  rapidly  coming  to  the  front 
in  the  steel  foundry  as  well  as  in  alloy-  and  tool-steel  works 
wherever  suitable  power  is  available  and  progressive  poUcies  are  in 
vogue.  It  is  making  possible  the  profitable  operation  of  widely 
distributed  small  steel  foundries  to  an  extent  not  generally  realized 
and  greatly  reducing  the  investment  cost  required  in  tool-steel 
works. 
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DISCUSSION 

John  C.  Graf  (written).  In  Par.  14,  the  author  compares  a 
12-ton  electric  furnace  with  an  80-ton  open-hearth  furnace.  This 
would  be  a  true  comparison  where  small  castings  are  made,  as  a 
12-ton  furnace  would  make  about  a  9-ton  casting  after  deducting 
risers  and  gates.  As  there  are  many  calls  for  castings  weighing 
above  9  tons,  there  would  be  necessary,  in  the  case  of  a  45-ton  cast- 
ing, for  instance,  at  least  five  12-ton  electric  furnaces. 

On  a  basis  of  cost,  the  writer  has  found  that  foundries  equipped 
with  electric  furnaces  cannot  compete  with  foundries  equipped 
with  the  converte;  furnace  except,  perhaps,  for  some  classes  of  work. 
The  same  appUes  to  open-hearth  furnaces  which  are  even  more 
economical  than  converters.  The  writer  knows  of  one  foundn* 
equipped  with  a  converter  in  which  repeated  tests  of  steel  have 
shown  tensile  strength  ranging  from  90^000  to  100,000  lb.  and  aver- 
aging 93,000  lb. 

H.  L.  Hess  (written).  Early  in  1913  the  Hess  Steel  Corpora- 
tion became  interested  in  electric  furnaces  as  a  side  issue  in  connec- 
tion with  a  crucible  melting  plant.  One  small  German  furnace  was 
installed,  one  or  two  of  a  design  of  the  company^s  and  finally  a  1-ton 
Stassano  furnace.  Very  little  commercial  steel  was  turned  out  but 
sufficient  data  were  gathered  to  prove  definitely  and  conclusi\'cly 
the  superiority  of  electric  steel.  As  a  result  of  this  experience,  the 
company  now  has  started  the  installation  of  a  standardized  type 
of  furnace  and  has  a  combined  electric  furnace  melting  capacity  of 
40  to  46  tons  in  6-  and  7-ton  units. 

It  api^ears  that  there  are  Umitations  to  the  economical  size 
of  furnaces  used  for  the  melting  of  cold  stock.  The  author  touches 
on  this  phase  of  the  subject  in  his  reference  to  the  diameter  of  the 
furnace  shell,  which,  of  course,  determines  the  area  of  the  hearth, 
or  bath,  and  this  m  turn  influences  the  depth  of  the  bath.  Hia  pref- 
erence is  for  large  diameter,  shallow  furnaces.  In  a  furnace  with 
bottom-heating  facilities,  this  may  be  economically  the  best.  For 
a  furnace  with  no  bottom-heating  faciUties  a  shallow  hearth  has 
certain  advantages  as  there  is  a  tendency  for  the  molten  metal  to 
lie  slugjjjishly  on  the  bottom  of  the  deep  hearth  and  the  heavier  alloys 
find  the  lowor  level. 

The  most  satisfactory  refining  furnace  seems  to  be  the  direct- 
arc  tyix3  where  the  metul  is  heated  not  only  by  radiaticm  but  abo 
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from  direct  transmission  of  the  arc  itself  through  the  metal  and  its 
surface  layer  of  slag. 

To  obtain  the  maximum  heat  efficiency,  the  heat  input  into 
the  bath  should  be  as  uniform  throughout  the  area  of  this  bath  as 
possible. 

Furnaces  having  bottom-heating  faciUties  have  definite  advan- 
tages electrically  but  to  date  rather  serious  disadvantages  mechan- 
ically, although  it  is  probable  that  these  points  may  be  worked  out 
and  that  a  satisfactory  method  of  applying  heat  through  the  bottom 
and  satisfactory  lining  materials  will  be  developed. 

The  spreading  eflfect  or  radiation  of  heat  from  electrodes  above 
the  surface  is  limited.  Very  large  electrodes  are  difficult  to  obtain, 
expensive  and  unwieldy,  and  a  multipUcation  of  electrodes,  even 
if  arranged  in  electrically  balanced  groups,  means  additional  mechan- 
ical equipment,  increased  upkeep,  and  increased  delays  in  operation. 
It  is  therefore  necessary  to  compromise  and  use  as  deep  a  bath  as 
is  economically  possible  and  yet  obtain  thorough  melting  to  the 
deepest  point  just  as  rapidly  as  the  chaise  melts  around  the  edg^s 
of  the  hearth. 

Every  furnace  operator  has  noticed  the  marked  effect  upon 
melting  time  of  a  bottom  built  up  too  high  as  a  result  of  constant 
patching,  or  of  one  allowed  to  bum  out  to  too  great  an  extent. 

A  furnace  that  is  too  deep  can  be  improved  by  building  up, 
but  one  with  too  great  a  diameter  can  be  changed  only  at  great  ex- 
pense. 

The  table  given  by  the  author  in  which  open-hearth  and  elec- 
tric steels  are  compared  is  most  interesting.  Numerous  tests  of 
similar  character  check  this  information. 

The  most  marked  advantage  in  favor  of  electric  steel,  however, 
is  noticeable  in  dynamic  test  results,  this  advantage  probably  being 
due,  as  the  author  has  pointed  out,  to  the  close-grained,  beautiful 
structure  of  correctly  melted,  true  electric  steel. 

It  would  not  pay  to  use  the  same  practice  or  raw  materials  in 
making  even  the  best  alloy  steels  for  automobile  gears  and  certain 
machine  parts  that  are  necessary  in  the  manufacture  of  tool  steel. 
In  making  the  former,  the  practice  followed  in  general  is  the  best 
basic  open-hearth  practice.  In  the  manufacture  of  tool  steels,  how- 
ever, very  different  methods  become  necessary.  Here  the  expense 
of  material  and  time  are  of  secondary  importance.  Correctly  made 
electric  tool  steel  successfully  challenges  the  best  grades  of  crucible 
steel. 
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The  costs  of  manufacture  of  electric  steel  do  not  in  any  sense 
make  it  competitive  with  open-hearth  or  Bessemer  steel  as  far  as 
price  goes.  The  field  of  application  of  the  electric  steel  is  for  parts 
requiring  maximum  strength  combined  with  uniformity  and  light 
weight,  and  the  abiUty  to  take  on  the  maximum  physical  properties 
as  a  result  of  heat  treatment. 

The  costs  of  making  electric  steel  vary  greatly,  depending  upon 
the  type  of  steel  being  manufactured.  A  simple  melting  down  of 
miscellaneous  scrap  into  molten  metal  that  is  to  be  poured  into  a 
casting  gives  the  cheapest  result.  At  the  other  end  of  the  range 
may  be  considered  the  manufacture  of  the  highest  grades  of  tool 
steel,  where  the  raw  materials  must  be  the  best  obtainable  and  the 
greatest  care  must  be  taken  throughout  the  entire  operation  of 
melting  and  pouring. 

An  ordinary  low  chrome  nickel  steel  for  ingots  to  be  rolled  into 
bars  or  billets  may  be  considered  as  a  possible  mean  as  far  as  costs 
of  production  and  quality  of  steel  are  concerned.  A  typical  two- 
slag  low  chrome  nickel  ingot  heat,  based  on  24-hour  operation  and 
melted  in  a  6-  or  7-ton  furnace  might  run  approximately  as  follo¥n3: 

Metal  base,  metallic  addition,  flux,  re-carburizing  material  and  raw 

material  handling $33.50 

Charging,  melting,  molds,  ladle,  crane,  ingot-handling  and  general 

labor 7.00 

Power,  fuel  for  melting,  heating  ladles,  etc 16.50 

General  operating,  laboratory,  water,  crane,  delay,  etc.,  expense. . .  6.25 

Repairs  and  renewals 4,00 

Depreciation 2.50 

Total $60.75 

No  overhead  is  figured  in  the  above. 

The  approximate  time  of  melting  and  refining  such  a  heat  may 
be  from  6.5  to  8  hours,  depending  upon  the  type  of  scrap  used  and 
the  delays  incurred  in  operation.  The  power  consumed  mi(^t  vaiy 
from  750  to  950  kw-hr.  per  ton,  depending  upon  the  same  £actoi8. 

Before  the  war,  when  electrodes  were  of  uniformly  high  qualityi 
the  cost  of  electrodes  ran  slightly  below  $1.00  per  ton.  At  the 
present  time  the  average  electrode  consumption  is  easily  double  thiSy 
and  has  run,  exclusive  of  breakage,  as  high  as  $4.50  per  ton  of  metal 
produced. 

These  figures,  which  might  seem  abnormally  high  to  the  manii- 
facturers  of  certain  grades  of  steel,  are  for  the  production  of  hj|^ 
grade  material  where  ever^*^  precaution  is  used  to  obtain  tn»™Mnii> 
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quality  and  where  care  is  used  in  the  selection  of  raw  materials,  in 
thorough  refining  and  in  the  elimination  of  foreign  inclusions  such 
as  slag  and  dirt. 

The  Author  Mr.  Graf,  when  establishing  the  weight  of 
casting  which  can  be  produced  from  a  12-ton  electric  furnace  as  9 
tons  is  in  error,  in  that  the  standard  modem  type  electric  furnaces 
of  12  tons  rating  are  capable  of  making  at  least  20  tons  of  steel,  so 
that  the  weight  of  the  casting  would  be  correspondingly  enlarged. 
The  writer  does  not  know  what  cost  data  Mr.  Graf  has  in  mind 
when  he  states  that  the  electric  furnace  cannot  compete  with  the 
converter  furnace.  The  writer  finds  that  under  usual  and  ordinary 
conditions  of  power  supply  at  the  present  time,  the  electric  furnace 
will  turn  out  foundry  steel  figured  on  cost  ''at  the  spout"  at  from 
one-half  to  two-thirds  the  cost  of  converter  steel.  These  figures 
are  not  the  result  of  one  instance,  but  of  data  accumulated  in  a 
number  of  cases.  The  cost  of  electric  steel  compared  to  the  co3t  of 
ordinary  oil-fired,  acid,  open-hearth  steel  usually  runs  from  two-thirds 
to  three-fourths  as  much.  These  figures  represent  average  results,  not 
extraordinary  or  unusual  results  in  any  way. 

The  excellent  discussion  by  Mr.  Hess  is  very  much  to  the  point 
and  very  greatly  appreciated.  In  general,  the  author  is  in  quite 
hearty  agreement  with  Mr.  Hess. 

At  present  no  technical  Umitation  to  the  size  of  a  scientifically 
designed  rapid  arc-type  electric  furnace  has  been  reached.  For 
melting  cold  stock,  though,  it  must  be  admitted  that  some  of  the 
best  manufacturers  have  through  erroneous  design  run  into  size 
limitations,  more  properly  power  Umitations,  on  the  larger  furnaces 
when  melting  cold  scrap,  especially  when  used  on  60-cycle  power. 
It  is,  however,  quite  certain  that  at  least  50-ton  electric  furnaces 
can  be  made  quite  successfully  for  melting  cold  scrap,  if  the  com- 
mercial conditions  demand  that  quantity  of  steel. 

Bottom  heating,  for  some  alloy  steels,  becomes  quite  necessary, 
but  in  all  cases  only  a  Umited  amount  of  power  must  be  put  into  a 
furnace  through  the  bottom.  Water-cooled  electrodes  must  be 
used,  if  the  furnace  be  more  than  miniature  in  size,  where  any  cur- 
rent approximating  one-fifth  or  one-third  of  the  total  power  is  put 
through  the  bottom,  otherwise  such  bottom  heating  almost  invari- 
ably results  in  serious  trouble  in  maintaining  the  bottom  and  in 
numerous  "cut-throughs."  With  moderate  amounts  of  power  up 
to  20  per  cent  of  the  furnace  capacity  entering  through  the  bottom, 
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the  durability  of  the  bottom  is  practically  equivalent  to  that  of  a 
plain  bottom  furnace. 

The  furnace  shell  of  circular  section  seems  the  most  simple 
and  most  practical  form  and  it  is  essential  to  have  the  width  of  bath 
sufficiently  great  to  prevent  the  intense  radiation  from  the  electrodes 
cutting  the  banks  where  the  banks  too  nearly  approach  the  electrodes. 

Mr.  Hess's  cost  analysis  for  making  automobile  steel  is  valuable. 
It  is  typical  of  the  old-fashioned  slow-type  electric  furnace.  Such 
furnaces  are  necessarily  very  much  more  expensive  in  operation, 
consuming  larger  amounts  of  power  and  electrodes  and  producing 
no  better  results  than  when  operated  at  a  more  rapid  rate.  Records 
are  now  at  hand  for  3-ton  modem  rapid-type  furnaces  capable  of 
turning  out  40  tons  of  very  hot  foundry  steel  in  12  hours  nith  a 
power  consumption  down  to  or  below  500  kw-hr.  per  ton  and  this 
with  an  electrode  consiunption  of  less  than  18  lb.  of  carbon  elec- 
trodes per  ton. 

The  criticism  made  with  regard  to  trouble  from  electrode  clamps 
applies  only  to  furnaces  with  improperly  designed  clamps.  With 
improved  multi-part  water-cooled  clamps  there  is  practically  no 
trouble  at  all. 

Answering  Mr.  Blanchard,  the  writer  would  say  that  the  electric 
furnace  for  non-ferrous  metals,  such  as  brass  and  bronze  is  of  an 
entirely  different  construction  than  that  used  for  steel,  fine  cast  iron 
and  malleable  iron.  For  such  juetals  having  a  volatile  element 
such  as  zinc,  the  distributed  arc  type  of  furnace  is  essential  to  keep 
the  volatilization  down  to  the  lowest  limits.  Such  fumaces  will 
readily  melt  a  charge  of  brass  or  bronze  in  40  minutes  to  one  hour, 
depending  upon  the  size  of  the  furnace  and  the  character  of  metal 
charged.  The  power  consumptions  range  from  250  to  350  kw-^. 
per  ton,  being  smaller  for  high  zinc  brasses  and  large  fumaces,  and 
higher  for  smaller  fumaces  and  metals  of  greater  tin  content.  Suofa 
fumacea  arc  made  in  standard  sizes,  }-,  J-,  J-,  and  1-ton  eapadty  per 
lieat  and  have  generally  heretofore  been  made  only  for  nn^fr^jhaae 
operation,  though  recently  a  polyphase  distributed  are  funuee 
has  been  commercialized. 

As  a  mle  power  companies  favor  users  of  electric  fumHes  with 
special  rates  and  very  frequently  eliminate  the  "readinesa-lu-Mive 
charge"  or  pjirtially  eliminate  it,  where  the  furnace  user  kgreei  to 
keep  off  or  to  shut  down  during  "peak  load"  hours.  Reifying  to  ft 
question  by  the  Chairman,  the  author  said  that  the  n 
phere  referred  to  in  the  paper  is  a  CO  atmosphere. 
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The  tue  €ff  worm  (fearing  is  eteadUy  increasing,  and  accompanying  this  in- 
creaeei  perhaps  the  cause  of  it,  is  a  corresponding  increase  in  efficiency  and  dwra- 
hUiiy  which  is  the  restiU  of  a  better  understanding  of  both  the  theoretical  and  mechani- 
cal problems.  This  paper  points  out  some  of  (he  problems  involtfed  and  soma  of  the 
mechanical  difficulties  in  the  use  of  worm  gearing,  for  failure  to  take  these  problems 
and  difficulties  into  consideration  in  the  past  has  often  led  to  the  discrediting  of  this 
form  of  drive.  It  also  suggests  methods  for  bringing  about  a  uniform  and  satis- 
factory practice  in  worm  gearing. 

TT  is  only  recently  that  engineers  have  considered  a  worm  gear 
in  any  other  Ught  than  that  of  a  necessary  evil^  and  this  is  prob- 
ably due  to  the  fact  that  heretofore  the  finer  points  of  manufacture 
were  not  appreciated  and  were  not  obtained  except  in  those  places 
where  this  type  of  gear  had  received  more  than  the  usual  amount 
of  study.  It  has  been  known  for  a  long  time  that  the  efficiency  of 
worm  gearing  depends  largely  on  the  angle  of  thread  or  helix  angle 
of  the  worm,  and  literature  on  the  subject  emphasizes  this  point. 
The  actual  manufacture  of  the  worm  and  gear,  however,  presents 
certain  mechanical  difficiilties  and  inacciuttcies  which  are  not  ap- 
parent in  any  theoretical  discussion  of  the  subject.  These  difficul- 
ties appear  in  making  the  worms  and  hobs,  especially  with  multiple 
threads;  in  fact,  it  might  be  said  they  appear  in  making  worms  or 
hobs  whose  helix  angle  is  greater  than  18  deg.,  and,  although  no 
attempt  has  been  made  to  show  these  difficulties  mathematically, 
enough  models  have  been  made  to  clearly  indicate  them.  It  might 
also  be  said  that  these  imcertainties  are  due  to  the  differences  in 
the  thread  forms  produced  by  the  different  methods  of  cutting 
the  worms:  first,  with  an  axial  tool,  the  use  of  which  is  limited  to 
a  rather  low  helix  angle;  second,  with  a  normal  tool  which  has  no 
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limit  for  angle;  and  third,  with  a  rotary  cutter.  Also  the  difference 
in  helix  angle  at  the  top  and  bottom  of  the  thread  affects  the 
method  of  cutting  and  the  form  of  thread. 

2  The  most  common  worm  has  a  single  thread.  This  is 
usually  made  with  the  sides  of  the  threads  on  the  axis  forming  an 
included  angle  of  29  deg.  and  it  can  be  cut  with  a  lathe  tool  of  29 

TABLE    1     DATA   FOR  WORMS 


All  dimeiuicHU  in  inoha.     Wornu  &n  ia  tvtry  ette  3.8034  in.  [dtah  diuMUr  and  1  Isk 

a  -  Anila  ol  tbittA  with  %ni  3  -  Adduidum  -  top  of  tlmwl  to  jtUk  ttn* 

d  -  Helix  angle  I  -  ndoknei*  of  thread  at  plloh  Kb* 

i>  +/  -  Whole  depth  of  (hnad 

deg.,  the  cutting  edge  of  which  is  set  parallel  either  to  the  azB  or 
to  the  nonnal  section.  It  can  also  be  cut  with  a  rotary  cutter  of 
the  same  included  angle  in  a  thread-miUing  machine,  and  the  reBulti 
in  sha|)e  of  thread  will  not  differ  enough  to  affect  the  vorkiiig  of  it 
in  any  way.  In  other  words,  the  hob,  which  must  be  backed  off 
with  a  tool  set  cither  to  the  normal  or  on  the  axis,  cao  be  made 
either  way  and  tlie  wheel  produced  will  mesh  properiy  vith  the 
wonii  made  in  either  of  the  three  ways  just  mentioned.    Aiqr  g 
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statement,  however,  has  its  exceptions.  For  instaDce,  in  making 
worms  for  index  wheels  the  very  shght  error  or  dififerenee  in  shape 
produced  by  the  three  methods  just  mentioned  may  be  too  great 
to  be  allowable;  also,  the  size  of  the  thread  or  pitch  will  affect  the 
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Fia.  1     Double-Threaded  Worm 

degree  of  error,  the  error  varying  with  the  pitch;  and  the  effect 
produced  by  any  number  of  threads  will  depend  on  the  thread 
angle.  The  preceding  statements  as  to  a  single-threaded  worm  apply 
to  a  double-threaded  worm,  except  that  in  the  case  of  the  latter  the 


difference  between  the  normal  and  axial  sections  b^ins  to  be 
noticeable. 

3  To  demonstrate  the  difference  mentioned  above,  13  worms 
were  made  to  the  dimensions  given  in  Table  1,  which  with  Table  2 
gives  all  the  necessary  working  information  for  producing  them.  It 
should  be  noted  that  the  pitch  diameter  and  axial  pitch  are  the  same 
for  all. 

4  In  the  case  of  worm  No.  8,  Table  1,  which  is  a  double-threaded 
worm  and  wa.s  cut  with  a  straight-eided  milling  cutter,  it  was  noticed 
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that  when  the  thread  is  held  to  the  light,  with  the  cutter  or  fly 
tool  set  in  the  space,  the  thread  is  perceptibly  convex.  This 
difference  is  shown  in  Fig.  1,  where  the  dimensions  of  the  cutter 
which  cut  worm  No.  8  are  shown  at  A,  with  the  dimensions  of  tools 
fitted  to  the  normal  and  axial  sections  at  B  and  C.  In  all  the  refer- 
ences to  the  normal  or  axial  sections  it  is  to  be  understood  that 
the  space  section  is  meant.  This  method  of  anal3n3is  permits  a 
visual  inspection  of  any  difference  in  shape  of  thread,  as  the  model 
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FiQ.  2    Axial  Lathe  Tool  for  Wobm  No.  3,  Tablb  1,  Showing 

Unsuitable  Cutting  Edges 

or  dummy  worm  can  be  held  to  the  light  and  the  dififerenoe  readily 
seen.  The  figures  show  in  thousandths  of  an  inch  what  the  differ- 
ence is,  the  dotted  Unes  showing  divergence  of  the  sides  of  the  teeth 
from  the  straight  in  an  exaggerated  way. 

5  When  a  triple-threaded  worm  is  considered,  the  method 
of  cutting  becomes  of  greater  importance,  since  the  difference  in 
fonn  between  the  axial  and  normal  sections  (which  results  from  the 
different  methods  of  cutting)  is  great  enough  to  require  that  the 
hob-teeth  shape  be  made  exactly  Uke  that  of  the  worm.    This  ap- 
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Fia.  3    Triple-Threaded  Worm 


(x^ars  to  he  a  su{)erfluous  statement,  but  it  is  the  exoeption  for  a 
purchaser  of  a  hob  to  state  how  he  intends  to  cut  the  wonn,  no 
matter  how  many  threads  it  has.  Worms  No.  3  and  No.  9  are  triple- 
threaded,  No.  3  being  cut  with  an  axial  tool  in  a'lathe  and  No.  9  with 
a  rotar}'  eutt(T.  The  unfavorable  cutting  edges  on  this  lathe  tool  will 
l)e  noted  in  Fig.  2.  There  is  a  very  weak  cutting  edge  with  an  acute 
side  clearan(;e  on  one  side,  while  the  other  side  has  a  veiy  unsatis- 
factory cutting  edge  and  clearance.  Here  a  tool  made  on  the  noimal 
would  l>e  better.    The  differences  in  the  normal  and  axial  seotioiis  of 
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worms  No.  3  and  No.  9  are  shown  in  Fig.  3.  The  difficulty  just 
mentioned  as  to  cutting  clearance  on  the  axial  lathe  tool  may  also 
be  experienced  with  a  hob  that  has  axial  grooves  as  shown  in  Fig.  4, 
so  that  when  the  angle  becomes  18  deg.  or  greater  it  is  well  to  use 
spiral  grooves,  as  the  hob,  unless  it  has  ample  radial  olearance,  may 
drag  on  one  side.  The  hob  shown  is  correct  in  size  for  wonn  No.  3. 
6  A  more  extreme  case,  but  now  a  very  conmion  one,  is  a 
five-threaded  worm  where  the  helix  angle  for  the  diameter  of  the 
model  here  shown  is  approximately  30  deg.  Here  it  will  be  noticed 
that  an  axial  tool  (Fig.  5)  is  almost  impossible,  althot^h  worms 
No.  4  and  No.  5  were  cut  with  it.     The  angle  of  the  thread  at  the 


Fig.  4    Cutteh  for  Cuttino  Worm  Wheel  to  be  vsbd  with  Worm 
No.  3,  Table  1 

root  governs  the  clearance  angle  on  the  tool  and  in  the  case  of  worm 
No.  4  the  bottom  helix  angle  is  35  deg.  39  min.,  and  in  worm  No. 
5  the  helix  angle  at  the  bottom  is  36  deg.  48  min.  The  depth  of 
wonn  No.  4  is  based  on  the  normal  pitch,  while  the  depth  of  No.  5  is 
based  on  the  axial  pitch.  The  shallower  tooth,  of  course,  elimi- 
nates some  of  the  difficulties  experienced  with  these  extreme 
helix  angles  and  it  iS  good  practice  to  use  the  normal  depth  as  soon 
as  an  18-deg.  angle  is  resiched,  or  when  spiral  grooves  are  used  in  the 
hob.  In  fact,  with  a  helix  angle  of  45  deg.,  which  is  quite  common 
with  axial  depth,  and  29-deg.  thread,  either  axial  or  normal,  it  is 
very  difficult  to  make  the  hob,  as  the  tool  must  have  such  exces- 
sive clearance  at  the  point  that  it  may  not  be  possible  to  make  the 
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hob  with  a  tool  that  can  be  sharpened  without  changing  its  thick- 
ness. Also,  the  hob  tends  to  drag  on  the  side  and  any  distortion 
in  the  hob  or  in  the  worm,  due  to  hardening,  interferes  very  much 
with  the  meshing  of  the  worm  and  wheel.  The  difTcrences  in  the 
shape  of  the  various  sections  of  a  five-threaded  worm  as  made  with 
the  straight-sided  tool  showTi  in  Fig.  5  are  shown  in  Fig.  6. 

7    Worm  No.    10  has  five  threads  and  was  cut  with  a  29- 
deg.  included-angle  cutter  3i  in.  in  diameter,  and  the  differences  in 


Fig.  5    Axial  Lathe  Tool  for  Worms  Nob.  4  and  5,  Table  1, 

Showing  Unsuitable  Cutting  Edges 

shape  between  tools  fitted  to  the  normal  and  axial  sections  of  No.  10 
worm  may  be  compared  with  the  normal  and  axial  sections  of 
worm  No.  4. 

8  When  the  helix  angle  is  greater  than  18  d^.,  it  is  well 
to  consider  using  a  greater  pressure  angle.  To  illustrate,  worm? 
Nos.  11  and  13  were  made  and  cut  with  a  cutter  whose  sides  formed 
an  included  angle  of  50  deg.  No.  11  was  cut  with  a  cutter  of  3§ 
in.  diameter  and  No.  13  with  one  6  in.  in  diameter.    This  change 
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Fig.  6    Five-Threaded  Worms 

in  size  of  cutter  was  made  to  show  the  difference  in  shape  produced 
by  two  cutters  of  different  diameters. 

9  The  most  durable  pair  of  worm  gears,  other  things  being 
oqual,  is  that  with  a  hardened  and  ground  worm.  If  the  wonn  is 
to  1)0  ground,  the  shape  of  the  worm  thread  must  be  such  that  the 
thread  surface  ciin  be  readily  reached,  and  when  the  wide-an^ 
cutter  is  uscmI  this  is  ix)ssiblc.  The  Ix^st  cutter  to  use  is  the  one 
that  will  ^iv(»  nnii)l(*  working  space.  This  angle,  however,  should 
be  no  gr(\'it('r  than  is  necessary  to  obtain  such  results,  as  the  smaller 
the  iin^U^  th(^  blotter,  because  the  pressure  on  the  bearings  varies 
about  as  the  tanj^cnt  of  the  angle  of  pressure. 
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10  Worm  No.  13  might  be  considered  as  having  been  ground 
with  a  wheel  6  in.  in  diameter  and  the  difference  in  the  shape  on 
the  axial  and  normal  sections  between  Nos.  11  and  13  is  shown  in 
Kg.  7.  A  worm  might  be  cut  as  No.  11  with  a  cutter  3 J  in.  in 
diameter  and  ground  readily  with  a  wheel  6  in.  in  diameter.  The 
error,  or  difference,  is  principally  at  the  outside  of  the  worm  thread, 
since  there  is  a  decided  rounding  off  at  this  point.  The  hob  made 
to  conform  to  the  finished  worm  would  produce  a  shape  to  suit  the 
ground  worm.  Fig.  7  shows,  at  F  and  G,  how  nearly  straight  the 
sides  of  the  teeth  are  on  both  No.  11  and  No.  13,  a  tool  fitted  to 
the  axial  section  being  compared  with  a  straight-sided  tool.  This  is 
also  interesting  as  it  forestalls  the  fear  that  there  may  be  a  loss  in 
efficiency  due  to  the  lack  of  straight-sided  teeth  on  the  axial  section. 
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Fig.  7    Five-'^readed  Worms 


Another  advantage  of  this  cutter  is  that  it  has  straight  sides, 
which  as  a  starting  point  to  make  a  worm  or  hob  is  most  simple. 
This  cutter  can  also  be  made  as  an  ordinary  milling  cutter,  which 
cuts  more  freely  than  a  formed  cutter  which  must  be  used  if  the 
section  is  other  than  that  produced  with  a  straight  cutter. 

11  If  it  is  known  that  a  given  included  angle  is  the  basis  for 
the  cutter  it  can  be  produced  by  any  one,  even  if  its  diameter  is 
not  known,  as  quite  a  difference  in  cutter  diameters  can  be  used 
without  any  serious  difference  in  shape  if  it  is  borne  in  mind  that 
the  greater  the  angle  of  the  cutter  the  less  the  variation  in  shape 
due  to  the  diameter  of  cutter. 

12  Another  method  of  producing  worms  with  five  threads 
would  be  to  hob  them.    Worm  No.  14  was  cut  with  a  single-threaded 
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14i-deg.  pressure-angle  hob  (29  deg.  included  angle)  and  the  shape 
of  the  space  on  the  normal  is  shown  by  dotted  lines  in  Fig.  8,  at  H; 
this  is  compared  with  the  normal  section  of  worm  No.  10,  Fig.  6, 
and  is  reproduced  at  A,  Fig.  8.  It  is  apparent  that  this  method 
produces  something  quite  different  and  a  shape  that  cannot  be 
readily  ground.  If  a  hob  of  25  deg.  pressure  angle  or  50  deg.  in- 
cluded angle  on  the  axis  was  used,  the  shape  produced  would  be 
much  nearer  that  of  worms  Nos.  11  and  13. 

13  That  there  is  a  general  lack  of  knowledge  of  the  foregoing 
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Fig.  8    Fhte-Threaded  Worms 

facts  is  apparent  to  any  one  who  is  familiar  with  the  manufacture 
of  wonn  gears  and  the  tools  for  producing  them.  It  would  be  de- 
sirable to  establish  and  follow  a  standard  line  of  procedure  as  the 
use  of  worm  gears  is  increasing  rapidly.  Any  method  adopted, 
however,  should  be  based  on  simple  principles,  such  as  straight-sided 
cutters  with  a  change  in  pressure  angle  at  some  stated  angle  of  helix 
and  a  change  from  axial  to  normal  depth  at  the  same  point,  and  the 
desirability  of  this  latter  method  is  due  to  its  mechanical  advan- 
tages and  not  to  any  theoretical  ones. 

DISCUSSION 

I'^LMKK  11.  Xkff  said  that  the  paper  was  a  valuable  contribution 
to  the  Society  and  that  it  emphasized  the  relations  between  the 
method  of  producing  the  wonn,  the  method  of  making  the  hob  and 

the  operations  of  bobbing  gears. 

Henky  J.  KuKKHAmyi'  read  the  following  excerpts  from  a  book 
by  Jlclwani  Siinjz:  published  by  Adam  &  Charles  Black,  North  Bridge, 
Kdinbiir^li,  in  IS.Vi,  and  entitled,  **A  X(»w  General  Theory  of  the 

're<'th  of  WIutIs.'^ 
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'"There  is  no  such  thing  as  a  pair  of  wheels  suited  to  each  other 
alone;  every  pair  forms  part  only  of  a  system.  Thus,  if  from  any 
arbitrarily  assumed  wheel  'A,'  we  deduce  a  conjugate  wheel  'B/ 
these  typify  two  series  of  wheels,  so  related  to  each  other  that  each 
one  of  the  series  'A'  may  be  geared  into  any  one  of  the  series  *B' 
and  their  permutabiUty  requires  that  the  two  series  be  identical: 
now  the  extreme  limits  of  each  series  is  the  straight  rack,  and  there- 
fore the  rack  belonging  to  the  series  'A'  must  be  an  exact  coimter- 
part  of  the  rack  belonging  to  the  series  'B.' 

"Referring  to  Fig.  9,  RTYVZ^  etc.,  is  the  outline  of  a  rack  which 
will  generate  a  system  of  permutable  wheels. 

"Having  made  a  cutter  with  XTYVZ  for  its  outline,  and 
mounted  it  on  a  carnage  provided  with  a  traverse  motion  and  lead- 


Fig.  9 


ing  screw,  let  us  connect  this  leading  screw  with  the  stop-notch 
ring  in  such  a  way  that  one  turn  of  the  ring  may  give  a  transverse 
motion  equal  to  RV  the  distance  between  two  teeth.  Then  the 
cutter  being  arranged  so  that  its  pitch  line  may  pass  at  the  proper 
distance  from  the  axis  of  the  index  wheel,  bring  up  the  cutter  imtil 
in  descending  it  slightly  graze  the  edge  of  the  prepared  blank,  and 
make  in  the  ordinary  way,  a  series  of  cuts  all  round.  By  turning  the 
notch  ring  a  Uttle  forw^ard,  bring  the  cutter  deeper  on  the  blank, 
make  another  series  of  cuts;  again  advance  the  notch  ring,  and  con- 
tinue this  process  until  the  cutter  passes  entirely  clear  of  the  metal, 
then  shall  we  have  a  wheel  whose  teeth  are  truly  formed  to  work 
with  our  assumed  rack;  and  all  wheels  formed  in  this  way  will  gear 
truly  into  each  other. 

"All  wheels  of  one  pitch  are  thus  cut  by  one  tool  and,  as  the 
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machine  can  easily  be  rendered  self-feeding,  the  operation,  though 
apparently  tedious,  need  not  be  very  expensive. 

"Instead  of  having  assumed  the  rack  as  the  prototype  of  our 
system,  we  might  have  assumed  any  one  wheel.  Thus,  to  give  the 
subject  a  practical  aspect,  having  obtained  a  pinion  wire,  we  may 
require  to  cut  out  the  teeth  of  a  wheel  which  may  be  led  by  it.  Let 
the  assumed  form  of  the  wheel  be  extended  into  a  cylindroid  as  in 
the  pinion  wire;  let  it  be  notched  so  as  to  form  a  series  of  cutting 
edges  as  on  the  bar  cutter;  and  let  it  be  freed  in  such  a  manner  as 
to  slide  parallelly  to  the  axis  of  the  index  wheel,  while  it  may  be 
turned  upon  its  own  axis  by  means  of  an  index  plate.  Having 
brought  the  pinion  wire  down  upon  the  prepared  blank  so  as  to  make 
a  cut,  repeat  this  in  the  usual  way  all  around.  Turn  now  the  pinion 
wire  on  its  own  axis  by  a  fraction  of  a  tooth,  and  at  the  same  time, 
turn  the  stop  ring  by  a  similar  fraction  of  a  revolution;  repeat  the 
cut  all  around  in  the  usual  way,  and  continue  this  until  the  stop 
ring  has  made  a  complete  revolution,  then  is  the  blank  toothed  in 
such  a  way  as  to  gear  truly  with  the  pinion." 

Henry  Hess  spoke  of  his  early  interest  in  the  use  of  worm 
gear  reductions  and  of  the  investigations  of  Professor  Stribeck. 
These  investigations,  which  were  of  a  highly  mathematical  char- 
acter, and  impractical  for  the  use  of  designers,  were  later  reduced 
to  a  comprehensive  basis  by  a  student  of  Stribeck,  Ebmst,  who 
published  a  booklet  of  great  value  to  designers  of  worm  gearing. 
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SCIENTIFIC  DEVELOPMENT  OF  THE 
STEAM  LOCOMOTIVE 

Bt  John  E.  Muhlfeld,  New  York,  N.  Y. 
Member  of  the  Society 

The  ftUture  of  the  steam  locomotive  has  been  a  topic  for  frequent  discussion, 
particularly  since  the  electrificaiion  of  the  main  line  of  the  Baltimore  and  Ohio 
Railroad  through  the  city  of  BaUimare  in  1895. 

LitHe  alterUion  u>as  given  to  improving  its  efficiency  until  the  tunndf  bridge 
and  track-clearance  and  weight  limitations  and  the  rising  costs  for  fuel  and  labor 
made  it  necessary  to  find  means  to  increase  capacity  and  economy ,  since  which  time 
the  compound,  Mallei  articulated,  and  superheatedsteam  types  of  locomotives  have 
been  generally  adopted,  although  the  working  steam  pressures,  due  to  the  continua- 
tion of  the  existing  locomotive  type  of  boiler,  have  remained  relatively  low,  unth  a 
few  extreme  cases  of  from  225  to  250  lb. 

In  this  paper  the  author  discusses  at  length  the  scientific  factors  that  have  been 
considered  in  the  design  and  development  of  a  new,  high-powered  freight  locomo- 
tive for  the  purpose  of  substantially  increasing  the  average  thermal  efficiency,  as  well 
as  the  maximum  and  su^ained  drawbar  puU  and  horsepower  per  unit  of  weight, 
all  of  which  are  now  limited  by  the  capacity  of  the  generally  adopted  boiler 
superheater. 

Q  TEAM  railroads,  to  be  successful,  must,  through  executive  fore- 
^  sight  and  engineering  progressiveness,  respect  the  same  law  of 
additions  and  betterments  that  applies  to  other  profitable  industries 
and  which  demands  continuous  modernization  of  plant  and  equip- 
ment in  order  to  effectively  and  economically  meet  the  necessity  for 
greater  production  and  speed  by  means  and  methods  that  will  result 
in  the  least  possible  artificial  age  being  capitalized  in  the  improve- 
ments when  installed. 

2  Marked  progress  has  been  made  in  the  development  of  the 
steam  locomotive  as  the  result  of  superior  engineering  ability.  This 
progress,  however,  has  been  confined  largely  to  an  increase  in  size, 
weight,  evaporating  capacity  and  hauling  power,  and  while  the 
general  use  of  superheaters  and  firebox  baffle  walls  during  the  past 
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ten  years  has  substantially  assisted  in  improving  sustained  boiler 
capacity  and  increasing  thermal  efficiency  as  well  as  in  keeping  the 
steam  locomotive  in  advance  of  the  electric  locomotive,  the  oppor- 
tunity for  further  improvement  in  thermal  and  machine  efficiency 
and  to  reduce  smoke,  cinders,  sparks  and  noise  is  untold. 

3  The  desiderata  in  a  steam  locomotive  may  be  summed  up  as: 
a  reasonable  first  cost;  maximum  capacity  for  the  service  within 
roadway  weight,  curvature  and  clearance  requirements;  ability 
to  handle  the  heaviest  gross  tonnage  practicable  at  the  highest  per- 
missible speed;  positive  control  of  mechanical  operation;  economy 
as  regards  fuel  and  water  consumption  and  repairs;  minimum 
manual  labor  for  road  and  terminal  handling;  construction  of  the 
least  number  of  parts,  and  capacity  to  perform  continuous  mileage 
without  failure. 

4  Modem  types  of  steam  locomotives  fulfill  quite  satisfactorily 
all  of  these  requirements  with  the  exception  of  wastefulness  in  fuel, 
water  and  steam  consumption,  as  may  be  gathered  from  the  fact 
that  the  thermal  efficiencies  now  obtained  are  only  from  50  to  65 
per  cent  at  the  boiler,  from  60  to  75  per  cent  for  the  combined  boiler 
and  superheater,  and  from  4  to  6  per  cent  at  the  drawbar.  These  as 
compared  with  thermal  efficiencies  of  from  3  to  5  per  cent  at  the  draw- 
bar of  an  electric  locomotive,  18  to  19  per  cent  at  the  switchboard 
of  a  modem  steam-electric  central  power  station,  25  to  30  per  cent 
for  internal-combustion  engines,  and  40  to  45  per  cent  as  claimed  for 
the  full  range  of  from  one-quarter  to  full  load  for  combination  in- 
temal-combustion  and  steam  motoi*s. 

5  The  increjise  in  the  first  cost  and  in  the  cost  for  labor,  fuel, 
material  and  suppUcs  for  operation  and  maintenance  of  the  steam 
locomotive  has  been  most  marked  during  the  past  ten  years,  particu- 
larly since  the  war.  It  is  now  being  operated  and  maintained  by 
highly  paid  engincmen  and  mechanics,  with  high-priced  materials 
and  supplies,  and  the  machine  and  its  performance  must  be  brou^t 
up  to  a  more  respectable  biisis  of  engineering  efficiency  if  it  is  to  be 
perpetuated. 

6  The  supix)rting  data  of  this  paper,  which  apply  to  the  United 
States,  present  the  reasons  why  the  general  improvement  of  the 
steam  locomotive  should  embrace  the  following  changes  which,  it 
may  l)e  ()j)p()rtuiie  to  state  here,  are  now  Ix'ing  eml>o<lied  in  the  desigiii 
s|KM'ification  and  constnietion  of  a  new  tyix)  of  locomotive,  the 
fii*st  of  which  it  is  planned  to  have  in  regular  service  in  1920  on  a 
prominent  and  projrressive  Eastern  railroad: 
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a  Steam  at  a  pressure  of  about  350  lb.  to  be  employed,  super- 
heated about  300  deg.  fahr. 

6  Improved  boUer,  furnace  and  front-end .  design  and  ap- 
pliances 

c  Greater  percentage  of  adhesive  to  total  weight,  and  a 
lower  factor  of  adhesion 

d  More  efficient  methods  of  combustion 

e  Use  of  exhaust-eteam  heater  and  flue-gas  economizer  for 
boiler  feedwater 

/  Better  steam  distribution  and  utilization 

g  Reduced  cylinder  clearances  and  back  pressure 

h  Lighter  and  properly  balanced  reciprocating  and  revolv- 
ing parts 

i  Lower  heat,  frictional  and  wind-resistance  losses 

j  Improved  safety  and  time-,  fuel-  and  labor-saving  devices. 


EXISTING  STEAM  L0CX)M0TIVES 
TABLE   1     STEAM  LOCOMOTIVES  IN  THE  UNITED  STATES 


Item 

Total 
no. 

Tractive  power, 
average,  lb. 

Weight  on  drivers, 
average,  tt>. 

Single-expansion  cylinders 

61.336 

500 

1,300 

1,750 

30.500 
32,000 
33,000 
79,000 

135,000 

Two-cylinder  compound 

Four-cylinder  compound 

Mallet  articulated  compound 

145,000 
148,000 
350,000 

7  The  steam-locomotive  stock  in  the  United  States  on  the 
railroads  under  the  control  of  the  United  States  Railroad  Adminis- 
tration may  be  stated  as  follows: 

Number  of  locomotives,  total 64,886 

Number  equipped  with  coal  stokers 4,010 

Number  equipped  with  fuel  oil 3,358 

Number  equipped  with  coal  fired  by  hand 57,518 

Number  equipped  with  superheaters 24,242 

Number  equipped  with  firebrick  baffle  walls 34,824 

Tractive  power,  average,  lb 35,100 

This   total   locomotive   stock   may    be   divided    approximately   as 
shown  in  Table  1.  ' 

8  During  the  month  of  June  1919  the  cost  per  mile  of  service 
from  these  locomotives  averaged  as  follows,  the  total  of  $1,071 
comparing  with  $0,974  for  June  1918: 
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Fuel 10.391 

Repairs 0.361 

Enginemen 0. 196 

Enginehouse  expenses 0. 088 

Other  supplies 0. 035 

$1,071 

Assuming  a  total  of  2,000,000,000  locomotive-miles  per  aimum, 
at  this  average  cost  the  locomotive  service  would  represent  a  total 
expenditure  of  $2,142,000,000,  or  over  $33,000  annually  per  loco- 
motive. 

REASONS   FOR  PERPETUATION  OF  THE  STEAM  LOCOMOTTVE 

9  In  August  1918  the  newspapers  reported  that  Director 
General  William  G.  McAdoo,  after  a  two  months'  tour  of  the  West, 
had  expressed  the  opinion  that  the  great  unused  water  power  of  the 
country  ought  to  be  developed  for  national  electrification  of  the 
railroads  and  that  he  would  recommend  this  program  to  Congress, 
if  Government  control  of  the  railroads  continued  for  any  consider- 
able period,  for  the  purpose  of  reducing  coal  haul,  releasing  labor 
engaged  in  mining  and  handling  fuel,  and  to  conserve  fuel. 

10  The  foregoing  and  much  more  has  been  said  and  written 
during  the  last  few  years  about  the  electrification  of  the  steam  roads 
of  the  United  States  for  the  purpose  of  fuel  and  labor  saving  and 
conservation,  but  practically  nothing  has  been  set  forth  as  to  the 
possibilities  to  accomplish  much  greater  results  per  dollar  of  invest- 
ment and  operating  cost  by  a  scientific  development  of  the  steam 
locomotive. 

11  Referring  for  the  moment  to  Mr.  McAdoo's  proposed  rail- 
road-electrification plan,  the  particular  advantage  of  hydroelectric 
power  is  fuel  saving  and  conservation,  but  as  this  does  not  offiaet 
the  difference  in  the  overhead  charges  as  between  a  hydroelectric 
and  a  steam  installation,  the  former  can  be  considered  commercially 
only  where  enormous  quantities  of  power  are  available  and  used 
continuously  for  the  purpose  of  reducing  the  cost  for  maas  pro- 
duction and  where  the  distance  for  transmission  does  not  exceed 
economic  limitations.  For  example,  the  logical  place  for  large  hydro- 
electric developments  is  in  the  Pacific  States  —  in  the  western  portioii 
of  Montana  and  in  Idaho,  Washington,  Oregon  and  Califomia  — 
where  over  50  per  cent  of  the  developed  and  potential  flow  and 
glacial  water  powers  in  the  United  States  are  located  and  com- 
niercially  controllable.  In  the  Atlantic  and  Central  States,  idiere 
the  greatest  {X)wer  consumption  takes  place,  no  large  continuoos 
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water-power  resources  are  to  be  found;  therefore  in  those  districts 
any  national  effort  should  be  concentrated  in  the  production  of  the 
largest  possible  saving  through  improvement  in  and  changing  of  the 
existing  wasteful  methods  in  the  use  of  the  locally  available  fuels. 

12  As  the  average  use  of  power  at  any  considerable  load  factor 
is  for  only  8  hours  per  day,  and  as  there  is  more  or  less  irregularity 
in  the  demand,  due  to  the  small  use  on  Sundays  and  holidays,  the 
available  water  power  would  be  used  only  about  2400  out  of  a  pos- 
sible 8760  hours  per  annum,  or  about  27  per  cent  of  the  time,  so  that 
the  remaining  73  per  cent  would  be  wasted.  Therefore,  where 
continuous  water  power  is  available  it  should  be  diverted  to  the 
special  requirements  of  large  and  regular  amounts,  such  as  in  electro- 
chemical and  metallurgical  processes,  in  order  to  reduce  this  waste 
to  a  minimum. 

13  Furthermore,  as  most  water  power  is  of  variable  or  seasonal 
flow,  with  impoimding  impracticable  and  with  large  fluctuations 
between  the  minimum  and  maximum  supply,  the  use  of  auxiliary 
steam  plants  becomes  a  necessity,  and  this  again  greatly  re- 
duces the  economic  value  of  the  hydroelectric  development.  For 
example,  during  the  year  1916  the  Oakland  steam  plant,  of  a 
capacity  of  10,500  kw.  and  an  auxiliary  to  the  hydroelectric  in- 
stallation of  the  Great  Western  Power  Company,  utilized  only  from 
8  to  9  per  cent  of  its  capacity,  and  the  Worth  Beach  steam  plant, 
of  27,000  kw.  capacity  and  an  auxiliary  to  the  hydroelectric  in- 
stallation of  the  Sierra  and  San  Francisco  Power  Company,  utilized 
only  from  4  to  5  per  cent  of  its  capacity. 

14  The  methods  at  present  employed  for  generating  electric 
power  from  fuel  in  large  modem  central  power  stations  represent  from 
18  to  19  per  cent  thermal  eflSciency,  and  as  the  investment  cost  for 
a  steam  plant  is  from  one-third  to  one-quarter  of  that  for  a  water- 
power  development,  the  same  total  investment  would  produce 
from  three  to  four  times  as  much  power  from  a  steam  as  from  a 
hydroelectric  plant. 

15  The  fact  that  a  St.  Louis  power  company,  in  its  purchases 
of  current  generated  by  water  power  at  a  rate  of  about  $20  per 
horsepower-year,  increased  its  average  cost  of  steam  and  water 
power  generated  and  was  benefited  only  through  the  delayed  invest- 
ments in  steam-plant  equipment,  and  that  the  Buffalo  General 
Electric  Company  has  built  a  modem  steam  plant  within  view  of 
the  Niagara  Falls,  gives  some  idea  as  to  the  limitations  of  hydro- 
electric development. 
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16  Complete  electrification  of  some  portions  of  the  large 
transcontinental  trunk  lines  has  been  effected,  all  of  which  are 
representative  of  progressive  engineering  skill,  but  reliable  reports 
and  statistics  available  have  not  proven  the  actual  operating  econo- 
mies predicted,  and  with  the  present  unsettled  state  of  the  electrical 
art  numerous  objections  present  themselves,  among  which  may  be 
noted: 

a  Prohibitive  capital  and  non-productive  cost  per  mile  for 
road,  equipment  and  facilities 

b  Non-interchangeable  equipment  adaptable  to  certain  elec- 
tric zones  only 

c  Entire  operation  dependent  upon  single  power  plants  and 
transmission  systems 

d  Widely  varying  load  factors  —  dependent  upon  business 
conditions  —  requiring  enormous  outlay  to  meet  uncer- 
tain peak  movement  and  emergency  conditions 

e  Comphcation  and  congestion  of  road  and  terminal  trackage 
with  transmission  and  contact  lines 

/  First  cost  from  five  to  ten  times,  and  operating  cost  from 
two  to  three  times,  that  of  steam 

g  LiabiUty  for  complete  tie-ups  due  to  storms,  snow,  sleet, 
rain  and  short-circuits. 

17  There  is  no  comparing  the  265,000  miles  of  railroad  spread 
over  an  area  of  over  3,000,000  square  miles  in  the  United  StateSi 
with  an  average  population  of  35  people  per  square  mile,  with  a 
situation  such  as  obtains  in  Belgium,  where  there  are  only  5500 
miles  of  railroad  within  a  concentrated  area  of  11,400  square  miles, 
or  less  than  that  of  the  states  of  Massachusetts  and  Connecticut, 
and  where  the  population  averages  over  650  people  per  square 
mile.  Neither  can  comparison  be  made  with  France,  which  has 
32,000  miles  of  railroad  within  an  area  of  207,000  square  miks, 
with  the  population  averaging  about  200  people  per  square  milei 
and  where  the  electrification  of  about  5000  miles  of  railroad  is  under 
consideration  with  hydroelectric  power  from  the  Alps,  Pyrenees  and 
the  Upper  Dordognc  River. 

18  For  sixjcial  cases,  such  as  New  York  terminals,  where  the 
steam  roads  entor  the  city  with  long  tunnel  approaches,  electrificatioD 
is  a  necessity  and  in  the  interest  of  pubUc  service.  This  applies  as 
well  to  the  electrification  of  the  Baltimore  and  Ohio  through  Mt. 
Royal  tunnel  in  the  city  of  Baltimore,  and  also  to  the 
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of  the  Norfolk  and  Western  at  a  point  where  it  distributes  its  coal 
as  expediting  this  traffic  in  a  congested  district  was  the  logical  plan 
for  increasing  main-line  capacity.  However,  in  the  case  of  the 
St.  Paul,  where  440  continuous  miles  of  line  between  Harlowton, 
Montana,  and  Avery,  Idaho,  are  already  electrified,  and  211  ad- 
ditional miles  into  Seattle  and  Tacoma  across  the  Rocky  and  Cascade 
Mountains  are  in  process  of  electrification,  the  probability  is  that 
the  investment,  fixed  charges  and  operating  results  during  the 
next  five  years,  particularly  in  view  of  insufficient  uniform  traffic 
density  and  the  necessity  for  a  combination  of  hydroelectric  and 
steam-electric  power  even  at  a  minimum  cost  for  cmrent  of  from 
5  to  6  mills  per  drawbar  horsepower-hour,  will  not  justify  the  under- 
taking as  compared  with  modernized  steam-locomotive  operation. 

19  Therefore  any  general  plan  to  electrify  the  steam  roads  to 
meet  other  than  terminal  and  trunk-line  congestion  conditions,  at 
an  absiu-d  cost,  would  mean  lack  of  efficiency  and  prohibitive  financ- 
ing, which  would  result  in  bankruptcy  for  most  of  the  railroads 
affected  and  in  a  further  burden  upon  the  pubUc.  In  fact,  it  would 
be  a  soiu*ce  of  real  danger  to  the  rehabilitation  of  these  transportation 
systems,  as  to  discard  steam  locomotives  where  coal  or  oil  is  avail- 
able and  can  be  biuned  with  efficiency,  comfort  and  economy, 
represents  absolute  waste. 

PROPOSED  ORDER  OF  DEVELOPMENT  OP  THE  STEAM  LOCOMOTIVE 

20  With  the  operating  ratio  for  the  United  States  Railroad 
Administration  railroads  at  88.5  per  cent  and  the  cost  of  locomotive 
service  averaging  over  90  cents  per  1000  gross  ton-miles  for  the  first 
half  of  1919,  the  opportunity  for  steam  locomotives  to  produce 
economy  by  increasing  train  loads,  reducing  transportation  and 
mechanical  delays  and  saving  fuel  and  labor,  is  enormous. 

21  In  the  design  and  specification  for  a  new  steam  locomotive 
for  any  railroad  the  first  and  principal  items  for  consideration  are: 

a  Bridge,  tunnel,  track  and  terminal  clearances,  weight,  and 

curvature  limitations 
b  Service  and  train  load 
c  Curves  and  grades 
d  Speed  and  length  of  runs 
e  Adaptation  to  fuel  and  water  conditions. 

22  With  data  on  the  foregoing  items  the  general  dimensions 
and  weights  can  be  determined  upon,  after  which  the  adhesive 


1006      SCIENTIFIC  DEVELOPMENT  OF  THE  STEAM  LOCOMOTIVE 

weight  and  tractive  power  can  be  calculated,  the  cylinder  and  boiler 
horsepower  ratios  established,  and  a  general  design  outlined  to  meet 
the  power  and  speed  requirements. 

23  The  principal  parts  of  a  steam-locomotive  assembly  are 
the  boiler,  engine,  running  gear,  tender,  and  special  appliances,  and 
the  functioning  of  these  parts  in  operation,  jointly  or  independently, 
will  involve  particular  factors  that  are  capable  of  scientific  de- 
velopment, viz.: 


1 

Design,  Material  and  Workmanship 

2 

Adhesive  Weight,  Tractive  Power  and  Factor  of  Ad- 

hesion 

3 

Tracking,  Curving  and  Riding 

4 

Boiler  Feedwater 

5 

Boiler-Feedwater  Purifying 

6 

Fuel 

7 

Combustion 

8 

Boiler-Water  Circulation 

9 

Heat  Radiation,  Convection  and  Conduction 

10 

Steam  Generation 

11 

Steam-Pressure  Incre&se 

12 

Steam  Superheating 

13 

Steam  Distribution  and  Utilization 

14 

Waste-Heat  Distribution  and  Utilization 

15 

Friction  and  Resistance 

16 

Acceleration 

17 

Deceleration 

18 

Lubrication 

19 

Insulation 

20 

Safety  Apphances 

21 

Special  Apphances 

22 

Power  for  Accessories 

23 

Time  Saving 

24 

Fuel  Saving 

25 

Lalx)r  Saving 

The  supporting  data  relating  to  the  improvement  of  these  factore 

are  presented  in  the  following  pages. 

1     DESIGN,  MATERIAL  AND  WORKMANSHIP 

24    In  this  country  the  steam  locomotive  has  not  been  daasi- 
fiod  as  a  refined  piece  of  engineering  mechanism,  such  as  a 
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or  stationary  steam  engine,  due  primarily  to  the  indifferent  conditions 
under  which  it  has  had  to  be  operated  and  maintained  and  the  rela- 
tively low  cost  for  its  fuel  and  supplies.  However,  with  existing 
public  demands  for  greater  safety,  speed,  comfort,  efficiency  and 
economy  in  the  movement  of  traffic,  only  by  greater  refinement 
in  construction  can  requisite  operating  results  be  produced  to  offset 
the  increased  cost  of  equipment,  supplies  and  labor. 

25  Therefore  the  designing  should  now  be  done  along  more 
scientific  lines  through  the  substitution  of  boiler,  cylinder  and 
drawbar-horsepower  and  drawbar-pull  calculations  for  tractive 
power;  thermal  efficiency  for  evaporation  results;  distributed  for 
centralized  thrusts,  strains  and  stresses;  Ught,  high-grade  alloy 
and  high-carbon  steels  and  other  metals  for  heavy,  low-grade  plates, 
forgings  and  castings;  and  in  the  more  general  use  of  high-grade 
engineering  practice  in  lieu  of  rule-of-thumb  methods. 

26  In  the  modern  high-capacity  locomotive  it  is  necessary 
that  certain  parts  be  made  as  light  as  possible.  On  the  other  hand, 
the  items  of  fatigue  and  shock  of  metals  due  to  continued  vibrations 
and  impact  as  well  as  of  inherent  combinations  of  weakening  chemical 
and  physical  characteristics,  are  responsible  for  many  sudden  fail- 
ures of  staybolts,  plates,  springs,  axles,  crankpins,  tires,  piston  and 
main  rods,  frames  and  like  parts  that  are  subject  to  reversal  of  stress 
or  to  hundreds  of  thousands  of  repeated  and  locaUzed  loads.  As 
it  has  been  found  that  the  elastic  limit  is  not  necessarily  representa- 
tive of  the  fatigue  strength,  these  factors  require  that  further  careful 
research  and  study  be  made  for  the  purpose  of  determining  upon  a 
reliable  quick  test  that  \^ill  insure  against  unsuitable  material  enter- 
ing into  the  construction. 

27  The  same  degree  of  refinement  applies  equally  to  workman- 
ship for  construction  and  upkeep,  which  should  be  brought  up  to 
the  same  standard  as  obtains  in  other  machinery  that  is  producing 
more  efficient  and  economical  power  for  other  modes  of  travel. 


2     ADHESIVE   WEIGHT,   TRACTIVE   POWER  AND   FACTOR  OF  ADHESION 

28  Adhesive  Weight  In  the  ideal  locomotive  all  of  the  weight 
is  carried  on  the  driving  wheels  for  utilization  as  tractive  power. 
The  extended  use  of  non-productive  trailing  wheels  and  the  four- 
wheel  leading  truck  has  become  an  expensive  fashion  in  that  it 
has  greatly  reduced  the  percentage  of  total  engine  weight  on  drivers 
for  adhesive   purposes.     For  example,   where  a  modem  Mikado- 
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type  locomotive  will  average  75  per  cent  adhesive  to  total  engine 
weight,  a  modem  Consolidation  will  run  as  high  as  92  per  cent, 
thereby  utilizing  much  more  of  its  weight  to  produce  drawbar  pull, 
hauling  power  and  earning  capacity. 

29  Boiler  design  and  weight  distribution  should  be  so  cor- 
related to  the  running  gear  as  to  make  the  use  of  trailer  wheels  un- 
necessary except  where  required  by  wheel-load  limitations,  and  with 
the  more  recent  improvement  in  constant-resistance  leading-truck 
designs  any  four-wheel  arrangement,  except  for  high-speed  passenger 
service,  should  be  entirely  satisfactory. 

30  Tractive  Power.  The  tractive  "power,"  or  "force,"  or 
"effort,"  of  a  steam  locomotive  is  the  pressure  exerted  by  the  action 
of  the  steam  against  the  pistons  in  the  cylinders  to  turn  the  driving 
wheels  and  cause  the  locomotive  to  advance,  and  is  measured  at  the 
tread  of  the  driving  wheels,  the  internal  friction  of  the  engine  being 
neglected. 

31  In  calculating  tractive  power  the  usual  practice  is  to  use 
85  per  cent  of  the  indicated  boiler  pressure  in  lb.  per  sq.  in.  for  two- 
and  three-cylinder  single-expansion,  and  52  per  cent  for  two-  and 
four-cylinder  compound  engines.  However,  for  a  superheated- 
steam  locomotive  the  use  of  a  higher  percentage  of  the  indicated 
boiler  pressure  should  receive  due  consideration  when  making  ton- 
nage-rating schedules  before  the  train  load  is  finally  determined 
upon,  as  dynamometer  tests  have  indicated  that  as  high  as  92  per 
cent  for  two-cylinder  single-expansion  locomotives  is  permisBible 
for  train-loading  purposes. 

32  Factor  of  Adhesion,  In  the  same  way  that  the  leading-  and 
trailing-truck  type  of  locomotive  has  reduced  the  percentage  of 
adhesive  weight,  so  also  has  it  increased  the  factor  or  ratio  of  adhe- 
sion, due  to  the  "bridging  effect"  thus  obtained  over  the  driving 
wheels,  tending  to  release  the  weight  on  the  latter. 

33  Whereas  many  successful  Consolidation  t3rpe8  of  loco- 
motives are  now  operating  with  factors  of  adhesion  of  from  3.55 
to  4.0,  the  Mikado  types  will  usually  range  from  4.0  to  4.6. 

34  The  coefficient  of  static  friction  or  adhesion  between  driving* 
wheel  tires  and  very  dry,  clean  rails  reaches  a  maximum  of  about 
0.35,  and  for  moist,  muddy,  greasy  and  frosty  rails  a  minimmn  of 
from  O.IT)  to  0.20,  gi\4ng  factors  ranging  from  2.85  to  6.65. 

35  In  general,  the  factor  of  adhesion  should  be  as  low  as 
practicable  in  order  that  the  maximum  power  will  alwa3rs  be  avail* 
able  to  start  trains  that  can  be  easily  handled  when  in  motion  and 
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should  about  equal  the  ratio  between  the  limiting  friction  in  poimds 
and  the  weight  on  driving  wheels  in  pounds,  which,  for  average 
dry  rails  is  from  3.5  to  4. 

3     TRACKING,  CURVING  AND  RIDING 

36  With  the  increased  length,  higher  center  of  gravity,  ex- 
tended front  and  back  overhang,  and  smaller  proportion  of  spring- 
borne  weight  there  have  been  many  difficulties  to  overcome  in  order 
to  maintain  proper  tracking,  curving  and  riding  quahties  in  loco- 
motives of  great  power,  and  in  the  majority  of  cases  these  have  been 
met  with  unusually  satisfactory  results. 

37  Certain  changes  can  be  made,  however,  that  will  bring  about 
a  general  betterment  in  the  way  of  reduced  rolling,  oscillation, 
nosing  and  pounding:  namely,  reduced  spread  of  cylinders;  more 
uniform  distribution  and  equalization  of  weight  over  driving  and 
truck  wheels;  maximum  permissible  diameter  of  driving  wheels; 
reduction  in  weight  of  revolving  and  reciprocating  parts  and  counter- 
balance and  proper  distribution  between  wheels;  improvement  in 
constant-resistance  lateral-motion  devices;  more  uniform  cylinder 
pressures  when  using  steam  and  drifting;  and  greater  refinement 
in  control  of  end  play,  wheel  and  rail  clearances,  and  tire-tread 
coning. 

38  As  the  reciprocating  forces  must  be  neutralized  by  means 
of  a  revolving  body,  which  cannot  produce  a  perfect  balance,  it  is 
of  the  greatest  importance  that  every  allowable  effort  be  made  to 
reduce  the  weights  of  pistons,  crossheads  and  main  rods  and  divide 
all  weights  as  uniformly  as  practicable  over  all  driving  wheels,  in 
order  that  excess  balance  may  be  reduced  to  the  minimum  and  the 
greatest  possible  static  weight  permitted  on  the  driving  wheels. 

39  As  the  centrifugal  power  force  of  surplus  counterbalance, 
the  swinging  movement  of  spring-borne  weight,  and  the  rotative 
force  on  the  crankpins  are  constantly  changing  in  combination  with 
speed  and  cut-off,  the  importance  of  giving  particular  attention  to 
all  of  the  foregoing  factors  cannot  be  overestimated. 

4     BOILER  FEEDWATER 

40  No  item  in  the  operation  and  maintenance  of  steam 
locomotives  contributes  to  greater  unnecessary  cost  than  boiler 
feedwater  containing  excessive  incrusting,  corrosive  and  foaming 
elements.    The  use  of  such  water  not  only  results  in  continual  dela3rs 
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and  expense  for  washing,  rinsing  and  blowing  out,  but  also  in  prema- 
ture repairs  and  renewals  of  boiler  and  firebox  sheets,  flues,  tubes, 
seams,  staybolts,  valve  and  cylinder  parts,  and  superheater  elements, 
due  to  pitting,  grooving,  corrosion,  incrustation,  overheating  or 
priming,  all  of  which  increase  the  fuel,  water  and  lubricant  con- 
sumption and  cause  continual  and  otherwise  avoidable  delays  and 
expense  in  the  movement  of  traffic. 

41  Observations  and  experiments  indicate  that  any  scale 
porous  to  water  has  little  effect  on  boiler  economy.  However, 
such  scale  when  dried  out  or  hardened  next  to  the  metal  by  the 
expulsion  of  the  carbonic  acid,  as  usually  occurs  when  boilers  are 
forced,  will  not  only  become  an  excellent  heat  insulator  and  cause  a 
heat  loss  of  about  10  per  cent  when  |  in.  thick,  but  it  exposes  the 
sheets  and  staybolts  to  overheating  and  "mud  burning,'*  with  re- 
sulting leakage  and  shopping  for  repairs  and  cleaning. 

42  In  the  preparation  of  recent  data  on  the  expense  resulting 
from  l)ad  water  supplied  to  steam  locomotives  on  eight  divisions 
of  a  large  Eastern  trunk  line,  the  cost  averaged  $1000  per  loco- 
motive per  annum  for  fuel,  repairs,  time  out  of  service  and  boiler 
washing,  with  specific  cases  of  mud  burning  costing  as  high  as  $400 
for  repairs  and  time  out  of  service  only. 

43  In  view  of  the  increasing  size  of  locomotive  boilers  and  the 
high  ratings  to  which  they  are  subjected,  the  importance  of  puri- 
fying unsuitable  water  to  prevent  incrustation,  corrosion,  leakage  and 
burning,  iis  well  as  to  eliminate  delays  and  cost  for  cleaning,  repair- 
ing and  extra  fuel  consumed,  cannot  be  overestimated,  and  until 
the  many  existing  conditions  of  this  kind  are  corrected,  neither  the 
existing  nor  improved  steam  locomotives  can  be  expected  to  render 
satisfactory  and  economical  service. 

5     BOILER-FEEDWATER  PURIFYING 

44  When  an  adequate  and  suitable  supply  of  boiler  feedwater 
cannot  Ix)  obtained  from  the  usual  sources,  then  the  proper  treatment 
of  th(^  available  unsuitable  water  becomes  necessary  by  settling: 
filtration;  chemical  treatment  in  treating  plants,  supply  tanks  or 
tenders;  or,  in  the  case  of  suspended  matter  and  carbonates,  by 
partial  purifi(*ati()n  in  a  combination  open  and  closed  type  of  exhaust- 
steam  f(r(l water  lu^ater  on  the  locomotive. 

45  While  the  supplying  of  suitable  natural  or  treated  boiler 
water  to  tho  locomotive  tender  is  the  most  satisfactory  and  econom- 
ical method,  in  the  al>sence  of  such  the  tender  treatment  or  feed- 
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water-purification  method  will  be  an  improvement  over  feeding  the 
raw  water  into  the  boiler  without  treatment,  or  attempting  to  treat 
it  in  the  boiler. 

6    FUEL 

46  The  principal  fuels  now  used  in  steam  locomotives  are  the 
conunercial  grades  of  bituminous  and  anthracite  coal  and  fuel  oil. 
While  millions  of  tons  of  the  by-products  of  anthracite  and  bitumi- 
nous coal  mining  are  available,  as  yet  practically  no  progress  has 
been  made  in  their  utilization  although  satisfactory  means  and 
methods  are  now  developed.  This  applies  as  well  to  the  enormous 
deposits  of  sub-bituminous  coal  and  Ugnite  that  are  only  awaiting 
mining  operations  to  come  into  effective  and  economical  use  as 
locomotive  fuel. 

47  Regardless  of  the  kind  of  fuel  now  used  by  steam  loco- 
motives, more  general  attention  is  being  given  to  its  proper  prepa- 
ration for  the  class  of  service  to  be  performed  and  the  method  of 
firing  to  be  followed,  before  it  is  supplied  to  tenders.  However,  the 
factors  of  kind  and  size  of  coal  and  method  of  firing  must  each  be 
carefully  considered  and  coordinated  in  order  to  insure  the  best 
results,  as  may  be  shown  by  Table  2  which  gives  comparative  per- 
formances of  a  stoker-fired  modem  Mikado  type  of  locomotive 
with  superheater  and  firebrick  baffle  wall  supported  on  water- 
circulating  tubes. 

48  It  will  be  noted  from  Table  2  that  while  the  heat  value 
(Item  9)  of  each  of  the  four  fuels  tested  was  practically  the  same, 
there  is  a  difference  of  over  30  per  cent  in  the  quantity  fired  and  of 
over  43  per  cent  in  the  fuel  cost  for  the  same  work  done,  when  com- 
paring the  poorest  with  the  best  performance,  and  that  the  use  of 
either  grade  of  soft  coal  is  absolutely  prohibitive  so  long  as  either 
grade  of  gas  coal  can  be  obtained. 

49  With  the  cost  for  locomotive  fuel  on  tenders  practically 
doubled  during  the  past  two  years,  and  next  to  labor  the  largest  single 
item  of  railway  operating  expense,  the  best  methods  for  its  use  will 
now  begin  to  receive  the  consideration  that  this  large  item  of  oper- 
ating cost  justifies. 

7    COMBUSTION 

50  As  a  matter  of  historical  interest  the  following  data  are 
presented  as  taken  from  a  copy  of  the  report  made. November  21, 
1854,  by  Captain  Geo.  B.  McClellan,  Corps  of  Engineers,  to  Jefferson 
Davis,  Secretary  of  War,  on  the  Baltimore  and  Ohio,  Pennsylvania 
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Central;  Virginia  Central,  Massachusetts  Western,  Boston  and 
Worcester,  Boston  and  Providence,  Boston  and  Maine,  Boston  and 
Lowell;  and  Burlington  and  Rutland  Railroads. 

On  the  Boston  and  Maine  Railway  a  load  of  170.5  tons  (gross,  exclusive 
of  engine  and  tender  —  net  tons  of  2000  pounds)  was  drawn  74  miles  at  a  velocity 
of  14.5  miles  per  hour,  and  the  average  of  six  trips  gave  as  a  result  that  10.59 
pounds  of  anthracite  evaporates  7.48  gallons  (1  cubic  foot)  of  water  (5.88  pounds 
of  water  per  pound  of  coal).  The  trip  with  Cumberland  coal  indicated  that 
9.19  pounds  of  it  will  evaporate  7.48  gallons  of  water  (6.78  pounds  of  water 
per  pound  of  coal).  • 

The  average  waste  of  steam  while  engines  are  at  rest,  stopping  on    the 
road,  steaming  up,  etc.,  is  on^third  of  the  whole  amount  generated. 

51  Comparing  the  foregoing  figures  of  65  years  ago  with  the 
average  saturated-steam  locomotive  performance  of  today,  it  will 
be  noted  that  little  improvement  has  been  made  in  the  average  road 
service. 

TABLE  2     COMPARATIVE  TESTS  OF  A  STOKER-FIRED  MIKADO-TYPE 
LOCX)MOTIVE  USING  DIFFERENT  SIZES  AND  KINDS  OF  COAL 


Item 


1 
2 
3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 


Teat  No 

Coal,  kind 

Coal,  class 

Coal,  grade 

Coal,  moisture,  per  cent 

Coal,  volatile,  per  cent 

Coal,  fixed  carbon,  per  cent 

Coal,  ash,  per  cent 

Coal,  sulphur,  per  cent 

Coal,  B.t.u.  (calorimeter) 

Total  miles  run 

Kind  of  firing  

Coal  per  average  drawbar  hp-hr.,  Ih. 

Boiler  efficiency,  per  cent 

Relative  pounds  of  coal  fired,  per 

cent   

Relative  cost  of  coal,  per  cent. . . . 


1 

2 

8 

Bituminous 

Bituminous 

Bitaminotts 

Gat 

Gm 

Soli 

Nut,  pea 

Slack 

Run-cl- 

ft  slack 

miiM 

1.23 

1.57 

0.75 

36.47 

35.74 

18.17 

53.94 

52.78 

69.07 

8.36 

9.91 

13.01 

2.59 

3.30 

3.83 

13,910 

13,790 

18380 

605 

505 

605 

Stoker 

Stoker 

Stoker 

3.74 

4.19 

4.14 

46.6 

41.9 

46.1 

100 

111.87 

110.54 

100 

102.14 

123.68 

BitumiiKMu 
Soft 


0.81 
17.68 
70.06 

u.ei 

8.81 
1S,«70 


4.80 
88.0 

180.86 
148.04 


52  The  locomotive  fuel  bill  for  the  year  1918  was  approzi* 
mately  8750,000,000,  and  while  full  recognition  is  given  to  the  fact 
tliat  froiii  25  to  50  per  cent  of  the  available  energy  in  the  fuel  is  still 
needlossl}'  wasted  and  that  present  methods  of  mechanically  firing, 
as  compared  with  the  average  hand  firing,  and  burning  coal  on 
grates  or  in  retorts  incrc^ise  this  waste,  but  little  has  been  aooom* 
plishcd  in  regulating  combustion  so  that  this  loss  may  be  reduoed. 
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53  The  capacity  of  the  average  steam-locomotive  boiler  is 
dependent  upon  the  activity,  temperature  and  radiation  of  combus- 
tion, which  in  turn  are  usually  controlled  by  the  limitations  of  com- 
bustion when  fuel  is  burned  on  grates,  the  furnace  volmne  and 
evaporating  surfaces,  the  length  of  the  boiler  flues,  tubes  and  baffle- 
wall  arrangement,  and  the  draft,  and  not  so  much  upon  the  inabiUty 
of  the  evaporating  and  superheating  siirfaces  to  absorb  the  heat. 


TABLE  3     CONSUMPTION  OF  DRY  BITUMINOUS  COAL  BY  LOCOMOTIVE 

WITH  THE  BEST  HAND    FIRING 


Total  indicated  horsepower  of  locomotive 

Dry  coal  per  i.  hp-hr. 

500 

2.8 

750 

2.7 

1000 

2.6 

1250 

2.5 

1500 

2.6 

1750 

2.8 

2000 

3.0 

2250 

3.2 

2500 

3.4 

54  The  combustion  rate  generally  follows  the  increase  in 
draft  until  about  100  lb.  of  bituminous  and  about  50  lb.  of  anthracite 
coal  are  burned  per  square  foot  of  grate  area.  After  this  the  addi- 
tional coal  supplied  is  not  effectively  consumed  due  to  the  difficulty 
in  supplying  sufficient  air,  uniformly  distributed,  through  the  grates 
and  fuel  bed  to  oxidize  the  fixed  carbon  and  volatile  matter  in  process 
of  combustion  without  a  large  excess  of  air  such  as  obtains  when 
forcing  takes  place,  and  it  becomes  necessary  to  open  the  fire  door 
so  that  combustion  can  be  completed  by  the  admission  of  air  above 
the  fuel  bed. 

55  The  greatest  loss  in  heat  is  that  due  to  the  heat  carried  off 
in  the  stack  gases,  sparks  and  cinders,  which  usually  results  in  a 
smokebox  temperature  of  from  500  to  750  deg.  fahr.  for  the  best 
practice.  Adding  to  this  the  heat  losses  due  to  combustible  in 
ash,  vapors  of  combustion,  carbon  monoxide  and  otherwise,  leaves 
an  average  of  from  25  to  40  per  cent  of  the  heat  in  the  fuel  as  fired 
unabsorbed  by  the  boiler  and  superheater. 

56  Where  locomotives  are  worked  at  from  25  to  35  per  cent 
cut-off  and  hand-fired,  with  a  thermal  efficiency  of  about  65  per 
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cent  for  the  combined  boiler  and  superheater,  the  heat  balance 

will  be  approximately  as  follows: 

Per  cent 

Heat  absorbed  by  boiler 55 

Heat  absorbed  by  superheater 10 

Heat  loss  in  smokebox  gases 14 

Heat  loss  in  cinders 8 

Heat  loss  in  vapors  of  combustion 4 

Heat  loss  in  combustible  in  ash 3 

Heat  loss  in  carbon  monoxide. , 2 

Heat  loss  in  radiation  and  unaccounted  for 4 

Total lOO" 

57  However,  at  high  rates  of  boiler  capacity  and  draft,  when 
stoker-fired  coal  is  burned  on  grates  the  front-end  and  stack  cinder 
and  spark  losses  will  run  as  high  as  from  12  to  25  per  cent,  the  carbon 
monoxide  from  2  to  7  per  cent,  and  the  unbumed  fuel  from  10  to 
35  per  cent. 

58  With  the  best  hand  firing,  when  using  dry  bituminous  coal 
averaging  14,400  B.t.u.  and  60  per  cent  fixed  carbon,  32  per  cent 
volatile  and  8  per  cent  ash,  the  fuel  rates  in  Table  3  will  usuaUy 
obtain. 

59  As  compared  with  hand  firing,  stoker  firing  will  result  in 
an  increase  of  from  10  to  25  per  cent  in  the  fuel  fired,  while  if  the  same 
coal  be  pulverized  and  burned  in  suspension  there  will  be  a  decrease 
of  from  15  to  25  per  cent  in  the  amoimt  of  fuel  fired. 

60  As  the  locomotive  firebox,  which  in  the  best  practice  repre* 
sents  only  from  7  to  10  per  cent  of  the  total  boiler  evaporating  surface , 
must  generate  all  and  absorb  from  30  to  40  per  cent  of  the  heat 
energy  that  is  converted  into  drawbar  horsepower,  the  fuel  effectively 
consumed,  not  fired,  is  the  measure  of  work  done.  Therefore  the 
largest  permissible  combination  of  firebox  and  combustion-chamber 
volume,  heating  surface  and  grate  area  should  be  provided  and 
equipped  with  an  arrangement  of  firebrick  baffle  walls  placed  on 
water-circulating  supports  in  a  manner  to  produce  long  flame  tmvely 
high  firebox  temperature  and  the  maximum  radiant  heat  for  ab0oq>» 
tion  by  the  surrounding  water. 

61  With  the  usual  Umitations  in  firebox  volume,  too  mudi 
importance  cannot  be  placed  on  the  arrangement  of  heat-abscHiMiig 
and  -radiating  walls  for  the  purpose  of  flame  and  radiant-jieat  pr(^ift-> 
gation.  Carefully  conducted  tests  have  shown  that  the  best  rasulte 
are  obtained  from  solid  firebrick  baffle  walls  and  that  the  unbamed* 
gas,  coal-dust,  spark,  cinder  and  smoke  losses  are  reduced  with  an 
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increase  in  their  length  and  gas-passage  arrangement,  and  a  saving 
of  from  10  to  15  per  cent  in  bituminous  coal  as  fired  is  effected. 

62  The  greatest  difficulty  in  controlling  combustion  occurs  at 
high  horsepowers  and  long  cut-offs,  where  grates  are  used,  and  for  the 
best  results  the  air  openings  should  be  equal  to  about  50  per  cent  and 
those  in  the  ashpans  to  about  15  per  cent  of  the  total  grate  area  so 
that  firebox  temperatures  of  from  2000  to  2500  deg.  fahr.  can  be 
obtained  and  the  unbumed  soUd  fuel,  carbon  monoxide  and  excess 
air  over  the  fuel  bed  reduced  to  the  minimum. 

63  Other  important  factors  influencing  combustion,  as  well  as 
evaporation  and  superheating,  that  should  receive  consideration  are: 
ratios  of  length  to  diameter  of  boiler  flues  and  tubes  and  the  spacing 
between  them;  distribution  of  gas  area  between  boiler  flues  and 
tubes;  the  effect  of  closed  superheater  dampers  on  firebox  draft 
when  locomotive  is  not  using  steam;  free  passage  of  gases  through 
front  end  by  elimination  of  unnecessary  baffles,  steam  pipes  and 
superheater  parts;  arrangement  of  exhaust  stand  and  nozzle  to 
change  form  of  exhaust  jet  and  produce  greater  entrainment  of  gases 
and  improved  coordination  of  exhaust  jet  and  stack. 

64  As  with  dry  pulverized  coal  of  12,430  B.t.u.  value,  an  aver- 
age boiler  efficiency  of  69.2  per  cent  at  1080  boiler  hp.,  and  an  average 
combined  boiler  and  superheater  efficiency  of  78.1  per  cent  at  1220 
boiler  hp.,  with  an  equivalent  evaporation  averaging  42,100  lb. 
of  water  per  hour  from  and  at  212  deg.  fahr.,  has  already  been  ob- 
tained on  a  Mikado  simple-cylinder  type  of  locomotive  hauling  fast 
freight  trains  over  a  113-mile  division,  the  possibilities  for  reducing 
the  steam-locomotive  fuel  consumption  are  practically  imlimited 
and  much  remains  to  be  done  in  this  direction  by  good  hand  firing, 
through  a  combination  of  the  fireman's  eyes,  brain  and  brawn, 
provided  the  thermal  efficiency  of  the  modem  locomotive  at  the 
drawbar  is  brought  up  to  where  it  can  and  should  be. 


8    BOILER-WATER  CIRCULATION 

65  Water  is  practically  a  non-conductor  of  heat  but  expands 
when  heated  above  39  deg.  fahr.  and  rises  due  to  its  relatively  lower 
specific  gravity.  Unimpeded  circulation  will  therefore  increase 
its  ability  to  take  up  heat,  maintain  greater  uniformity  of  temper- 
ature throughout  the  boiler,  and  decrease  the  liabiUty  of  incrus- 
tation of  heat-absorbing  surfaces  and  of  priming. 

66  In  designing  a  boiler  it  is  extremely  desirable  to  secure  the 
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most  rapid  circulation  practicable,  as  with  high  combustion  rates 
and  temperatures  and  the  abnormal  state  and  behavior  of  the  water 
film  in  contact  with  the  heating  surfaces,  the  load  on  the  firebox 
sheets  is  very  intense,  the  conduction  rate  averaging  from  75,000 
to  100,000  B.t.u.  per  square  foot  of  evaporating  surface  per  hour. 

67  Therefore,  in  order  to  avoid  resistance  to  heat  transfer, 
with  resultant  overheating  of  metal  and  reduced  efficiency,  a  rela- 
tively high  velocity  of  circulation  and  at  least  a  rate  of  125  ft.  per 
min.  in  the  most  sluggish  locality  is  very  essential. 

68  The  average  locomotive  boiler,  with  its  combination  of 
cylindrical  and  box  shell,  water  legs,  staybolts  and  rods,  flues,  tubes 
and  generally  irregular  design  of  water  spaces  does  not  present  ideal 
water-circulation  possibiUties,  but  the  enlarging  of  contracted  spaces, 
increasing  of  water-leg,  flue  and  tube  clearances,  and  provision  of 
suitable  outlets  from  choked  water  pockets  will  not  only  reduce  the 
resistance  to  the  "slip"  of  the  steam  bubbles  through  the  water, 
but  will  enable  the  accelerated  action  of  the  former  to  increase  the 
velocity  of  the  latter  and  thereby  improve  general  circulation  and 
heat-transfer  results. 


9     HEAT  RADIATION,  CONVECTION  AND  CONDUCTION 

69  The  transmission  of  the  heat  of  combustion  produced  in 
a  locomotive  boiler  is  by  means  of  radiation  and  convection  to  the 
firebox,  flue,  tube  and  superheater  heating  surfaces,  by  conduction 
to  the  water  in  the  boiler  and  the  steam  in  the  superheater,  and  by 
convection  through  the  boiler  water  and  the  superheater-steam 
mass.  In  addition  there  are  the  direct  radiation  losses,  which  in 
many  instances  are  considerable. 

70  Heat  Radiation.  The  transformation  of  the  molecular 
energy  of  a  hot  body  into  the  wave  motion  of  the  surrounding  ether 
and  the  propagation  of  these  ether  waves  through  space  is  termed 
heat  radiation;  and  in  a  locomotive  boiler  the  efficiency  of  com- 
bustion heat  transfer  through  the  firel)ox  plates  and  boiler  flues 
and  tul)cs  is  from  20  to  25  per  cent  greater  as  applying  to  those  heat- 
ing surfaces  directly  affected  when  subjected  to  the  radiant  effect 
of  the  incandescent  combustible  and  non-combustible  particles  whidb 
have  passed  through  the  minhnum  distance,  than  the  heat-transfer 
efficiencv  when  convection  only  is  available.  For  example,  when 
coal  is  liand-  or  stoker-fired  and  burned  on  grates  or  in  retorts  the 
radiant  heat  is  at  a  minimum  and  applies  only  to  the  heat-absortnng 


JOHN   B.   MUHLFELD  1017 

surfaces  adjacent  to  the  fire  bed  while  the  heat  of  convection  is  at 
a  maximum;  whereas  when  the  coal  is  burned  in  pulverized  form  in 
suspension  this  condition  is  reversed^  as  is  evidenced  by  the  intense 
incandescent  flame  which  obtains  not  only  in  the  furnace  and  com- 
bustion chambers  of  the  firebox  proper,  but  well  into  the  boiler 
flues  and  tubes.  The  locomotive  boiler  of  the  future  will  undoubt- 
edly depend  more  largely  on  radiant  heat. 

71  With  respect  to  the  loss  of  power  through  radiation  to  the 
atmosphere  from  all  parts  of  locomotive  boilers  and  machinery  that 
are  generators  and  containers  of  heat  and  pressure  —  to  prevent 
which  rather  indifferent  efforts  have  as  yet  been  put  forth,  as  the 
rate  at  which  this  loss  of  heat  extends  will  depend  upon  the  differ- 
ence between  the  temperature  of  the  body  emitting  the  heat  and 
the  temperature  and  velocity  of  the  surrounding  atmosphere,  there 
is  sufficient  justification  for  completely  and  properly  lagging  the 
boiler,  firebox,  cylinders  and  heads,  steam  chests  and  all  other 
radiating  surfaces,  as  well  as  for  polishing  certain  machinery  parts, 
in  order  to  reduce  the  dissipation  of  heat  that  now  takes  place  through 
these  parts  from  the  existing  steam  pressures  and  superheat. 

72  Heai  Convection.  The  process  whereby  the  diffusion  of 
heat  is  rendered  more  rapid  by  the  movement  of  the  hot  substance 
from  one  place  to  another  is  termed  convection,  and  in  the  locomo- 
tive boUer  applies  particularly  to  the  transfer  and  diffusion  of  the 
heat  in  the  products  of  combustion  throughout  the  firebox,  flues, 
tubes  and  superheater  by  means  of  the  smokebox  draft  and  in  the 
carrying  of  the  heat  through  the  boiler-water  mass  by  the  currents 
produced  by  circulation.  In  the  present  locomotive  boiler  by  far 
the  greatest  proportion  of  the  heat  is  imparted  to  the  evaporating 
and  superheater  surfaces  by  convection. 

73  To  secure  the  fullest  benefit  from  heat  convection  the 
combustion  volumes  and  gas  areas  must  be  so  coordinated  as  to 
establish  a  "velocity  pressure"  or  "frictional"  action  between  the 
gases  and  the  heat-absorbing  plates  and  tubes  in  order  to  increase 
the  rate  of  heat  transmission.  Likewise  must  the  boiler  circula- 
tion be  expedited  in  order  to  quickly  disengage  and  release  the  steam 
bubbles  from  the  water  side  of  the  same  plates  and  tubes  in  the 
final  heat  transfer. 

74  The  possibilities  for  improving  heat  transmission  by  con- 
vection in  the  locomotive  boiler  with  its  high  water  rate,  i.e.,  a 
boiler  horsepower  for  an  average  of  less  than  two  square  feet  of 
total  evaporating  surface,  fully  justifies  additional  study. 
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75  Heat  Conduction,  The  transmission  of  heat  from  one  body 
of  high  temperature  to  another  body  of  low  temperature  by  contact, 
and  from  one  part  of  a  body  to  another  part,  is  termed  external 
and  internal  conduction,  respectively,  and  in  the  locomotive  boiler  is 
principally  associated  with  the  thermal  conductivity  of  the  firebox, 
flue,  tube  and  superheater  materials  and  with  the  accumulation  of 
soot  and  scale  on  the  fire  and  water  or  steam  sides,  respectively. 

76  Any  increase  in  the  rate  of  external  conductivity,  con- 
sidering the  present  kinds  and  thicknesses  of  firebox,  flue  and  tube 
materials  as  practically  fixed,  must  be  through  an  increase  in  the 
rate  of  flow  of  the  heated  gases,  and  this  in  turn  means  the  expen- 
diture of  a  greater  amount  of  energy  to  pull  these  gases  through  the 
boiler. 

77  However,  questions  as  to  the  proper  gas  areas,  rate  of 
flow  of  gases,  best  sizes  of  flues  and  tubes  for  the  maximum  rate  of 
heat  transfer,  and  relating  to  like  factors  should  be  carefully  ana- 
lyzed in  order  that  the  highest  absorptive  efficiency  may  be 
obtained,  not  only  with  the  high  but  also  with  the  low  gas  tem- 
peratures. While  there  is  no  difficulty  in  now  obtaining  a  boiler 
horsepower  from  each  1}  to  2  sq.  ft.  of  total  evaporating  surface, 
whatever  further  improvement  can  be  made  in  this  direction  will 
provide  just  that  much  more  margin  of  boiler  over  cylinder  horse- 
power requirements  and  produce  a  corresponding  gain  in  efficiency'. 

10     STEAM  GENERATION 

78  Efficient  absorption  of  heat  for  the  generation  of  steam  in 
the  modern  locomotive  boiler  can  be  more  readily  provided  for  than 
can  suitable  feedwater,  effective  boiler-water  circulation,  efficient 
combustion  or  the  maximum  pounds  of  dry  saturated  steam  per 
hour,  which  latter  is  a  fundamental  requirement. 

79  In  present  locomotive  operation  the  quality  of  the  steam, 
i.e.,  the  percentage  of  vapor  in  a  mixture  of  vapor  and  water,  is  one 
of  the  most  important  and  least-referred-to  factors  in  road  and  lab- 
oratory test  reports,  particularly  as  the  average  modem  looomotiye 
boiler  is  notorious  for  delivering  saturated  steam  to  the  superheater 
or  to  the  ssteain  pi]x;s  with  a  high  percentage  of  entrained  moirture. 
This  is  (hie  largely  to  the  relatively  small  steam  space  in  the  boiler, 
the  close  proximity  of  the  water  level  to  the  throttle  valve  and  the 
backlash  due  to  the  firebox  tube  sheet,  and  also  to  the  fact  thttt  the 
most  rapid  niovomont  of  the  steam  is  next  to  the  throttle  Talve 
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SO  that  any  water  coming  near  it  is  immediately  entrained  due  to 
the  high  velocity. 

80  Road  tests  recently  conducted  on  modem  Mikado  types 
of  locomotives  showed  an  average  quaUty  of  from  94.7  to  96.3  per 
cent  for  the  saturated  steam  as  deUvered  to  the  superheater,  indi- 
cating from  5.3  to  4.7  per  cent  of  moisture,  which  is  valueless  so 
far  as  its  power  for  doing  work  is  concerned  but  which  greatly  in- 
creases the  work  to  be  performed  by  the  superheater  by  throwing 
upon  it  work  which  should  properly  be  done  in  the  boiler. 

81  The  deUvery  of  dry  saturated  steam  from  the  boiler  is  an 
item  that  has  been  given  but  little  consideration  in  steam-locomo- 
tive practice,  the  principal  idea  having  been  to  produce  evaporat- 
ing capacity  and  depend  upon  the  superheater  to  perform  auxiliary 
boiler  functions.  Many  changes  can  and -should  be  made  to  im- 
prove this  condition. 


11     STEAM-PRESSURE  INCREASE 

82  One  of  the  greatest  and  simplest  improvements  to  be  made 
in  the  steam  locomotive  can  be  effected  by  an  increase  in  the  boiler 
pressure  in  combination  with  greater  quantity  and  better  quality  of 
saturated-steam  production,  higher  and  more  uniform  superheat, 
and  compounding. 

83  The  writer  advocated  a  steam  pressure  of  250  lb.  in  1902 
when  with  the  Canadian  Government  Railways,  and  inaugurated 
the  use  of  235  lb.  boiler  pressure  in  combination  with  21-ft.  boiler 
tubes  in  1903  in  the  Baltimore  and  Ohio  Railroad  Mallet  articulated 
compoimd  locomotive  No.  2400,  with  excellent  results  from  both 
an  operating  and  maintenance  standpoint.  This  at  a  time  when 
the  general  tendency  was  to  reduce  rather  than  to  increase  loco- 
motive steam  pressures  from  an  established  practice  of  about  200  lb. 

84  While  the  loss  in  steam  pressure  between  the  boiler  and 
the  valve  chests  of  saturated-steam  locomotives  is  considerable, 
this  loss  is  substantially  increased  in  a  superheated-steam  locomo- 
tive, as  will  be  noted  from  the  approximate  data  in  Table  4,  taken 
from  a  laboratory  test  of  a  Pacific-type  locomotive  operating  at  a 
uniform  rate  of  speed. 

85  Other  tests  have  also  indicated  that  the  loss  in  boiler  pres- 
sure at  the  valve  chests  when  working  at  low  rates  of  speed  and 
cut-off  will  be  about  5  per  cent,  at  medium  rates  about  10  per  cent, 
and  at  high  rates  about  15  per  cent. 
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86  During  recent  years  stationary-boiler  engineers  have  not 
only  determined  upon  their  eflSciency  but  have  inaugurated  the 
use  of  relatively  high  steam  pressures,  and  with  the  urgent  neces- 
sity for  keeping  the  cylinders  as  small  in  diameter  and  the  recip- 
rocating and  revolving  parts  as  light  as  practicable,  there  would 
appear  to  be  no  good  reason  for  not  now  utilizing  saturated  steam  of 
350  lb.  pressure,  which,  in  combination  with  300  deg.  fahr.  of  super- 
heat, should  provide,  in  addition  to  the  many  other  advantages,  a 
much  greater  opportunity  for  economy  in  power  generation.  In 
fact,  many  small  single-  and  double-expansion  compressed-air  loco- 

TABLE  4     LOSS  IN  STEAM   PRESSURE  BETWEEN  BOILER  AND  VALVE 
CHESTS  OF  A  SATURATED-STEAM  LOCOMOTIVE 


Test  No 

Speed,  miles  per  hotir 

Boiler  pressure,  lb 

Superheat,  deg.  fahr 

Cylinder  cut-off,  per  cent  of  stroke 

Loos  in  boiler  pressure  at  valve  chest,  lb. 


1 

2 

3 

56 

66 

66 

206 

206 

206 

150 

210 

265 

20 

30 

40 

6 

12 

19 

66 

206 

265 

50 

31 


motives  now  in  use  with  from  40,000  to  50,000  lb.  total  weight  on 
the  driving  wheels  and  12-in.  x  16-in.  high-pressure  cylinders,  carry 
from  800  to  1000  lb.  air  pressure  in  their  storage  tanks,  which  in 
turn  is  reduced  to  250  lb.  pressure  before  entering  the  high-pressure 
cylinder,  and  are  operated  without  trouble  and  with  considerable 
efficiency  and  economy. 


12     STEAM   SUPERHEATING 

87  The  use  of  superheated  steam  has  done  more  to  increase  sus- 
tained hauling  power,  reduce  fuel  and  water  consumption  and  in- 
crease thermal  efficiency  than  any  of  the  other  means  and  methods 
that  have  been  generally  adopted  on  the  steam  locomotive 
since  its  introduction,  cither  singly  or  in  combination.  Sustained 
hauling  capacity  is  increased  due  to  the  longer  cut-off  possible  at 
comparative  six^eds  and  fuel  and  water  economy  result  from  the 
elimination  of  cylinder  condensation,  the  increase  in  efficienpy  being 
progressive  and  in  projwrtion  to  the  amount  of  superheat  up  to  the 
point  at  which  the  exhaust  steam  Ixigins  to  show  superheat. 

88  With  the  average  sujxirheat  now  used,  from  175  to  250 
dog.  fahr.,  the  drawbar  pull  at  a  speed  of  20  miles  per  hour  is  in- 
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creased  about  15  per  cent,  and  at  50  miles  per  hour  about  40  per 
cent;  and  due  to  the  combination  of  superheat,  larger  diameter 
of  cylinders  and  reduced  cylinder  back  pressure  —  resulting  from 
the  use  of  superheated  steam  —  it  is  possible  to  increase  train  ton- 
nage about  30  per  cent  at  speeds  of  about  30  miles  per  hour. 

89  In  the  best  existing  steam-locomotive  practice  the  super- 
heat generally  increases  with  the  cut-ofiF  up  to  50  per  cent  cut-off, 
beyond  which  there  is  usually  a  falling  ofiF  in  the  superheat.  Fur- 
thermore, with  short  cut-oflf  a  fair  water  rate,  i.e.,  about  19  lb.  per 
i.hp.,  can  be  maintained;  but  if  the  cut-off  at  the  same  speed  is 
increased  to  over  50  per  cent  the  superheat  must  be  increased  to 
about  300  deg.  fahr.  in  order  to  maintain  the  same  water  rate,  or 
otherwise,  for  example,  at  67  per  cent  cut-off,  the  steam  consump- 
tion will  increase  to  21  lb.  or  more  per  i.hp.  This  for  the  reason 
that  as  the  amount  of  superheat  is  increased  the  range  of  tempera- 
ture in  the  cylinder  during  the  stroke  of  the  piston  is  decreased,  imtil 
with  sufficient  superheat  the  changes  in  temperature  cease  entirely. 

90  While  the  increased  superheat  results  in  a  greater  num- 
ber of  B.t.u.  being  exhausted  from  the  cylinder,  any  such  loss  of  a 
marked  degree  is  more  than  offset  by  the  smaller  amount  of  heat 
exhausted  per  stroke,  due  to  the  fewer  B.t.u.  admitted  to  the  cyl- 
inder per  stroke  at  a  given  cut-off. 

91  The  use  of  highly  superheated  steam  results  in  a  saving 
of  about  35  per  cent  of  the  total  water  evaporation  per  unit  of  power 
and  in  from  10  to  45  per  cent  saving  in  fuel,  when  using  steam, 
depending  upon  the  power  output. 

92  Existing  fire-tube  superheaters  produce  the  maximum 
superheat  only  when  the  locomotive  is  forced  to  its  boiler  capacity, 
whereas  the  maximimi  economy  is  more  desirable  when  the  locomo- 
tive is  working  imder  average  conditions  at  economical  cut-offs  and 
when  the  superheater  should  give  as  nearly  as  possible  a  imiform 
degree  of  high  superheat  imder  all  conditions  of  working,  regard- 
less of  the  boiler  evaporation.  For  example,  if  the  degree  of  super- 
heat obtainable  at  speeds  of  50  miles  per  hour  with  50  per  cent  cut- 
off could  be  obtained  at  25  per  cent  cut-off,  a  water  rate  of 
considerably  less  than  15  lb.  could  be  obtained  as  compared  with 
existing  rates  of  about  19  lb.  Therefore,  as  the  present  limitation  in 
the  hauling  power  of  the  modem  superheated-steam  locomotive  is  the 
capacity  of  the  boiler  to  produce  continuously  sufficient  dry  satu- 
rated steam  of  high  pressure  and  of  the  superheater  to  maintain  a 
imiform  high  degree  of  superheat,  the  possibiUty  of  improving  it  by 
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means  of  average  higher  boiler  pressures  and  superheat  tempera- 
tures and  better  utilization  of  fuel,  steam  and  waste  heat,  in  com- 
bination with  radical  changes  in  the  design  and  arrangement  of  the 
boiler  and  superheater  equipment  and  in  the  saturated-  and  super- 
heated-steam  connections,  offers  one  of  the  greatest  opportunities 
to  increase  efficiency  and  economy.  This  appUes  particularly  to 
the  larger  locomotives,  many  of  which  consume  more  fuel  and  water 
and  do  less  work  than  the  smaller  locomotives  of  the  same  general 
design  and  equipment. 

93  The  proposed  changes,  while  applying  especially  to  the 
production  of  greater  efficiency  at  economical  cut-oflfs  for  maximum 
power  and  speed,  would  also  improve  the  maintenance  and  opera- 
tion of  superheaters,  boilers,  flues,  front  ends,  valves,  cyUnders  and 
exhaust  nozzles  and  provide  for  the  better  equalization  of  a  lower 
draft  through  the  flues  and  tubes,  lower  front-end  temperatures, 
less  throwing  of  smoke,  sparks  and  cinders,  and  lower  cylinder  back 
pressure,  all  of  which  would  reduce  loss  of  power,  fuel  consumption 
and  wear  and  tear  on  machinery. 

94  Some  of  the  particular  troubles  reflected  in  both  main- 
tenance and  operation,  due  to  the  existing,  generally  used  boiler 
and  superheater  equipment,  may  be  stated  as  follows: 

a  Air  leaks  around  outside  steam  pipes  where  they  pass 
through  the  front  ends,  resulting  in  steam  failures, 
burning  out  of  front  ends,  reduction  in  the  sLse  of  ex- 
haust nozzles  for  the  purpose  of  making  engines  steam, 
and  increased  water  and  fuel  consumption 

6  Joints  between  superheater  units  and  the  saturated  and 
superheated  chambers  of  the  headers  leaking,  and  the 
cutting  out  of  the  units  at  the  neck,  between  the  ball 
joint  and  the  tube 

c  Too  httle  water  and  steam  space  over  top  of  firebox  and 
combustion-chamber  sheets  and  flues,  particularly  on 
grades  and  curves,  contributing  to  lower  superheat  tem- 
perature and  cylinder  efficiency,  and  to  superheater- 
unit  tubes  distorting  due  to  entrained  water  being  car- 
ried over  with  the  saturated  steam  from  the  boiler  to 
the  superheater,  causing  obstructions  in  and  damage 
to  superheater  tubes  and  obstructions  at  the  header 

d  Extreme  losses  in  steam  pressure  between  l)oiler  and  steam 
chests 
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6  Boiler  flues  clogging,  due  to  ash  and  cinders  packing'  in 
around  return  bends  and  centering  clamps  and  tubes. 

95  While  the  superheater  has  generally  been  considered  as  a 
part  of  the  boiler,  particularly  as  regards  its  evaporation  of  entrained 
moisture  in  the  saturated  steam,  it  has  no  relation  whatsoever 
thereto  insofar  as  its  individual  functioning  is  concerned,  and  the 
more  that  the  saturated-steam-conducting  and  superheated-steam- 
deUvering  conduits,  as  well  as  the  superheater  equipment  in  itself, 
can  be  divorced  from  the  boiler  and  front-end  connections  and 
their  proper  fxmctions  without  introducing  separately  fired  appa- 
ratus, the  better  will  be  the  general  results  from  the  standpoint  of 
efficiency,  maintenance,  operation  and  economy  of  the  locomotive 
as  a  whole. 

96  Some  of  the  points  to  be  considered  in  correcting  existing 
deficiencies  may  be  stated  as  follows: 

97  Steam  Temperature.  The  steam  temperature  should  be 
uniform  for  the  variable  speeds  and  capacities  of  operation.  At  the 
present  time  high  temperatures  obtain  only  at  high  speeds  and 
capacities.  A  minimum  temperature  of  650  deg.  fahr.  quickly  after 
starting,  and  of  700  deg.  at  maximimi  power  and  speed,  would  be 
much  more  effective  and  economical.  For  example,  a  locomotive 
equipped  for  generating  350  lb.  steam  pressure  and  300  deg.  super- 
heat —  representing  a  total  temperature  of  about  736.4  deg.  fahr. 
—  will,  as  compared  with  one  using  200  lb.  steam  pressure  and  300 
deg.  superheat  —  representing  a  total  temperature  of  about  687.9 
deg.  fahr. — require  an  increase  of  only  18  B.t.u.,  or  1.3  per  cent 
in  total  heat  in  the  steam,  and  an  increase  of  only  48.5  deg.,  or  7.05 
per  cent  in  the  temperature  of  the  steam  to  produce  an  increase  of 
150  lb.  or  75  per  cent  in  the  steam  pressure. 

98  Dome  or  Steam  OvUet.  This  should  be  fitted  with  baffles 
for  the  purpose  of  reducing  liability  of  priming  and  entrainment 
of  water  with  saturated  steam. 

99  Saturated-Steam  Delivery  Pipe.  This  should  be  located 
outside  of  the  boiler  and  be  of  adequate  cross-sectional  area  to  re- 
duce steam-pressure  losses. 

100  Steam  Trap  or  Separator.  A  steam  trap  or  separator 
should  be  installed  between  the  saturated-steam  delivery  pipe 
and  the  superheater  saturated-steam  chamber  for  the  piurpose  of 
further  eliminating  moisture  and  condensation  from  the  super- 
heater units  and  also  as  a  reevaporation  chamber. 


1024      SCIENTIFIC  DEVELOPMENT  OF  THE   STEAM  LOCOMOTIVE 

101  Superheater  Header  or  Saturated-  and  Superheated'Steam 
Chambers  should  be  removed  from  the  interior  of  the  front  end. 

102  Superheater  Units  should  consist  of  not  more  than  two 
tubes  per  boiler  flue  and  should  be  of  such  design  and  arrangement 
as  will  admit  of  location  close  to  the  top  of  the  flue,  in  order  to  per- 
mit free  passage  for  cinder  and  ash  and  cleaning  of  flues. 

103  Unit  Joints  to  Saturated-  and  Superheated-Steam  Chambers. 
Unit  joints  should  be  removed  from  the  direct  path  of  gases  and 
cinders  so  as  to  avoid  cutting  out,  and  should  be  supported  in  a 
positive,  equalized  and  flexibly  yielding  manner  to  prevent  leakage 
due  to  the  loosening  of  one  joint  causing  the  loosening  of  another 
and  so  that  the  joint  bolts  can  be  tightened  at  the  top  of  the  header 
castings. 

104  Superheater  Dampers.  These  should  be  kept  in  good 
operating  condition  so  that  when  the  steam  ceases  to  flow  through 
the  superheater  units  the  products  of  combustion  will  stop  flowing 
through  the  superheater  flues,  particularly  when  drifting  at  high 
gp>eeds. 

105  Steam  Delivery  Pipes  from  the  Superheated-Steam  Chamber 
should  be  made  of  adequate  cross-sectional  area  to  reduce  steam- 
pressure  losses  and  removed  from  the  interior  of  the  front  end  so 
that  no  joint  between  these  pipes  and  where  they  pass  through  the 
front  end  will  be  necessary. 

106  Automatic  Saturated-Steam  Supply  When  Drifting,  This 
is  essential  to  eliminate  the  human  element  and  insure  a  proper 
supply  of  saturated  steam  with  the  superheated  steam  just  before 
the  throttle  closes  and  continuously  thereafter.  A  jet  of  saturated 
steam  should  also  be  suppUed  to  the  exhaust  nozzle  to  neutralize 
the  gases  ordinarily  drawn  through  the  same  into  the  valve  chests 
and  cylinders. 

13     STEAM   DISTRIBUTION  AND   UTILIZATION 

107  The  work  developed  by  a  steam  locomotive  is  measured 
ill  drawbar  pull  and  drawbiir  horsepower  and  its  hauling  power  at 
s{K'ed  is  (loix^ndont  entirely  upon  its  ability  to  maintain  the  mean 
(^iTci'tivo  pri'ssun*.  In  other  words,  a  locomotive  developing  a  pull 
of  12.(MH)  lb.  at  the  drawbar  at  a  siXMjd  of  37J  miles  per  hour  travels 
at  thf  rato  of  :VM){)  ft.  |H'r  inin.  and  develoi)s  39,600,000  ft-lb.  or  1200 
drawbar  lip.  Wli^n  di'Vt^lopiii^  (KKX)  lb.  drawbar  pull  at  75  miles 
l>i'r  hour  tin'  ratr  will  br  (itiOO  ft.  jxt  niin.  and  the  drawbar  hp. 
d<*v(*ln|H'<l  will  )»<'  rJ(H).  or  tlir  same  a.<  in  the  previous  case.     There- 
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fore  drawbar  puD  should  be  considered  as  the  force  required  to  do 
the  work  and  drawbar  horsepower  should  be  considered  as  the 
measure  of  the  rate  for  doing  the  work,  and  the  two  should  not  be 
confused  in  calculating  the  hauling  capacity  and  speed  which  may 
be  produced  by  any  type  of  locomotive. 

108  Modem  types  of  locomotives  have  developed  at  low 
speeds  3000  i.hp.  and  at  high  speeds  3200  i.hp.,  and  comparative 
average  water  rates  through  the  complete  range  of  the  effective 
capacity  of  the  locomotive,  with  piston  speeds  of  from  600  to  1000 
ft.  per  min.,  have  been  obtained  as  shown  in  Table  5.  At  piston 
speeds  of  less  than  600  ft.  per  min.  the  water  rate  of  the  double- 
expansion  saturated-steam  locomotive  will  approximate  that  of  the 
single-expansion  superheated-steam  locomotive. 

TABLE  5     COMPARATIVE  WATER  RATES  OF  LOCOMOTIVES  WHEN 
USING  SATURATED  AND  SUPERHEATED  STEAM 


Cylinden 


Sin^e-e^panaion . . 
Sngle-ftTpftiMrion . 
Doable-expansion . 
DouUe-ezpansion . 


Steam 


Superheated 
Saturated 
Superheated 
Saturated 


Water  rate  per 
i.hp-hr.,  lb. 


16  to  20 
24  to  29 
15  to  18 
19  to  22 


109  Compounding,  With  the  exception  of  the  Mallet  articu- 
lated t3rpe  of  compounding,  the  multiple-expansion  system  of 
steam  utilization,  which  has  been  so  successful  in  marine  and  sta< 
tionary  practice,  has  not  made  the  progress  in  this  country  that  it 
has  in  Europe. 

110  The  failure  of  various  types  of  cross,  four-cylinder,  four- 
cylinder  balanced  and  tandem  double-expansion  locomotives,  in* 
troduced  from  25  to  15  years  ago,  to  produce  the  predicted  economy 
was  due  largely  to  factors  of  indifferent  design,  low  boiler  pressure, 
excessive  condensation,  lack  of  proper  maintenance  and  operation, 
poor  fuel  and  road  failures.  Clearance  limitations  also  restricted 
the  size  and  arrangement  of  the  low-pressure  cylinders,  while  at  the 
same  time  the  single-expansion-cylinder  superheated-steam  loco- 
motives gave  opportunity  for  greater  hauling  capacity  and  economy. 

111  The  three-cylinder  compound  has  frequently  been  ad- 
vocated owing  to  the  allowable  reduced  cylinder  diameters  and 
piston  thrusts  and  a  more  imiform  turning  movement,  but  its  use 
has  been  deferred  owing  to  central  main-rod  and  axle  compUcations. 
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112  There  is  no  doubt  but  that  a  properly  designed  super- 
heated cross-compound  locomotive  embodies  many  advantageous 
features  such  as  greater  starting  and  hauling  capacity  per  unit  of 
weight,  less  evaporating  surface  per  indicated  horsepower,  reduced 
fuel  and  water  consumption  and  less  boiler  repairs,  and  that  it  will 
return  to  favor  for  freight  service  in  combination  with  higher  boiler 
pressures  and  superheat,  due  to  the  necessity  for  greater  drawbar 
pull  and  horsepower  and  for  utilizing  all  superheat  before  its  final 
exhaust. 

113  Valve-Motion  Gear.  The  Stephenson  valve  gear,  through 
its  variable  lead  for  different  points  of  cut-oflF,  gives  one  of  the  best 
and  most  flexible  steam  distributions  for  locomotives.  However, 
its  undesirable  and  inaccessible  location  between  frames  and  driv- 
ing wheels  and  heavy  revolving  and  suspended  reciprocating  wear- 
ing parts  caused  the  writer,  in  1903,  to  introduce  the  Walschaerts 
valve  gear,  a  Belgian  invention,  in  connection  with  the  design  of 
the  Baltimore  and  Ohio  Railroad  Mallet  articulated  compound  No. 
2400. 

114  The  Walschaerts  gear,  as  well  as  other  outside  valve 
gears  now  generally  used,  is  accessibly  located  outside  of  the  frames 
and  driving  wheels  and  driven  from  both  the  crosshead  and  an 
eccentric  crank,  but  they  all  have  the  disadvantage  of  a  constant  lead 
and  of  being  affected  by  the  vertical  displacement  of  the  axle. 

115  By  eliminating  the  disadvantages  of  the  outside  valve 
gears  now  in  use  and  adding  certain  improvements  for  the  purpose 
of  increasing  the  ratio  of  expansion  and  shortening  the  ratio  of 
compression,  the  tractive  effort  can  be  increased  at  least  10  per  cent 
at  all  points  of  cut-off  and  the  fuel  consumption  reduced  5  per  cent 
through  ability  to  develop  the  same  drawbar  pull  with  a  shorter 
cut-off.  Such  a  change  will  add  greatly  to  the  efficiency  of  the 
steam  locomotive,  particularly  when  it  is  reciilled  that  the  average 
inside  or  outside  valve  gear  slightly  out  of  adjustment  represents 
(•()nsid(Tal)Ie  loss  in  hauling  power  and  in  fuel  economy.  Tests 
made  show  that  valves  out  of  adjustment  are  responsible  for  from 
S  to  21  per  cont  increase  in  fuel  consumption  per  ton-mile  as  comr 
pa  rod  with  valvos  proi>crly  set. 

lit)  \Mii'r(^  compound  cylindei's  are  useil  a  steam  expansion 
rc^ulatcn-  sliould  be  incorporated  with  the  motion  gear  to  effect  the 
automatic  iudcpcndcut  adjustment  of  the  cut-off  for  each  of  the 
hitrh-  an«l  low-pressure  cylinders  for  the  purpose  of  obtaining  certain 
cvlin«ler   ratios,  and  at  the  same  time  bring  the  cut-off  in  hanncmy 
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at  the  center  of  the  quadrant.  By  this  means  the  ratio  between 
the  high-  and  low-pressure  cylinders,  which,  for  example,  should 
properly  be  1  to  3  at  starting,  can  be  brought  to  1  to  4  at  cut-oflF, 
thereby  injuring  easy  exit  of  the  exhaust  steam  from  the  low-pres- 
sure cylinder  and  at  the  same  time  automatically  distributing  the 
work  properly  between  the  two  cylinders  at  speed.  In  this  way  a 
compound  locomotive  of  the  Mallet  articulated  type  can  be  made  to 
develop  at  least  55  per  cent  of  its  rated  tractive  power  at  a  speed 
of  from  8  to  10  miles  per  hour,  when  operating  at  25  miles  per  hour, 
and  there  will  be  a  gain  in  tractive*  p)ower  of  about  15  per  cent  at 
25,  and  of  about  10  per  cent  at  30  miles  per  hour.  In  fact,  a  drop 
in  the  drawbar  pull  in  a  Mallet  articulated  compoimd  locomotive 
on  account  of  speed  should  not  materially  increase  beyond  that  of 
a  single-expansion  engine. 

117  Cylinder  Clearance.  The  inauguration  of  the  use  of  the 
inside-admission  piston  valve  and  of  superheated  steam  has  brought 
with  it  the  wasteful  effects  of  larger  cylinder  clearance,  due  prin- 
cipally to  the  use  of  a  valve  of  too  large  diameter  and  an  indifferent 
design  of  valve  chest  and  ports  in  combination  ^dth  the  cyUnder 
castings. 

118  To  somewhat  overcome  this  trouble  the  piston  valves 
were  increased  in  length,  with  subsequent  breakage  of  castings 
through  the  vertical  ports,  particularly  as  the  result  of  water  from 
condensation  and  unstayed  flat  surfaces. 

119  The  use  of  smaller-diameter  piston  valves  located  close 
to  the  cylinder  and  connected  with  properly  designed  expanding 
steam  ports,  will,  in  combination  with  improved  material  and  work- 
manship, correct  these  generally  existing  deficiencies. 

120  Cylinder  Back  Pressure.  About  75  per  cent  of  the  cylin- 
der back  pressure  is  due  to  the  use  of  the  exhaust  steam  to  produce 
draft  for  combustion,  evaporation  and  superheat.  Assuming  that 
for  every  100  hp.  in  steam  used  only  60  per  cent  is  utilized  in  pro- 
ducing actual  tractive  power,  then  40  per  cent  is  wasted  through 
the  exhaust,  of  which  75  per  cent  is  chargeable  to  steam  and  super- 
heat generation. 

121  Much  remains  to  be  done  in  the  way  of  enlarging  exhaust- 
steam  openings  from  the  cylinder  to  the  atmosphere  and  in  reducing 
existing  sharp  turns,  cramped  passages  and  obstructions  to  the  free 
passage  of  steam  through  them;  and  also  in  the  development  of  an 
exhaust  stand  and  nozzle  that  will  combine  the  advantages  of  the 
single  and  double  types.       It  has  been  found  that  by  enlarging  a 
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Si-in.-diameter  exhaust  nozzle  to  Sf  in.  or  about  9.3  per  cent  in 
area,  fuel  consumptions  have  decreased  from  15  to  20  per  cent, 
depending  upon  fuel  and  weather  conditions,  and  that  the  locomotive 
efficiency  has  been  increased  from  10  to  15  per  cent,  depending  upon 
cut-off  and  speed. 

122  Valves  and  Cylinders,  Inside-admission  piston  valves,  al- 
though inherently  deficient  with  respect  to  water-  and  compression- 
relieving  capacity,  have  many  advantages,  particularly  for  super- 
heated steam,  and  the  application  of  double-ported  valves  for 
low-pressure  cylinders  has  worked  out  satisfactorily. 

123  Various  tests  and  many  years*  experience  have  demon- 
strated through  the  l)etter  use  of  steam  and  the  resulting  reduction 
of  jerking,  pulling  and  stresses  on  valve  stem  and  gear,  unbalanced 
pressure,  frictional  contact,  valve  and  bushing  wear,  leakage,  and 
lubrication,  the  practical  advantages  of  a  minimum  diameter  and 
weight  of  valve  with  the  circumference  no  greater  than  the  length 
of  a  slide-valve  port  and  with  every  inch  of  bushing  port  made 
effective  and  designed  in  conformity  with  the  well-known  principles 
governing  the  flow  of  gases  so  as  to  eliminate  eddies  and  baffling  in 
the  steam  flow  between  valve  and  cylinder. 

124  In  addition  to  reducing  the  weight  of  a  valve  by  reducing 
its  diameter,  it  cixn  be  further  lightened  by  using  a  smaller  spool,  as 
experience  has  proven  that  with  simple  cyUnders  an  area  of  opening 
through  the  valve  body  equal  to  one-half  the  area  of  a  single  ex- 
haast-nozzle  orifice  is  sufficient  to  obviate  the  hammering  of  the  ex- 
haust steam  on  the  valve  ends.  With  cross-compound  cylinders  the 
conditions  arc  even  more  favorable,  due  to  the  receiver  pressure. 
Furtherinon^  there  is  still  a  possibility  of  considerably  reducing 
weight  in  bull-ring  and  follower  designs,  which  will  further  reduce 
the  stresses  in  valve  rods  and  gears  that  have  been  found  to  increase 
with  the  si^)eeil,  cut-off  and  weight  of  valve. 

125  There  is  also  considerable  opportunity  to  improve  pack- 
ing rings  by  locking  and  putting  them  in  absolute  steam  balance, 
preventing  exhaust  rings  fn)m  collapsing  under  compression  or  being 
forced  from  grooves  into  [X)rts  between  bridges,  and  stopping  leak- 
age^ of  live  steam  to  the  exhaust  side  of  the  valve. 

12i)  Kxtonded  roils  and  carriers  for  the  front  ends  of  both 
valvos  and  pistons  have  also  l)een  found  essential  to  the  best  results. 

127  Two  rofinod-gray-iron  packing  rings  should  be  suflbnent 
for  all  ]>istons.  and  two-piece  one-ring  piston  and  valve-rod  p»^l""g 
of  a  suitaMo  aluniiinnn  alloy  should  be  satisfactory. 
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128  Wherever  possible  the  center  Une  of  each  cylinder,  under 
normal  working  condition,  should  be  in  horizontal  alignment  with 
the  centers  of  the  driving  axles. 

129  All  cylinders  should  be  equipped  with  suitable  bypass 
valves. 

130  Piston  Speeds.  Frequent  errors  have  been  made  in  not 
properly  proportioning  the  driver-wheel  diameter  and  stroke  of  the 
piston.  Slow  speed  and  high  ratios  of  expansion  are  factors  partic- 
ularly favorable  to  superheated  steam,  and  piston  speeds  of  from 
700  to  1000  ft.  per  min.  will  insure  the  best  results. 

131  General.  With  superheated  steam  too  much  attention 
cannot  be  given  to  the  foregoing  and  other  details  in  valve  and 
cylinder  design  and  material,  as  the  waste  of  steam,  heat  and  p)ower 
at  these  points  has  much  to  do  with  keeping  down  the  thermal 
efficiency  of  the  locomotive  as  a  whole. 

14     WASTE-HEAT   DISTRIBUTION  AND  UTILIZATION 

132  As  a  reasonable  estimate  would  show  that  40  per  cent  of 
the  heat  in  the  steam  and  in  the  products  of  combustion  is  exhausted 
from  the  stack,  any  considerable  part  of  this  heat  that  can  be  re- 
claimed for  preheating  boiler  feedwater  will  add  greatly  to  the 
overall  efficiency  of  the  locomotive  and  to  the  saving  in  fuel. 

133  The  principal  means  through  which  to  accomplish  this 
saving,  in  a  practical  way,  are  exhaust-steam  heaters  and  flue-gas 
economizers,  both  of  which  can  be  readily  adapted  to  a  modem 
steam  locomotive. 

134  Exhaust-Steam  Healers,  With  the  many  steam-using 
auxiliaries  such  as  those  for  air  compressing,  boiler  feeding,  valve- 
gear  operating  and  electric  Ughting,  which  operate  when  the  loco- 
motive is  standing,  drifting  or  working,  a  combination  open  and 
closed  type  of  feedwater  heater  and  purifier  for  the  utiUzation  of 
the  exhaust  steam  from  these  auxiliaries,  supplemented  if  necessary 
by  steam  from  the  main  engine's  exhaust,  should  receive  prompt 
consideration. 

135  From  actual  service  tests  of  closed  types  of  heaters,  made 
on  modem  superheated-steam  locomotives,  uising  a  portion  of  the 
main-engine  exhaust  steam  only,  it  has  been  found  that  a  feedwater 
temperature  approximating  240  deg.  fahr.,  or  within  15  deg.  of  the 
exhaust-steam  temperature,  can  be  obtained  without  interfering 
with  the  draft  required  for  maximum  steam  and  superheat  genera- 
tion. 
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136  Fine-Gas  Economizers.  High  steam  pressure  and  high 
superheat  unquestionably  save  steam,  and  while  comparatively 
little  heat  is  required  merely  to  superheat  steam  —  probably  not 
more  than  one-third  as  much  as  to  preheat  boiler  feedwater,  never- 
theless, owing  to  the  high  rate  of  combustion  and  evaporation  and  in 
the  process  of  superheating  much  heat  is  usually  wasted,  as  the 
gases  from  which  the  steam  receives  its  heat  must  be  hotter  than 
the  steam  itself. 

137  The  higher  the  steam  pressure  the  less  is  the  average 
difTercncc  in  temperature  between  the  gases  of  combustion  and  the 
contents  of  the  boiler,  therefore  the  slower  the  transmission  of  heat 
the  greater  the  work  of  the  economizer  may  be.  Likewise  the  lower 
the  efficiency  of  the  boiler  will  be  if  it  is  not  supplemented  by  an 
economizer. 

138  An  economizer  will  heat  the  feedwater  to  a  higher  tem- 
perature than  an  exhaust-steam  heater  and  wiU  recover  most  of  the 
waste  heat  resulting  from  high  steam  pressure  and  high  superheat, 
as  it  is  able  to  recover  low-temperature  heat  that  has  escaped  from 
the  boiler  evaporating  or  superheater  surfaces  because  the  average 
temperature  of  the  fee<l water  within  the  economizer  —  which  should, 
if  practicable,  be  brought  up  to  the  boiler  evaporating  temperature 
—  is  much  lower  than  the  temperature  of  the  water  in  the  boiler. 

139  As  locomotive-smokclK)x  superheaters,  now  obsolete, 
have  dcmonstrat('d  that  50  deg.  of  superheat  may  be  obtained  from 
flue  gases  at  GOO  deg.  fahr.  there  should  \ye  no  difficulty  in  devising 
a  locomotive  economizer  that  will  produce  very  effective  results, 
in  combination  with  high  boiler  pressures,  superheat  and  draft, 
without  baffling  the  lx)iler  draft  and  evaporating  capacity.  In 
fact,  with  an  average  boiler  efficiency  of  60  per  cent  and  an  econo- 
mizer efficiency  of  50  per  cent  the  possibility  of  recovering  from  25 
to  50  ix'r  cent  of  the  st^iok-gas  losses  and  increasing  the  thermal 
officionoy  of  the  entire  unit,  is  within  the  limits  of  possibility. 

140  ikneruL  Another  factor  favoring  the  use  of  oombiDa- 
tion  exhaust -steam  heaters  and  flue-gas  economizers  is  the  oppoi^ 
t unity  to  n'duiv  the  noise  and  nuisiince  now  created  by  the  steam 
exhausting  from  the  main  and  auxiliary-  engines  through  the  muflUng 
o\  the  exhausts. 

15     VKimo.V    A\P    RKSlsr.WiK 

in  Friction,  Hie  only  form  of  useful  friction  to  which  the 
st«*ain  liH'oinotive  is  su^jeet  is  tliat  whieh  occurs  I'^tween  the  driv- 
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ing  wheels  and  rails  for  adhesive  purposes.  All  other  friction  due  to 
oscillation,  concussion,  rolling,  wheel  flanges  and  treads,  journals, 
cylinders,  valves,  valve  gear,  crossheads,  center  and  side  bearings, 
coupler  side  play  and  the  like,  absorbs  a  considerable  percentage  of 
the  power  developed  by  the  steam. 

142  Maximum  machine  efficiency,  or  ratio  of  drawbar  to  in- 
dicated horsepower,  is  usually  obtained  at  speeds  of  from  25  to  50 
miles  per  hour  and  ranges  from  80  to  85  per  cent,  above  which  speeds, 
due  to  increased  friction,  it  gradually  decreases  to  about  70  per 
cent  at  75  miles  per  hour.  For  example,  with  a  locomotive  devel- 
oping about  2000  i.hp.  at  a  speed  of  30  miles  per  hour,  about  325 
hp.  would  be  lost  in  internal  or  machine  friction. 

143  During  the  past  ten  years  the  increased  rigid  wheelbase 
and  axle  loads,  greater  lateral  rigidity,  larger  cylinders,  valves  and 
revolving  and  sUding  bearings,  substitution  of  grease  for  oil  lubri- 
cation, and  greater  number  of  frictional  parts,  have  tended  to  in- 
crease the  machine  friction  and  consequently  the  horsepower,  draw- 
bar pull,  and  steam  and  fuel  losses,  all  of  which  are  factors  that 
should  receive  proper  consideriEition  in  new  designs. 

144  Resistance.  Other  than  the  resistances  resulting  from 
machine  friction,  the  locomotive  is  subject  to  those  due  to  grades, 
curves,  weather,  wind  and  head  air,  which  latter  is  more  particu- 
larly affected  by  the  general  design. 

145  As  the  horsepower  required  to  overcome  front  air  pres- 
sure increases  with  the  cube  of  the  speed  plus  the  resistance  due  to 
the  "air  in  motion,''  reduction  of  transverse  flat  surfaces,  smooth- 
ing off  of  projections,  vestibuling  of  openings  and  use  of  general 
curves  parallel  to  the  natural  flow  of  the  air  should  be  carefully  con- 
sidered in  high-speed  locomotives,  particularly  in  view  of  the  high 
fuel  consumption  and  machine  friction  and  the  relatively  small 
proportion  of  drawbar  pull  available  for  hauling  trains  at  high 
velocities. 

146  The  possibilities  in  this  direction  can  best  be  illustrated 
by  a  statement  of  the  relative  atmospheric  resistance  on  bodies  of 
different  shapes,  as  follows: 

Flat,  abutting  surfaces 100  per  cent 

Cone,  single,  apex  ahead about      85  per  cent 

Cone,  double,  apices  ahead  and  back about      25  per  cent 

147  While  the  complicated  design  of  a  steam  locomotive,  par- 
ticularly as  regards  the  appUcation  of  its  accessories,  makes  the  use 
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of  relatively  smooth  outside  surfaces  generally  impracticable,  still 
much  has  been  done  along  this  line  on  some  of  the  European  rail- 
roads that  can  be  adopted  by  us  to  good  advantage. 

16    ACCELERATION 

148  In  order  that  the  railway  engineer  may  have  before  him 
some  data  jus  to  what  is  being  accomplished  in  the  way  of  accelera- 
tion, which  factor  is  fairly  representative  of  the  power,  speed  and 
traction  that  can  be  developed  in  a  vehicle,  it  may  be  well  to  state 
what  is  being  done  by  other  mobile  power.  For  example,  an  ordi- 
nary passenger  automobile  equipped  with  twelve  3-in.  by  5-in.  cyl- 
inders, having  a  piston  displacement  of  424  cu.  in.  and  a  gross 
weight  of  5300  lb.,  will,  on  a  level  highway,  in  direct  drive,  accele- 

TABLE  6  FORCE  REQIHRED  IN  LOCOMOTIVE  ACCELERATION 


Avenge  force  required 

From  rest  to  given  speed 

Time  aUowed  in  seconds 

per  ton  of  engine  and 

in  milen  per  hour 

tender  to  OTrTcome 
inertim  only,  lb. 

10 

60 

16 

20 

60 

82 

30 

60 

48 

40 

60 

64 

50 

60 

80 

60 

60 

96 

70 

60 

113 

80 

60 

128 

rate  from  a  standing  start  to  a  speed  of  35  miles  per  hour  in  14  sec., 
and  to  a  speed  of  (50  miles  per  hour  in  26  sec. 

140  In  a  steam  locomotive  the  effects  of  inertia  are  distributed 
throughout  the  machine,  due  to  the  variable  speed  and  action  of 
the  locomotive  as  a  whole  as  well  as  of  its  reciprocating  and  revolv- 
ing parts,  and  in  order  to  indicate  the  force  necessary  to  overcome 
this  inertia  and  produce  a  particular  speed  in  a  given  time,  per  ton 
of  2000  lb.  of  engine  and  tender,  exclusive  of  the  resistance  due  to 
grade,  curvature  and  friction,  the  data  in  Table  6  may  be  of  in- 
terest. 

ir>0  As  th('  train  resistance  incrciises  and  the  drawbar  pull  of 
the  locomotive  decreases  due  to  speed,  acceleration  rapidly  becomes 
a  diminishiii^  (|uaiitity.     Thorefon;  in  order  to  expedite  train  move^ 
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ment  locomotives  should  be  designed  and  adjusted  so  as  to  permit 
of  the  highest  possible  rate  of  acceleration  in  the  shortest  distance 
after  starting,  in  order  that  the  maximum  desired  running  speeds 
can  be  reached  in  the  minimum  of  time  during  which  the  greatest 
evaporating  capacity  of  the  boiler  is  available.  In  locomotives  de- 
signed with  trailer  wheels  a  great  deal  of  otherwise  available  adhesive 
power,  particularly  for  starting  and  acceleration  purposes,  is  being 
wasted  and  the  utilization  of  this  lost  adhesive  weight  by  the  elimina- 
tion of  trailer  wheels,  or  by  the  application  of  an  independent  means 
of  power  for  their  propulsion,  would  accomplish  a  great  deal  in  the 
way  of  starting  and  accelerating  trains  to  speeds  of  from  15  to  20 
miles  per  hour. 


17     DECELERATION 

TABLE  7     DATA  SHOWING  RESULTS  OF  VARIOUS  METHODS  USED   IN 

DECELERATING  STEAM  LOCOMOTIVES 


Rails  not  sanded 

Rails  sanded 

Method  of  braking 

Distance 

to  stop, 

ft. 

Time 

to  stop, 

sec. 

Distance 

to  stop, 

ft. 

Time 

to  stop, 

sec. 

Driver  and  tender  brakes 

250 
410 
540 

275 
450 
520 

11 
18 
23 

12 
20 
25 

260 

•  >  • 
■  •  • 

leo 

280 
265 

11 

Driver  brakes 

Tender  brakes 

Driver    and     tender     brakes    and    engine 
reversed 

9 

No  brakes  and  endne  reversed 

12 

No  hrAlcMf  *nd  Anffini^  "pIuKK*^"  -       r 

11 

151  The  deceleration  or  retardation  of  a  steam  locomotive  is 
now  universally  produced  by  brake  shoes  brought  against  the  treads 
of  the  driving  and  truck  wheels  by  various  means,  the  ideal  method 
being  where  the  maximum  stopping  effort  is  at  all  times  under  the 
positive  control  of  the  engineer.  WTiile  the  reversing  of  the  engine 
with  or  without  the  use  of  steam  effects  varied  degrees  of  stopping 
power  without  the  use  of  brake  shoes,  this  method  is  generally  too 
slow  and  cumbersome  for  present-day  requirements. 

152  The  principal  factors  involved  in  retardation  by  braking 
are: 

a  Adhesion  between  the  driver  and  truck  wheels  and  the 
rail 
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b  Brake-shoe  retarding  efficiency 

c  Braking-power  efficiency 

d  Quick  and  uniform  application  of  maximum  braking  pres- 
sure on  first  application,  with  diminishing  pressure  as 
speed  decreases,  to  prevent  wheel  sliding  and  flatten- 
ing. 

153  The  locomotive  test  data  given  in  Table  7  show  the  results 
of  various  methods  for  producing  deceleration.  In  these  tests  the 
engine  was  braked  at  70  per  cent  of  its  total  working  weight  on 
drivers  and  the  tender  at  100  per  cent  of  its  light  weight.  All  tests 
were  made  on  a  comparative  basis  on  level  track,  from  a  speed  of 
30  miles  per  hour  to  a  full  stop. 

154  With  the  best  existing  air-brake  practice  a  Pacific-type 
passenger  locomotive  weighing  about  80  tons  on  80-in.-diameter 
driving  wheels  and  from  200  to  220  tons  total  for  engine  and  tender 
in  working  order,  will,  when  braked  to  from  110  to  90  per  cent  of 
the  total  weight,  make  stops  on  straight  level  track  imder  good  rail 
conditions  from  a  speed  of  60  miles  per  hour  in  distances  of  from 
1200  to  1600  ft.  and  in  from  25  to  30  sec,  respectively,  whereas  from 
a  speed  of  30  miles  per  hour,  under  otherwise  identical  conditions, 
stops  can  be  made  in  distances  of  from  275  to  325  ft.  in  from  12  to 
13  sec,  respectively.  When  braked  at  150  per  cent  the  stopping 
distance  from  a  speed  of  60  miles  per  hour  can  be  reduced  to  about 
1000  ft. 

155  Deceleration  is  as  much  a  factor  in  expediting  train  move- 
ment as  acceleration,  particularly  with  long  and  heavy  trains  and 
grades,  and  improved  brake-shoe  design,  material,  flexibility  and 
I)caring  area  in  combination  with  clasp  types  of  brakes  for  aU  wheek 
would  do  much  toward  providing  greater  stopping  control  over 
large  and  high-speed  steam  locomotives  and  thereby  avoid  the 
necessity  for  resorting  to  the  use  of  the  engine-cylinder  back  pres- 
sure to  produce  adequate  braking  power  without  liability  for  skid- 
ding; and  flattening  the  driving  wheels. 

18    LUBRICATION 

156  It  is  false  economy  to  restrict  the  quantity  of  lubricants 
used  or  to  eni])Ioy  inferior  lubricants  to  an  extent  that  results  in 
excessive  friction,  wear  and  tear,  and  any  saving  thus  effected  is 
many  times  over  cx|)ended  in  delays,  repairs  and  fuel.  At  the  same 
time  probably  no  locomotive  supplies  are  handled  more  wasteful^ 
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or  ignorantly  than  oil  and  grease,  due  to  the  lubricant  not  being 
applied  or  used  in  the  proper  manner. 

157  DiflSculty  of  access  to  the  various  bearings  to  Ije  lubri- 
cated and  the  necessity  for  frequent  hand  oiling  have  no  doubt 
contributed  to  lubrication  waste  and  trouble,  but  during  the  past 
15  years  the  substitution  of  grease  for  oil  on  many  bearings,  the  use 
of  larger  driving  wheels  and  lower  piston  speeds,  and  greater  ac- 
cessibility to  certain  parts  as  obtains  from  the  use  of  outside  instead 
of  inside  valve  gears  and  journals,  have  brought  about  a  substantial 
improvement. 

158  The  principal  lubricants  now  used  are:  valve  oil  for  steam 
exposed  valves  and  cylinders;  grease  for  those  bearings  to  which  it 
has  been  found  adaptable,  such  as  driving-axle  and  crank-  and  cross- 
head-pin  journals;  and  machinery  oil  for  all  other  parts,  particu- 
larly where  there  is  no  regular  revolving  motion,  such  as  guide  and 
shoe  and  wedge  faces,  and  valve-gear  bearings.  While  graphite 
is  used  to  some  extent  in  combinaticm  with  valve  and  engine  oils 
and  grease,  its  tendency'  to  clog  oil  holes  and  grooves  has  limited  it« 
application. 

159  Grease  and  oil  are  made  in  sununer  and  winter  grades 
to  somewhat  counteract  the  higher  coefficient  of  friction  during  the 
cold  as  compared  with  the  warm  weather,  ifbich  materially  increases 
the  machine  friction  and  resistance. 

160  Vahe  Oil.  The  usu^  method  of  feeding  valve  oil  is 
throu^  a  steam-condensing  lubricator.  However,  this  method 
gives  an  irregular  feed  of  oil  to  engine  valves  and  C3dinderB  if  no 
change  is  made  in  the  adjustment  of  the  sight  feeds  when  the  loco- 
motive is  at  rest,  working  with  a  light  or  a  full  throttle,  or  drifting. 
With  high  steam  pressures  and  f5uperheat  a  suital>le  automatic 
force-feed  lubricator,  located  near  the  steam  dia$ts,  witli  individual 
feeds  to  engine  valves  and  e3'linders  and  adjusted  to  insure  a  posi- 
tive and  uniform  feed  of  oO  per  cent  of  the  <A1  to  each  of  the  valves 
and  cylinders  at  all  times  when  the  locomotive  is  moving,  will  un- 
questionably give  better  result*. 

161  Piston  and  valve  rods  equipped  with  a  suitable  alunu- 
num-zinc-lead  alloy  metallic  packing  should  not  require  lubrica- 
tors or  swabs  except  on  roads  where  a  high  peroecita^  of  drifting 
obtains. 

162  Superheat  valve  oil  ifc  unneoewMwy^  as  earbonij&atioo  of 
oil  is  due  to  air  admissic^  to  engine  valve  cbest^  tad  C3dioders  when 
their  temperature  is  greater  ihtm  ti*e  flaiib  poiBt  <4  the  oil  med  sad 
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is  also  aggravated  by  the  induction  of  gas  and  cinders  through  the 
exhaust  nozzle. 

163  Grease.  While  a  bath  of  oil  is  the  ideal  method  for  the 
lubrication  of  heavily  loaded  frictional  surfaces,  this  method  has 
not  as  yet  been  adapted  to  the  locomotive.  In  order  to  overcome 
heating  troubles  occurring  with  direct  feed,  waste,  curled  hair, 
swab,  pad  and  siphon  methods  of  oil  lubrication  in  combination  with 
bearings  subjected  to  from  400  to  5000  lb.  pressure  per  sq.  in.  of 
projected  area,  the  use  of  grease  has  been  universally  established  for 
driving-axle  and  crank-  and  crosshead-pin  journals. 

164  The  results  of  tests  made  to  determine  the  respective 
coefficients  of  friction  of  oil-  and  grease-lubricated  journals  show 
the  fonner  to  be  about  0.02  and  the  latter  about  0.03.  Therefore, 
while  the  internal  or  machine  friction  of  the  modem  locomotive  has 
been  considerably  increased  due  to  the  use  of  solid  lubricants  in 
combination  with  relatively  high  bearing  pressures,  and  the  wear 
on  these  frictional  surfaces  has  been  materially  increased,  grease 
has  nevertheless  protected  bearings  that  would  otherwise  have 
heated  and  its  use  will  no  doubt  be  continued  until  a  satisfactory 
automatic  force-feed  method  of  oil  lubrication  is  devised. 

165  Machinery  Oil.  This  is  the  ideal  lubricant  for  wearing 
parts  not  subjected  to  excessive  concentrated  pressures  and  tem- 
peratures and  should  be  employed  wherever  a  better  distribution 
of  the  work,  proportion  of  parts,  or  method  of  application  will  per- 
mit of  its  use. 

166  Machinery  oil  is  now  generally  fed  to  the  top,  side  or  un- 
derneath parts  of  the  bearings  to  be  lubricated  by  means  of  direct, 
needle,  j)lunger  or  siphon  feeds,  or  wool-waste  packing,  but  there 
is  opportunity  for  much  to  be  accomplished  in  the  development  of 
a  more  satisfactory''  and  automatic  means  for  its  application. 

19    INSULATION 

107  The  loss  of  heat  through  radiation  justifies  a  oonaider- 
able  oxfK^nditiire  for  its  prevention  and  the  most  practical  method 
for  reducing;  this  waste  is  to  first  design  and  locate  the  heat-traiu- 
niitting  parts  so  that  they  will  be  the  least  exposed  to  the  sunpimd* 
ing  atmos])here  and  to  then  make  use  of  a  good  non-conducting  lag* 
ging,  profHTly  applied. 

168  With  the  available  non-corrosive  heat-insulating  materials 
that  can  now  be  readily  moldo<l  into  sectional  blocks  to  any  fonn 
and  size  desired  for  ready  application  and  removal,  and  which  will 
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withstand  the  disintegrating  effects  of  heat,  vibrations  and  concus- 
sions incident  to  modem  locomotive  operation,  there  is  no  good 
reason  why  boilers,  fireboxes,  steam  pipes,  valve  chests,  cylinders 
and  heads,  air  pumps,  and  other  heat-radiating  accessories  or 
parts  should  be  left  exposed  in  the  way  they  generally  are,  with  the 
resultant  steam  and  fuel  losses. 

20    SAFETY  APPLIANCES 

169  The  Constitution  of  the  United  States  provides  in  Sec- 
tion VIII  that  Congress  shall  have  power  to  regulate  commerce 
among  the  several  states,  and  it  accordingly  enacted  a  law,  effec- 
tive January  1,  1898,  which  compelled  common  carriers  engaged  in 
interstate  traflSc  to  equip  steam  locomotives  with  p)ower  driving- 
wheel  brakes;  appUances  for  operating  train-brake  systems;  auto- 
matic couplers;  and  grab-iron  and  hand  holds.  Federal  and  state 
laws  since  enacted  cover  self-cleaning  ashpans,  electric  headlights 
and  boiler  and  machinery  factors  of  safety,  inspection,  testing  and 
appurtenances. 

170  Prior  to  the  enactment  of  these  laws  and  of  the  various 
rules  and  regulations  by  the  interstate  and  intrastate  commissions, 
the  majority  of  the  railroads  had  established  the  use  of  similar 
equipment  and  methods  as  well  as  additional  measures  and  devices 
for  greater  safety  in  operation  and  maintenance  such  as  improved 
design  and  stronger  materials;  fewer  parts;  better-fitted  and  locked 
bolts  and  nuts;  reduction  in  the  number  of  studs  and  plugs  under 
pressure;  automatic  air  signals;  spark  arresters;  speed  indicators 
and  recorders;  automatic  bell  ringers;  non-telescoping  appliances; 
metallic  steam,  oil  and  water  connections;  flexible  staybolts;  ar- 
ticulated engine  and  tender  trucks  and  safety  locomotive-control 
systems.  Furthermore,  the  practice  of  using  two  each  of  safety 
valves,  injectors,  feedwater  connections,  air  pumps,  water  and 
steam  gages,  and  similar  appliances  had  long  been  the  general  prac- 
tice. 

171  While  the  annual  reports  of  the  Interstate  Commerce 
Commission  on  personal-injury  accidents  chargeable  to  locomotive 
equipment  indicate  that  considerable  remains  to  be  done  to  improve 
safety  with  respect  to  boiler  fireboxes,  staybolts,  flues,  tubes,  plugs, 
studs,  blow-off  cocks,  water  gages  and  grate  shakers;  injectors  and 
connections;  lubricators;  squirt  hose;  reverse  gears;  main  and 
side  rods,  and  draft  gear;  a  great  deal  in  this  direction  has  been 
accomplished  during  the  past  seven  years  through  the  cooperation 
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of  the  railroads  and  the  locomotive  and  equipment  builders  with  the 
Interstate  Commerce  Commission  inspectors. 

172  Without  intelligent  and  proper  upkeep  and  working  on 
the  part  of  the  human  element  involved,  no  application  of  safety 
design,  material  or  appurtenance  can  be  expected  to  function  with- 
out failure;  and  while  it  is  the  intention  that  such  devices  will  pro- 
vide for  more  automatic  operation,  there  will  always  be  the  neces- 
sity for  constant,  vigilant  and  trained  manual  control  to  insure 
against  liability  for  man  or  machine  failure  or  accident. 

21     SPECIAL  APPLIANCES 

173  The  steam  locomotive,  other  than  the  boiler,  engine, 
frame,  running  gear  and  tender  proper,  is  largely  an  assembly  of 
special  appliances  for  firing,  combustion,  superheating,  steam  dis- 
tribution and  utilization,  feedwatcr  delivery,  lubrication,  insula- 
tion, heating,  lighting,  safety,  and  labor  saving,  and  of  devices  such 
as  trucks,  axles,  wheels,  tires,  springs,  l)earings,  brakes,  draft  gear 
and  boiler  fittings. 

174  These  appUances  and  devices  are  the  result  of  highly 
specialized  research,  designing  and  experimenting  by  the  railway- 
supply  and  -equipment  companies,  who  in  turn  are  largely  respon- 
sible for  the  development  of  the  steam  locomotive  during  the  past 
fifteen  years.  The  fact  that  greater  progress  has  not  been  made  is 
due  to  lack  of  substantial  encouragement,  assistance  and  codpera- 
tion  from  the  majority  of  the  railroads,  particularly  in  the  matter 
of  adequate  reimbursement  in  prices  paid  to  cover  the  cost  of  neces- 
sary improvements  in  material  and  manufacture;  to  enable  progres- 
sive research,  experimental  and  development  work;  and  to  furnish 
the  educational,  investigative  and  expert  service  that  they  are  re- 
quired to  perfonn  and  should  perform  for  the  railroads. 

175  With  the  cost  for  locomotive  fuel  and  repairs  averaging 
over  75  cents  per  mile  run,  or  five  times  what  it  was  ten  years  ago, 
the  cost  for  the  essential  design,  material,  construction  and  equip- 
ment of  the  locomotive  must  now  be  placed  on  an  engineering- rather 
than  on  a  purchasing-price  basis  in  conformity  with  other  hic^-daflB 
machinery  if  more  efiicient  and  economical  operation  and  main- 
tenance results  arc  to  be  obtained,  and  reference  to  a  few  particular 
si^ecial  ai)pliances  will  make  this  sclf-c\'ident. 

170  Tender  Trucks,  An  investigation  made  by  the  Interstate 
ComnuTce  Conunission  of  a  wreck  in  which  17  passengers  were 
killed  and  139  passengers  and  6  employees  were  injured,  detennined 
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the  cause  as  due  to  the  deraihnent  of  the  forward  truck  of  the  en- 
gine tender  on  account  of  the  latter  being  subjected  to  overturning 
and  derailing  forces  which  were  aggravated  by  irregularities  that 
existed  in  the  track. 

177  The  present  use  of  staggered  instead  of  square  rail  joints 
in  track  laying  results  in  considerable  vibration  and  surging  of 
tenders  when  first-class  track  surface  and  alignment  are  wanting. 
This  derailing  action  necessitates  the  use  of  a  flexible  type  of  tender 
truck,  such  as  will  make  it  possible  for  each  wheel  to  always  follow 
and  remain  on  the  rail  with  which  it  is  in  contact  without  regard  to 
any  other  wheel  in  the  truck,  if  liability  to  derailment  is  to  be 
avoided.  While  it  is  possible  to  safely  operate  tenders  having  rigid 
trucks  where  excellent  track  conditions  are  at  all  times  maintained, 
it  is  impossible  to  do  so  when  the  nature  of  the  sub-grade,  ballast 
or  weather  conditions  will  not  admit  of  such  maintenance,  and 
therefore  only  the  most  flexible  type  of  tender  truck  should  be 
used  for  the  purpose  of  insuring  proper  safety  in  operation. 

178  Truck  Wheels.  According  to  the  reports  of  the  Inter- 
state Commerce  Conmiission  there  were  954  derailments  on  the 
steam  railroads  during  the  year  1917  that  were  due  to  broken  flanges 
and  broken  and  burst  wheels;  these  caused  damage  to  railroad 
property  amounting  to  $1,132,030,  and  resulted  in  the  killing  of 
16  and  the  injury  of  72  persons.  While  these  reports  apply  to 
both  locomotives  and  cars,  still  they  indicate  the  urgency  for  im- 
provement. 

179  With  increasing  wheel  loads  and  speeds  and  higher  and 
longer  braking  pressures  the  chilled-iron  and  cast-  and  forged-steel 
wheels  must  not  only  be  of  the  best  design,  material  and  construction 
to  meet  the  most  severe  requirements  with  a  proper  d^;ree  of  safety, 
but  the  weights  should  be  reduced  to  an  economical  maintenance 
and  operating  basis.  Chilled-iron  and  forged-steel  wheels  have  be- 
come particularly  notorious  with  respect  to  non-productive  dead- 
weight resulting  from  unsuitable  or  surplus  metal,  or  both,  and 
necessity  will  now  demand  an  early  betterment. 

180  Mechanical  Stokers.  There  are  now  about  4000  locomo- 
tives equipped  with  mechanical  stokers,  of  which  more  than  one- 
half  have  been  applied  during  the  past  two  years  to  Mallet,  Santa  F6 
and  Mikado  types  of  locomotives  burning  coal  at  firing  rates  of 
5000  lb.  and  over  per  hour. 

181  The  past  reports  indicate  that  stoker-fired  looomotives 
bum  from  10  to  40  per  cent  more  coal  than  thoee  hand-^ied  —  which 


1040      SCIENTIFIC  DEVELOPMENT   OF  THE   STEAM   LOCOMOTIVE 

includes  the  additional  coal  used  for  operating  the  stoker  equipment 
—  and  that  the  cost  for  stoker  repairs  ranges  from  2  to  4  cents  per 
locomotive-milo.  Also  that  failures  occur  due  to  broken  stoker 
parts,  foreign  matter  in  coal  and  wet  coal.  The  kind  and  prepara- 
tion of  fuel  are  also  items  of  importance,  particularly  as  relating 
to  low-volatile  bituminous  and  anthracite  coal. 

182  It  is  doubtful  whether  any  considerable  progress  in  effi- 
ciency or  economy  will  be  made  in  the  stoker  firing  of  locomotives 
in  combination  with  the  limitations  now  imposed  by  burning  coal 
on  grates  or  in  retorts  with  forced  draft,  and  this  is  a  matter  of  the 
greatest  concern  in  the  economic  development  of  the  steam  loco- 
motive. 

183  Valve-Motion  Gear,  Existing  valve  gears  are  notorious 
for  irregularities  in  valve  movements  in  long  and  short  cut-offs, 
even  when  newly  applied  and  adjusted.  Ordinary  wear  and  tear 
do  not  improve  these  deficiencies  and  much  remains  to  be  done  to 
produce  a  valve-motion  gear  that  will,  through  the  production  and 
maintenance  of  correct  valve  movements,  greatly  increase  the  loco- 
motive starting  power,  hauling  capacity  and  thermal  efficiency. 

184  Superheaters.  AVhile  the  existing,  generally  used  super- 
heater has  made  the  modem  steam  locomotive  possible,  it  is  far 
from  being  perfected,  particularly  as  regards  lack  of  uniformity  in 
superheat  temperature  and  difficulties  from  entrained  moisture, 
leakages  at  element  and  header  connections,  clogging  of  boiler  flues 
and  superheater  elements,  and  air  leaks  around  outside  steam  pipes 
where  they  pass  through  the  front  end.  However,  the  separation  of 
the  superheating  equipment  from  the  boiler  proper,  so  far  as  practi- 
cable without  introducing  separately  fired  equipment,  in  combination 
with  other  refinements  in  design  and  operation  will  make  it  possible 
for  substantial  improvements  to  be  made. 

185  .4/r  Compressors.  Compressed  air  is  one  of  the  most 
expensive  mediums  for  producing  power,  particularly  when  the  com- 
pressing is  (lone  by  the  single-stage  system  which  is  still  in  use  on 
the  majority  of  locomotives.  As  the  steam  is  used  at  long  cut-off 
and  the  heat  of  compression  is  dissipated  and  represents  lost  work, 
an  average  of  from  70  to  85  lb.  of  saturated  steam  at  200  lb.  pressure 
is  HMiuiriMl  |XT  100  cu.  ft.  of  free  air  compressed  to  from  100  to  130 
II).  J  pressure. 

18t)  For  air  pressures  of  100  lb.  and  over  a  cross-compound 
steam  and  two-sta^o  air  compressor  with  intercooler  between  the 
air  cylindt'rs  should  W.  used.    This  will  easily  give  an  equivalent 
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compressed-air  production  on  from  one-third  to  one-fomth  of  the 
steam  consumption,  which  result  can  be  further  improved  by  the 
use  of  superheated  steam. 

187  Maxn-Driving-Axle  Boxes.  These  are  the  seat  of  one  of 
the  serious  deficiencies  in  the  locomotive  of  great  power.  As  any 
change  in  the  alignment  of  the  main  driving  axle  or  an  accumulation 
of  lost  motion  therein  immediately  affects  the  movement  of  the 
directly  or  indirectly  connected  main  and  inside  rods,  valves  and 
pistons,  it  is  most  important  that  this  axle  be  kept  in  close  adjust- 
ment at  all  times.  ' 

188  Increasing  the  length  of  driving  boxes  and  the  various 
means  devised  for  applying  and  adjusting  the  crown  bearings,  hub 
plates  and  shoes  and  wedges  have  not  yet  produced  the  required 
result  and  considerable  opportunity  for  improvement  still  remains. 

189  Laiercd'MoHon  Devices.  Restricting  the  lateral  move- 
ment over  leading  and  trailing  truck  and  driving  wheels  as  well  as 
in  tender  trucks  has  been  responsible  for  many  derailments  and 
much  wheel-flange  and  rail  resistance  and  wear,  particularly  with 
modem  designs  of  locomotives  of  long  wheelbase  and  high  center  of 
gravity.  Promising  results  have  obtained  from  the  development 
of  constant-resistance  lateral-motion  devices,  but  further  improve- 
ment is  needed  along  these  same  lines  to  meet  the  more  extended 
rigid-wheelbase  conditions. 

190  ThrotUe  Vcdves.  These  should  be  removed  from  the 
boiler  where  they  are  now  an  obstruction  to  making  boiler  inspec- 
tions and  are  inaccessible  for  inspection,  adjustments  and  repairs. 

22   POWER  FOR  acx::essories 

191  The  steam  locomotive  must  not  only  produce  super- 
heated steam  for  the  development  of  drawbar  pull,  but  also  supply 
saturated  steam  to  various  accessories  of  its  own  and  for  train  oper- 
ation. For  example,  a  modem  passenger  locomotive  is  required 
to  supply  power  to  operate  locomotive  and  train  air  brakes  and 
signals  as  well  as  train  lighting,  heating  and  ventilating  equipment, 
and  hot-  and  cold-water  systems;  in  addition  it  must  supply  steam 
or  compressed  air  for  the  operation  of  the  stack  blower;  coal  pusher, 
conveyor  and  distributor  for  mechanical  stoker;  drifting  throttle 
or  valve;  power  reverse  gear;  fire  door;  bell  ringer;  track  sander- 
ashpan  doors;  ashpan  blowing  and  tha wing-out  devices;  water 
scoops;  injectors;  so-called  smoke-prevention  devices;  heaters  for 
injector  feed  water  and   deUvery  connections;    squirt  hoee;    sight- 
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Uwnl  liil)ri(;aiors;  wlifKjl-flanKO  oilers;  and  where  fuel  oil  is  used, 
for  lieaiin^,  atomizing  and  injecting  oil  into  the  firebox;  also  the 
Hi(!ani  Miat  is  wjisied  through  pop  valves  and  the  energ}'  lost  by 
radiation  and  condensation,  all  of  which  represent  heat  that  does 
not  go  to  the  engine  cylinders  for  the  development  of  drawbar  pull. 
Thon^fore  as  high  as  20  per  cent  of  the  fuel  as  fired  for  an  average 
divisional  nin  may  be  used  for  these  accessories. 

102  For  example,  it  has  been  found  from  standing  and  road 
t^wt^j  made  by  the  Air  Brake  Association  that  the  cost  to  furnish 
only  the  compressed  air  to  operate  such  auxiliaries  as  power  reverse 
gears,  firo  doors,  l)ell  ringers,  sanders,  water  scoops  and  cylinder 
eo(»ks,  exclusive^  of  coal  pushers  and  ashpan  doors,  is  from  S200  to 
SlKK)  iHT  h)(H)motive  per  annum,  based  on  six  hours'  service  of  each 
locomotive  ]K>r  day.  In  arriving  at  these  figures  it  was  found  that 
from  25  to  75  lb.  of  saturated  steam  at  200  lb.  pressure  was  con- 
sumed, do|x'nding  ujKm  the  type  of  compressor  and  the  main  reser- 
voir pn^ssun*,  to  compress  100  cu.  ft.  of  free  air,  and  the  cost  for  fuel 
was  figured  at  $2  |)er  ton  on  the  tender.  The  figures  also  exclude 
such  factoi"s  jw  the  (H>st  of  handhng  coal  on  engines,  water,  and  de- 
priHuation  of  lH>ilor  and  compressor. 

\\y^  Not  only  has  the  use  of  compressed  air  been  found  to  Ije 
nu^t  ox|x*nsive  for  the  working  of  these  accessories,  but  the  reser\"e 
supply  for  train  braking  has  been  frequentlj-  drawn  upon  for  their 
oivration.  .\s  jx^wor  reverse  gears,  fire  doors,  water  scoops,  coal 
pushers,  ashjvin  diH)rs  and  like  devices  can  be  equipped  for  steam 
o^x'nition.  such  sul^titution  offers  possibilities  for  less  drain  on  the 
boiler  and  much  luvdinl  economy  in  the  cost  for  this  auxiliary-  power 
pixnluotii^n.  Moiwvor.  as  all  of  this  i»wer  for  accessories  is  pro- 
duv\sl  by  s;uurai<Hl  sioam.  some  means  for  sul>stituting  the  use  of 
sujvrheau\l  steam  h^r  tha<o  purjx^ses  whore  it  is  more  suitable  and 
ivo:uMr.u:U  shouKi  Iv  civen  due  oonsider.ition. 
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d  Mechanical  tenninal  delays 
e  Fueling 
/  Watering. 

195  AcceleraHon  and  Deceleraiian.  These  factors  have  al- 
ready been  considered  in  preceding  paragraphs,  and  it  is  only  neces- 
sary to  add  that  much  time  is  to  be  gained  in  quickening  the  start- 
ing and  stopping  of  locomotives.  Any  engineer  who  has  noted  the 
length  of  time  usually  taken  to  get  a  passenger,  freight  or  switching 
locomotive,  either  light  or  loaded,  under  headway  and  to  reduce 
the  speed  for  a  stop,  will  appreciate  what  this  may  amoimt  to. 

196  Mechanical  Road  Delays.  These  may  be  classed  as  due 
to  engine,  fuel,  water  and  man  causes. 

197  With  the  adaptation  of  locomotives  best  suited  for  re- 
gional requirements  and  with  proper  improvements  in  design,  ma- 
terial, construction,  inspection,  testing  and  upkeep,  "engine  causes" 
can  practically  be  eliminated. 

198  Through  the  installation  of  modern  fuel-preparing  faciU- 
ties,  provision  for  adequate  tender  capacity,  adaptation  of  loco- 
motives to  utilize  the  most  inferior  and  cheapest  fuels  available, 
use  of  simplified  manual  means  of  firing,  and  particularly  by  reduc- 
ing the  consumption  required  per  boiler  horsepower  developed, 
the  "fuel  causes"  can  be  substantially  reduced. 

199  The  proper  systems  and  time  for  washing  out  boilers  and 
the  supplying  of  suitable,  treated  if  necessary,  boiler  water  to  ade- 
quate tender  tanks  will  dispose  of  "water  causes." 

200  "Man  causes"  can  best  be  avoided  through  the  em- 
ployment of  competent  men,  the  inauguration  of  proper  systems 
for  education  and  instruction,  and  by  equipping  locomotives  so 
that  they  will  require  the  least  amount  of  arduous  work  in  order 
that  the  engineer  and  fireman  can  devote  their  time  to  the  obser- 
vation of  train  rules  and  signals  and  to  the  proper  regulation  of  the 
time-,  fuel-,  steam-,  water-  and  labor-saving  mechanical  appUances 
that  should  be  efiiciently  and  economically  utilized  at  all  times  dur- 
ing operation. 

201  Mechanical  Terminal  Delays.  These  are  due  principally 
to  sanding,  ashpan  and  fire  cleaning,  fire  building,  boiler  washing, 
firebox,  flue  and  smokebox  cleaning,  inspection,  testing,  machinery 
cleaning  and  repairs. 

202  Of  these  delays  those  due  to  ashpan,  fire,  firebox,  flue 
and  smokebox  cleaning  are  the  most  prolonged  and  non-produc- 
tive and  can  be  reduced  only  by  improved  methods  of  firing,  re- 
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duced  fuel  consumption  per  unit  of  work  performed,  and  substitu- 
tion of  mechanical  appliances  for  arduous  labor  so  that  upon  arrival 
at  terminals  locomotives  can  be  run  directly  into  the  enginehouse 
instead  of  being  held  outside  for  this  class  of  work  and  delaying  up- 
keep attention. 

203  Fueling.  Many  facilities  for  fueling  locomotives,  either 
with  coal  or  oil,  are  obsolete,  inadequate  and  uneconomical.  Fuel 
should  be  prepared  ready  for  firing  before  being  placed  on  tenders, 
and  with  modem  facilities  practically  no  time  should  be  lost  in  sup- 
plying, either  on  the  road  or  at  terminals. 

204  Watering.  This  operation  is  usually  performed  at  the 
same  time  that  fuel  is  taken,  or  otherwise  water  is  supplied  from 
track  troughs  when  running,  or  from  track  cranes  when  making 
station  or  train-despatching  stops  or  at  terminals,  and  should  in- 
volve little  if  any  delay. 


24    FUEL  SAVING 

205  The  problem  of  locomotive  fuel  saving  has  never  received 
more  intelligent  thought  and  attention  from  a  supervising  stand- 
point than  during  the  past  two  years.  This  has  been  due  to  the 
war-time  necessity  for  the  conservation  of  both  the  fuel  and  the 
labor  required  for  its  production  and  to  the  fuel  cost  reflecting  a 
constantly  increasing  percentage  of  the  total  expense  for  railroad 
operation. 

206  Wliile  the  furnishing  of  coal  or  oil  of  a  proper  kind  and 
preparation  by  an  intelligent,  trained  and  careful  fireman  to  a  loco- 
motive in  good  working  order  and  properly  operated  should  result 
in  effective  and  economical  performance,  the  vast  difference  in  the 
amount  of  fuel  actually  used  by  different  train  despatchers,  engi- 
neers, firemen  and  locomotives  to  produce  the  same  ton^nile  move- 
ment under  like  transportation  conditions  indicates  the  necessity 
for  rochicing  the  amount  of  fuel  to  be  fired  per  ton-mile  by  effective 
mechanical  means  and  methods  instead  of  depending  upon  the 
directly  involved  and  responsible  human  element  for  equivalent 
results. 

207  There  is  no  questioning  the  fact  that  avoidable  low  bmlor 
and  niean-eff(»ctivo  cylinder  pressures,  saturated  steam,  indifferent 
boiler  circulation,  excessive  firebox  draft,  clogged  grates  and  boiler 
and  su|XThoater  tul>es,  forced  combustion,  high  smokebox  tempera- 
tures,  unnecessary'  non-adhesive  weight  and  generally  indifferent 
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steam  generation,  distribution  and  utilization  factors,  for  which 
the  engineer  and  fireman  are  not  responsible,  have  more  to  do  with 
high  fuel  and  water  rates  than  those  factors  within  their  control. 
Therefore  the  proper  procedure,  particularly  in  view  of  the  rela- 
tively small  increase  in  cost  for  the  improved  locomotive  equipment 
as  compared  with  the  otherwise  total  locomotive  cost  and  the  an- 
nually reduced  expense  for  its  upkeep  and  operation,  is  to  design 
and  equip  the  modem  steam  locomotive  so  that  it  will,  through  its 
self-contained  mechanical  operation,  more  fully  utilize  the  ther- 
mal heat  value  of  the  fuel  fired  and  thereby  not  be  so  dependent 
upon  manual  control  to  bring  the  fuel  used  for  equivalent  produc- 
tive work  within  the  proper  limitations. 

208  Making  initial  capital  and  continual  upkeep  and  operat- 
ing expenditures  in  order  to  provide  well-known  inefficient  and  un- 
economical mechanical  means  for  handling,  firing  and  wasting 
greater  quantities  of  fuel  than  are  within  the  easy  range  of  one- 
man  hand  firing,  in  preference  to  diverting  an  equivalent  amount 
of  money  for  capacity-increasing  and  fuel-  and  water-saving  ap- 
pliances, represents  a  policy  that  is  not  at  all  consistent  with  exist- 
ing and  future  labor  and  fuel  costs  if  the  railroads  are  to  be  con- 
tinued on  an  investment  basis. 


25    LABOR  SAVING 

209  The  labor  now  required  for  the  upkeep,  terminal  handling 
and  operation  of  the  steam  locomotive  is  divided  into  three  classes, 
i.e.,  shop  and  enginehouse  men;  hostlers,  cleaners  and  supply  men; 
and  enginemen. 

210  The  item  of  maintenance  is  distributed  between  general 
and  running  inspection,  testing  and  repairs  and  is  taken  care  of  at 
the  shops  and  enginehouses,  respectively.  During  the  past  fifteen 
years  a  great  deal  of  attention  has  been  given  in  the  planning  of  these 
facilities  to  provide  labor-saving  took  and  machinery  for  disman- 
tling, repairing  and  assembling  locomotives  and  appurtenances,  and 
there  are  today  many  conspicuous  examples  of  modem  railroad 
shops  and  enginehouses,  even  though  many  more  are  needed  on 
railroads  that  have  not  given  proper  consideration  to  this  impor- 
tant factor  in  their  operation. 

211  Great  progress  has  been  made  in  the  establishing  of 
adequate  and  suitable  terminal  handling,  cleaning  and  supplying 
faciUties  which  now  include  power-operated  coal-,  sand-  and  ash- 
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handling  plants  and  tnmtableSi  high-capacity  water  cranes,  hot- 
water  boiler-washing  and  locomotive-cleaning  systems,  steam  and 
compressed-air  stack  and  flue  blowers  and  similar  appUances.  The 
cleaning  and  dumping  of  fires,  ashpans  and  front  ends  and  the  re- 
building of  fires  is,  with  the  increasing  size  of  locomotives  and  the 
use  of  inferior  coal,  becoming  a  matter  of  great  concern,  delay  and 
expense  in  the  terminal  handling,  particularly  during  congested 
traffic  and  cold-weather  periods  and  a  satisfactory  solution  of  this 
problem  still  remains  to  be  provided. 

212  In  the  operation  of  locomotives  the  Hours  of  Service 
Law  as  enacted  by  Congress  on  March  4,  1907,  established  the 
general  practice  of  pooling  locomotives  and  crews,  which  83rstem 
until  that  time  had  been  adopted  by  only  a  few  of  the  railroads. 
The  divorcing  of  the  engineers  and  firemen  from  regularly  assigned 
locomotives,  in  combination  with  the  increasing  size  of  the  latter, 
resulted  in  relieving  the  enginemen  of  work  which  was  transferred 
to  the  enginehouse  forces,  such  as:  detailed  inspection;  adjust- 
ment of  driving-box  wedges  and  main-  and  side-rod  brasses;  repack- 
ing boiler-head  fittings  and  journal  cellars;  filling  grease  cups; 
cleaning  head,  cab  and  marker  lamps  and  various  other  equipment 
and  parts;  filling  lubricators;  looking  after  tools  and  supplies; 
hostlering  at  terminals;  and  similar  detailed  attention  which  in 
combination  with  the  more  extended  use  of  power-operated  brakes, 
reverse  gears,  ashpans,  grates,  stokers,  coal  pushers,  water  scoops, 
fire  doors,  bell  ringers,  cylinder  cocks  and  like  devices  have  prac- 
tically eliminated  arduous  manual  operation  on  steam  locomotiveB 
of  great  power. 

213  The  mechanical  requirements  and  status  of  the  engineer 
and  fireman  on  the  large  steam  locomotive  having  been  substan- 
tially changed  through  relief  from  long  hours  on  the  road,  work  at 
terminals  and  by  means  of  these  labor-saving  devices  on  the  road, 
there  should  now  be  a  resulting  higher  standard  of  operation,  effi- 
ciency and  economy. 

DISCUSSION 

F.  J.  Cole  (written).  Notwithstanding  the  great  improve- 
ments whi(;h  have  taken  place  in  the  last  twenty  years  in  looomotive 
design,  much,  as  the  author  states,  still  remains  to  be  done. 

That  the  modorn  locomotive  is  a  fairly  efficient  machine  in 
spite  of  th(j  fact  that  it  is  a  complete  power  plant  in  a  veiy  small 
space,  niouiited  on  wheels,  is  shown  by  the  fact  that  there  are  numer* 
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ous  instances  where  an  indicated  horsepower  is  produced  with  less 
than  2  lb.  of  coal  per  hour.  Of  course,  under  road  conditions  these 
extremes  of  economy  usually  cannot  be  obtained,  because  of  the 
fluctuating  demands  for  power,  which  necessitate  working  the 
locomotive  a  considerable  part  of  the  time  under  conditions  which 
are  not  the  most  economical.  The  present  locomotive  boiler  is  not 
weU  adapted  for  pressures  of  350  lb.  and  over,  and  before  these  high 
pressures  can  be  used  safely  and  economically  for  locomotives, 
much  work  must  be  done  on  designs  of  boilers  suitable  for  these 
high  pressures. 

Many  of  the  suggestions  made  by  the  author  for  the  improve- 
ment of  the  locomotive  have  been  under  consideration  for  some 
time  and  many  efforts  have  been  made  towards  their  realization. 
Item  h  of  Par.  6,  "lighter  and  properly  balanced  reciprocating  and 
revolving  parts,"  impUes  that  much  remains  to  be  done  in  order 
properly  to  balance  these  parts.  As  a  matter  of  fact,  the  methods 
now  in  use  are  satisfactory  within  their  limitations,  and  since  the 
excess  weights  introduced  for  the  purpose  of  smoothing  out  the 
disturbances  produced  by  reciprocating  parts  must  produce  increase 
or  decrease  of  rail  pressure,  it  necessarily  follows  that  the  goal  of 
efforts  in  this  direction  is  to  make  these  parts  as  Ught  as  possible. 
It  is  well  known  that  the  hard  riding  of  a  locomotive  does  not  always 
arise  from  improper  counterbalance;  it  may  be  due  to  other  causes, 
such  as,  worn  driving  box  bearings,  etc. 

It  is  not  always  desirable  to  dispense  with  the  use  of  trailing 
wheels  because  the  boiler  design  can  often  be  very  much  improved 
by  their  use,  and  it  may  be  more  desirable  to  have  a  free  steaming 
engine  than  to  sacrifice  good  qualities  in  an  effort  to  utihze  a  greater 
percentage  of  adhesive  weight.  In  calculating  tractive  power  it  is 
convenient  to  use  85  per  cent  of  the  boiler  pressure  and  no  useful 
purpose  would  be  served  by  taking  a  figure  as  high  as  92  per  cent, 
although  under  the  most  favorable  circumstances  more  than  85  per 
cent  can  be  obtained  in  practice. 

When  more  than  four  driving  axles  are  used,  some  attention 
should  be  paid  to  the  curves  the  locomotive  has  to  negotiate,  so 
as  to  reduce  flange  wear.  Improvements  can  be  made  by  the  use 
of  lateral  motion  driving  boxes  or  conjugated  leading  trucks.  These 
trucks  control  the  lateral  motion  of  the  first  driver. 

Smokebox  temperatures  depend  largely  upon  the  intensity  of 
draft  and  the  length  and  diameter  of  flues.  Modem  long-tube 
locomotive  boilers  have  very  much  lower  smokebox  temperatures 
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than  older  engines,  but  this  is  not  all  gain  because  of  the  greater 
draft  energy  required  when  the  ratio  of  length  to  area  is  excessive. 
It  is  doubtful  whether  increasing  the  wat<*r  spaces  in  the  average 
locomotive  l)oiler  would  very  materially  increase  its  steam  producing 
qualities.  It  is  customary  to  talk  of  increasing  contracted  spaces 
in  a  more  or  less  vague  way,  but  much  attention  has  been  paid  to 
this  matter  for  many  years,  so  it  is  not  probable  that  very  great 
improvements  can  be  made  in  this  direction. 

The  quality  of  steam  has  not  been  improved  by  the  low  domes 
necessitated  by  clearance  Umitations,  which  have  been  used  on 
large  modern  locomotives.  In  some  cases  throttle  valves  have  not 
been  designed  so  that  the  steam  is  taken  from  the  highest  part  of 
the  dome.  Therefore,  some  consideration  should  be  given  to  these 
details,  so  that  water  is  not  carried  through  the  throttle  into  the 
steam  pipes.  Tests  made  some  years  ago  on  locomotives  with  nominal 
height  of  dome,  in  especially  hard  service,  showed  steam  of  98.5  per 
cent  dryness,  or  a  moisture  content  of  1.5  per  cent  and  less.  Putting 
the  throttle  valve  outside  the  boiler  does  not  seem  to  be  the  remedy 
for  w^et  steam,  except  for  special  types  of  boilers. 

Enlarging  exhaust  nozzles,  consistent  with  the  proper  steaming 
qualities  of  boilers  and  properly  designed  cylinders  without  sharp 
tiu*ns,  scant  passages  or  obstructions,  are  to  be  commended.  These 
matters  have  received  considerable  attention,  therefore,  no  con- 
siderable gain  can  he  effected  by  merely  enlarging  exhaust  passages, 
since  piTinitting  the  steam  to  expand  unnecessarily  merely  causes 
it  to  lose  some  of  its  velocity. 

There  are  many  devices  which  have  been  applied  to  locomoti\'es 
which  show  considerable  economy,  and  many  experiments  with  feed 
water  heaters,  economizers,  etc.,  have  been  made.  There  is,  however, 
a  balance,  which  should  be  preserved  between  simplicity  and  compli- 
cation, because  adding  devices  designed  for  economy  may  result  in 
incn^ased  maintenance  charges,  etc.,  which  must  be  carefully  con- 
sidered, esi>ecially  in  relation  to  the  cost  of  labor  and  the  difficult 
labor  i)rol)lems  of  to-day.  The  increasing  cost  of  coal,  however, 
seems  to  warrant  the  use  of  many  devices  which  were  not  oonaidered 
economically  d(»sirable  a  few  years  ago. 

Th(*  paper  contains  much  excellent  matter,  which  will  repay 
careful  n^ading. 

IIknuy  B.  Oatlkv  (written).  The  author  has  presented  an 
extremely  intiTcsting  paper  and  it  is,  in  the  writer's  opinion,  a  com- 
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plete  r^sum^  of  improvements  which  have  been  suggested,  developed 
and  tried,  for  the  most  part,  during  the  past  generation.  The  ad- 
vantages of  very  neariy  all  of  these  suggested  improvements  would 
probably  not  be  questioned  were  their  consideration  to  be  based 
solely  upon  thermodynamics  or  the  mechanical  improvement  of  the 
locomotive. 

The  paper  has  been  read  with  care  because  the  topic  discussed 
is  of  very  great  interest,  and  the  writer  has  given  considerable  time 
and  thought  to  quite  a  number  of  the  improvements  which  have 
been  suggested.  In  many  of  the  progressive  steps  advocated  by 
the  author,  the  writer  is  in  hearty  accord,  and  particularly  is  this 
true  of  his  advocacy  of  increasing  the  boiler  pressure.  At  the 
Worcester  meeting  in  June,  1918,  many  of  these  same  points  were 
brought  forth  and  advocated.  The  writer  at  that  time,  as  well  as 
now,  visualized  a  locomotive  having  somewhat  different  fundamentals 
of  construction  from  those  upon  which  the  author  has  constructed  a 
picture  of  the  scientifically  developed  steam  locomotive. 

The  author  clearly  indicates  in  his  paper  that  the  boiler  on  his 
350-lb.  pressure  locomotive  will  have  all  of  the  main  characteristics 
of  the  present  form  of  locomotive  boiler  involving  a  relatively  large 
shell  of  heavy  plate.  All  through  the  paper  there  are  references  to 
indicate  that  no  other  general  form  of  boiler  has  been  considered. 
To  the  writer  this  seems,  to  say  the  least,  an  error  of  omission.  It 
is  diflScult  to  believe  that,  with  any  appreciable  increase  in  boiler 
pressure,  the  present  form  of  boiler  will  prove  satisfactory,  either 
from  an  engineering  or  from  a  financial  standpoint. 

The  expectation  is  fully  warranted  that  the  350-lb.-pressure 
locomotive  contemplated  by  the  author  will  be  successful.  Its 
advent,  however,  will  be  but  one  step  towards  still  higher  boiler 
pressures.  It  is  the  writer's  belief  that  in  the  near  future  pressures 
of  500  lb.  per  sq.  in.  and  upwards,  with  suitably  designed  boilers, 
will  be  as  safely  and  economically  used  as  350  lb.  pressure  in  essentially 
the  usual  form  of  boiler  suggested  by  the  author  of  the  paper. 

So  also  is  it  apparent  that  the  author  does  not  visualize  any 
considerable  change  in  the  cylinder  arrangement  nor  in  the  method 
of  transmitting  power  through  two,  three  or  four  piston  rods,  main 
rods  and  main  crank  pins.  The  writer  is  firmly  convinced  that  the 
present  method  of  transmitting  power  will  be  superseded  by  a  type 
of  construction  which  will  utilize  a  smaller  amount  of  material  and 
be  more  easily  maintained  and  replaced;  and  by  means  of  such 
construction  there  will  be  possible  the  elimination  of  considerable 
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unbalanced  reciprocating  and  rotating  weight,  resulting  in  less  rapid 
deterioration  of  rail,  roadbed  and  driving  mechanism. 

Another  point  which  the  author  has  apparently  not  considered 
is  the  marked  increase  in  economy  made  possible  through  the  utili- 
zation of  condensing  operation.  It  may  not  be  feasible  to  think 
of  condensing  operation  in  the  terms  of  high  vacua  now  carried 
in  marine  and  stationary  installations,  but  the  considerable  reduction 
in  the  back  pressure  and  in  the  utiUzation  of  the  heat  at  the  lower 
range  of  pressures  is  entirely  reasonable,  and  has  been  accomplished 
in  steam  driven  motor  vehicles,  both  in  this  country  and  abroad. 
It  is  believed  that  this  will  be  one  of  the  features  incorporated  in  the 
developed  locomotive  of  the  near  future. 

In  Par.  193  reference  is  made  to  the  use  of  superheated  steam 
by  many  of  the  auxiUaries  referred  to  in  Par.  191 .  This  is  a  feature 
that  has  already  been  provided  for  and  has  been  imder  consideration 
by  many  railroad  men  for  some  time.  Much  may  be  expected  from 
this  development. 

At  various  points  in  Par.  89,  and  following,  a  number  of  sug- 
gestions are  made  for  changing  the  design,  type  and  location  of  the 
superheater,  as  well  as  its  allied  parts.  Some  of  these  suggestions 
are  undoubtedly  worthy  of  careful  consideration.  However,  in  the 
N.  Y.  Railroad  Club  Proceedings  for  1907,  p.  781,  the  author  urged 
slide  valves,  smoke-box  superheaters  and  low  degrees  of  superheat. 
In  the  present  paper  the  scientifically  developed  locomotive  is  speci- 
fied as  having  small-diameter  piston  valves  (see  Par.  119),  300  deg. 
of  superheat  (see  Par.  6),  and  in  Par.  184  provision  is  made  for  "the 
separation  of  the  superheating  equipment  from  the  boiler  proper," 
qualified  by  a  clause  barring  a  separately-fired  superheater. 

In  view  of  the  world-wide  use  to-day  of  superheaters  which 
do  no*  meet  either  the  author's  views  of  1907  nor  of  1919,  are  we 
not  justified  in  going  slowly  in  the  matter  of  radical  changes  in  the 
design  of  these  parts? 

K(^ference  is  made,  in  Par.  87,  to  the  fact  that  the  efficiency 
increased  progressively  "and  in  proportion  to  the  amount  of  super- 
heat up  to  the  point  at  which  the  exhaust  steam  begins  to  show 
superheat,''  the  inforonce  being  that  above  this  point  the  increase 
in  efficiency  cither  stops  or  continues  at  a  decreased  rate.  In  Par.  89| 
90  and  92,  and  at  various  other  points,  arguments  are  advanced  for 
still  furtlier  increasing  the  superheat  above  the  usual  present  practice, 
and  in  Par.  90  ttie  inference  is  made  that  superheat^in  the  exhaust 
is  not  necessarily  a  sign  of  decreased  efficiency.    The  readw  is  left 
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with  mixed  feelings  and  is  uncertain  as  to  whether  the  author  does 
or  does  not  advocate  increasing  the  degrees  of  superheat. 

In  Par.  94  references  are  made  to  particular  troubles  due  to  the 
boiler  and  superheater  equipment  generally  used.  It  is  felt  that  the^ 
paper  lays  emphasis  greatly  in  excess  of  that  warranted  by  the 
conditions  existing  on  the  American  railroads,  and  probably  on 
railroads  of  other  countries.  For  example:  It  is  claimed  that  extreme 
losses  in  steam  pressure  between  boiler  and  steam  chests  exist  to-day. 
It  is  believed  that  actual  conditions  demonstrate  that,  at  any  given 
output,  locomotive  operation,  pressure  loss  has  been  decreased  dur- 
ing the  past  ten  years.  Instances  of  large  pressure  losses  may  be 
foimd  in  modem  locomotives,  but  these  are  when  operating  at  capa- 
cities from  10  to  40  per  cent  higher  than  was  possible  before  the 
introduction  of  superheated  steam. 

It  would  be  quite  possible  to  give  many  instances  of  the  actual 
application  of  dozens  of  the  details  suggested  in  the  paper,  but  as 
the  time  is  limited  only  one  instance  will  be  cited. 

In  Par.  99, 101  and  105  is  advocated  the  removal  of  the  satmtited 
steam  delivery  pipe,  the  superheater  header  and  also  the  steam 
delivery  pipes  from  the  superheater  to  a  point  outside  the  boiler 
and  smoke-box.  In  1912  several  engines  for  the  Atchison,  Topeka 
and  Santa  F6  Railway  were  equipped  in  a  manner  to  meet  these 
specifications.  The  net  advantages  of  these  features  apparently 
were  not  pronounced  as  they  have  not  since  appeared  in  other  loco- 
motives, save  in  some  few  special  types  where  any  other  construction 
would  be  obviously  awkward  and  expensive. 

The  fact  that  many  of  the  suggested  improvements  have  not 
been  perpetuated  may  perhaps  be  chargeable  to  faulty  detail  design, 
or  possibly  to  a  realization  that  the  gains  from  such  improvements 
did  not  provide  a  definite  and  adequate  return  on  the  investment. 
The  writer  believes  that  any  improvements  and  betterments  con- 
templated will  stand  or  fall,  depending  upon  whether  or  not  they 
measure  up  to  such  a  standard. 

George  Gibbs  (written).  The  subject  of  the  paper  is  of  much 
importance  and  interest,  but  it  is  not  clear  how  the  electric  loco- 
motive is  involved  and  it  is  regrettable  that  an  inadequate  reference 
to  the  latter  should  have  been  attempted  in  this  paper.  Electric 
traction  is  too  big  a  subject  to  dispose  of  properly  in  a  few  paragraphs, 
as  the  author  has  done,  and  broad  generalizations  are  always  danger- 
ous.   The  author's  generalizations  will,  the  writer  believes,  not  bear 
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vsiy  with  the  particular  installation,  but  thero  is  no  special  difficulty 
in  figuring  results,  economical  or  otherwise,  with  a  fair  d^^ree  of 
accuracy,  provided  the  conditions  are  known.  If  one  does  not 
know  all  ccmditions  it  is,  of  course,  dangerous  to  undertake  interpre- 
tation's. 

As  a  part  of  Par.  16  "Numerous  objections"  to  electrification 
are  listed.  Presumably  they  also  apply  to  "complete  electrification 
of  some  portions  of  the  large  trans-continental  trunk  lines";  but 
because  of  the  indefinit^iess  of  the  statement  and  because  it  is  evident 
the  author  cannot  be  drawing  all  his  conclusions  from  one  example 
(the  St.  Paul  Railway),  as  no  statements  have  been  made  public 
r^sarding  this  one  case,  we  must  assume  that  he  is  talking  about 
trunk  line  conditions  generally.  If  this  is  so,  the  writer  beUeves 
that  the  ordinary  railway  man  or  engineer  who  reads  the  paragraph 
in  question  would  come  to  the  conclusion  that  no  railway  electrifica- 
tion could  be  undertaken  with  any  reasonable  regard  to  either  costs 
or  reliability  of  ^service.  The  objections  are  of  the  most  sweeping 
character,  thus,  a,  d  and  /  relate  to  the  question  of  first  or  operating 
cost  and  the  words  "prohibitive"  and  "enormous"  occur.  Any  one 
of  such  objections  would  be  sufficient  to  kill  any  project. 

What  is  meant  by  "prohibitive  non-productive  cost"  in  item  a? 
All  costs  involved  in  an  electric  traction  installation  should  be  made 
for  the  purpose  of  producing  a  useful  purpose;  they  are  all  figured 
in  the  net  result,  and  this  is  what  the  railway  man  is  after.  Some 
of  the  objections  (b  and  d),  it  would  seem,  must  also  apply  to  steam 
traction;  i.e.  different  types  of  locomotives  are  developed  for  different 
services,  and  spare  equipment  must  be  provided  for  varying  business 
conditions.  These  factors,  of  course,  are  also  taken  into  account 
in  determining  the  advisability  and  usefulness  of  electric  traction. 

As  to  reliability  (items  c  and  g),  I  know  of  no  electric  installa- 
tion which  has  not  proven  more  reliable  than  that  of  the  displaced 
steam.  It  will  be  remembered  that  two  years  ago,  in  1917,  the 
winter  was  especially  severe  in  the  Eastern  states.  In  the  spring 
I  happened  to  ask  a  high  official  of  a  large  railway  system  how  his 
electric  installation  (which  is  operating  on  a  division)  had  gone  through 
the  winter.  He  said,  "Fine;  it  is  the  only  thing  on  the  road  that 
has  run  this  winter.  I  wish  we  had  no  steam  locomotives  on  the 
road."  Of  course  this  is  an  exaggerated  statement,  but  it  reflected 
the  frame  of  mind  of  an  official  who  had  been  through  trouble.  It 
is  absurd  to  say,  in  the  face  of  sufficient  experience,  that  electric 
operation  with  all  its  complication  and  interdependent  links  is  not 
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more  reliable  than  that  of  steam  locomotive  operation  under  almost 
any  conditions. 

If  the  author  should  contend  that  the  electric  locomotive  is  not 
yet  at  the  end  of  its  development  stage,  the  writer  would  heartily 
endorse  such  statement.  After  100  years  of  experience  the  steam 
locomotive  is  still  in  the  process  of  evolution,  as  witnessed  by  the 
facts  brought  out  in  the  author's  paper.  The  writer  considers  it 
entirely  creditable  to  engineers  that  they  have  been  able  to  develop 
electric  locomotives  within  the  short  period  of,  say,  10  years'  time, 
which  are  reliable  in  service,  have  a  moderate  up-keep  cost  and 
which  exceed  in  hauling  capacity  the  most  powerful  steam  locomotives. 

What  has  been  said  is  simply  to  discourage  sweeping  statements. 
If  a  comparison  is  to  be  drawn  between  steam  and  electric  traction 
as  a  whole,  it  should  be  done  with  the  same  care  and  in  the  same 
detail  for  both. 

Wm.  H.  Wood,  in  a  written  conmiunication,  asked  the  following  , 
questions: 

1  How  does  the  cost  of  upkeep  of  the  locomotive  superheater 

compare  with  the  estimated  gain  in  fuel  economy? 

2  How  great  is  the  weakness  caused  by  the  flexible  stays  in 

locomotive  fireboxes? 

3  What  would  be  the  increase  in  economy  if  the  use  of  flexible 

firebox  and  combustion  chamber  were  to  increase  the 
heating  surface  by  20  per  cent? 

Clement  F.  Street.  In  Par.  16  the  author  advances  several 
objections  to  the  electrification  of  trunk  lines,  among  which  is  "First 
cost  from  five  to  ten  times  and  operating  cost  from  two  to  three 
times  that  of  steam."  This  is  a  general  statement,  unsupported  by 
figures,  which  is  open  to  question. 

Regarding  rule-of-thumb  methods,  I  am  reminded  of  a  little  inci- 
dent which  occurred  when  our  friend  M.  N.  Forney  was  quite  active 
in  the  Merchant  Mechanics'  Association.  They  were  discussing  the 
proportions  for  a  locomotive  boiler  at  one  of  their  conventionB  at 
Saratoga  when  Mr.  Forney  said,  '*I  have  figured  out  the  proper 
pr()iK)rtions  of  a  locomotive  boiler  from  every  possible  standpoint 
from  which  it  can  be  figured  and  I  have  finally  come  to  the  con- 
clusion that  the  only  practical  rule  to  follow  is  to  make  the  IxMler 
just  as  big  as  you  can'';  this  is  just  what  is  being  done  today.  Far 
be  it  from  me  to  depreciate  scientific  methods,  but  when  it 
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to  designing  locomotive  boilers,  figures  are  forgotten  and  they  are 
made  as  big  as  possible.  The  same  is  also  true  regarding  locomotive 
frames. 

I  must  take  emphatic  exception  to  Par.  174  in  which  Mr.  Muhl- 
feld  says,  "The  fact  that  greater  progress  has  not  been  made  is  due 
to  lack  of  substantial  encouragement,  assistance  and  cooperation 
from  the  majority  of  the  railroads,  particularly  in  the  matter  of 
adequate  reimbursement  in  prices  paid  to  cover  the  cost  of  neces- 
sary improvements  in  material  and  manufactui;p,  to  enable  pro- 
gressive research,"  etc.  I  have  done  considerable  experimental  work 
on  raOroads  and  never  yet  have  I  failed  to  have  the  most  hearty 
cooperation  of  the  railroad  officials  with  whom  I  was  working.  They 
have  backed  me  up  in  ways  which  I  never  would  have  expected  them 
to  do,  and  the  cooperation,  instead  of  being  lacking  has  been  more 
than  any  reasonable  man  could  expect. 

In  Par.  181  the  author  says:  "The  past  reports  indicate  that 
stoker-fired  locomotives  bum  from  10  to  30  per  cent  more  coal 
than  those  hand-fired."  These  figures  are  too  low.  A  stoker-fired 
locomotive  will  bum,  I  would  say,  from  25  to  75  per  cent  more 
coal  than  it  is  possible  to  put  in  by  hand  and  the  locomotive  will 
perform  a  correspondingly  greater  amount  of  work.  The  average 
fireman  will  bum  30  to  35  per  cent  more  coal  than  the  expert.  The 
expert  with  ideal  conditions  gets  all  the  heat  units  there  are  out  of 
such  an  amount  of  coal  as  he  can  shovel.  The  locomotive  stoker 
when  properly  handled  and  with  ideal  conditions  will  do  the  same 
as  the  expert,  and  in  addition  handle  as  much  coal  as  any  locomotive 
can  bum. 

He  said  he  would  be  inclined  to  increase  the  figures  given  by 
the  author  in  Par.  181  to  an  excess  of  coal  fired  by  the  stoker  of  25 
to  75  per  cent  over  hand  firing  losses. 

G.  L.  Fowler  said  that  it  had  been  found  that  tmcks  on 
locomotives  were  necessary,  and  he  assumed  that  the  author  could 
not  deny  that  the  purpose  of  such  trucks  was  to  adjust  the  stresses 
on  rails.  Experience  had  demonstrated  that  a  symmetrical  wheel 
base  was  harder  on  the  rails  than  an  unsymmetrical  one. 

He  doubted  if  the  speed  of  125  feet  per  minute,  which  the 
author  had  stated  as  the  minimum  for  circulation  within  the  boiler, 
could  be  maintained  without  artificial  means.  Although  there  was 
much  agitation,  he  said,  the  circulation  in  the  waterleg  of  the  boiler 
was  very  slow.    He  could  see  no  advantage  in  rapid  circulation  in  a 
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boiler  either  from  a  standpoint  of  heat  transmission  or  lessening  of 
internal  stresses. 

Otto  S.  Beyer,  Jr.,  concurred  with  the  author's  statement  in 
Par.  1 1  that  electrification  would  not  reduce  the  net  cost  below  that 
possible  in  steam  locomotive  practice,  and  called  attention  to  the 
possibilities  of  super-power  stations  located  at  coal  sources. 

In  addition  to  the  five  items  of  Par.  21  for  consideration  in  the 
design  of  a  new  locomotive,  he  would  add  greater  speed  in  operation, 
which,  he  said,  would  affect  those  variable  cost  items  of  labor  and 
fuel. 

While  it  might  be  possible  to  load  a  locomotive  to  92. per  cent 
of  its  hauling  capacity,  as  suggested  in  Par.  31,  he  thought  that  it 
was  also  important  to  consider  the  time  of  hauling  as  well  as  the 
tonnage  hauled. 

Concerning  the  cooperation  of  railroad  officials  he  agreed  with 
the  author  that  this  had  been  lacking  in  the  past.  He  further  pointed 
out  that  suggestions  for  improvements  in  locomotive  design  and 
operation  have  in  the  past  come  from  sources  entirely  too  limited 
when  the  great  number  of  employees  engaged  in  railway  operation 
are  considered.  The  trouble  in  his  estimation  lay  in  the  fact  that 
the  management  had  not  as  yet  devised  satisfactory  methods  for 
releasing  the  latent  resourcefulness  of  the  great  numbers  of  railway 
employees  who  are  not  specifically  delegated  to  the  task  of  design- 
ing and  inventing.  He  felt  that  the  ideal  of  service  was  not  suf- 
ficiently emphasized  in  the  methods  which  had  been  devised  for 
operating  our  transportation  systems.  Not  until  this  is  the  case 
will  the  rate  of  improvements  in  locomotive  designing  and  operation 
increase. 

Edwin  B.  Katte  questioned  the  validity  of  the  objections  to 
electrification  raised  by  the  author  in  Par.  16.  The  fact  that  many 
of  the  most  important  railroads  in  the  country  are  now  operating 
a  portion  of  their  systems  electrically,  and,  practically  every  other 
large  railroad  is  considering  electrifying  some  part  of  its  property 
in  the  near  future,  would  indicate  that  the  cost  was  not  prohifaitiTe. 
So  far  as  th(^  non-interchangeabiUty  of  equipment  was  oonoenied, 
he  iK)inte(I  out  that  steam  locomotives  were  not  often  transfonned 
or  sold  to  other  companies  and  that  the  question  of  System  of  deo- 
trification  was  not  now  an  important  item.  Electrified  steam  rail- 
roads are  not  usually  dependent  upon  a  single  power  station  as  the 
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author  would  have  one  believe,  most  railroads  feeding  the  transmis- 
sion lines  of  their  systems  from  several  power  stations,  and  further, 
the  power  station  is  about  the  most  reliable  thing  about  a  railroad. 
It  is  generally  accepted  that  there  is  Uttle  compUcation  of  road 
and  terminal  tracks  due  to  the  working  conditions  and  from  25  to 
80  per  cent  increase  in  capacity  when  busy  terminals  or  main  lines 
are  electrified.  The  figures  for  first  and  operating  costs  he  considered 
high.  The  first  cost  is  usually  more  for  electric  than  for  steam 
roads,  but  Mr.  Katte  had  never  heard  of  costs  of  ten  to  one.  The 
operating  costs,  on  the  other  hand,  were  invariably  lower.  It  has 
been  the  experience  of  most  roads,  that  the  electric  division 
operated  m'ore  nearly  100  per  cent  of  normal  during  snowstorms 
and  blizzards  than  the  steam  divisions.  Mr.  Katte  regretted  that 
he  was  not  permitted  by  the  five  minute  rule  to  further  discuss  the 
subject. 

James  H.  S.  Bates,  who  asked  about  the  electrification  of  the 
C.  M.  &  St.  P.  R.  R.,  was  referred  by  the  author  to  a  report  to  the 
American  Railway  Engineering  Association  published  in  1919.  In 
answer  to  a  question  about  the  application  of  the  steam  turbine  to 
locomotives,  the  author  replied  that  such  appUcation  had  been 
considered  but  had  never  been  put  into  practice. 
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OIL  PIPE  LINES 

By  S.  a.  Solentic,  Eldorado,  Kan. 
Member  of  the  Society 

In  this  paper  the  author  compares  the  cost  of  pipe-line  transportation  with  thai 
of  raii  and  canal  transportation  and  shows  the  advantages  of  the  oil  engine  as  a  means 
of  economically  transporting  oil  for  long  distances  through  pipes.  He  also  derives 
simple  formulcB  which  make  it  comparatively  easy  to  make  rapid  calculations  of  the 
pressure,  net  horsepower  and  brake  horsepower  necessary  for  the  transmission  of  any 
quantity  of  oil  per  day  through  a  pipe  of  known  diameter, 

T^HE  object  of  this  paper  is  (a)  to  show  the  advantages  of  the  oil 
engine  as  a  means  of  transporting  oil  for  long  distances  through 
pipe  lines,  (6)  to  compare  the  cost  of  pipe-line  transportation  with 
that  of  rail  and  canal  transportation,  and  (c)  to  derive  simple  formulae 
that  will  make  it  comparatively  easy  for  any  one  to  make  quick 
calculations  of  the  pressure,  net  horsepower  and  brake  horsepower 
necessary  for  the  transmission  of  any  quantity  of  oil  per  day  through 
a  pipe  of  known  diameter. 

2  The  cheapest  method  of  overland  transportation  of  oil  is 
by  pipe  line.  The  cost  in  comparison  to  rail  transportation  is  low, 
and  yet  when  the  rail  cost  is  based  on  every-day  practices,  the 
amount  seems  very  small.  For  instance,  the  management  of  an 
eastern  railway,  wishing  to  impress  upon  its  clerical  employees  the 
importance  of  economy,  posted  the  following  notice:  "For  every 
lead  pencil  you  waste  we  have  to  haul  one  ton  of  freight  one  mile." 

3  The  cost  of  a  pencil  has  always  been  regarded  as  being  in- 
significant, but  when  it  is  considered  that  it  is  equivalent  to  the 
cost  of  the  above-mentioned  haul,  a  similar  comparison  with  pipe- 
line transportation  should  be  interesting.  The  carrying  of  one  ton 
of  freight  for  one  mile  at  the  cost  of  a  lead  pencil  is  very  cheap  trans- 
portation. One  or  two  cents  per  ton-mile  is  a  low  rate.  Canal 
transportation,  after  allowing  for  the  proper  fixed  and  maintenance 
charges,  may  be  lower  than  the  rail  charges  by  sixty  per  cent  or 
more.     Five  or  six  cents  per  mile  is  not  an  unconunon  charge. 

Presented  at  the  Annual  Meeting,  December  1919,  of  Th«  Amebican 
Society  of  Mechanical  Engineers. 
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4  In  order  to  make  a  very  crude  estimate  of  the  cost  of  trans- 
porting oU  by  pipe  line  when  using  equipment  of  the  highest  economy, 
assume  a  single  line  operating  under  the  following  conditions  at  a 
load  factor  of  80  per  cent  for  300  days  per  year: 

Size  of  line 8  in. 

Length  of  line 33  miles 

Pressure  in  line 700  lb.  per  sq.  in. 

Rate  of  discharge 900  bbl.  per  hr. 

At  this  rate  the  discharge  would  be  21,600  bbl.  per  day  or  6,480,000 
bbl.  per  year  of  300  days.  Assuming  6.5  bbl.  per  ton,  the  yearly 
discharge  would  approximate  1,000,000  tons.  The  work  equiva- 
lent of  this  discharge  would  be  33,000,000  ton-miles,  calling  for 
the  continuous  expenditure  of  257  hp.  as  shown  in  Par.  13.  As- 
suming the  mechanical  efficiency  of  the  engine  to  be  75  per  cent, 
the  actual  horsepower  necessary  to  install  would  be  257/0.75  or  342. 

5  The  assumed  costs  would  be  as  follows: 

Line:  33  miles  at  $1.65  per  ft $287,500 

Right  of  way  at  $0.25  per  rod 2,640 

Freight:  79  cars  at  $250 19,750 

Haulage:  900  tons  at  $14.50 13,050 

Laying  pipe  at  $0,075  per  ft 13,060 

Burying  pipe  at  $0.20  per  ft 34^ 

Engines,  pumps,  installed  accessories 68,500 

Pump  stations,  buildings  and  foundations 30,000 

^    ,    f  Two  55,000-bbL  at  $18,500  each 87,000 

^*^^\Two500-bbl.at$500each 1,000 

Telegraph  line:  33  miles  at  $550 18,150 

Superintendence 2,500 

Incidentals 6,000 

Total  assumed  costs $534^000 

6  The  operating  expense,  including  fixed  chai^geB  based  <Hi 
the  total  assumed  costs,  would  be  as  follows: 

Interest  at  6  per  cent 182,040 

Depreciation  at  5  per  cent 26^700 

Administration 10^000 

Attendance  at  pump  stations  and  lines 11,600 

Repairs  to  equipment,  lines,  etc 4,000 

Fuel  for  pumping  —  3000  bbl.  at  $2.65 7,«i0 

Total  operating  expense $82,180 

Hence  the  cost  of  operation  per  ton-mile  under  the  aasumed  oon- 
ditions  would  be: 
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92,190 


=  $0.0028 


33,000,000 

or  two  and  eight-tenths  mills  per  ton-mile.  As  the  relation  be- 
tween the  cost  of  pipe-line  transportation  and  rail  transportation 
is  in  the  ratio  of  1  to  10,  it  is  easily  seen  that  the  waste  of  a  lead 
pencil  in  a  pipe-line  enterprise  would  be  the  equivalent  of  the  cost 
of  transporting  10  tons  of  oil  one  mile. 

7  It  should  be  noted,  however,  that  almost  all  of  the  pipe- 
line costs  are  fixed  and  are  mainly  independent  of  the  amoimt  of 
oil  pmnped.  As  a  result  the  transportation  cost  per  ton-mile  will 
vary  almost  inversely  with  the  load  factor  of  the  line.  If  this  hypo- 
thetical pipe  line  should  be  operated  only  one-tenth  of  the  time 
assumed,  the  unit  transportation  cost  would  equal  the  rail  cost. 
Furthermore,  these  figures  are  based  on  a  life  of  20  years  (5  per 
cent  amortization).  A  railroad  would  probably  be  used  for  vari- 
ous classes  of  freight  as  long  as  it  existed,  but  a  pipe  line  is  of  ser- 
vice only  as  long  as  oil  is  presented  for  transportation.  If  the  pipe 
line  in  question  were  to  become  obsolete  in  ten  years  through  the 
exhaustion  of  the  oil  fields  or  other  causes,  the  ton-mile  cost  would 
be  greatly  increased. 

8  These  figures  have  not  been  presented  as  those  of  an  aver- 
age case  but  only  oflFered  as  "food  for  thought."  In  further  con- 
sideration of  the  subject,  however,  it  will  not  be  out  of  place  to 
give  a  few  figures  and  examples  showing  the  relations  existing  be- 
tween pressure,  capacity,  diameter,  length  of  line  and  power  required. 

9  Disregarding  viscosity,  the  general  hydraulic  formula  for 
friction  head  in  a  pipe  discharging  an  uniform  volume  is 

'-"iTD m 

in  which 

F  =  friction  head  in  feet  of  water  =  lb.  per  sq.  in.  -^  0.433 

k  =  friction  coefficient  for  38  gravity  oil  =  0.024 
V  =»  velocity  of  flow,  ft.  per  sec. 

G  =  acceleration  of  gravity  =  32.2  ft.  per  sec.^ 

L  =  length  of  line,  ft. 

D  =  diameter  of  line,  ft. 
The  formula  for  pressure  in  the  line  may  be  stated  as 

^  =  0.433fc||   [2] 

in  which  P  =  pressure  in  line  in  lb.  per  sq.  in. 
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10  The  discharge  Q  of  the  Une,  cu.  ft.  per  sec.  can  be  easily 
derived  and  stated  as 

Q  =  ^  [3] 

in  which  Q  varies  directly  as  v.  Since  P  varies  directly  as  r*  in 
Formula  [2]  and  Q  varies  directly  as  v  in  Formula  [3],  it  follows 
that  P  varies  directly  as  Q^. 

11  The  net  horsepower  required  for  a  pipe  line  may  be  most 
readily  calculated  if  we  note  that  the  pressure  per  square  foot  is 
equal  to  the  number  of  foot-pounds  required  to  displace  1  cu.  ft. 
of  oil,  or 

"P-       "^550"     L4J 

12  For  1000  bbl.  per  day  against  a  pressure  of  1000  lb.  per 
sq.  in.,  the  net  hp.  necessary  by  Formula  [4]  would  be 

_  144  xlOOO       1000  X  5.61 
.      P-  550        ^24x60x60" 

where  5.61  =  cu.  ft.  per  bbl. 

13  Assuming  a  pump  efficiency  of  85  per  cent,  the  horsepower 
of  the  engine  would  be  17/0.85  or  20.  Here  we  have  a  very  simple 
rule  for  calculating  the  horsepower  from  bbl.  per  day  and  pressure 
in  lb.  per  sq.  in. :  namely, 

Net  hp.  =  17  X  thousands  of  bbl.  per  day  X  P/1000- 
B.hp.  =  20  X  thousands  of  bbl.  per  day  x  P/1000 

14  For  example,  for  a  discharge  of  8000  bbl.  per  day  against 
a  pressure  of  600  lb.  per  sq.  in.,  the  brake  horsepower  required 
would  be  20  X  8  X  0.6,  or  96.  Since  the  horsepower  varies  directly 
as  PQ  and  P  varies  directly  as  Q^,  it  follows  that  hp.  varies  directly 
as  Q^.    To  sum  up: 

Velocity  varies  directly  as  the  line  discharge 

Pressure  varies  directly  as  the  square  of  the  line  discharge 

Hc)rsei)ower  varies  directly  as  the  cube  of  the  line  discharge. 

15  Another  relation  of  value  in  making  rapid  pipe-line  cal- 
(uilations  is  the  ratio  between  the  diameter  D  and  leng^  L  with 
the  discharge  Q  and  the  pressure  P  remaining  constant. 

16  From  the  friction  formula  [2]  it  will  be  seen  that  P 
(hrectly   as   V'L/D.     Assuming   P  constant,   L  varies  directly 
/)/r.     For  tlie  same  discharge,  Formula  [3],  that  is,  with  Q  c<Mi- 
stant,  V  varies  directly  as  \/D^,    Therefore  t^  would  vary  directly 
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1/Z>*.    Substituting  this  value  for  t^  above,  it  is  seen  that  L  varies 
directly  as  D/(l/D*),  or  in  other  words,  L  varies  directly  as  Z>*. 

17  This  means  that  for  the  same  discharge  and  pressure,  i.e., 
the  same  friction,  the  length  of  the  line  would  vary  directly  as  the 
fifth  power  of  the  diameter.  Taking  a  diameter  of  6  in.  as  imity, 
the  fifth  powers  of  several  dififerent  diameters  are  as  follows: 

D  =  6  8  10  12 

Z)»=         1.0  4.2  12.8  32 

18  An  example  will  show  how  easily  these  relations  are 
utilized.    Let  a  proposed  pipe  line  be  made  up  as  follows: 

Two  6-in.  lines,  8  miles  long  (Y-branch) 

One  6-in.  line,  6  miles  long 

One  8-in.  line,  10  miles  long 

One  12-in.  line,  12  miles  long 
With  the  particular  oil  to  be  transported  the  pressure  per  mile 
when  pumping  10,000  bbl.  a  day  through  a  6-in.  line  will  be  assumed 
as  20  lb.  per  mile.  What,  now,  will  be  the  pressure  for  17,000  bbl. 
per  day  through  above  line  and  what  will  be  the  net  hp.  and  b.hp. 
required? 

19  Since  P  varies  as  Q^,  the  pressure  for  17,000  bbl.  will  be 

17  0001* 

r~^     or  2.89  times  the  pressure  for  10,000  bbl.     The  pressure 

in  the  line  would  then  be  2.89  x  20  or  57.8  lb.  per  mile. 

20  Inasmuch  as  the  velocity  is  halved  when  using  two  6-in. 
lines  for  the  8-mile  section,  each  line  carrying  an  equal  amount  of 
oil,  the  equivalent  length  of  6-in^line  for  each  branch  would  be  only 
two  miles,  the  length  varj'ing  directly  as  the  square  of  the  velocity. 
The  length  of  6-in.  line  equivalent  to  the  8-in.  pipe  would  be  10 
miles  divided  by  the  ratio  of  the  fifth  powers  of  the  diameters  6  in. 
and  8  in.  or  10/4.2  =  2.38  miles.  In  a  Uke  manner  the  length  of 
6-in.  line  equivalent  to  the  12  miles  of  12-in.  pipe  would  be  12/32 
or  0.37  mile.  In  other  words,  the  equivalent  length  of  6-in.  pipe 
in  the  line  under  consideration  would  total  12.75  miles.  Under  a 
pressure  on  the  line  of  57.8  lb.  per  mile,  the  total  pressure  on  the 
line  would  be  12.75  x  57.8  or  737  lb. 

21  Making  use  of  the  sunple  formula  for  hp.  already  derived 

we  have 

17,000       737   _  ^,« 
Net  Horsepower  =  17  x    ifw^x   X  TKnjR  -  ^^^ 


[ 


1000        1000 

^      .7,000       737 
Brake  Horsepower  =  20  X  "Tqqq"  ^  1000 


17,000_  737.  _  250 
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22  No  doubt  many  other  useful  relations  could  be  derived 
for  the  purpose  of  expediting  pipe-line  calculations,  but  those  which 
have  been  presented  are  among  the  most  useful. 

23  In  illustration  of  the  foregoing  the  following  data  in  re- 
gard to  the  36-mile,  8-in.  Alton  pipe  line  operating  between  Carlton 
and  Wood  River,  Mo.,  should  prove  of  interest.  This  line,  con- 
structed in  1013,  has  four  stations,  in  each  of  which  are  installed  four 
units  each  consisting  of  a  100-hp.  type  F.  H,  De  La  Vergne  oil  engine 
direct-connected  to  a  6-in.  by  18-in.  National  Transit  Co.  herring- 
bone^earcd  power  pump  with  8-in.  suction  and  6-iii.  discharge. 
The  performance  of  one  station  equipment  (three  units)  is  given 
below. 

Oil  pumped  during  10  days,  bbl 140,000 

Oil  pumped  per  day,  average,  bbl 14,000 

Preaaure  mBintained  in  line,  lb.  per  eq.  in 700 

Brake  horsepower,  average 190 

Pump  efficiency,  estimated,  per  cent 85 

Fuel  conaumed  by  enginea  during  10  days,  bbl S5.8 

Fuel  conaumed  by  enginea  per  day,  lb 2020 

Brake-horaepower-houra  per  day  -  100  x  24 4704 

Fuel  conaumption  perb.bp-hr.,  lb 0.43 

Ft-lb.  of  work  per  day  developed  by  the  engines  -■  106  x  33,000 

X24X60 0,320,000,000 

Ft-lh.  of  work  per  day  in  oil  pumped  -  9,320,000,000  x  0.85 

(85  per  cent  efficiency) 7,900,000,000 

B.t.ii.  in  fuel  conaumed  per  day  -  2020  x  18,000 36,000,000 

Ft-lb.  of  work  per  1,000,000  B.t.u 217,000,000 

Daily  operating  cost; 

Fuel  oU:  6.58  bbl.  at  J1.50 tiXI 

Lubricating  oil:  2  gal.  at  J0.22 044 

Cylinder  oil:  1.6  gal.  at  $0.21 034 

Attendance:  Total  aalariea  of  2  engineera,  2  aasiBtant  engi- 

neeta,  1  chief  engineer  and  2  telegraph  operators 4U0 

$S3.15 

Coat  per  b.hp-hr.  ($52.15  +  4704) lOOtl 

Coat  per  bbl.  of  oil  pumped  ($52.15  *  14,000) 00087 

Dbl.  of  oil  pumped  per  bbl.  of  fuel  cooBUmed  (14,000  +  6.58) . . .  2130 

24  In  conclusion  it  may  be  said  that  the  comparatively  gooaD 
amount  of  power  involved  in  pipe-line  transportation  lends  itaelf 
admirnbly  to  the  efficient  use  of  the  oil  engine  as  a  prime  monr. 
And  unless  Nonic  other  form  of  {xjwcr  can  show  better  reeultfl  in  tiie 

immodiatc  future,  the  oil  engine  bids  fair  to  hold  its  present  su- 
periority its  a  means  for  the  transportation  of  oil. 


DISCUSSION  1065 


DISCUSSION 


Benjamin  F.  Tillson  asked  the  author  what  friction  coef- 
ficients would  apply  respectively  to  paraffin  and  asphalt  base  oils 
with  densities  varying  from  38  to  14  deg.  B.  It  seemed  to  him  that 
in  view  of  the  fact  that  viscosity  of  the  oils  played  a  more  important 
part  than  their  specific  gravities,  it  would  be  preferable  to  express 
a  formula  so  as  to  include  the  factor  of  absolute  viscosity  of  the  oil 
in  question.  Did  such  a  formula  exist,  he  asked,  and  if  so,  what 
factors  were  properly  Upplied  in  practice?  What  would  be  the  cor- 
responding factors  for  rifled  pipe  and  in  case  water  films  bounded  the 
stream  of  oil?  Was  the  formula  limited  for  stream  line  flow  with 
velocity  below  the  critical  velocity  above  which  turbulent  flow  re- 
sults, and  if  so,  what  formula  should  be  used  to  obtain  such  critical 
velocities  in  terms  of  viscosities? 

Henry  H.  Suplee  said  that  it  was  well  known  that  certain  gas 
pipe  lines  were  being  operated  very  economically  by  using  gas  power 
pumps  deriving  their  fuel  from  the  pipe  Une.  The  same  would  be 
true  of  an  oil  pipe  line  using  oil  engines  for  driving  the  pmnps. 

Albert  C.  Dickerman  was  interested  in  the  paper  from  the 
point  of  view  of  transporting  oil  comparatively  short  distances  within 
plants  using  oil  fuel.  He  had  been  unable  to  locate  any  very  de- 
pendable information  regarding  the  most  economical  pipe  line  for 
such  installations.  He  was  also  interested  to  know  what  insulating 
materials  to  use  in  oil  and  steam  lines  laid  underground. 

The  Author.  An  attempt  has  been  made  to  derive  a  friction 
constant  for  use  with  the  Fanning  formula  which  would  be  appli- 
cable to  oils  of  various  viscosities  for  each  sized  line.  A  similar 
effort  was  made  to  derive  a  constant  C  for  use  with  the  Ch^zy  formula 
for  flow  of  various  viscosities. 

It  is  the  writer's  belief  that  it  is  not  practical  to  write  a  formula 
which  will  permit  the  flow  to  be  expressed  mathematically  for  all 
conditions.  This  flow  is  influenced  by  the  velocity  of  the  oil,  size 
of  the  line,  viscosity  and  gravity  of  the  oil,  temperature  loss,  rough- 
ness of  the  pipe,  and  turbulence  of  the  flow  above  a  certain  critical 
velocity.  It  is  apparent  from  tests  that  with  the  Ught  oils  a  turbu- 
lent flow  begins  almost  as  soon  as  it  does  in  the  flow  of  water  while 


1  •:«:  :c  ?c?x  i 

^r.JL  lej. —  iili.  ii;  L-^ijir.:  •:-:   1:  iM  5.   LAlifomiA  oil  at  100  deg. 
:i_ir    •  i_f  :r.-  -i-  z^'.lzz  -^  =>:r  rhL.!bei  -zzr:L.  it/e  velocitv  has  exceeded 

Ti»f  TT-.Tcr  u^  i^i  z*:  i3r»frjfzj^r  T::h  rifed  {ripe. 
T:.'7  ■FT.:ci:  t-JI  ":•=  r.u:  - :  r.r!=jsi  iZ  zc^xssarv  data  of  transport- 
j:.!  :il  *ii':r:   £:?:d:i:ift?  r  ilr    IX^kfrsc-  -a-ZI  fumish  following  in- 


j.__..j^^.  :£  :L  :.:  rt!  ^iZ5ccr:«  frcm  base  of  supply  to  place 


.^T-o-iz:  :■:  :l1  :c  "re  iriiT«r«i£  ?^r  hour  or  24  hours 
V.>:-:sl:v  £riv::v  iz-i  '.cEir^ra^urt  of  oil  to  be  pumped. 


^  .-.-f  -=rrr.^r  'zss  Jisei  :c  c^£;i:  ;idir.iz.:a^  for  insulation  of  under- 
zr:uiLi  r:r»f  l:z.r=<  :bf  Jo'iJi^-MiriTill*?  undergnHind  system  of  in- 

Tir  iu:i::r  -ar::*:  :hjk:  price?  oc  materials  and  rates  of  wages 
paid  :o  pvmri-*:  5:^:::z  a::<'nJAn:s  as  used  in  his  paper  were  out 
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MANUAL  ON  AMERICAN   STANDARD 

PIPE  THREADS^ 

'T^HE  American  Pipe  Thread  Standard,  also  known  as  the  American 
Briggs  Standard,  was  formulated  by  Mr.  Robert  Briggs  prior 
to  1882. 

2.  Mr.  Briggs  for  several  years  was  superintendent  of  the 
Pascal  Iron  Works  of  Morris,  Tasker  &  Company,  Philadelphia, 
and  later  was  Engineering  Editor  of  the  Journal  of  the  Franklin 
Institute.  After  his  death,  a  paper  by  Mr.  Brigg6  containing  de- 
tailed information  regarding  American  pipe  and  pipe  thread  practice 
was  read  before  the  Institution  of  Civil  Engineers  of  Great  Britain. 
This  is  recorded  in  the  Excerpt  minutes,  Volume  LXXI,  Session 
1882-1883,  Part  1. 

3  While,  in  a  general  way,  American  manufacturers  were 
threading  practically  to  the  Briggs  Standard,  in  1886  the  manu- 
facturers and  The  American  Society  of  Mechanical  Engineers 
jointly  adopted  it  in  detail,  and  master  gages  were  made.  The 
standard  has  since  been  in  general  use  in  the  United  States  and 
Canada. 

4  At  various  conferences  later,  American  manufacturers  and 
The  American  Society  of  Mechanical  Engineers  established  addi- 
tional sizes,  certain  details  of  gaging,  tolerances  and  special  appli- 


^  Approved  by  Council  October  1919,  and  ordered  printed.  Presented  at 
the  Annual  Meeting,  December  1919,  of  The  American  Society  of  Mechanical 
Engineers  as  a  progress  report  of  the  Joint  Conmiittee  on  International  Standard 
for  Pipe  Threads.  This  Manual  was  prepared  at  the  suggestion  of  the  Com- 
mittee and  is  endorsed  by  the  Committee  of  Manufacturers  on  Standardization 
of  Fittings  and  Valves  and  the  National  Screw  Thread  Commission.  It  has 
also  been  endorsed  by  the  following  eight  societies  and  associations:  Society  of 
Automotive  Engineers,  The  American  Society  of  Refrigerating  Engineers,  The 
American  Society  of  Heating  and  Ventilating  Engineers,  American  Railway 
Engineering  Association,  Heating  and  Piping  Contractors  National  Associa- 
tion, National  Federation  of  Construction  Industries,  American  Railroad  Asso- 
ciation, Section  III  —  Mechanical,  American  Railroad  Association,  Signal 
Division. 

This  Standard  has  been  formally  presented  by  the  A.S.M.E.  to  the 
American  Engineering  Standards  Committee  and  has  been  approved  by  the 
Committee  as  an  "  American  Standard." 
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cations  of  the  standard,  also  the  formulse  and  dimensioDS  were 
tabulated  more  completely  than  was  origmally  done  by  Mr.  Briggs. 

OUTLINE  OP  STANDARD 

5  The  American  Pipe  Thread  Standard  establishes  the  fol- 
lowing: 

Outside  diameter  of  pipe 

Diameter  of  male  thread 

Diameter  of  female  thread 

Profile  of  thread 

Pitch  of  thread 

Ijength  of  thread 

Taper  of  thread 

Engagement  (by  hand)  of  male  and  female  threads 

Construction  and  use  of  gages 

Tolerances 

Use  of  taper  threads 

Use  of  straight  threads. 

TABLES   OF  DIMENSIONS 

6  The  dimensions  of  American  Pipe  Threads  are  expressed  in 
''inches''  to  one-one  hundred  thousandth  (0.00001)  of  an  inch,  and 
in  "millimeters"  to  one-thousandth  (0.001)  of  a  millimeter. 

7  Wliilc  this  is  a  greater  degree  of  accuracy  than  is  ordinarily 
used,  the  dimensions  are  so  expressed  in  order  to  eliminate  errors 
which  might  result  from  less  accurate  dimensions. 

8  Tlie  relation  l)etween  the  inch  and  the  meter  used  in  calcu- 
lating the  dimensions  in  these  tables  is  that  established  by  law  in 
the  United  States  and  on  record  in  the  Bureau  of  StandaidSi  De- 
partment of  Commerce  and  Labor,  Washington,  D.  C.    This  is 

1  meter  =  39.37  inches  exactly. 

9  The  metric  equivalent  of  the  inch  resulting  from  this  de- 
temiination  is  25.40005  millimeters  =  1  inch. 

OUTSIDE   DIAMETER  OF  PIPE 

10  The  outside  diameter  of  pipe  is  given  in  Column  "G"  of 
the  table  of  dimensions.  These  diameters  should  be  veiy  efandy 
adhered  to  by  p\\xi  manufacturers. 
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DIAMETEB  OF  TAPEB  THREAD 

11  The  pitch  diameters  of  the  taper  thread  are  determined  by 
formuke  based  on  the  outside  diameter  of  pipe  and  the  pitch  of 
thread.    These  are  as  follows: 

A  =  G  -  (0.05G  +  1.1)P 

B  -  A  +  0.0626F 

A  =  Pitch  diameter  of  thread  at  end  of  pipe 

B  »  Pitch  diameter  of  thread  at  gaging  notch 

G  =  Outside  diameter  of  pipe 

F  =  Normal  engagement  by  hand  between  male  and  female 

threads 
P  =  Pitch  of  thread. 

Note.  —  The  above  formulse  are  not  expressed  in  the  same  terms  as  the 
formula  originally  established  by  Mr.  Briggs,  because  they  are  used  to  determine 
pilch  diameters  whereas  the  Briggs  formula  determined  the  aulside  diameter 
of  the  thread.    However,  both  forms  give  identical  results. 

PBOFILE 

12  The  angle  between  the  sides  of  the  thread  is  60  deg.  when 
measured  in  the  axial  plane,  and  the  thread  is  perpendicular  to  the 
axis  of  the  pipe,  for  taper  or  straight  threads.     (See  Fig.  1.) 

13  The  crest  and  root  are  truncated  an  amoimt  equal  to 
0.033P.    The  depth  of  the  thread,  therefore,  is  0.8P.     (See  Fig.  1.) 

Note.  —  While  Mr.  Briggs  originally  advocated  a  slightly  rounded  crest 
and  root,  the  thread  as  applied  in  the  manufacture  of  gages  and  thread  tools 
has  always  been  slightly  flaUened  at  the  crest  and  root. 

While  the  crests  on  commercially  manufactured  male  and  female  threads 
would  appear  slightly  rounded  when  examined  with  a  microscope,  for  all  prac- 
tical purposes  and  when  examined  by  eye  they  are  sharp. 

The  roots  of  commercially  manufactured  threads  are  practically  sharp 
when  cut  with  new  tools  and  slightly  rounded  when  cut  with  worn  tools. 

prrcH 

14  The  pitch  of  the  thread  is  the  distance  the  axis  will  advance 
in  one  revolution.  It  is  expressed  in  terms  of  the  number  of  threads 
in  one  inch  and  the  number  of  threads  in  254  millimeters  (254  nun. 
equals  10  inches). 

LENGTH   OF  THREAD 

15  The  length  of  the  taper  male  thread  is  determined  by  a 
formula  based  on  the  outside  diameter  of  pipe  and  the  pitch  of  the 
thread.    This  is  as  follows: 
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E  =  (0.8G  +  6.8)  P 

E  -  LcDgth  of  effective  thread 
0  -  Outside  diameter  of  Pipe 
P  =  Htch  of  thread. 

NoTK.  -  ■  'i'lip  aI>ove  romiuttt  is  not  expressed  in  the  sune  terma  a>  the  OM 
originully  cstubli.'iliifl  by  Mr.  BriggH,  becuuxc  it  determines  directly  tlw  IobsA 
of  effective  thread  which  includes  two  thrcaiis  aUghtly  iEoperfect  oa  the  enrt, 
whereas  the  BriRiis  formula  determined  the  length  of  perfect  1  hi  nail,  tfaa  two 
threads  iniprrfect  on  the  crest  not  being  included  in  the  fonmilK. 
both  forms  give  identical  results. 
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TAPER  OF  THREAD 

16  The  taper  of  the  thread  is  1  in  16  measured  on  the  diameter. 

ENGAGEMENT   BETWEEN  TAPER  MALE   AND   FEMALE  THREAD 

17  The  normal  length  of  engagement  between  taper  male  and 
female  threads  when  screwed  together  by  hand  is  shown  in  Column 
'*F"  of  Table  1. 

18  This  length  is  controlled  by  the  construction  and  use  of 
the  gages. 

GAGES 

19  Gages  to  properly  maintain  interchangeability  should 
consist  of, 

Master  gages 

Reference  gages  used  for  checking  working  gages 

See  Figs.  2,  3  and  4 
Working  gages  used  for  checking  the  product 

See  Figs.  5  and  6. 

MASTER  GAGES 

20  The  master  gage  is  a  taper  threaded  plug  gage.  This  should 
be  accompanied  by  two  taper  threaded  ring  gages  (to  be  known  as 
checks)  to  afford  ready  comparisons. 

21  The  plug  gage  is  made  to  the  dimensions  given  in  Table  1, 
as  shown  in  Figs.  2,  3  and  4,  and  includes  the  gaging  notch. 

22  One  ring  (check)  has  a  thickness  equal  to  dimension  F,  is  the 
same  diameter  at  the  small  end  as  the  small  end  of  the  plug  gage, 
and  is  flush  with  the  plug  gage  at  the  small  end  and  at  the  gaging 
notch  when  screwed  on  tight  by  hand.  (See  Fig.  2.)  This  check  will 
be  fitted  to  its  master. 

23  The  other  ring  (check)  has  a  thickness  equal  to  dimension 
Ey  but  is  threaded  for  a  distance  equal  to  E  minus  F.  It  is  the  same 
diameter  at  the  large  end  as  the  large  end  of  the  plug  gage.  The 
distance  equal  to  F  is  counterbored  and  unthreaded.  (See  Fig.  3.) 
This  check  will  also  be  fitted  to  its  master. 

24  The  roots  of  the  threads  are  cut  to  a  sharp  V  or  may  be 
undercut  beyond  the  sharp  V  to  facilitate  making  the  thread.  See 
Fig.  4.  The  crests  are  truncated  an  amount  equal  to  O.IP,  as 
illustrated  in  Fig.  4. 

25  Master  gages  and  their  checks  are  primarily  for  the  use  of 
gage  and  thread  tool  manufacturers,  and  for  very  accurate  reference 
in  checking  gages. 
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REFERENCE  GAGES 

26  Reference  gages  consist  of  one  taper  threaded  plug  gage  and 
two  taper  threaded  ring  gages. 

27  The  plug  gage  is  made  to  the  dimensions  given  in  Table  1,  as 
shown  in  Figs.  2,  3  and  4,  and  includes  the  gaging  notch. 

28  One  ring  gage  has  a  thickness  equal  to  dimension  F,  is  the 
same  diameter  at  the  small  end  as  the  small  end  of  the  plug  gage, 
and  is  flush  with  the  plug  gage  at  the  small  end  and  at  the  gaging 
notch  when  screwed  on  tight  by  hand.     (See  Fig.  2.) 

29  The  other  ring  gage  has  a  thickness  equal  to  dimension  E, 
but  is  threaded  for  a  distance  equal  to  E  minus  F,    It  is  the  same 

American  Taper  Pip«  Threoob. 
E  l^^!'.?f..^ff^,J!^f?f!f:. >i<-%fi*^5?^^il 


Pi-Mr 

k--p--> 

A'P/MDa.afTJB'wcr 
'.  a'h  End  of  PipQ. 


PiichOia.cifThrtcKl 
of  Gaging  Hatch. 


6 

0J>.ofPJp9 


Diagram  Referred  to  in  Table   1 


diameter  at  the  large  end  as  the  large  end  of  the  plug  gage.  The 
distance  equal  to  jF  is  counterbored  and  imthreaded.  (See  Fig.  3.) 
30  The  roots  of  the  threads  are  cut  to  a  sharp  V  or  may  be 
undercut  beyond  the  sharp  V  to  facilitate  making  the  thread.  The 
crests  are  truncated  an  amount  equal  to  O.IP.     (See  Fig.  4.) 


WORKING   GAGES 

31  Working  gages  consist  of  one  taper  threaded  plug  gage  and 
one  taper  threaded  ring  gage. 

32  The  plug  gage  is  made  to  the  dimensions  given  in  Table  1, 
as  shown  in  Figs.  5  and  6,  and  includes  the  gaging  notch. 

33  The  ring  gage  has  a  thickness  equal  to  dimension  F,  and  is 
the  same  diameter  at  the  small  end  as  the  small  end  of  the  plug  gage. 
(See  Fig.  5.) 
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34  The  crests  are  truncated  an  amount  equal  to  0,1P.  The 
roots  are  cut  to  a  sharp  V,  or  may  be  imdercut  beyond  the  sharp  V 
to  fiicilitafe  making  the  thread,     (See  Fig.  6.) 


Refervic*  Oogcs 
For  Kifckin^  working  Soges 


NoTK,  -  -  The  ubjevt  of  truncatiu)!  the  crests  on  gaffM  (truncation  O.IP) 
to  iiiiiiiri.'  th;it,  whi-ii  Rngin)t  u  commcroial  thread  cut  with  a  slightly  dull  tool, 
10  itap-  l>i-;ir!<  .ill  tlii-  siili-s  of  the  thread  inatenil  of  on  the  roota- 


CAGIMi    FEMALE  TIIltEADS 

:1a     The  plim  gajit',  I'i^.  5,  slniuld  scron-  tight  by  hand  into  the 
luting  (T  I'ouplin):  until  the  noli'li  is  flush  with  the  face.     When  tbe 
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thread  is  chamfered,  the  notch  should  be  flush  with  the  bottom  of 
the  chamfer. 

36    ITiis  method  of  gaging  is  used  either  for  taper  female 


oKTumrub- 


M     i 


'(■u*     TonoM  nJW4 


threads  or  for  straight  threaded  female  couplings  which  screw  to- 
gether with  taper  male  threads.     (See  Figs.  10  and  13.) 


OAOING  TAPER  UALB  THREADS 


37  The  ring  g^e,  Fig.  5,  should  screw  tight  by  hand  on  the 
pipe  or  male  thread  until  the  small  end  of  the  gage  is  flush  with  the 
end  of  the  thread.     (See  Fig.  7.) 
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QAQB  T0LBRANCB8 

38  In  the  manufacture  of  gages,  variations  from  basic  di- 
mensions are  unavoidable.  Furthermore,  gages  will  wear  in  use. 
In  order  to  fix  the  maximum  allowable  variations  of  g^^,  tolerances 
have  been  established. 

39  Master  Gages.    Master  gages  should  be  made  within  the 


straight  Ttirtad. 

Fio.  13 

See  FigB.  11  and  12  for  Tolerance.    Taper  Four  TimH  Aottal 

narrowest  possible  limits  of  error,  and  checks  should  be  fitted  to 
their  masters. 

40  Each  master  gage  should  be  accompanied  by  a  reoonl  of 
all  measurements,  and  a  statement  of  the  decimal  part  of  a  turn  it 
varies  plus  or  minus  from  the  basic  dimensions. 
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41  Reference  Gages.  Column  1  of  Table  8  gives  the  maxi- 
mutn  allowable  cumulation  of  all  errors  in  the  thread  Burface  of.  ref- 
erence gages,  expressed  in  terms  of  diameter,  and  ia  illustrated  in 
Fig.  16.  No  point  in  the  thread  surface  of  the  gage  should  be  out- 
side of  the  zone  of  tolerance  indicated  by  the  shaded  portion  of  the 
illustration. 

Note.  — ■  Thb  column  is  used  when  checking  gages  by  meseiuement.  If 
the  errors  in  the  gage  are  reported  in  terma  ot  pitch,  angle  ot  thread,  and  diameter, 
Tables  10  and  U  may  be  used  to  determine  the  cumulation  of  these  erron  for 


compariaon  with  Column  1.  In  Table  10  the  results  of  errors  in  angle  kk  ex- 
pressed in  terms  of  diameter.  In  Table  11  the  reeults  of  enors  in  pitch  an 
expressed  in  terrQS  of  diameter. 

For  example: 

A  }-in.  —  14  plug  pipe  thread  gage  is  reported  as  follows: 
Pitch  diameter,  large  end,  0.98881  in. 
Pitch  diameter,  small  end,  0.96775  in. 
One-half  included  angle  of  thread,  29  d^.  and  68  mio. 
Maximum  error  in  lead,  0,00007  in. 
The  correct  pitch  diameter  at  large  end  ia  0.98886  in.     (See 

Table  1) 
The  error  is  0.00005  in. 
The  correct  pitch  diameter  at  small  end  is  0.96768  in.     ^ee 

Table  1) 
The  error  is  0.00007  in. 

2  min.  error  in  angle  equals  0.00006  in.     (See  TaMe  10) 
0.00007  in.  error  in  lead  equals  .00012  in.    (See  TtiM  11) 
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The  cumulative  error  at  large  end  in  terms  of  diameter  equals 

0.00023  in. 
The  cumulative  error  at  small  end  equals  0.00025  in. 
The  gage  falls  within  the  limits  of  the  reference  gage  (0.00028 

in.  as  given  in  Table  8). 


AX\9 


TAPER 
I  in   16 
MCASURtD 
on  ^lAMTTCR 


CA0 

I  !> 


Fig.  16 


Note  CJoncerning  Fig.  16.  No  point  on  the  thread  surface  of  the  gage 
should  be  outside  of  the  zone  of  tolerance  indicated  by  the  shaded  portion  of 
the  illustration. 

The  dotted  line  indicates  the  outline  of  a  perfect  gage  made  exactly  to  the 
basic  dimensions. 

A  »  Basic  pit<;h  diameter  at  small  end  of  gage 
B  »  Minimum  pitch  diameter  at  small  end  of  gage 
C  -  Maximum  pitch  diameter  at  small  end  of  gage 


B 
C 


A  - 


A  + 


( Column  1  from  Table  8  for  reference  gages 
I  Colunm  5  from  Table  9  for  new  working  gages 
r  Colunm  1  from  Table  8  for  reference  gages 
\  Column  5  from  Table  9  for  new  working  gages 


42  Column  2,  Table  8,  gives  the  equivalent  of  Column  1,  ex- 
pressed in  terms  of  distance  parallel  to  the  axis,  and  represents 
the  maximum  distance  which  a  reference  ring  gage  of  perfect  thick- 
ness or  a  reference  plug  gage  of  perfect  length  from  small  end  to 
gaging  notch  may  vary  from  being  flush  at  the  gaging  notch  or  at 
the  small  end,  when  referred  to  basic  dimensions.  It  is  equal  to 
16  times  Column  1,  owing  to  the  basic  taper  of  1  in  16,  measured 
on  the  diameter. 

Note.  —  This  column  is  used  when  checking  reference  gages  by  com- 
parison with  a  master  gage.  The  necessary  allowance  must  be  made  for  the 
error  in  the  master. 
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TABLE  2 


B 

Depth  of  Thread 

Number  of  Threads 

Inches 

MJ^. 

Inches 

M.M. 

Inches 

M.M. 

Pterlnch 

P^ 
264M.M. 

^ 

3 

.37476 

9.619 

.02963 

.763 

27 

270 

1^ 

6 

.48969 

12443 

.04444 

1.129 

18 

180 

TB 

10 

.62701 

16.926 

.04444 

1.129 

18 

180 

H 

13 

.77843 

19.772 

.06714 

1.451 

14 

140 

?4 

19 

.98886 

26.117 

.05714 

1.461 

14 

140 

1 

25 

1.23863 

31.461 

.06950 

1.767 

^^H 

116 

IK 

32 

1.68338 

40.218 

.06966 

1.767 

IIH 

115 

1^ 

38 

1.82234 

46.287 

.06956 

1.767 

i^H 

116 

2 

50 

2.29627 

68.326 

.06066 

1.767 

ll>i 

116 

2H 

64 

2.76216 

70.159 

.10000 

2.640 

8 

80 

3 

76 

3.38850 

86.068 

.10000 

2.640 

8 

80 

3H 

90 

3.88881 

98.776 

.10000 

2.640 

8 

80 

4 

100 

4.38713 

111.433 

.10000 

2.640 

8 

80 

4M 

113 

4.88594 

124.108 

.10000 

2.640 

8 

80 

5 

125 

6.44929 

138.412 

.10000 

2.640 

8 

80 

6 

150 

6.50697 

166.252 

.10000 

2.640 

8 

80 

7 

176 

7.50234 

190.660 

.10000 

2.640 

8 

80 

8 

200 

8.50003 

216.901 

.10000 

2.640 

8 

80 

9 

226 

9.49797 

241.249 

.10000 

2.640 

8 

80 

10 

250 

10.62094 

269.772 

.10000 

2.640 

8 

80 

11 

276 

11.61938 

296.133 

.10000 

2.640 

8 

80 

12 

300 

12.61781 

320.493 

.10000 

2.640 

8 

80 

14  O.D. 

350 

13.87262 

362.365 

.10000 

2.640 

8 

m 

16  O.D. 

376 

14.87419 

377.805 

.10000 

2.640 

8 

80 

16  O.D. 

400 

15.87576 

403.245 

.10000 

2.540 

8 

80 

17  O.D. 

426 

16.87500 

428.626 

.10000 

2.540 

8 

80 

18  O.D. 

450 

17.87500 

464.026 

.10000 

2.540 

8 

80 

20  O.D. 

500 

19.87031 

504.707 

.10000 

2.540 

8 

80 

22  O.D. 

650 

21.86562 

565.388 

.10000 

2.640 

8 

80 

24  O.D. 

600 

23.86094 

606.069 

.10000 

2.640 

8 

80 

26  O.D. 

650 

26.85625 

656.750 

.10000 

2.640 

8 

80 

28  OD. 

700 

27.85166 

707.431 

.10000 

2.640 

8 

80 

30  O.D 

750 

29.84687 

768.  U2 

.10000 

2540 

8 

80 
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43  Column  3  gives  the  equivalent  of  Column  2,  expressed  in 

terms  of  the  decimal  part  of  a  turn  from  the  basic  dimensions. 

Note.  —  This  oolmnn  is  also  used  when  checking  reference  gages  by  com- 
parison with  a  master  gage.  The  necessary  allowance  must  be  made  for  the 
error  in  the  master. 

44  A  tolerance  of  plus  or  minus  0.0002  in.  (0.005  mm.)  is  allowed 
on  the  distance  between  the  gaging  notch  and  the  small  end  of  the 
reference  plug  gage,  or  on  the  thickness  of  the  reference  ring  gage. 

Note.  —  It  is  possible  for  reference  plug  and  ring  gages  which  come  within 
all  of  the  above  tolerances  to  vary  from  being  flush  with  each  other  at  the  small 
end,  or  at  the  gaging  notch,  when  screwed  together  tight  by  hand.  The  maxi- 
mum variation  which  might  occur,  expressed  in  terms  of  distance,  is  given  in 
Column  4,  and  gages  which  come  within  these  limits  should  be  checked  by  meas- 
urement before  being  rejected. 

45  New  Working  Gages.  Column  5  of  Table  9  gives  the 
maximum  allowable  cumulation  of  all  errors  in  the  thread  surface  of 
new  working  gages,  expressed  in  terms  of  diameter,  and  is  also 
illustrated  in  Fig.  16.  No  point  in  the  thread  surface  of  the  gage 
should  be  outside  of  the  zone  of  tolerance  indicated  by  the  shaded 
portion  of  the  illustration. 

Note.  —  This  column  is  used  when  checking  gages  by  measurement. 

46  Column  6  gives  the  equivalent  of  Colunm  5,  expressed  in 

terms  of  distance  parallel  to  the  axis,  and  represents  the  maximum 

distance  which  a  new  working  ring  gage  of  perfect  thickness  or  a  new 

working  plug  gage  of  perfect  length  from  small  end  to  gaging  notch 

may  vary  from  being  flush  at  the  gaging  notch,  or  at  the  small  end, 

when  referred  to  basic  dimensions.    It  is  equal  to  16  times  Column  5» 

owing  to  the  basic  taper  of  1  in  16,  measiu^  on  the  diameter. 

Note.  —  This  colunm  is  used  when  checking  working  gages  by  comparison 
with  a  gage  the  error  of  which  is  known.  The  necessary  allowance  must  be 
made  for  this  error. 

47  Column  7  gives  the  equivalent  of  Column  6,  expressed  in 

terms  of  the  decimal  part  of  a  turn  from  basic  dimensions. 

Note.  —  This  colimm  is  also  used  when  checking  working  gages  by  com- 
parison with  a  gage  the  error  of  which  is  known.  The  necessary  allowance  must 
be  made  for  this  error. 

48  A  tolerance  of  plus  or  minus  0.0005  in.  (0.0127  nun.)  is 

allowed  on  the  distance  between  the  gaging  notch  and  the  small 

end  of  the  working  plug  gage,  or  on  the  thickness  of  the  working 

ring  gage. 

Note.  —  It  is  possible  for  working  plug  and  ring  gages  which  come  within 
all  of  the  above  tolerances  to  vary  from  being  flush  with  each  other  at  the  small 
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end  or  at  the  gaging  notch,  when  screwed  together  tight  by  band.  The  maTinrmm 
variation  which  might  occur,  expressed  in  terms  of  distance,  is  given  in  Column  8, 
and  gages  which  come  within  these  limits  should  be  checked  by  comparison  with 
reference  gages  before  being  rejected. 

It  is  also  possible  for  working  plug  and  ring  gages  which  come  within  all 
of  the  above  tolerances  to  vary  from  being  flush  at  the  small  end  or  at  the  gaging 
notch,  when  screwed  tight  by  hand  on  a  reference  gage  which  comes  within  the 
tolerances  specified  for  reference  gages.  The  maximum  variation  which  might 
occur,  expressed  in  terms  of  distance,  is  given  in  Column  9,  and  gages  which 
come  within  these  limits  should  be  checked  by  measurement  before  being  rejected. 

49  Worn  Working  Gages.  The  maximum  wear  on  working 
gages  must  not  be  more  than  the  equivalent  of  one-half  turn  from 
the  basic  dimensions. 

MANUFACTURING  TOLERANCE 

50  The  maximum  allowable  variation  in  the  commercial 
product  is  one  turn  plus  or  one  turn  minus  from  the  gaging  notch 
when  using  working  gages.  (See  Figs.  8,  9,  10  and  12.)  This  is 
equivalent  to  a  maximum  allowable  variation  of  1}  turns  from  the 
basic  dimensions,  owing  to  the  allowance  of  one-half  turn  on  working 
gages. 

AMERICAN  TAPER  PIPE  THREADS 

51  Taper  male  and  female  threads  are  recommended  for 
threaded  joints  for  any  service. 

AMERICAN   STRAIGHT  PIPE  THREADS 

52  Female.  Straight  threaded  female  wrought  iton  or 
wrought  steel  couplings  of  the  weight  known  as  "standard"  may 
be  used  with  taper  threaded  pipe  for  ordinary  pressures,  as  they  are 
sufficiently  ductile  to  adjust  themselves  to  the  taper  male  thread 
when  properly  screwed  together.    For  dimensions  see  Table  2. 

53  For  high  pressures,  only  taper  male  and  female  threads 
should  be  used. 

54  Male.  Straight  male  threads  are  recognised  only  for 
s[)ecial  applications  such  as: 

Ix)ng  screws 
Tank  nipples. 

LONG   SCREWS 

55  Long  screws  are  used  to  a  limited  extent.  This  joint  is  not 
considered  satisfactory  when  subjected  to  temperature  or  presBure. 
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In  this  application  (see  Fig.  14),  the  coupling  has  a  straight  thread 
and  must  make  a  joint  with  an  American  taper  pipe  thread. 

56  In  gaging,  the  American  taper  working  plug  gage  is  used, 
allowing  the  same  tolerance  from  the  notch  as  for  a  taper  thread. 
(See  Fig.  13.)  The  straight  thread  on  the  pipe  enters  the  coupling 
freely  by  hand,  the  joint  being  made  by  a  packing  material  between 
the  locknut  and  the  coupling.     (See  Fig.  14.) 

57  It  is  necessary  that  the  coupling  be  screwed  on  the  straight 
male  thread  for  the  full  length  of  the  coupling  and  then  back  until 
it  engages  the  taper  male  thread. 

58  Owing  to  the  long  engagement  of  thread,  imperfections  in 
pitch  affect  the  fit  when  the  coupling  is  screwed  on  the  pipe  its  f  ull 
length.  Refinements  of  manufacture  and  gaging  to  insure  a  properly 
interchangeable  product  are  more  costly  than  the  commercial  use 
warrants;  therefore,  the  use  of  this  type  of  joint  is  not  reconunended. 

LOCKNUT  THREADS 

59  Occasional  requirements  make  it  advisable  to  have  a  straight 
thread  of  the  largest  diameter  it  is  possible  to  cut  on  a  pipe.  This 
has  been  standardized  and  is  known  as  Maximum  Male  and  Mini- 
mum Female  Locknut  Threads.  For  dimensions,  see  Table  3.  The 
''Tank  Nipple"  shown  in  Fig.  15  is  an  example  of  this  thread.  In 
this  appUcation  an  American  standard  taper  thread  is  cut  on  the 
end  of  the  pipe  after  having  first  cut  the  male  locknut  thread. 

Respectfully  submitted, 
Joint  Committee  on  International  Standard  for  Pipe  Threads 


Edwin  M.  Herr,  Chairman 
William  J.  Baldwin 
Laurence  V.  Benet 
George  M.  Bond 
Stanley  G.  Flagg,  Jr. 


Representing  The  American 

Society  of  Mechanical 

Engineers 


^tenS.  MmLER  .     Representing  The  American 

W.  CuLLEN  Morris  [         ^  g^  Association 

Herman  Russell 
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No.  1734 

REPORT ' 

OF  THE 

JOINT  CONFERENCE  COMMITTEE 

THE  AMERICAN  SOCIJITY  OF  CIVIL  EXGINEERS 

THE  AMERICAN  INSTITUTE  OF  MINING  AND  METALLURGICAL 

ENGINEERS 
THE  AMERICAN  SOCIETY  OF  MECHANICAL  ENGINEERS,  AND - 
THE  AMERICAN  INSTITUTE  OF  ELECTRICAL  ENGINEERS. 

AN  informal  meeting  of  the  Conferees  of  the  Development  Conmiittees  of 
the  four  Societies  was  held  in  New  York  on  July  2, 1919,  at  which  the  scope 
of  the  work  was  considered,  and  a  Sul>-Committee  on  Procedure,  consisting  of 
the  chairmen  of  the  Conferees  from  each  of  the  four  Societies,  was  appointed 
to  arrange  the  program  for  and  the  time  and  place  of  the  first  formal  meeting. 
The  Conferees  subsequently  adopted  the  name,  "The  Joint  Conference  Com- 
mittee." 

2  The  Joint  Conference  Committee  convened  at  the  Hotel  Montclair, 
Montclair,  New  Jersey,  August  13,  14  and  15,  and  in  New  York,  September  15, 
16  and  17,  1919. 

3  The  Committee  has  divided  its  report  into  two  parts,  that  covering  the 
public  activities  and  that  covering  the  society  activities  of  common  interest  to 
the  four  Societies. 

1     COOPERATION  IN   PROFESSIONAL  ACTIVITIES 

4  It  was  the  unanimous  opinion  of  those  present  at  all  conferences  that 
one  of  the  most  important  matters  on  which  joint  action  can  be  taken  is  the 
formation  of  a  single  comprehensive  organization  to  secure  united  action  of  the 
engineering  and  allied  technical  professions  in  matters  of  common  interest  to 
them. 

5  In  presenting  its  report  upon  a  proposed  form  of  organization  which 
shall  provide  a  voice  to  speak  for  the  ideals  of  the  prdfession,  a  hand  to  enforce 
imity  of  action  and  render  the  maximum  of  national,  social  and  political  service, 
the  Committee  presents  for  consideration  the  following  plan.  The  Committee 
emphasizes  that  the  plan  can  only  be  valuable  and  enduring  as  the  motive  dom- 
inating it  is  patriotic,  broad-visioned  and  unselfish,  but  firmly  beheves  that  all 
efforts  toward  bringing  a  united  profession  to  the  service  of  the  Nation,  the 
State  and  the  City  will  bring  to  its  members  the  pubUc  honor,  esteem  and  recog- 
nition which  their  qualifications  deserve,  now  relatively  unacknowledged  and 
uncompensated. 

^  Received  by  the  Council,  January  24,  1020,  and  ordered  printed. 
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6  In  preparing  this  plan  the  Committee  has  recognized  that  there  exists 
in  Engineering  Council  a  tool  which  is  engraving  an  honorable  record  on  the 
pages  of  professional  history,  but  its  limitations  are  well  known  and  its  poverty 
is  chronic.  If  desired,  P^ngineering  Council  can  be  molded  into  this  organiza- 
tion by  making  it  more  democratic  and  founding  it  on  direct  representation  of 
all  engineers,  rather  than  appointment  as  at  present. 

7  The  great  object  is  to  provide  an  effective  body,  widely  and  truly  rep- 
resentative, modestly  yet  adequately  financed,  which  will  be  neither  autocratic 
nor  aristocratic,  which  will  at  all  times  stand  as  the  representative  and  defender 
of  the  profession  in  matters  affecting  its  honor,  welfare  and  common  interest. 

8  The  mandate  for  a  vehicle  to  provide  for  cod|)eration  and  solidarity 
among  engineers  has  been  unmistakably  expressed  by  the  mejnbership  of  the 
four  Societies,  through  their  several  Development  Committees.  In  obedience 
thereto  the  Joint  Conference  Committee  has  constructed  a  plan  for  an  organiza- 
tion designed  to  perform  this  function  by  pro\'iding  an  opportunity  to  use  the 
strength  of  every  existing  technical  organization  in  the  country,  but  without 
taking  from  them  any  of  their  present  privileges,  or  in  any  way  interfering  with 
their  respective  spheres  of  usefulness. 

9  Every  new  activity,  to  be  effective,  means  work  and  needs  money. 
A  movement  such  as  proposed,  if  undertaken  without  sufficient  funds,  would 
not  only  prove  barren  of  results,  but  by  failure  would  bring  ridicule  upon  the 
profession.  In  advance  of  ite  organization  no  definite,  budget  can  be  prepared. 
The  revenues  proposed  are  moderate,  and  are  based  on  the  experience  of  Engi- 
neering Council,  which,  while  called  upon  to  occupy  an  ever-widening  field, 
has  been  continually  handicapped  by  limited  resources. 

10  In  submitting  the  proposed  fundamentals  to  govern  a  single  oompie- 
hensive  organization  by  which  the  engineering  and  allied. technical  profesaions 
may  become  more  active  in  their  ser\'ice  to  the  public  and  themselves,  the  Joint 
Conference  Committee  would  point  out  the  following  as  among  some  of  the 
objects  to  be  attained  by  such  an  organization: 

a  To  render  the  maximum  of  ser\'ice  to  the  nation  through  unity  of 

action 
b  To  give  the  engineers  of  the  coimtry  a  more  potent  voice  in  public 

affairs 
c  To  secure  greater  recognition  of  the  services  of  the  engineer,  and  to 

provide  for  his  advancement 
d  To  promote  esprit  de  corps  among  the  members  of  the  profession 
c  To  provide  the  machiner>'  for  prompt  and  united  action  on  matters 
affecting  the  profession,  among  which  are: 
LiiH'nsing  and  registration  of  engineers 
National  Ser\'icc  Committee 
National  Dcimrtment  of  Public  Works 
Conservation  of  national  resources 
Publieitv 

( 'lassification  and  comix'n^ition  of  engineers 
( Jenenil  (employment  bureau 
Mnjrineenng  education 
International  affiliation  of  engineers 
Industrial  relations. 
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11  In  the  greater  vision  resulting  from  the  world  war  it  is  apparent  that 
no  one  alone  can  successfully  solve  the  problems  with  which  he  is  confronted. 
He  needs  the  codperation  of  his  fellows.  National  problems  demand  united 
effort.  Hie  Joint  Conference  Committee  believes  that  the  greatest  value  of 
the  proposed  organization  is  in  the  united  effort  for  the  service  of  the  nation, 
from  which  effort  will  result  the  greatest  service  to  the  individual. 

12  The  general  plan  oRem  a  definite  method  of  oiganisation  for  public 
service.  The  Committee  presents  a  means  ^i^reby  the  expressed  wish  of  engi- 
neers throughout  the  land  may  be  formulated  in  oiganisation  which  shall  make 
for  the  common  weal. 

13  The  Committee  submits  the  plan  with  the  confident  belief  that  it  will 
be  accepted  by  the  four  Societies,  that  they  will  make  the  sacrifices  necessary 
and  assume  the  responsibility  of  leadership,  supporting  the  movement  by  virtue 
of  their  position  in  the  engineering  profession.  A  national  movement  by  local 
societies  is  sure  to  come.  The  four  National  Societies  can  take  the  initiative 
and  continue  their  leadership  in  American  engineering  by  prompt  action,  or  by 
inaction  lose  the  prestige  they  now  hold. 

NATIONAL  ENGINEERING  ORGANIZATION » 

ORGANIZATION  AND  PURPOSE 

14  In  order  that  the  engineering  and  allied  technical  professions  may 
become  a  more  active  national  force  in  economic,  industrial  and  civic  affairs, 
and  in  order  that  united  action  may  be  facilitated,  it  is  desirable  that  there 
be  cooperation  through  a  single  comprehensive  organization.  The  purpose  of 
such  organization  should  be  to  further  the  public  welfare  wherever  technical 
knowledge  and  training  are  involved,  and  to  consider  all  matters  of  common 
concern  to  these  professions.    It  should  embrace: 

COMPONENT  PARTS  OP  ORGANIZATION 

15  First  Local  Affiliations,  preferably  under  the  auspices  of  local  engi- 
neering societies  or  clubs,  as  follows: 

a  "Local  Associations''  or  "Sections"  of   the  national  engineering  or 
technical  societies; 

b  Local  engineering  societies;  and 

€  Other   local    engineers  and   members  of  allied  technical  professions 
and  associates. 

16  Second.  A  National  Coimcil,  consisting  of  representatives  of  national 
engineering  and  technical  societies  and  of  representatives  of  local,  state  or  r^onal 
affiliations  or  organizations. 

17  The  formation  of  State  Councils,  composed  of  representatives  of  the 
local  affiliations  within  the  State  or  otherwise  representative  of  the  majority  of 
the  engineers  and  members  of  allied  technical  professions  in  the  State,  is  desirable 
as  conducive  to  cooperation  and  to  further  the  objects  of  the  National  Council 
with  which  such  State  Councils  should  harmonize;  and  such  State  Coimdls  are 
recommended  wherever  and  whenever  the  local  conditions  warrant. 

>  The  Joint  Conference  Committee  does  not  deem  it  desirable  to  ■dect  definite  ntmee  for 
either  the  orsanixation  or  its  component  parts,  but  belieree  that  this  should  be  left  to  the  action 
of  this  organisation  when  formed. 
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DELIMITATION   OF  AUTHORITY 

18  Local  Affiliations,  State  Councils  (where  formed)  and  the  National 
Council^  shall  take  action  on  local,  state  and  national  matters  respectively,  and 
they  shall  be  autonomous  with  respect  thereto.  It  shall,  however,  be  the  duty 
of  the  National  Council  to  interest  itself  in  the  activities  of  Local  Affiliations 
and  State  Coimcils  if  such  activities  are  of  national  scope  or  affect  the  interest 
of  the  engineering  and  allied  technical  professions  in  other  parts  of  the  coimtry; 
provided,  that  nothing  herein  stated  shall  be  construed  as  preventing  the  dis- 
cussion by  any  Local  Affiliation  or  State  Council  or  by  the  National  Council  of 
any  matters  of  interest  to  engineers  and  members  of  allied  technical  professions. 

LOCAL  AFFILUTIONS 

PURPOSE 

19  Local  AffiUations  are  created  to  consider  local  matters  of  public  welfare 
with  which  the  engineering  and  aUied  technical  professions  are  oonoemed,  as  well 
as  other  matters  of  common  interest  to  these  professions,  in  order  that  \mited 
action  may  be  made  possible  in  local  matters. 

CONSTITUTION 

20  Each  Local  Affiliation  shall  submit  its  constitution  and  by-laws  and  all 
subsequent  modifications  thereof  to  the  Executive  Board  of  the  National  Council 
for  approval. 

STATE  COUNCILS 
PURPOSE 

21  State  Councils  may  be  created  to  consider  state  matters  of  public  welfare 
with  which  the  engineering  and  allied  technical  professions  are  concerned,  as  wdl 
as  other  matters  of  common  interest  to  these  professions,  in  order  that  united 

action  may  be  made  possible  in  state  affairs. 

CONSTITUTION 

22  Each  State  Council  shall  submit  its  constitution  and  by-laws  and  all 
subsequent  modifications  thereof  to  the  Executive  Board  of  the  National  Council 

for  approval. 

NATIONAL  COUNCIL 
PURPOSE 

23  The  National  Council  is  created  to  consider  national  matten  of  paUie 
welfare  with  which  the  engineering  and  aUied  technical  professions  are  ooDoeniBdt 
as  well  as  other  matters  of  common  interest  to  these  professions,  in  Older  tiiat 

united  action  may  be  possible  in  matters  of  national  scope. 

BASIS   OF   REPRESENTATION 

24  Fach  local,  state  or  regional  affiliation  or  organization 
ship  is  not  otherwise  represented  than  through  the  national 
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nical  societies,  shall  be  entitled  to  one  representative  to  the  National  Council  for 
a  membership  of  from  100  to  1000  inclusive,  and  one  additional  representative 
for  every  additional  1000  members  or  major  fraction  thereof. 

25  Each  national  engineering  or  technical  society  shall  be  entitled  to  one 
representative  for  a  membership  of  from  200  to  2000  inclusive,  and  an  additional 
representative  for  evejy  additional  2000  members  or  major  fraction  thereof. 

MEETINGS 

26  The  National  Council  shall  hold  a  stated  annual  or  biennial  meeting. 
Other  meetings  may  be  called  by  the  Executive  Board  upon  its  own  initiative,  and 
8?iall  be  called  by  it  upon  the  written  request  of  25  delegates  to  the  National 
Council,  provided  that  all  notices  of  special  meetings  shall  be  mailed  not  less 
than  60  days  prior  to  the  date  thereof. 


TERMS   OF   DELEGATES 

27  Delegates  shall  serve  for  terms  of  four  years;  provided  that  arrange- 
ments shall  be  made  by  the  Executive  Board  so  that  an  approximately  equal 
number  of  delegates  will  be  elected  each  year  as  provided  in  the  by-laws. 

NATIONAL   HEADQUARTERS   AND   SECRETARY 

28  The  National  Council  shall  maintain  National  Headquarters  with  a 
permanent  Secretary  appointed  by  and  holding  office  during  the  pleasure  of 
the  Executive  Board.    He  shall  not  be  a  member  of  the  Executive  Board. 

ELECTED    OFFICERS 

29  The  following  officers  shall  be  elected  by  the  National  Council:  A 
President  to  hold  office  for  two  years,  who  shall  be  ineligible  for  immediate  re- 
election; two  Vice-Presidents  to  hold  office  for  four  years,  one  to  be  elected 
every  two  years,  and  a  Treasurer  to  hold  office  for  two  years. 

EXECUTIVE   BOARD 

30  There  shall  be  an  Executive  Board  which  shall  direct  the  activities  of 
the  National  Council  in  accordance  with  its  adopted  policies.  It  shall  have  such 
other  functions  as  may  be  assigned  to  it  by  the  National  Council. 

31  The  Executive  Board  shall  consist  of  the  four  officers  elected  by  the 
National  Council  and  one  representative  for  each  national  society  of  2000  mem- 
bers or  less,  with  one  additional  representative  from  each  national  society  for 
every  additional  2000  members  or  major  fraction  thereof,  to  be  selected  from 
the  membership  of  the  National  Council  in  each  case  by  the  national  society 
concerned,  and  of  a  number  of  representatives  selected  from  the  membership 
of  the  National  Council  by  the  representatives  therein  of  the  local,  state  or 
regional  affiliations  or  organizations,  the  said  number  to  bear  the  same  ratio  to 
the  representation  of  the  national  societies  as  the  total  membership  of  the  local, 
state  or  regional  affiliations  or  organizations  bears  to  that  of  the  national  societies; 
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provided  that  the  numerical  basis  of  representation  shall  be  so  changed  from 
time  to  time  that  the  membership  of  the  Executive  Board  shall  not  exceed  thirty 
(30). 

32  The  President  and  Secretary  of  the  National  Council  shall  be  the 
Chairman  and  Secretary,  respectively,  of  the  Executive  Board. 

ELECTORAL  DISTRICTS 

33  The  National  Council  shall  divide  the  country  into  such  districts  or 
regions,  as  may  be  desirable  to  provide  for  the  election  of  the  district  members  of 
the  Executive  Board.  In  establishing  these  districts  due  regard  shall  be  had 
to  geographical  conditions  and  membership. 

ADMISSION  TO   NATIONAL   COUNCIL 

34  Any  national  engineering  or  technical  society  or  any  local,  state  or 
regional  affiliation  or  organization  desiring  representation  on  the  National  Council 
shall  submit  a  written  request  to  the  Secretary  of  the  National  Council  which 
shall  be  accompanied  by  such  data  regarding  the  aims  and  status  of  the  organiza- 
tion as  the  by-laws  may  provide. 

35  The  Secretary  shall  refer  this  request  to  the  Executive  Board  which 
shall  submit  it  to  the  delegates,  together  with  its  recommendations,  for  a  letter 
ballot. 

36  The  applicant  shall  be  admitted  by  a  majority  vote  of  the  National 
Council,  provided  that  not  more  than  25  per  cent  thereof  shall  vote  in  the  negative. 

UNEXPIRED  TERMS 

37  Vacancies  in  the  offices  of  the  President,  the  Vice-Presidents,  the  Treas- 
urer and  in  the  Executive  Board  and  delegates  shall  be  filled  as  soon  as  feasible, 
by  the  agencies  originally  selecting  the  incumbents.  Officers  and  delegates 
thus  chosen  shall  serve  for  the  unexpired  terms. 

FINANCES 

38  For  the  purpose  of  financing  the  National  Coimdl  and  its  Executive 
Board  (not  for  the  use  of  local  affiliations  and  State  Councils)  the  foDowing 
assessments  shall  be  made. 

39  Each  national  society  represented  on  the  National  Council  shall 
tribute  annually  one  dollar  and  fifty  cents  ($1.50)  per  member. 

40  I'^iu'h  local,  state  or  regional  affiliation  or  organisation 
on  the  National  Council  shall  contribute  annually  one  dollar  ($1.00)  per  member. 

2    COOPERATION   IN  SOCIETY  ACTIVITIES 

41  Careful  consideration  was  given  to  many  points  of  common  intserti 
and  in  the  time  available  the  Committee  feels  warranted  in 
action  on  some*  of  these  topics,  as  follows: 


BBPOBT  OF  THE  JOINT  CONFERENCE  COMMITTEE  1101 

COOPERATION  IN  PROFESSIONAL  ACTIVITIES 

42  The  Ckmunittee  leoommends  that  the  growing  oodperation  in  the 
activitleB  of  Uie  Societies  be  fostered.  The  unified  operation  of  the  lik»arie8y 
the  organization  of  Engineering  Council,  American  Engineering  Standards 
Committee,  Engineering  Foundation  and  Employment  Service,  are  conspicuous 
examples  of  such  common  action.  Joint  committees  for  definite  purposes  should 
be  established,  and  standing  or  other  committees  directing  similar  activities  in 
the  several  societies  would  profit  by  conference.  In  this  way  common  action  may 
be  taken  or  similar  policies  may  be  adopted  when  advantageous,  thus  avoiding 
duplication  of  effort.  Comprehensive  means  should  be  provided  for  united 
action  in  other  larger  professional  and  technical  matters. 

JOINT  MEETINGS 

43  The  Committee  is  of  the  opinion  that  periodic  Joint  meetings  of  the 
four  National  Societies  in  various  localities  would  be  beneficial  in  the  develop- 
ment of  social  intercourse  between  the  members  and  for  debating  matters  of 
conmion  interest.  Furthermore  such  large  conferences  would  bring  the  engineer 
forcibly  to  the  attention  of  the  general  public. 

INDUSTRIAL  RELATIONS 

44  The  question  of  industrial  relations  is  one  of  the  most  pressing  issues 
of  the  present  day.  It  is  a  vital  factor  in  the  economic  future  of  the  country. 
It  is  a  matter  with  which  the  engineer  is  peculiarly  fitted  to  deal.  In  view  of 
the  great  importance  of  the  subject,  and  of  the  unique  relation  of  the  engineer  to 
industry,  the  Joint  Conference  Committee  recommends  that  Industrial  Relations 
should  be  a  major  subject  for  the  consideration  of  the  engineering  and  allied 
technical  professions.  It  is  also  recommended  that  support  be  given  to  educa- 
tional movements,  such  as  the  Industrial  Service  of  the  Y.  M.  C.  A.  in  colleges, 
the  Americanization  movement,  and  similar  activities. 

PERSONAL  SERVICE  BUREAUS 

45  It  is  recommended  that  the  Engineering  Societies  Employment  Bureau 
be  extended  by  providing  for  cooperation  with  the  existing  organizations  of 
engineers  maintaining  employment  service,  and  that  upon  the  formation  of  the 
contemplated  national  organization  the  service  be  made  available  to  the  mem- 
bers of  all  constituent  associations  and  branch  agencies  be  established  in  oom- 
mimities  where  the  local  engineers  desire  to  cooperate. 

STUDENT   ORGANIZATIONS 

46  The  Committee  recommends  that  it  be  th^  duty  of  local  associations 
and  sections  of  the  National  Societies  to  promote  and  assist  general  student 
engineering  societies  in  neighboring  universities  and  technical  schools,  to  pre^ 
vide  carefully  selected  speakers,  and  to  maintain  personal  contact  with  such 
societies.  In  view  of  the  desirability  of  more  intimate  codperation  among 
engineers,  consideration  of  the  affiliation  of  the  student  branches  of  the  national 
Societies  into  general  student  engineering  associations  is  reconunended. 
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THE  AMERICAN  ENGINEER  IN  FOREIGN  SERVICE 

47  It  is  the  opinion  of  the  Committee  that  American  engineers  in  foreign 
coimtries  should  be  urged  to  assemble  for  purposes  of  better  acquaintance  and 
mutual  help,  and  to  fraternize  with  the  engineers  of  the  country  in  which  they 
reside,  for  the  promotion  of  world-wide  cooperation. 


STANDARDS 

48  The  Committee  is  unanimously  of  the  opinion  that  the  co-relation  of 
standards  by  the  four  Societies  and  others  working  with  them,  along  the  lines 
contemplated  by  the  American  Engineering  Standards  Committee,  should  be 
approved  in  principle;  but  in  view  of  the  fact  that  this  matter  is  under  con- 
sideration by  the  Boards  of  Direction  of  those  Societies  and  the  matter  is  well 
advanced,  this  Committee  does  not  feel  warranted  in  making  a  further  recom- 
mendation. 

ARBITRATION  AND   EXPERT  TESTIMONY 

49  The  Committee  is  of  the  opinion  that  the  recommendation  of  the  Com- 
mittee on  Development  of  the  American  Society  of  Civil  Engineers  in  regard 
to  arbitration  and  expert  testimony,  namely,  that  a  conmiittee  of  the  American 
Bar  Association  be  asked  to  cooperate  with  a  joint  committee  of  the  four  So- 
cieties in  order  to  develop  better  practice  in  these  matters,  should  be  referred  to 
Engineering  Council. 


LICENSING  AND   REGISTRATION   OF  ENGINEERS 

50  The  Committee  of  Engineering  Council  that  has  had  under  oonsid^a- 
tion  the  licensing  and  registration  of  engineers  has  nearly  completed  its  draft  of 
a  standard  form  for  a  imiform  law  on  these  matters.  Since  it  is  undesirable  to 
duplicate  this  work,  the  Joint  Conference  Committee  recommends  that  action 
be  deferred  pending  the  receipt  of  that  report. 


PATENT  LAW 

51  Since  the  Patents  Committee  of  Engineering  Council,  after  due  con- 
sideration, has  approved  the  report  of  the  Patents  Committee  of  the  NatkHud 
Research  Council,  in  which  definite  recommendations  are  made  in  regaid  to  the 
present  patent  system,  it  is  deemed  inexpedient  for  the  Joint  Conference  Com- 
mittee to  take  action  on  the  subject  of  Patents  and  the  Patent  Law. 


CODE   OF  ETHICS 

52    The  Joint  Conference  Committee,  after  discussion  of  the  queetioo  ol 
a  code  of  ethics,  reached  the  conclusion  that  the  matter  would  require 
study  and  careful  consideration  in  order  to  secure  joint  action  by  the 
tives  of  the  four  Societies,  and  therefore  deemed  it  unwise  to  attempt  to 
report  on  this  matter  at  this  time. 
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CONCLUSIONS 

53  The  Joint  Conference  Committee  was  confronted  with  a  multiplicity 
ol  matters  inviting  consideration,  but  in  the  two  and  a  half  months  of  its  existence 
it  has  been  able  to  consider  only  the  more  important  ones.  The  vital  matter  is 
the  general  organization  of  engineers  for  public  activities,  a  general  plan  for 
which  is  now  submitted  for  the  approval  of  the  Societies. 

54  When  the  four  Societies  shall  have  approved  the  plan,  the  Committee 
holds  itself  in  readiness  to  work  out  the  details  by  which  it  may  be  put  into  efiPect. 
The  Conmuttee  has  therefore  adjourned  to  meet  after  this  matter  has  been  con- 
sidered by  the  four  Societies. 

Gbboob  O.  Amdkbsom  ]  Conferees  of  the  Committee  on  Develop- 

Gabdnsh  8.  WnxxAMS  *  ment,  Thb  Ambsxcax  Socott  of  Ciyxl 

RiCRABO  L.  HuMPHBXT,  Chairman 

AxTHiTR  S.  DwiauT 

Philip  N.  Moorb 

John  V.  W.  Rktndkbs,  Chairman 

Edwin  S.  Cabman 

Dkztkb  S.  Kimball 

Louis  C.  Mabbubg,  Chairman 

Lbwib  T.  Robinson 

Chablbs  F.  Scott 

Calvbbt  Townlbt,  Chairman 


Conferees  of  tlie  Committee  on  Devdop- 
ment,  Thb  Ambbican  Ihwhub  or 
Momio  AND  Mbxalluboical  Emgi 
Conferees  oi  the  Committee  on 
and  OrgBidtttion,  Thb   Ambbicam  8o- 

ClBTf    or   MBCHANICAIt   EmOIXBBBS. 

Conf efees  oi  the  Committee  on  Derdop- 
ment,  Thb  Ambbicam  iNanroTB  or 
Elbctbical  Enodibbbb. 


NoTB.  —  In  addition  to  the  above  the  foUowinc  members  have  been  in  attendanee  at  meet- 
ings of  the  Committee,  but  were  unable  to  participate  in  the  final  draftinc  cl  the  report:  Jobbtb 
W.  RicHABDs  and  Allbn  H.  Roobbs,  Uie  Ambbican  Institutb  or  BinciNO  and  MBTAiJiUBmcAi. 
Enoinbbbs,  and  Chablbs  E.  Lord,  Thb  Ambbican  Sooibtt  or  Mbcbamical  Enoinbbbb. 

There  was  also  present  by  invitation  Comtobt  A.  Adams,  Engineering  CouneiL 

New  York.  N.  Y..  September  17.  1919. 
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NECROLOGY 


LUCAS    NICHOLAAS    ALTA 

Lucafl  Nicholaas  Alia,  a  member  of  the  Society  since  1896,  died  at  Water- 
graafsmeer,  Holland,  December  2,  1919.  Mr.  Alta  was  bom  in  Holland  in  1859 
and  received  his  education  at  the  School  of  Technology,  Amsterdam.  Following 
his  graduation,  he  obtained  drawing-room  and  shop  experience  in  Amsterdam 
and  was  for  a  time  assistant  engineer  on  board  a  steamship.  From  1882  to  1896 
he  was  connected  with  the  W.  C.  &  K.  DeWitt  Engineering  Works  in  Holland 
as  chief  erector  and  draftsman.  From  1896  until  the  time  of  his  death  he  was 
mechanical  engineer  and  a  member  of  the  firm  of  L.  N.  Alta  &  Co.,  of  Amsterdam. 

DANIEL    ASHWORTH 

Daniel  Ashworth,  who  died  November  8,  1919,  was  bom  in  Lancashire, 
England,  in  1841.  At  the  age  of  nine  he  came  to  this  country  with  his  father 
settling  in  Pittsburgh,  Pa.,  where  he  attended  the  pubhc  schools.  He  entered 
the  mechanical  field  as  a  glass  mold  maker  and  later  became  master  mechanic 
of  glass  works  in  Pittsburgh  and  Boston.  In  1872  he  became  the  manager  of 
the  Hemingray  Glass  Company,  Covington,  Ky.,  a  position  which  he  held  for 
ten  years,  during  which  time  he  made  a  thorough  study  of  steam.  For  several 
years  he  was  general  superintendent  of  the  Lane  &  Bodley  Co.  of  Cincinnati. 
In  1885  he  returned  to  Pittsburgh  as  consulting  engineer  and  steam  expert. 

Mr.  Ashworth  retired  from  the  engineering  profession  in  1906,  having 
been  honored  by  President  Roosevelt  with  the  appointment  as  United  States 
Pension  Agent  of  Pennsylvania;  later  he  was  reappointed  by  President  Taft. 
He  became  a  life  member  of  the  Society  in  1885.  He  was  also  a  member  of  the 
Engineers  Society  of  Western  Pennsylvania  and  was  prominent  in  fraternal, 
civic  and  political  affairs  throughout  western  Pennsylvania. 

WILLIAM    FRANKLIN   AUSTIN 

William  F.  Austin,  a  member  of  the  Society  since  1905,  died  on  July  12, 
1919.  Mr.  Austin  was  bom  on  October  2,  1864,  in  East  Greenbush,  N.  Y. 
He  received  his  early  education  in  the  public  schools  of  Rensselaer  and  later 
supplemented  this  by  a  correspondence  course  in  mechanical  engineering.  He 
served  his  apprenticeship  with  the  Central  Bridge  Company,  Buffalo,  from  1882 
to  1884,  when  he  became  connected  with  the  Hilton  Bridge  Company,  Albany, 
first  as  foreman  of  their  drafting  room  and  later  of  the  erection  department. 
In  1894,  Mr.  Austin  became  superintendent  of  the  Albany  plant  of  the  American 
Bridge  Company,  and  in  1905  superintendent  of  the  Eddystone  plant  of  the 
Belmont  Iron  Works,  where  he  was  located  for  about  eight  years,  when  illness 
compelled  his  giving  up  active  business  life. 

^  Those  members  who  died  while  in  military  or  naval  service  have  asterisks  affixed  to  their 
names. 
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ABRAM  T.  BALDWIN 

Abram  T.  Baldwin  waa  born  on  September  26,  1870,  in  Yonkers,  N.  Y., 
and  was  educated  in  the  public  schools  and  Cornell  University,  graduating 
from  the  latter  with  the  class  of  1893. 

Upon  graduation  Mr.  Baldwin  first  worked  in  the  Wm.  A.  Sweet  Rolling 
Mills,  Syracuse,  N.  Y.,  and  ssrved  his  apprenticeship  in  practically  every  branch 
of  the  industry.  In  January  1895  he  became  connected  with  the  Solvay  Process 
Co.,  also  in  Syracuse,  where  he  worked  through  the  various  departments,  being 
assistant  manager  of  the  soda  ash  department  at  the  time  he  left  Syracuse  to 
enter  the  coke  department  of  the  same  company  in  Detroit.  In  May  1910  the 
Precision  Instrument  Co.  was  organized,  in  which  Mr.  Baldwin  was  very  much 
interested.  It  was  not  unti  1911,  however,  that  he  gave  this  company  his  full 
attention  and  at  that  time  he  became  its  treasurer;  in  1913  he  was  made  president 
and  general  manager  of  the  firm,  which  position  he  was  holding  at  the  time  of  his 
death. 

When  the  United  States  entered  the  war,  Mr.  Baldwin  was  asked  to  take 
up  the  manufacture  of  airnspecd  indicators  for  the  Science  and  Research  Division 
of  the  Bureau  of  Aircraft.  His  work  in  this  connection  was  so  arduous  that 
it  resulted  in  his  physical  breakdown  and  sudden  death  from  heart  collapse  on 
January  8  in  Boston. 

Mr.  Baldwin  was  greatly  interested  in  the  combustion  of  coal  and  efficiency 
of  boiler  operation.  He  was  a  member  of  the  Detroit  Engineering  Society, 
the  National  Association  of  Stationary  Engineers,  the  American  Gas  Institute 
and  the  Detroit  Board  of  Commerce.  He  became  a  junior  member  of  the  Society 
in  1899  and  in  1902  a  life  member. 


CHARLES  MILTON   BALDWIN  * 

Charles  M.  Baldwin,  Lieutenant,  U.  S.  Navy,  was  bom  on  Mardi  26, 
1876,  in  Mt.  Vernon,  Tex.  He  received  his  early  education  in  Rockport,  Tex., 
and  later  attended  the  Southwestern  University  at  Georgetown. 

From  1893  to  1897  he  worked  as  apprentice  machinist  with  the  Intematioiial 
and  Great  Northern  Raih*oad  Shops,  when  he  became  third  assistant  marine 
engineer  of  the  Mallory  Steamship  Line.  He  served  as  second  and  first  aasiBtant^ 
respectively,  with  the  Red  D  and  Southern  Pacific  lines.  From  1900  to  1903 
he  was  engaged  as  erecting  and  operating  engineer  with  the  J.  G.  White  Co^ 
San  Juan,  Porto  Rico. 

In  1903  Lieutenant  Baldwin  entered  the  service  of  the  U.  8.  Navy  as 
machinist,  serving  in  this  capacity  for  about  four  years,  when  he  was  promoted 
to  the  grade  of  warrant  machinist,  with  a  chief  engineer's  unlimited  oc 
He  was  a  graduate  of  the  State  Steam  Engineering  School  of  Boston, 
as  oiKTating  engineer. 

When  the  United  States  entered  the  war,  he  offered  his  services  and 
commissioned  as  a  lieutenant  in  the  Na\'y.    He  died  at  sea  on  March  13;  1019. 

Lieutenant  Baldwin  was  considered  an  authority  on  operating 
and  expross-type  boilers.     He  was  a  member  of  the  National  Marine 
Beneficial  Association  and  belonged  to  a  number  of  fraternal  OffaaiastioilS. 
Ho.  became  an  associate-member  of  the  Society  in  1918. 
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J.   SELLERS  BANCROFT 

J.  Sellers  Bancroft,  a  member  of  the  Society  since  1880,  manager  from 
1909  to  1911,  and  vice-president  from  1915  to  1917,  died  at  his  home  in  Phila- 
delphia on  January  29  after  an  illness  of  several  months. 

Mr.  Bancroft  was  bom  in  Providence,  R.  I.,  on  September  12,  1843.  His 
father,  Edward  Bancroft,  a  distinguished  engineer,  who  made  many  inventions 
of  machine  toob  and  shafting  appliances,  founded  the  firm  of  Bancroft  and 
Sellers,  now  Wm.  Sellers  &  Co.,  Inc.,  Philadelphia.  As  a  sidelight  on  the  growth 
of  the  machine-tool  industry  in  this  country,  it  is  interesting  to  note  that  Edward 
Bancroft  built  the  first  metal  planer  in  the  United  States,  the  bed  and  table 
being  chipped  and  filed  by  hand. 

J.  SeUers  Bancroft  was  educated  in  Philadelphia,  being  graduated  from  the 
high  school  of  that  city  in  1861.  In  February  of  that  year  he  entered  the  employ 
of  Wm.  Sellers  &  Co.,  being  apprenticed  to  his  uncle,  Wm.  Sellers.  In  1863, 
at  the  age  of  twenty,  he  was  made  gang  foreman,  and  in  1866  general  foreman. 
He  was  admitted  to  the  firm  in  1873,  and  when  the  business  was  incoiporated  in 
1887  he  was  made  general  manager. 

While  with  the  Sellers  Co.  he  was  granted  many  patents  on  machine  tools, 
injectors,  shafting  appliances,  power  cranes  and  their  interlocking  electrical 
devices. 

For  forty-one  years  he  remained  with  this  company,  leaving  in  1902  at  the 
age  of  fifty-nine  to  become  general  manager  and  mechanical  engineer  of  the 
Lanston  Monotype  Machine  Co.,  Philadelphia  In  the  following  sixteen  years 
of  his  life  he  did  his  greatest  engineering  work;  the  perfection  of  the  monotype 
and  the  special  machines  for  making  the  molds  and  matrices  used  with  it  for 
casting  and  composing  type  in  automatically  justified  lines.  The  organization 
of  the  monotype  factory  exemplifies  his  work  as  an  executive  and  a  leader  of  men. 

A  keen  lover  of  books,  it  was  a  great  joy  to  him  that  his  work  did  much  to 
raise  the  quality  and  reduce  the  cost  of  printing  not  only  in  the  United  States 
but  also  throughout  the  world. 

At  the  time  of  his  death  he  was  vice-president  and  treasurer  of  the  Mono- 
type Co.,  as  well  as  its  general  manager  and  mechanical  engineer. 

More  than  100  patents  testify  to  the  scope  of  Mr.  Bancroft's  engineering 
work  and  the  range  of  his  creative  ability.  To  those  who  worked  with  him  on  the 
solution  of  any  of  the  many  problems  that  engaged  his  attention,  his  thorough- 
ness, the  result  of  his  never-failing  perseverance  and  patience  will  be  an  ever- 
inspiring  memory. 

JAMES   ALEXANDER   BARR 

James  A.  Barr  was  bom  on  December  17,  1890,  at  Newburgh,  N.  Y.  He 
was  educated  in  the  public  schools  of  that  city  and  was  graduated  from  the 
Newburgh  Academy  in  1908. 

The  following  autumn  he  entered  the  General  Electric  Works,  Schenectady, 
where  he  took  a  mechanical  course  in  connection  with  Union  University.  Leaving 
there  in  about  eighteen  months,  he  was  employed  by  the  Alberger  Pimip  Co., 
Newburgh,  N.  Y.,  as  draftsman.  He  was  next  connected  with  the  Ridgway 
Dynamo  &  Engine  Co.,  Ridgway,  Pa.,  and  following  that  he  was  with  the  Landis 
Machine  Co.,  Waynsboro,  Pa.     He  then  went  to  New  York  City  with  the  Stand- 
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ard  Galvanizing  Company.  For  a  short  period  he  was  in  Lawrence,  Man., 
as  assistant  engineer  in  a  large  pump-manufacturing  concern,  resigning  to  take 
a  position  with  the  Kennedy  Stroh  Corporation,  Pittsburgh,  Pa.,  afterwards 
taken  over  by  the  Edgewater  Steel  Co.,  Oakmont,  Pa.,  where  his  accuracy  and 
ingenuity  won  him  rapid  promotion. 

Mr.  Barr  died  at  Oakmont,  Pa.,  on  December  11,  1918.    He  became  a 
junior  member  of  the  Society  in  1916. 

EDWARD   PAYSON   BATES 

l^](hvard  Payson  Bates,  a  life  member  of  the  Society,  died  on  August  3, 
1919,  in  Butte,  Mont.  Mr.  Bates  was  born  on  March  3,  1844,  in  Savannah,  Ga. 
His  I )a rents  were  of  New  England  stock;  his  father,  Levi  Whitcomb  Bates,  was 
a  dos(HMuiant  of  Clement  Bates,  who  came  to  this  coimtry  from  Eln^nd  with  his 
bn>ther  J(>S(»ph.  They,  in  turn,  were  descendants  of  John  Bate  (or  Bates)  of 
liydd,  England,  who  was  a  mayor  of  the  town  and  justice  in  the  court.  His 
mother  was  Buth  Ann  Bailey.  She  was  bom  in  Meredith,  Delaware  County, 
N.  V.  Hit  father,  Timothy  Bailey,  was  a  skillful  mechanic  and  inventor,  ha\nng 
invented  the  knitting  frame  which  made  underclothes  and  made  radical  changes 
in  the  Hpinning  jenny  which  tended  to  save  time  and  decrease  the  cost  of  pro- 
duriiig  cloth.  This  knitting  frame  was  first  used  in  Cohoes,  N.  Y.,  and  is  in  use 
then^  to  this  day. 

Mr.  Batvs  was  a  born  mechanic,  his  ideas  running  in  that  direction  from 
the  time  he  could  handle  a  hammer  and  saw,  which  was  very  early  in  his  experi- 
entH\  M  the  age  of  seventeen  he  entered  the  machine  shop  of  Hobart  B.  Bige- 
li>w,  in  New  Haven,  who  was  afterward  one  of  the  beloved  governors  of  the 
State  of  Connecticut.  He  remained  there  only  a  short  time  when  he  moved  to 
Nrw  York  State  in  the  vicinity  of  Albany  and  entered  a  machine  shop.  After 
twt>  ycai-s  he  ih)uKI  do  all  the  ordinary  work  skillfully  and  correctly.  He  received 
a  journeyman's  wages  for  the  second  year  of  his  experience,  during  that  time 
IraininK  to  asstMiiblc  a  locomotive  and  operate  it  on  the  road.  His  next  move 
\>MH  to  Nt'w  York  City  where  he  learned  how  to  build  a  marine  engine  and  install 
it  in  a  sliip.  He  stu(li(M.l  at  nights  with  a  professor  connected  with  Cooper  In- 
H(itut(\  uas  granted  his  marine  license  and  for  several  years  went  to  sea  as  an 
rnnnuMT. 

1  hning  the  Civil  War  he  saw  service  on  a  transport  which  was  bearing  home 
\\\v  \\ounih*il  fnun  1  ihby  Prison.  Soon  after  this,  Willis  Warner,  widely  known 
nt  «Mu\iiHH>iini;  ciri'Irs,  liis  childh(X)d  friend,  induced  him  to  enter  his  employ 
In  IrMMt  how  ti)  (Tivt  stcaui-hcating  apparatus,  with  the  idea  of  opening  a  branch 
Im-.iiir-.s  ill  SMMrus(\  N.  Y.  That  business  he  was  thereafter  wtnp4y*rf  in,  the 
I  li  MM.  In  rliMimin^  much  from  time  to  time.  He  added  to  it  ventilation,  hot- 
w  ih  I  liiMiiim,  t:u-tory  equipment,  iH)wer  plants,  sprinkler  work,  and  varioua 
t  ••III  I  II I  ,  oi  M  Minil.-ir  nat\irc.  He  was  in  Mr.  Warren's  employ  for  several  yean 
\\\u  II  I  III'  l.iihr's  sitdilon  and  unexpected  death  threw  him  on  his  own 
III  ^^  I  •  ii.-iIiIimI  I>\  t'oituitous  cifcumstances  to  buy  out  the  businen  and  it 
I  in.vMi  III!  ii'MihM-  MS  Hat(s  (^:  Johnson  Co.     Upon  taking  over  the  buBineB  ha 

•  ■••Ml  •<!  ilii-  iiuiiiImm-  of  hranchcs  until  at  one  time  there  were  offices  of  the 

•  ••••.  I  III  III  I  li  Mil  i-itics.     As  conditions  changed  and  trade  unions  made  drastafi 
I  ••!•     Ik  I  ••mill  II  .Mil\  is.'il)lo  to  cut  off  business  conducted  at  a  distance  and  lii 


NECROLOGY  1109 

himself  to  two  offices  —  the  principal  one  at  Syracuse  and  a  branch  at  Utica. 
At  the  beginning  of  1917  Mr.  Bates  incorporated  the  business  under  the  laws 
of  New  York  State  and  was  the  new  company's  first  president,  Mrs.  Bates  being 
one  of  the  directors.  The  company  proposed  to  carry  on  the  same  line  of  business 
which  Mr.  Bates,  himself,  organized  and  maintained. 

Mr.  Bates  was  a  member  of  the  Society  of  Naval  Architects  and  Marine 
Engineers,  charter  and  life  member  of  the  Technology  Club  of  Syracuse,  a  life 
member  of  the  Mayflower  Society  of  Massachusetts,  life  director  of  the  American 
Bible  Society,  life  member  of  the  Archaeological  Institute  of  America,  member  of 
the  Robert  Fulton  Memorial  Association,  life  member  of  the  Bates  Association 
and  director  of  the  Syracuse  Museum  of  Fine  Arts.  In  1910,  Mr.  Bates  was 
appointed-  official  delegate  of  the  Society  of  Naval  Architects  and  Marine  Engi- 
neers to  the  Fiftieth  Anniversary  of  the  foundation  of  the  Institution  of  Naval 
Architects,  which  was  held  in  London. 

In  the  middle  of  March,  1919,  Mr.  and  Mrs.  Bates  started  on  an  extended 
trip  that  took  them  southward  to  New  Orleans  by  steamer,  through  Texas  into 
Southern  California,  north  to  Alaska,  then  through  Yellowstone  Park;  a  singu- 
larly happy  and  delightful  trip  which  was  interrupted  in  Butte,  Mont.,  by  his 
peaceful  death. 

WILLIAM    CX.YDE    BAXTER 

William  C.  Baxter  was  bom  in  Thayer,  Kan.,  in  November,  1889.  He 
was  graduated  from  the  Kansas  State  Agricultural  College  in  1913,  receiving 
his  B.S.  in  mechanical  engineering. 

Upon  graduation  he  became  associated  with  the  Wichita  Pipe  Line  Co., 
in  special  engineering  work  and  field  testing.  From  January  1914  to  May  1914 
he  was  with  the  Wichita  Natural  Gas  Co.,  working  on  gas  sampling  and  analysis. 
For  a  short  time  he  was  connected  with  the  Quapaw  Gas  Co.  in  orifice-meter 
experimental  work.  In  June  1915,  Mr.  Baxter  returned  to  the  Wichita  Pipe 
Line  Co.  to  do  special  research  and  experimental  work.  At  the  time  of  his  death 
in  November  1918,  he  was  superintendent  of  the  meter  department  and  school 
of  instruction  for  the  company. 

Mr.  Baxter  became  a  junior  member  of  the  Society  in  1916. 

CARL  BEHN 

Carl  Behn  was  born  in  Hamburg,  Germany,  on  August  2,  1858.  He  re- 
ceived his  early  education  in  Karlsruhe,  Germany,  and  his  technical  training 
as  mechanical  engineer  at  the  Pol3rtechnic  Institute  in  that  city.  After  complet- 
ing his  education  he  traveled  extensively  in  Europe  and  came  to  the  United  States 
about  1878  when  he  entered  the  employ  of  the  Howard  Iron  Works,  Buffalo, 
N.  Y.,  later  becoming  superintendent  of  the  company. 

In  1887  he  acquired  an  interest  in  the  Buffalo  Refrigerating  Machine  Co., 
which  was  foimded  by  his  father  in  1881.  In  1904  the  main  office  of  the  company 
was  moved  to  Harrison,  N.  J.,  and  later  to  New  York  City.  Mr.  Behn  at  this 
time  became  the  active  head  of  the  business. 

Mr.  Behn  was  one  of  the  pioneers  in  building  refrigerating  machinery  in 
this  country  and  his  training,  experience  and  keen  judgment  made  him  an  author- 
ity in  refrigerating  engineering. 

Mr.  Behn  became  a  member  of  the  Society  in  1903.  He  died  on  Novem- 
ber 3,  1918. 
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WILLIAM  A.    BOLE 

William  A.  Bole,  Assistant  to  Vice-President  H.  T.  Herr  of  the  Westing- 
house  Electric  &  Manufacturing  Co.,  Machine  Works,  died  at  his  home  in  Pitta- 
burgh  on  June  16.  Mr.  Bole  was  bom  on  July  12,  1859,  in  Pittsburgh,  Pa. 
He  received  his  eariy  education  in  the  schools  of  Allegheny,  later  attending  the 
University  of  Western  Pennsylvania,  now  the  University  of  Pittsburgh. 

In  1878  he  left  school  and  was  employed  by  his  father  who  at  that  time  was 
a  manufacturer  of  steam  engines  in  Pittsburgh.  Here  he  gained  considerable 
information  regarding  the  manufacture  of  the  mechanical  parts  of  steam  engines. 
After  serving  his  father  for  three  years  he  entered  the  employ  of  the  Westinghouse 
Machine  Co.  in  1882  in  the  capacity  of  cost  and  time  clerk.  In  1883  he  became 
foreman  of  the  company  and  the  following  year  was  appointed  Superintendent 
of  Works  and  Purchasing  Agent  and  in  1900  Manager  of  Works.  In  1906  he 
was  advanced  to  the  position  of  Consulting  Engineer  and  in  1908  became  General 
Manager.  In  1914  he  was  appointed  Vice-President  in  Charge  of  Manufacture 
for  the  Machine  Works  and  Trafiford  City  Foundry.  He  was  a  veteran  of  thirty- 
seven  years  with  the  company. 

Mr.  Bole  was  a  member  of  the  Engineers'  Society  of  Western  Pennsylvania, 
of  which  he  was  president  for  one  year,  and  of  the  American  Foundrymen*8 
Association.    He  became  a  member  of  our  Society  in  1887. 

STEPHEN  P.   BROWN 

Stephen  P.  Brown,  who,  until  June  1919,  was  vice-president  and  general 
manager  of  Ford,  Bacon  &  Davis,  Engineers,  New  York,  met  his  death  on  Satur- 
day, December  6,  1919,  by  drowning  at  Sebec  Lake,  Dover,  M^.,  when  he  broke 
through  the  ice  on  which  he  and  his  nine-year-old  son  were  crossing  to  a  landing. 
His  delay  in  seeing  his  son  to  safety  cost  him  his  own  life. 

Mr.  Brown  was  bom  in  Dover,  Me.,  on  April  29,  1877.  He  was  educated 
in  the  town  schools,  Foxcroft  Academy,  Hotchkiss  School  and  the  MasBachuaetts 
Institute  of  Technology  from  which  he  was  graduated  in  1900.  In  that  year  he 
began  his  career  as  junior  partner  in  the  firm  of  Collier  &  Brown,  consulting  en- 
gineers, Atlanta,  Ga.  He  remained  with  the  firm  until  1904  when  he  was  made 
inspector  of  the  Bridgeport  Station  Works  of  the  N.  Y.,  N.  H.  &  H.  R.  R.  FVom 
1905  to  1909  he  was  with  the  United  Engineering  &  Contracting  Co.,  holding  in 
succession  positions  of  increasing  importance,  finally  as  general  mperintendent 
of  all  work  west  of  Fifth  Avenue  on  the  Pennsylvania  Railroad  croa»-town  tun- 
nels  mider  New  York.  For  the  next  three  years  he  was  chief  ftngitu^^  of  the 
Tidewater  Building  Co.,  building  a  section  of  the  Fourth  Avenue  Rapid  Tmmt 
four-track  subway  in  Brooklyn,  N.  Y. 

From  1912  to  .1917  Mr.  Brown  was  chief  engineer  of  the  Mount  Rojml 
Tunnel  &  Terminal  Co.,  Ltd.,  and  managing  engineer  for  Mackeniie,  Blann  A 
Co.,  Ltd.,  having  charge  of  both  design  and  construction  of  the  terminal  develop- 
ment  in  Montreal  for  the  Canadian  Northern  Railway.  From  1018  to  June, 
1919,  Mr.  Brown  was  vice-president  and  general  manager  of  Ford^  Baooq  4k 
Davis,  Engineers,  New  York  City.  He  left  in  June  to  take  a  long  vacation  bk 
the  Maine  woods,  where  he  met  his  tragic  end. 

Mr.  Brown  was  a  member  of  the  American  Society  of  Civil  Enfjneeii^  ttiQ 
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American  Railway  Engineering  Association,  the  Engineering  Institution  of 
Canada,  the  Institution  of  Civil  Engineers  (British),  and  of  the  Engineers'  and 
the  University  Club  of  New  York.    He  became  a  member  of  the  Society  in  1909. 

ROLLA   C.    CARPENTER 

Prof.  Rolla  C.  Carpenter,  who  has  been  a  prominent  member  of  the  faculty 
of  Sibley  College,  Cornell  University,  since  1890,  died  at  his  home  at  Ithaca, 
N.  Y.,  on  January  19. 

The  following  account  of  Professor  Carpenter's  life  is  taken  from  that 
prepared  only  a  few  months  ago  for  the  Sibley  Journal  of  Engineering  at  the 
time  when  he  was  about  to  retire  from  active  service  at  the  University,  to  devote 
his  attention  to  engineering  and  consulting  work,  particularly  along  the  lines  of 
coke  manufacture  and  the  recovery  of  by-products  incident  to  that  industry. 
For  many  years  Professor  Carpenter  was  one  of  the  most  actively  partici- 
pating members  of  The  American  Society  of  Mechanical  Engineers,  a  frequent 
attendant  at  meetings  and  one  whom  a  very  large  number  who  came  to  the 
meetings  always  wanted  to  see  and  talk  with. 

Professor  Carpenter  was  bom  near  Orion,  Michigan,  June  26,  1852.  His 
father,  Charles  K.  Carpenter,  owned  an  extensive  farm  at  this  place  and  was  also 
\dce-president  of  a  railroad  running  between  Detroit  and  Bay  City,  which  now 
forms  part  of  the  Michigan  Central  system. 

He  graduated  from  Michigan  Agricultural  College  in  1873  and  received 
the  degree  of  Civil  Engineer  from  the  University  of  Michigan  in  1875.  He  was 
then  engaged  as  an  instructor  in  the  Michigan  Agricultural  College,  at  the  same 
time  doing  graduate  work,  and  received  the  degree  of  Master  of  Science  in  1876. 
In  1878  he  was  elected  professor  of  mathematics  and  civil  engineering  at  the 
Michigan  Agricultural  College,  which  position  he  held  until  1890.  During  part 
of  this  period  he  spent  his  vacations,  which  then  came  in  the  winter  months, 
studying  at  other  institutions.  Part  of  this  time  was  spent  at  the  Massachusetts 
Institute  of  Technology,  where  he  studied  under  Professors  Peabody  and  Lanza, 
and  part  was  spent  at  Cornell,  where  he  received  the  degree  of  Master  of  Mechani- 
cal Engineering  in  1888.  He  was  greatly  assisted  in  the  preparation  of  his 
thesis  for  the  M.M.E.  degree  by  his  connection  with  the  Lansing  Iron  and  Engine 
Company  of  Lansing,  Michigan,  as  consulting  engineer.  This  connection  placed 
at  his  disposal  the  facihties  of  a  large  and  up-to-date  manufacturing  plant  which 
oflfered  opportunities  not  then  enjoyed  by  any  of  the  technical  schools.  This 
thesis,  which  is  now  on  file  in  the  University  hbrary  and  which  was  reported  upon 
by  Dr.  Thurston  in  a  paper  read  before  The  American  Society  of  Mechanical 
Engineers,  was  on  the  subject  of  Internal  Friction  in  Non-Condensing  Engines 
and,  as  shown  by  Dr.  Thurston's  discussion,  played  an  important  part  in  the 
entire  re\'Tsion  of  the  ideas  which  then  prevailed  concerning  steam-engine  friction. 

In  1890  Professor  Carpenter  was  elected  Associate  Professor  of  Engineering 
at  Cornell  Uni\ersity  and  the  laboratory  work  was  organized  as  a  separate  de- 
partment under  his  direction.  In  1895  he  was  elected  professor  of  experimental 
engineering,  which  position  he  held  up  to  the  time  of  his  death. 

Professor  Carpenter's  experience  in  the  several  leading  educational  in- 
stitutions as  well  as  his  intimate  contact  with  various  industrial  enterprises 
peculiarly  fitted  him  for  the  work  of  building  up  a  course  of  instruction  in  experi- 
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mental  engineering  which  has  done  much  for  the  upbuilding  of  the  reputation  of 
Sibley  College  and  which  is  regarded  by  many  alumni  as  furnishing  a  most 
valuable  part  of  their  education. 

This  system  has  been  copied  with  some  modifications  in  many  other  colleges 
and  technioal  schools  and  has  no  doubt  had  a  pronounced  influence  upon  the 
methods  of  teaching  other  sciences. 

Professor  Carpenter  published  his  "Notes  on  Mechanical  Laboratory 
Practice"  in  1891.  This  was  the  basis  of  his  later  text  book  on  "flxperimental 
Engineering"  which  has  been  the  leading  manual  in  this  country  on  the  subject. 
The  first  edition  of  his  book  on  heating  and  ventilation  was  published  in  1895 
entitled  "Heating  and  Ventilating  Buildings."  This  book  has  gone  through 
six  revisions  and  has  had  an  extensive  circulation.  It  contains  much  original 
material  from  the  author's  own  experience  and  is  much  quoted  by  later  writers 
on  heating  and  ventilating.  Professor  Carpenter  is  also  joint  author  with  Pro- 
fessor Diederichs  of  a  textbook  on  "Gas  Engines."  In  addition  to  these  books, 
he  has  made  many  contributions  to  engineering  literature  through  various  so- 
cieties and  publications,  among  which  may  be  mentioned  The  American  Society 
of  Mechani(;al  Engineers,  the  American  Society  of  Civil  Engineers,  and  the 
American  Society  of  Heating  and  Ventilating  Engineers. 

Professor  Carpenter  held  membership  in  eight  of  the  leading  engineering 
societies  of  America.  He  was  vice-president  of  The  American  Society  of  Me- 
chanical Engineers  from  1908  to  1911  and  served  on  various  committees  of  this 
Society,  perhaps  the  most  important  of  which  is  the  Boiler  Code  Committee. 
He  w^as  President  of  the  American  Society  of  Heating  and  Ventilating  Engineers 
in  1898,  was  vice-president  of  the  American  Society  of  Automobile  Engineers  in 
1910-12,  and  has  taken  an  active  interest  in  the  student  branch  of  The  American 
Society  of  Mechanical  Engineers  at  Cornell. 

Professor  Carpenter  engaged  in  a  diversified  field  of  investigation  and 
research,  including  problems  relating  to  power  plants,  gas  engines,  cement  manu- 
facture, coke .  manufacture,  railway  management,  heating  and  ventilating,  etc. 
He  was  one  of  tlie  leading  patent  experts  in  the  country  and  was  employed  by 
many  of  the  leading  law  firms  in  various  parts  of  the  United  States.  He  in- 
vented a  number  of  pieces  of  laboratory  apparatus,  such  as  the  Carpenter  coal 
calorimeter,  wliich  was  for  many  years  a  standard  for  testing  the  heating  value 
of  coal,  the  throttling  and  separating  steam  calorimeters  now  extensively  used, 
a  friction  testing  machine  which  may  be  found  in  most  of  the  large  laboratories 
and  an  inertia  governor  for  the  steam  engine. 

Professor  Carpenter  was  honored  by  appointment  to  various  positions  of 
distinction.  He  was  judge  of  machinery  and  transportation  at  the  Chicago 
Exix)sition  in  189^i,  at  the  Buffalo  Ex]X)sition  in  1901,  and  at  tlie  Jamestown 
Exposition  in  1907.  lie  was  a  member  of  the  commission  appointed  by  the 
Academy  uf  Science  in  1915  at  the  n^iuest  of  the  President  of  the  United  States 
to  investigate  the  slides  at  the  Panama  Canal  and  to  make  such  recommendatioPb 
as  in  the  judgment  of  the  commission  would  improve  the  conditions  and  lessen 
the  possiljilities  of  slides  in  the  future.  He  received  the  degree  of  Doctor  of  Laws 
in  1907  from  the  Michigan  Agricultural  College. 

Professor  Car{XMit4T*s  kindly  manner  and  genial  disposition  made  it  eai;y 
for  even  the  most  timid  to  apprt)ach  him  and  he  was  never  too  busy  to  be  con- 
siderate of  anyone  who  sought  his  council  and  advice.    His  large  and  varied 
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exp^ence,  coupled  with  good  judgment  and  his  extensive  knowledge  of  the 
engineering  profession  and  of  human  nature,  made  his  counsel  and  advice  ex- 
ceedin^y  valuable  to  his  colleagues  as  well  as  to  students  and  the  world  at  large. 

WILLIAM    FRAZIER    CARPENTER 

William  Frazier  Carpenter  was  bom  in  1857  near  the  place  now  known  as 
Sailors'  Snug  Harbor,  Staten  Island,  N.  Y.  He  attended  school  at  Tivoli,  N.  Y., 
and  then  entered  Stevens  Institute  of  Technology  from  which  he  was  graduated 
in  1876. 

His  first  position  was  with  the  Ramapo  Iron  Works,  Hillbum,  N.  Y.,  and 
from  there  he  went  to  Pittsburgh  where  he  started  the  Kent  Construction  Co. 
and  later  the  Pittsburgh  Testing  Laboratory.  He  then  became  connected  with 
the  Westinghouse  Electric  &  Manufacturing  Co.,  being  superintendent  of  the 
East  Pittsburgh  works,  manager  of  the  Newark  works  and  finally  special  repre- 
sentative in  which  capacity  he  was  closely  associated  with  the  financing  and 
engineering  work  of  a  number  of  large^lectric  rail^^ay  lines,  central  power  plants, 
hydro-electric  developments,  etc.  Later  as  vice-president  and  general  manager 
of  the  St.  Lawrence  Power  Co.,  he  was  responsible  for  the  financing  and  building 
of  what  at  that  time  was  one  of  the  largest  hydro-electric  developments  in  the 
country.  As  a  consulting  engineer,  he  later  built  a  power  house  and  dam  in  the 
Spokane  River  for  the  Spokane  &  Inland  Empire  Railway  Co.  He  then  became 
vice-president  of  the  Pittsburgh  Testing  Laboratory,  the  same  concern,  which  as 
a  boy  of  twenty-one,  he  had  started  in  Pittsburgh.  He  was  holding  this  position 
at  the  time  of  his  death,  October  10,  1919. 

Mr.  Carpenter  (who,  in  1918,  had  his  name  changed  from  Zimmerman) 
was  one  of  the  original  members  of  the  Engineers'  Club  of  New  York.  He 
became  a  member  of  the  Society  in  1884. 

IRVING   EMORY  CENTER 

IrN^ng  E.  Center  was  born  at  Bridgewater,  Mass.,  on  March  9,  1891.  He 
was  graduated  from  the  high  school  in  Kingston,  Mass.,  and  then  entered  the 
L^niversity  of  Maine,  from  which  he  received  his  B.  S.  in  mechanical  engineering 
in  1912. 

In  the  same  year  he  entered  the  employ  of  the  General  Electric  Co.  at  Lynn, 
Mass.,  as  a  student  engineer  in  the  turbine  research  department.  He  was  later 
advanced  to  the  position  of  assistant  engineer  in  charge  of  testing  and  of  the 
original  design  and  construction  of  many  pieces  of  novel  machinery.  In  Novem- 
ber, 1918,  Mr.  Center  became  connected  with  the  Newburgh  Shipyards,  New- 
burgh,  N.  Y.,  and  was  with  this  concern  at  the  time  of  his  death,  February  12, 
1919. 

Mr.  Center  became  a  junior  member  of  the  Society  in  1916. 

JAMES   WEBSTER   CULLEN  * 

James  W.  CuUen  was  born  in  Edgewater,  a  suburb  of  Chicago,  111.,  on 
March  15,  1888.  He  obtained  his  early  education  in  the  public  schools  of  Chicago 
and  Hamilton,  Ohio,  later  attending  the  Miami  and  Ohio  State  Universities. 
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He  served  his  apprenticeship  in  the  Niles  Tool  Works,  Hamilton,  and  was  then 
made  assistant  to  the  engineer  in  charge  of  power,  light  and  heat. 

He  was  the  founder  and  vice-president  of  the  Cullen  &  Vaughan  Construc- 
tion Co.,  Hamilton,  which  engaged  in  mill  work  and  factory-building  construction. 
His  liking  for  the  mechanical  trades  later  led  him  to  accept  a  position  with  the 
Midvale  Steel  Co.,  in  whose  plant  at  Nicetown  he  spent  some  time  in  acquiring 
a  knowledge  of  steel  production,  when  he  was  put  in  charge  of  the  Pittsburgh 
sales  office  of  the  company.  The  last  position  which  Mr.  Cullen  occupied  was 
in  the  Sales  Department  of  the  Elwell-Parker  Co.,  which  he  resigned  to  enter 
the  Service  as  a  first  lieutenant  in  the  Signal  Corps  of  the  Army,  serving  both  in 
France  and  Italy.  His  death  occurred  very  suddenly  on  June  28,  1919,  shortly 
after  his  return  to  this  country. 

Mr.  Cullen  was  a  member  of  the  Chamber  of  Commerce  of  Pittsburgh  and 
of  several  clubs  and  fraternal  organizations.  He  became  an  associate-member 
of  the  Society  in  1916. 


GEORGE  RHODES  CULLINGWORTH 

George  R.  Cullingworth,  vice-president  of  the  Garvin  Machine  Co.,  New 
York,  died  on  December  15,  1919.  Mr.  Cullingworth  was  bom  on  August  25, 
1837,  in  Manayunk,  Pa.,  then  a  suburb  of  Philadelphia.  He  attended  public 
school  there  until  about  sixteen  years  of  age,  when  he  entered  business  with  his 
father  in  Philadelphia,  where  he  served  his  apprenticeship. 

From  1857  to  1870  he  was  connected  for  varying  periods  with  the  following 
firms:  Bennett,  Dougherty  &  Sons,  Philadelphia;  Colt's  Armory,  Hartford; 
the  Starr  Armory,  Yonkers;  the  Trenton  Arms  Co.,  Trenton,  and  the  E.  E. 
Garvin  Co.,  New  York.  In  1870  he  formed  a  partnership  with  Mr.  Sargent  in 
the  Hydraulic  Machine  Co.,  New  York.  During  this  period  he  worked  on  the 
erection  of  the  elevated  railroad  in  New  York  City,  inventing  the  ticket  chopper 
which  is  now  in  use.  For  twenty  years  Mr.  Cullingworth  was  associated  with 
the  Ingersoll  Rock  Drill  Co.,  New  York,  as  vice-president  and  as  president. 
He  sold  his  interest  in  this  firm  to  become  connected  with  the  Garvin  Machine 
Co.,  with  which  concern  he  spent  the  last  twenty-two  years. 

Mr.  Culling>vorth  was  a  member  of  the  General  Society  of  Mechanics 
and  Tradesmen  of  the  City  of  New  York.  He  became  a  member  of  our  Society 
in  1884. 

MARSHALL  TEN   BROECK  DAVIDSON 

Marshall  T.  Davidson  was  bom  on  February  17,  1837  in  Albany,  N.  Y.  He 
was  educated  in  the  public  schools  of  Hudson,  N.  Y.,  and  the  Hudson  Academy. 
Later  he  attended  the  Albany  Academy  and  Polytechnic  Institute. 

In  18o7  he  entered  a  marine-engine  and  machine  shop  in  New  York  City 
and  a  short  while  afterwards  went  to  sea  as  assistant  engineer  on  ocean  steamers 
running  north  from  San  Francisco  to  the  various  settlements  on  Puget  Sound. 
In  18G2  he  accepted  the  position  of  second  assistant  engineer  in  the  Naval  aervioe 
and  later  was  promoted  to  the  position  of  chief  engineer  on  an  Army  traoepori 
which  was  being  built  at  Wilmington,  Del.  He  superintended  the  oonstnictioa 
and  installation  of  machinery  on  this  vessel  and  upon  its  completion 


NBCBOLOGT  1115 

commiaHion  as  dii^  engineer  in  the  Revenue  Cutter  Service,  with  like  duties  on 
two  vcflscls  bdng  built  for  this  department. 

At  the  dose  of  the  Civil  War  Mr.  Davidson  resigned  from  the  service  and 
started  in  business  as  contracting  mechanical  engineer,  furnishing  and  installing 
the  steam  heating  and  devator  equipment  at  the  main  Post  Office  building, 
New  York  City. 

In  1878  he  started  the  construction  of  the  Davidson  steam  pump  and  pump- 
ing ^igines,  which  machines  have  been  extensively  used  in  the  Navy  Depart- 
ment on  battleshipSy  destroyers,  etc.  He  also  installed  under  contract  with  the 
city  of  New  York  pumping  engines  for  the  Ridgewood,  Milbum  and  Mt.  Prospect 
Pumping  Stations  and  various  other  small  pinnping  stations  throu^out  Long 
Island.  At  the  time  of  his  death,  April  10,  1919,  he  was  president  of  the  M.  T. 
Davidson  Co.,  Brooklyn,  manufacturers  of  steam  pumps,  pumjung  engines, 
condensers,  evaporators,  etc. 

Mr.  Davidson  was  a  member  of  the  Society  of  Naval  Architects  and  Marine 
EngineerB,  the  Naval  Order  of  the  United  States,  the  Associate  Society  U.  S. 
Grant  Post,  No.  327,  the  Columbia  County  Association  and  a  life  member  of 
the  Navy  League.    He  became  a  member  of  our  Society  in  1886. 

JOSEPH  FRANZ  DIEPENBROCK 

Joseph  F.  Diepenbrock  was  bom  in  Qermany  on  August  28,  1874.  He  was 
educatsd  in  the  public  and  hi^  schools  of  Essen  and  attended  the  Fachschule 
at  Hagen,  taking  the  engineering  course.  He  served  a  two-years'  a{^renticeship 
in  pattern  and  machine  shops  and  having  completed  the  fundamental  studies  at 
this  school,  he  entered  the  College  Charlottenburg.  He  epeai  about  four  years 
there,  the  latter  part  of  this  period  as  assistant  to  Prof.  A.  Riedl^. 

In  1901  Mr.  Diepenbrock  came  to  the  United  States  where  he  became 
associated  with  the  Dickson  Manufacturing  Co.,  Scrant<m,  Pa.,  as  designing 
draftsman.  In  1902  he  became  chief  draftsman  for  the  Allis-Chalmeis  Co., 
in  Chicago;  later  he  was  transferred  to  Milwaukee  as  mechanical  engineer  of 
the  pumping-engine  department  and  on  the  work  of  standardization  of  all  vertical 
and  horizontal  compound  and  triple  pimiping  engines. 

In  1910  he  took  charge  of  the  drawing  room  of  the  H.  R.  Worthington  Co. 
Works  at  Harrison,  N.  J.  After  seven  years  of  intense  and  interesting  activity 
Mr.  Diepenbrock  resigned  from  the  company  to  become  associated  with  CoL 
H.  A.  Allen  in  Chicago  on  engineering  construction  work  for  the  City  of  Chicago. 
During  the  War  he  worked  temporarily  on  war  work  with  J.  E.  Russel  &  Co.,  the 
Tuthin  Spring  Co.  and  the  Arnold  Engineering  Co.  While  in  the  service  of  the 
latter  concern  he  assisted  in  some  very  important  work  in  connection  with  Fort 
Sheridan  and  so  earnestly  did  he  devote  himself  to  this  task  that  his  health 
failed  and  after  a  five-months'  illness  he  died  on  April  7, 1919.  Mr.  Diepenbrock 
became  a  member  of  the  Society  in  1912. 

WILLIAM  W.   DINGEE 

William  W.  Dingee  was  bom  on  January  5,  1831,  in  Bjrberry,  Pk.  He 
was  educated  in  the  Maryland  Institute  and  also  attended  the  School  ol  Me- 
chanical Arts  connected  with  the  Institute. 
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For  thirty  years  Mr.  Dingee  was  the  proprietor  and  superintendent  of  a 
foundry  and  machine  business,  where  he  designed,  built  and  operated  many 
macliincs  for  general  and  special  purposes.  For  many  years  he  was  associated 
with  the  J.  I.  Case  Threshing  Co.,  Racine,  Wis.,  as  machine  designer  and  con- 
structor, and  while  with  this  concern  was  the  inventor  of  many  improvements 
for  threshing  machines. 

Mr.  Dingee  retired  from  active  business  in  1906  and  the  last  years  of  his 
life  were  spent  in  Chicago  where  he  died  on  May  25,  1919.  He  was  one  of  the 
early  members  of  the  society,  having  joined  in  1886. 

GEORGE   DINKEL 

George  Dinkel,  a  member  of  the  Society  since  1890,  was  killed  in  an  auto- 
mobile accident  near  Havana,  Cuba,  on  January  21. 

Mr.  Dinkel  was  bom  on  November  28,  1866.  He  was  graduated  from 
Stevens  Institute  of  Technology,  Hoboken,  N.  J.,  in  1888,  when  he  became 
associated  with  the  American  Sugar  Refining  Company  as  assistant  manager 
at  the  Jersey  City  ))lant.  At  the  time  of  his  death  he  was  chief  engineer  of  the 
company,  having  been  in  its  employ  for  31  years. 

He  attained  distinction  in  his  profession,  and  was  well  known  in  the  sugar 
industry.  He  had  been  granted  a  number  of  patents  for  important  inventions, 
especially  in  the  Une  of  machinery  for  the  refining  of  sugar. 

Mr.  Dinkel  was  also  a  member  of  the  Engineers'  Club  of  New  York,  and  a 
member  of  the  Board  of  Trustees  of  Stevens  Institute  of  Technology. 

WILLIAM  p.   DONOVAN 

William  P.  Donovan,  general  superintendent  of  the  gasoline  department  of 
the  Gypsy  Oil  Co.,  Tulsa,  Okla.,  died  in  Philadelphia  on  May  30,  1919.  Mr. 
Donovan  was  born  on  January  7,  1875,  in  Eagle  Rock,  Pa.,  and  received  his  eariy 
education  in  the  home  schools.  His  father  instructed  him  in  telegraphy  and 
later  he  attended  a  business  school  at  Oil  City,  Pa.  While  studying  there  he 
found  time  to  work  as  telegraph  operator  at  Smoky  Station  of  the  NaUonal 
Transit  Co. 

In  1892  he  entered  the  employ  of  the  Crescent  Pipe  line  Co.,  where  he 
assisted  in  the  construction  of  an  oil-pipe  line  from  Oakdale  to  Marcus  Hook, 
Pa.  He  was  later  promoted  to  the  position  of  stationary  engineer  in  charge  of 
trunk-Une  stations  on  the  same  pipe  Une.  When  the  Gulf  Refining  Co.  was 
organized  in  1903,  Mr.  Donovan  became  superintendent  of  distribution  at  Bay- 
onne,  N.  J.,  having  also  supervision  of  all  additions  to  the  plant.  In  1913  he 
was  transferred  to  the  gasoUne  department  of  the  Gypsy  Oil  Co.,  an  afBKatffil 
concern.  Here  he  designed  and  constructed  plants  in  Oklahoma,  TexM, 
ana  and  Mexico  for  the  production  of  gasoline  from  casinghead  gas.  Mr. 
van  was  actively  interested  in  the  Mid-Continent  Section  organisation.  Ha 
became  a  member  of  the  Society  in  1916. 

HOWARD   DUFF 

Iluwaril  Duff  was  born  in  Jamaica,  B.  W.  I.,  on  October  30,  1879.  He 
received  his  technical  education  at  Drcxel  Institute,  Philadeli^iiai  wfaete  h 
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leeeived  the  degree  of  E.  E.  in  1906.  His  first  position  was  in  the  construction 
dqMfftment  oi  the  Philadelphia  Electric  Co.  In  1907  he  became  connected  with 
the  Brooklyn  Rapid  Transit  Co.,  Brooklyn,  and  was  with  this  company  for  a 
number  of  years  working  in  various  capacities.  As  assistant  of  the  testing 
bureau  he  was  in  charge  of  all  steam  testing  and  in  addition  superintended 
the  economic  operation  of  the  various  power  stations. 

For  a  short  period  Mr.  Duff  was  associated  with  the  Westinghouse  Ellectric 
&  Manufacturing  Co.,  when  he  was  called  to  Allentown,  Pa.,  as  superintendent 
of  power  for  the  Lehi^  VaUey  Transit  Co.  After  a  year  he  resigned  to  become 
superintendent  of  the  power  division  of  the  Lehigh  Navigation  Electric  Co., 
with  control  of  nine  stations,  which  position  Mr.  Duff  was  holding  at  the  time 
of  his  death,  October  24,  1918. 

Mr.  Duff  became  an  associate  member  of  the  Society  in  1915. 

HARRY   DREW   EGBERT 

Harry  Drew  Egbert  was  bom  at  Bay  Head,  N.  J.,  on  August  24,  1886,  and 
died  of  pneumonia  on  March  23,  1919.  He  was  educated  in  the  Jersey  City 
public  schools  and  in  the  Newark  Academy.  In  the  latter  institution  he  was 
prepared  for  college  and  entered  Columbia  University  in  1904  as  a  sophomore. 
He  had  spent  the  previous  year  with  his  father,  Prof.  J.  C.  Egbert  of  Columbia, 
in  Rome  where  the  latter  was  serving  as  professor  of  classical  literature  in  the 
An^rican  School  of  Classical  Studies. 

In  1907  Mr.  Egbert  was  graduated  from  Columbia  University,  taking  high 
rank  in  his  class  and  being  elected  to  Phi  Beta  Kappa.  He  was  also  elected  the 
most  faithful  and  deserving  student  of  his  class.  He  then  entered  the  Schools 
of  Applied  Science  and  spent  three  years  in  study  for  the  degree  of  mechanical 
engineer  which  he  received  in  1910.  He  received  the  Illig  medal  for  extraordinary 
proficiency  in  his  studies.  In  the  sunmier  during  his  scientific  study,  he  attended 
the  course  in  8ur\'eying  at  Camp  Columbia  and  was  an  apprentice  in  different 
shops  where  he  became  familiar  with  the  practical  side  of  his  profession. 

Upon  his  graduation  he  became  a  member  of  the  office  force  of  the  Guaranty 
Construction  Co.  After  two  years  he  was  asked  to  join  the  staff  of  the  Research 
Corporation  and  in  connection  with  this  organization,  he  became  an  exi>ert  on 
electrical  precipitation.     He  wrote  a  number  of  articles  on  this  subject. 

Mr.  Egbert  was  a  member  of  the  Phi  Beta  Kappa  and  Sigma  Xi  societies. 
He  became  a  junior  member  of  our  Society  in  1915  and  was  secretary  of  the 
New  York  Section,  the  Executive  Committee  of  which  on  April  19, 1919,  adopted 
the  following  resolution: 

"Resolved:  that  there  be  entered  upon  the  minutes  the  sincere  regret  of  the 
Conmiittee  and  their  appreciation  of  his  splendid  achievements  as  an  engineer 
and  his  untiring  effort  at  all  times  to  advance  the  interest  of  the  Profession,  the 
Society  and  this  Committee." 

CHARLES    EKSTRAND 

Charles  Ekstrand  was  bom  on  August  19,  1863,  in  Kalmar,  Sweden.  He 
received  his  early  education  in  Swedish  schools  and  served  his  apprenticeship 
as  marine  engineer  in  Oscarshamn.     He  was  engaged  in  practical  marine  engineer- 
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ing  until  1890  when  he  obtained  his  U.  S.  license  as  chief  engineer  on  ocean- 
going steamers.  In  that  year  he  became  assistant  chief  engineer  of  the  Brooklyn 
Cooperage  Co.  and  Palmer  Docks,  Brooklyn,  and  nine  years  later  was  made 
chief  engineer.  During  this  period  Mr.  Ekstrand  took  a  course  in  the  scientific 
department  of  Cooper  Union,  New  York  City,  receiving  his  B.  S.  in  1897  and  his 
M.  E.  in  1898. 

In  1906  Mr.  Ekstrand  left  the  Brooklyn  concern  to  become  superintendent 
for  the  Lowell  M.  Palmer's  Works,  York,  Pa.,  where  he  remained  until  1911 
when  he  became  connected  as  constructing  and  consulting  engineer  with  the 
Warner  Sugar  Refining  and  Warner  Quinlan  Asphalt  companies,  New  York. 
He  was  holding  this  position  at  the  time  of  his  death,  September  28,  1919. 

During  the  War  Mr.  Ekstrand  served  as  lieutenant  in  the  United  States 
Naval  Reserve  Force.  He  was  an  associate  member  of  the  American  Institute 
of  Electrical  Engineers.    He  became  a  member  of  our  Society  in  1898. 

WILLIAM  T.   ENGLISH 

William  T.  English,  president  of  the  W.  T.  English  Co.,  Boston,  died  on 
December  22,  1919.  Mr.  English  was  bom  on  July  21,  1855,  in  Baltimore,  Md. 
The  family  moved  to  Boston  when  he  was  a  child  and  he  was  educated  in  the 
schools  of  that  city.  He  served  his  apprenticeship  as  patternmaker  with  the 
Boston  Machine  Co.,  and  then  entered  the  employ  of  the  Boston  Blower  Works. 
In  about  four  years  he  was  advanced  to  the  position  of  works  superintendent. 
His  leisure  time  at  this  period  was  devoted  to  the  study  of  mechanical  engineering. 

In  1895  Mr.  English  became  connected  with  the  Walworth  Construction 
&  Supply  Co.,  as  construction  engineer,  resigning  in  1903  to  become  president  of 
the  Walworth-English  Flett  Co.,  with  which  concern  he  was  associated  for  four- 
teen years.  For  the  last  two  years  Mr.  English  was  engaged  in  business  for 
himself  under  the  name  of  the  William  T.  English  Co.,  Boston. 

Mr.  English  belonged  to  several  fraternal  organizations.  He  became  a 
member  of  the  Society  in  1902. 

WALTER  ERLENKOTTER 

Walter  Erlenkotter  was  bom  on  August  22,  1887,  in  Hoboken,  N.  J.  He 
received  his  early  education  in  the  Hoboken  Academy  and  entered  Stevens 
Institute  of  Technolog>'  in  1904  from  which  he  received  his  M.  E.  degree  In  190S. 

In  the  fall  of  that  year  Mr.  Erlenkotter  entered  the  apprenticeship  coime 
of  the  Allis-Chalmers  Co.  in  their  foundry  and  electrical-erecting  shops.  West 
Allis,  Wis.  The  following  year  he  became  connected  with  the  Owens  Engineering 
Co.,  Brooklyn,  N.  Y.,  as  an  assistant  in  design  and  construction.  In  1910  he 
accepted  a  position  with  J.  G.  White  &  Co.,  New  York  City,  where  his  woric 
dealt  with  the  design  and  construction  of  steam  generating  plants,  dectriesl 
stations,  water-gas  plants,  inspection  of  mat^^rial  and  shipment  of  electrie  ctlB. 
From  1911  to  1916  Mr.  Erlenkotter  was  fuel-engineering  chemist  in  charge  of  the 
Central  Testing  Laboratory,  Bureau  of  Contract  Supervision,  New  York  City. 
Here  he  had  charge  of  physical  tests,  sampUng,  coal  analysis,  the  design  of  new 
apparatus  and  its  installation,  etc.  In  the  latter  part  of  1916  he  became  dusf 
engineer  for  the  Secaw  Chemical  Co.,  Irvington,  N.  J.,  and  in  January  1017  ki 
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became  vice-president  of  the  company,  which  position  he  held  at  the  time  of  his 
death.  May  14,  1919. 

Mr.  Erlenkotter  was  a  member  of  a  number  of  fraternal  organizations. 
He  became  a  junior  member  of  the  Society  in  1912  and  in  1916  was  promoted  to 
the  grade  of  associate-member. 

JAMES   R.    FLETCHER 

James  R.  Fletcher,  factory  manager  of  the  P.  &  F.  Corbin  Co.,  manu- 
facturers of  hardware.  New  Britain,  Conn.,  died  at  his  home  in  that  city  on 
September  13,  1919.  Mr.  Fletcher  was  bom  on  February  21,  1867,  in  Jersey 
City,  N.  J.,  where  he  was  educated  and  learned  the  trade  of  machinist.  He 
served  his  apprenticeship  with  the  New  Haven  Clock  Company  in  tool  making 
and  die  sinking.  He  was  formerly  associated  with  the  American  Cash  Register 
Company,  the  National  Cash  Register  Company,  Sargent  &  Co.,  the  New  Britain 
Hardware  Company,  of  which  he  was  in  charge  for  seven  years,  and  the  Yale 
&  Towne  Manufacturing  Co.,  of  which  he  was  assistant  superintendent. 

In  1906  Mr.  Fletcher  became  associated  with  the  P.  &  F.  Corbin  Co.  as 
manufacturing  expert  to  assist  the  general  superintendent.  Later  he  was  made 
factory  manager,  a  position  created  to  give  him  the  wider  range  warranted  by  his 
exceptional  ability. 

He  was  a  member  of  a  number  of  fraternal  organizations.  He  became  a 
member  of  the  Society  in  1906. 

JAMES  J.    FLYXN 

James  J.  Flynn  was  born  in  April,  1893,  in  New  York  City.  He  was  edu- 
cated in  the  public  schools  of  the  city  and  was  graduated  from  the  Mechanics' 
Institute.  In  1908  he  started  work  for  the  Western  Electric  Co.,  taking  their 
regular  students*  course  and  spending  six  months  in  their  manufacturing  de- 
partment. 

He  was  then  transferred  to  the  tool  and  gage-inspection  department  where 
he  was  located  for  about  five  years;  he  was  then  placed  on  construction  work  of 
telephone  equipment  on  the  road.  After  seven  years  with  this  concern,  Mr. 
Flynn  became  associated  in  1915  with  the  Remington  Arms  Bridgeport  Works 
as  assistant  low-tension  engineer.  The  following  year  he  was  made  foreman 
inspector  of  the  bcorrel  department  and  in  1918  he  became  chief  inspector  of  ord- 
nance for  the  U.  S.  Government  in  the  same  company. 

Mr.  Flynn  became  a  junior  member  of  the  Society  in  1918.  He  died  on 
February  11,  1919. 

ALDEN   WALKER   GALLUP 

Alden  W.  Gallup,  works  engineer  of  the  Hinde  &  Dauch  Paper  Co.,  died 
on  December  17,  1918,  in  Sandusky,  Ohio.  Mr.  Gallup  was  bom  on  October  29, 
1890,  in  Sandusky,  Ohio.  He  was  prepared  for  college  in  St.  John's  School, 
Manlius,  X.  Y.,  and  then  entered  Cornell  University  from  which  he  was  gradu- 
ated in  1913  with  :he  degree  of  M.  E.  His  first  and  only  business  connection  was 
with  the  Hinde  &  Dauch  Paper  Co.,  Sandusky,  Ohio,  where  he  acted  in  the 
capacity  of  works  engineer.  Mr.  Gallup  became  a  junior  member  of  the  Society 
in  1917. 
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HENRY  LAURENCE   GANTT 

On  November  23,  1919,  H.  L.  Gantt  died  at  his  home  in  Montclair,  N.  J., 
after  a  brief  illness.  In  his  death  the  engineering  profession  has  lost  one  of  its 
foremost  engineers,  a  pioneer  in  industrial  management  and  a  keen  student  of 
the  human  element  in  its  relations  to  industry.  He  was  associated  with  Frederick 
W.  Taylor  in  his  early  work  at  the  Midvale  and  Bethlehem  Steel  Companies  and 
with  this  as  a  basis,  and  his  personal  abihty  as  an  organizer,  he  later  established 
and  successfully  conducted  his  own  consulting  practice  as  an  industrial  engineer. 
His  career  was  marked  by  original  and  thoughtful  work,  progressive  in  view- 
point, and  effective  in  its  accomplishment.  In  later  years  he  developed  a  broad 
conception  of  industry  as  a  national  problem  in  which  he  regarded  it  essential 
that  the  man  at  the  top  should  have  the  same  close  scrutiny  and  careful  direction 
that  has  in  the  past  been  given  his  co-workers  in  the  lower  ranks.  To  these 
views  he  gave  expression  in  a  characteristically  original  manner  in  many  addresses 
and  written  articles. 

Henry  Laurence  Gantt  was  bom  May  20,  1861,  in  Calvert  County,  Mary- 
land. He  was  graduated  from  Johns  Hopkins  as  a  Bachelor  of  Arts  when  only 
19  years  of  age  and  taught  for  three  years  at  the  McDonough  School  in  Baltimore 
County,  which  he  had  attended  as  a  boy.  In  1884  he  received  the  degree  of 
Mechanical  Engineer  from  Stevens  Institute  of  Technology. 

Following  his  connection  with  Frederick  W.  Taylor,  he  conducted  his  con- 
sulting practice  until  his  death  and  had  as  clients  more  than  a  score  of  prominent 
manufacturing  plants.  Among  these  were  the  Westinghouse  Electric  and  Manu- 
facturing Co.,  American  Locomotive  Co.,  factories  of  Remington  Typewriter 
Co.,  Bethlehem  Foundry  &  Machine  Co.,  Saco-Lowell  Shops,  IngersoU-Rand 
Co.,  Amoskeag  Mfg.  Co.,  Cheney  Brothers  (silk  manufacturers),  Brighton  Mills, 
Sayles  Bleacheries  and  Corticelli  Silk  Mills. 

Mr.  Gantt  was  active  in  The  American  Society  of  Mechanical  Engineen 
and  served  on  the  Council  as  Manager,  1908-11,  and  as  Vice-President,  1913-15; 
on  the  Meetings  Committee,  1912-17;  and  on  the  Executive  Committee  of  this 
Council,  1913-14. 

His  papers  contributed  to  the  Society  and  which  enrich  its  TRAHSACrtoifS 
comprise  the  following  list,  of  which  his  early  paper  on  the  bonus  system  brouijht 
prominently  to  the  front  new  featiu*es  of  management  developed  during  hit 
early  work  with  Mr.  Taylor:  Steel  Castings;  Recent  Progress  in  the  Manu- 
facturer of  Steel  Castings;  Bonus  System  of  Rewarding  Labor;  Graphical  Daily 
Balance  in  Manufacture;  Training  of  Workmen  in  Habits  of  Industiy  and 
Co(')[)crati()n;  Mechanical  P^ngineer  and  the  Textile  Industry;  Modifying  Syatems 
of  Manageniont;  Measuring  Efficiency;  The  Relation  Between  Ptoduction  and 
Costs;  Productive  Capacity  a  Measure  of  Value  of  an  Industrial  FioptKtfl 
Kxi)enses  and  Costs;  Efficiency  and  Democracy. 

During  the  German  trip  of  the  Society  in  1913  Mr.  Gantt  was  a  frsqiient 
speaker  at  the  various  functions  and  at  the  Leipsic  meeting  of  the  Verein  deutnlier 
Irif^^onicHirc,  held  jointly  with  our  Society,  aroused  much  interest  by  his  diaeUHfali 
of  Scii'iitific  Managenioiit. 

Mr.  (lantt  was  also  the  author  of  three  books:  Work,  Wages  and  Phifita: 
Their  IiiHiK'ncc  on  Cost  of  Living;  Industrial  Leadership  (Yale  Leefeuna); 
and  Organizing  for  Work.  In  addition,  he  contributed  many  artidei  to  tlia 
technical  and  daily  i)ress. 
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Theie  grew  up  around  Mr.  Gantt  several  groups  having  as  their  central 
thou^t  the  principles  which  he  enunciated.  Among  these  was  a  circle  of  friends 
who  regarded  service  to  the  community  as  the  essential  element  in  industry  and 
which  it  was  believed  could  be  attained  by  concentrating  on  the  production  of 
goods  rather  than  on  the  production  of  profits.  It  was  considered  that  industry 
required  a  "new  machine"  rather  than  a  disrupting  social  movement,  and  the 
movement  was  thus  given  this  unique  designation. 

During  the  war  Mr.  Gantt  acted  in  a  consulting  capacity,  first  for  the 
Ordnance  Department  by  invitation  of  General  Crozier,  who  reconmiended  for 
the  entire  War  Department  the  use  of  Gantt's  production  charts,  emplo3red  by 
Mr.  Gantt  in  his  work  and  which  had  been  used  in  the  Ordnance  Department. 
These  charts  are  well  known  among  engineers  and  constitute  an  important 
development  in  recording  the  progress  of  work.  When  General  Crozier  was 
retired  as  Chief  of  Ordnance  a  change  in  plans  was  made,  but  the  charts  were 
later  used  by  the  U.  S.  Shipping  Board  and  Emergency  Fleet  Corporation  in 
routing  ships  and  in  following  up  constructive  work. 

Mr.  Gantt's  vision  of  a  better  spirit  in  industry  is  well  expressed  by  the 
following  quotations  from  his  latest  book,  Organizing  for  Work:  "The  community 
needs  service  first,  regardless  of  who  gets  the  profits,  because  its  life  depends 
upon  the  service  it  gets.  The  business  man  says  profits  are  more  important  to 
him  than  the  service  he  renders;  that  the  wheels  of  business  shall  not  turn, 
whether  the  community  gets  the  service  or  not,  unless  he  can  have  his  full  measure 
of  profit.  He  has  forgotten  that  his  business  system  had  its  foundation  in  serv- 
ice, and  as  far  as  the  community  is  concerned  has  no  reason  for  existence  except 
the  service  it  can  render." 

GEORGE   K.   GARVIN 

George  K.  Garvin,  president  of  the  Garvin  Machine  Co.,  New  York,  died 
at  his  home  in  Garden  City,  Long  Island,  on  February  20,  1919.  Mr.  Garvin 
was  bom  on  May  2,  1859,  in  Hartford,  Conn.  He  was  educated  in  the  public 
schools  of  New  York  and  Jersey  City,  later  attending  Hasbrouck  Institute. 
At  the  age  of  sixteen  he  entered  his  father's  business,  then  known  as  Smith  & 
Garvin,  and  upon  his  father's  death  became  president  of  the  concern.  He 
became  a  member  of  the  Society  in  1909. 

JOHN  ARTHUR  HALL 

John  A.  Hall  was  bom  in  Pittsburgh,  Pa.,  on  September  16,  1877.  He  was 
graduated  from  Sheffield  Scientific  School,  Yale  University,  class  of  1897.  He 
spent  the  next  year  in  graduate  work  in  Yale  when  he  became  connected  with  the 
Carnegie  Steel  Co.,  Pittsburgh,  as  chemist. 

In  1902  he  accepted  the  position  of  superintendent  of  the  Alice  Furnaces 
of  the  Tennessee  Coal,  Iron  &  Railroad  Co.,  Birmingham,  Ala.,  and  was  later 
associated  as  chemical  engineer  with  the  Edison  Portland  Cement  Co.,  Stewards- 
ville,  N.  J.  From  1910  to  1915  Mr.  Hall  was  with  the  Ransome  Concrete 
Machinery  Co.,  Dunnellen,  N.  J.,  as  superintendent  in  charge  of  production, 
designing,  purchasing,  etc.  He  was  at  one  time  located  in  New  York  City  as  a 
manufacturers'  agent  and  more  lately  has  been  engaged  in  business  in  Elisabeth, 
N.  J.,  under  the  firm  name  of  the  Hall  Machine  Co.,  general  machinists. 
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Mr  Ilall  became  a  member  of  the  Society  in  1916.  He  died  on  October  1, 
1910,  of  injurii's  received  in  an  automobile  accident. 

RICHARD    HAMMOND 

Richard  Hammond  was  born  on  January  27,  1849,  in  Thurles,  Tippcrary 
County,  Ireland,  and  received  his  early  education  there  in  the  parochial  schools, 
coming  to  this  country  when  about  thirteen  years  of  age. 

He  served  his  apprenticeship  in  the  boiler-making  trade  with  Starbuck 
Brothers,  Troy,  N.  Y.,  and  became  a  journeyman  boiler  maker  in  charge  of  the 
outside  work  for  the  company  with  which  he  was  connected  for  several  years. 
In  1872  he  transferred  to  the  oil  fields  in  Pennsylvania  and  started  business  at 
Titusville,  Pa.  In  1875  he  entered  into  partnership  with  Mr.  John  Cofield  in 
Franklin,  Pa.,  as  manufacturers  of  oil-well  boilers  and  engines  and  a  short  while 
later  purchased  Mr.  Cofield's  interests,  extending  the  business  into  tank  building 
and  refinery  construction. 

In  1880  he  removed  to  Buffalo  where  he  designed  a  plant  for  the  manufacture 
of  steam  boilers.  His  methods  and  ideas  were  considerably  in  advance  of  the 
times  and  it  was  not  long  before  his  plant,  known  as  the  Lake  Erie  Boiler  Works, 
had  obtiiined  an  unusual  reputation  for  the  manufacture  of  heavy  marine  boilers. 
In  1890  he  organized  the  Lake  Erie  ^Engineering  Works  of  which  he  became 
president.  The  shops  were  equipped  with  the  most  modem  tools  especially 
designed  and  constructed  according  to  Mr.  Hammond's  own  specifications  by  the 
Niles  Tool  Works.  He  continued  at  the  head  of  both  concerns  up  to  within 
a  couple  of  years  ago,  when  he  disposed  of  his  interests  and  retired  from  active 
business  life.     He  died  on  October  9,  1919. 

Mr.  Hammond  was  an  early  member  of  the  Engineers'  Club  of  New  York. 
He  became  a  member  of  the  Society  in  1890  and  devoted  a  great  deal  of  his  time 
and  practical  boiler-manufacturing  experience  to  the  Boiler  Code  Committee  of 
the  Society  of  which  he  was  a  member. 

FRANCIS   L.    HAND 

Francis  L.  Hand  was  bom  at  Dennisville,  Cape  May  County,  N.  J.,  on 
February  18,  1838.  His  family  moved  to  Philadelphia  in  1844  where  he  attended 
the  public  schools.  Coming  of  a  family  which  had  followed  the  sea  for  generations 
he  began  "stcamboating''  in  1854  on  the  Dvlaivarc  on  which  he  remained  for  four 
years  when  ho  Received  his  first  engineer's  license.  He  then  became  aasistant 
engineer  on  the  Kinrichic,  running  on  the  outside  line  between  Philadelphia  and 
New  York. 

When  the  war  came  in  1801,  he  ship])ed  on  the  steamer  Union  as  engmeer 
and  took  ])art  in  the  DuiK>nt-Sherman  Expedition  on  October  29,  1861.  The 
vessel  went  a.sh()re  on  Bogue  Island  during  a  storm,  was  totally  wrecked  and  aD 
on  board  wore  taken  ])ris()ners  of  war  bj'  the  Confixlerates,  and  sent  to  Solainiiyi 
X.  C.     After  ten  months.  Mr.  Hand  was  paroled  and  returned  to  his  home. 

In  IsiM  he  luM-aine  chief  enpincMT  of  the  new  steamer  Star  of  the  Union  and 
su[H'rinteii(l(-(l  iittiii^  lier  out  (iiirii)<];  her  construction.  Mr.  Hand  afterwaids 
boeanie  ehiel'  (M)<xineer  in  the  Southern  Mail  Steamship  Co.  of  Philadelphia  and 
was  with  tlii^in  until  IsT^J  when  he  was  appointed  U.  S.  insixictor  of  steain 
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In  1886  he  aco^ted  the  position  of  general  superintendent  of  the  Philadelphia 
Water  D^Mitment.  He  filled  that  position  until  1900  and  was  then  appointed 
ehief  engineer  of  the  Water  Bureau,  remaining  until  1906  when  he  retired  from 
active  life.  Mr.  Hand  died  on  September  11,  1919,  in  his  eighty-second  year. 
Mr.  Hand  was  a  member  of  the  Engineers'  Club  of  Philadelphia  and  of  the 
American  Water  Works  Association.  He  became  a  member  of  the  Society  in 
1888. 

HENRY  S.   HAYWARD  * 

Henry  S.  Hayward,  Lieutenant,  U.  S.  Naval  Reserve  Force,  was  bom 
on  December  25,  1876,  in  Elizabeth,  N.  J.  He  was  a  1900  graduate  of  Stevens 
Institute  of  Technology. 

His  fint  position  was  in  the  dr^ting  room  of  the  Pennsylvania  Railroad, 
Jersey  City,  N.  J.  He  was  next  associated  with  the  Franklin  Air  Compressor 
Co.,  Franklin,  Pa.,  as  chief  engineer,  his  work  consisting  of  designing  and  super- 
vising the  construction  of  their  power  plant.  From  1902  to  1905  he  was  in  busi- 
ness for  himself  as  a  mechanical  engineer,  handling  mechanical  mill  supphes. 

In  1906  he  became  assistant  to  the  vice-president  of  the  Franklin  Railway 
Supply  Co.,  manufacturing  and  promoting  special  mechanical  devices  for  loco- 
motives. Prior  to  his  enlistment  in  1918  he  was  president  ai  the  Roybel  Packing 
Co.,  N.  Y. 

He  was  conmiissioned  a  Ueutenant  (j.g.)  in  the  Naval  Reserve  Force  and 
was  stationed  at  the  Charleston  Navy  Yard,  Charleston,  S.  C.  He  was  north 
on  a  twenty-day  furlough  when  he  contracted  pneumonia  and  died  on  March  31, 
1919. 

Lieutenant  Hayward  became  a  member  of  the  Society  in  1900. 

JAMES   NISBBT   HAZLEHURST  * 

Major  James  N.  Hazlehurst,  one  of  the  South's  foremost  engineers  and  a 
prominent  member  of  the  engineering  profession  of  Atlanta,  Ga.,  died  in  France 
February  9,  1919.  He  was  bom  at  Sparta,  Ga.,  January  15,  1864,  and  received 
his  eariy  education  and  engineering  training  at  the  University  of  the  South, 
Sewanee,  Tenn. 

In  1S85  Major  Hazlehurst  was  president  of  the  Chattanooga  Rolling  Mill, 
later  becoming  chief  engineer  and  president  of  a  railroad  in  Florida.  In  1895  he 
was  engineer  for  the  city  of  St.  Augustine,  I*la.,  during  which  time  he  built  the 
water  works  and  paved  the  majority  of  the  streets  of  that  city.  In  the  year 
1889  he  was  elected  chief  engineer  of  the  Board  of  Public  Works  of  Tampa, 
Fla.,  and  it  was  at  this  time  he  wrote  his  book  Towers  and  Tanks.  In  1900  he 
becaine  chief  engineer  of  the  Miles  Salt  Co.,  New  Orleans,  L-a.,  later  going  to 
Mobile,  Ala.,  in  1901  as  chief  engineer  for  the  Board  of  PubUc  Works  in  that 
city  for  a  period  of  five  years. 

In  1906  Major  Hazlehurst  moved  to  Atlanta,  Ga.,  opening  a  consulting 
engineer's  office,  becoming  prominently  identified  with  the  engineering  activities 
of  that  city,  taking  a  leading  part  in  the  organization  of  the  AfiBliated  Technical 
Societies  of  Atlanta,  a  movement  which  stands  as  the  first  of  its  kind  in  the 
United  States.  He  served  as  chairman  of  the  committee  on  Engineering  and 
Good  Roads  of  the  Atlanta  Chamber  of  Commerce,  was  a  member  of  the  Conn 
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mission  which  selected  the  site  of  Camp  Gordon  as  a  military  cantonment  and 
was  a  member  of  the  National  Council  of  Defense. 

Major  Hazlehm^t  was  a  member  of  the  American  Society  of  Civil  Engineers, 
the  American  Water  Works  Association,  and  the  American  Public  Health  Asso- 
ciation.    He  became  a  member  of  our  Society  in  1916. 

When  the  United  States  entered  the  War  he  immediately  offered  his  services 
to  the  Government  and  was  commissioned  a  Major  of  Engineers,  June  20,  1917, 
and  assigned  to  the  staff  of  Maj.-Gen.  Leonard  Wood,  Commander  of  the  De- 
partment of  the  Southeast,  as  officer  in  charge  of  the  water-supply  section  for 
the  camps  located  in  the  Southeastern  states.  Early  in  September,  1917,  he  was 
ordered  overseas  as  the  principal  assistant  to  the  officer  in  charge  of  the  water- 
supply  section  of  the  American  Expeditionary  Forces  at  Chaumont.  He  was 
later  attached  to  the  Third  British  Army  as  an  observer  in  the  Valley  of  the 
Somme,  being  transferred  to  Tours  in  the  same  capacity  as  at  Chaumont.  In 
October,  1918,  he  was  ordered  to  the  southern  part  of  France  as  Engineer  Officer 
in  charge  of  construction  and  water-supply  officer  for  Base  No.  6,  which  included 
the  length  from  Riviera  to  the  Italian  frontier.  Three  months  later  he  was 
ordered  to  Paris  as  a  member  of  the  American  Commission  to  negotiate  peace. 
His  assignment  was  in  the  economical  and  financial  section  of  the  Belgian  Com- 
mission, whose  duty  it  was  to  study  and  check  the  consequential  damage  due  to 
the  German  occupancy. 

Major  Hazlehurst's  studies  were  mines,  metallurgy,  railways  and  industrial 
and  general  buildings.  He  was  made  Director  of  the  Division  having  to  do  with 
damages  to  structures  in  Belgium.  His  death  made  it  impossible  for  him  to 
complete  this  work. 

CARL  ANTHONY   ^lEILMANN  * 

Carl  Anthony  Heilmann,  Captain,  5th  Engineers,  U.  S.  A.,  died  July  12, 
1919,  as  a  result  of  an  accident  near  Camp  Humphreys,  Alexandria,  Va.,  when 
an  army  motor  truck  plunged  over  the  side  of  a  bridge. 

Captain  Heilmann  was  born  in  Brooklyn,  N.  Y.,  January,  1886.  He  was 
a  graduate  of  Manual  Training  High  School,  and  also  studied  at  Worcester 
Polytechnic  Institute  for  two  years,  graduating  in  1908  as  a  mechanical  engineer 
from  Purdue  University,  where  he  completed  the  studies  begun  in  Worcester. 
He  served  his  apprenticeship  in  various  machine  shops  during  summer  vacations. 
He  was  associated  with  the  Ideal  Portland  Cement  Company,  Portland,  Cc^., 
as  draftsman;  with  the  Monet t  Electric  Light  Company,  Monett,  Mo.,  where 
he  had  charge  of  the  electrical  equipment  and  construction;  with  the  Green 
Fuel  Economizer  Company  in  the  capacity  of  sales  engineer;  with  the  American 
Kadiator  Company  as  engineering  representative,  Philadelphia,  Pa.;  and  ynth 
Warron  Webster  and  Company,  as  district  manager,  Washington,  D.  C. 

Captain  Heilmann  had  been  stationed  at  Camp  Humphreys  after  eig)it 
months  of  arduous  service  in  France,  with  the  First  Division,  having  returned 
to  the  United  States  in  order  to  make  a  lecture  tour  of  the  country.  He  entered 
the  service  shortly  after  the  declaration  of  war  and  was  commissioned  as  first 
lieutenant,  Knpineer  Cor[)S,  at  Fort  Myer,  Va.,  in  June,  1917.  He  was  promoted 
to  Captain  soon  after  his  retuni  to  the  United  States.  Captain  Heilmann 
elected  to  membership  in  the  Society  in  1013. 
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HENRY  WILLIAM  HENES 

Henry  W.  Henes,  of  the  Acme  Steel  Goods  Co.,  ChicagOi  died  on  Janu- 
ary 19y  1919.  Mr.  Henes  was  bom  in  January,  1887,  in  New  Yoric  City,  and  was 
educated  in  the  city  schools.  Later  he  entered  Columbia  University  from  which 
he  was  graduated  in  1909  with  the  degree  of  M.  E. 

His  first  position  was  as  structural-steel  estimator  and  inspector  with  A. 
Bolter's  Sons,  Chicago,  where  he  remained  for  about  three  years,  when  he  became 
associated  with  the  Dueth-Henes  Corporation,  manufacturing  agents  in  the 
same  city,  as  secretary  and  treasurer.  His  next  connection  was  with  the  Strom- 
berg  Motor  Devices  Co.,  also  in  Chicago,  first  as  assistant  purchasing  agent  and 
later  as  sales  engineer.  In  July  1918  he  became  associated  with  the  Acme  Steel 
Goods  Co.  in  charge  of  the  manufacture  of  nailless  box-strapping  tools.  Mr. 
Henes  was  a  member  of  several  social  clubs  in  Chicago.  He  became  a  jimior 
member  of  the  Society  in  1909. 


GEORGE   SHERWOOD  HODGINS 

George  S.  Hodgins,  editor  of  Railway  and  Locomotive  Engineering^  died  at 
his  home  in  New  York  City  on  January  18, 1919.  He  was  bom  in  1859  in  Toronto, 
Ont.,  and  was  a  graduate  of  the  Upper  Canada  College  and  the  school  of  practical 
science,  University  of  Toronto. 

He  served  his  apprenticeship  with  the  Canadian  Locomotive  &  Engine 
Co.,  Kingston,  Ont.,  in  machine-shop  work,  locomotive  erecting,  etc.  In  1882 
he  was  appointed  draftsman  in  the  same  company  and  was  directly  responsible 
for  locomotive  design.  After  some  experience  in  a  division  master  mechanic's 
office  on  the  Canadian  Pacific  Railway,  he  was  advanced  to  various  positions  on 
the  road  and  of  late  was  locomotive  inspector  on  the  entire  system.  In  1889 
he  was  recalled  to  the  Canadian  Locomotive  Works  as  mechanical  engineer, 
where  he  had  charge  of  all  engineering  and  designing  work.  Later  he  entered 
the  servdce  of  the  Pressed  Steel  Car  Co.,  Pittsburgh,  Pa.,  as  general  inspector  of 
the  output  of  that  extensive  plant,  and  was  also  for  some  years  inspector  of  the 
Richmond  Locomotive  Works.  - 

During  these  earlier  years  he  had  contributed  to  a  number  of  railroad 
publications.  In  1900  he  entered  the  field  of  practical  journalism  as  editor  of 
The  Railroad  Digest.  In  1902  he  joined  the  staff  of  Railway  and  LocomoHve 
Engineering  as  associate  editor  and  in  1908  became  managing  editor,  which  posi- 
tion he  held  until  1911,  when  he  was  called  by  the  Canadian  Government  to  make 
a  comprehensive  report  on  the  shops,  appliances,  tools  and  equipment  necessary 
for  the  Trans-Continental  Railroad.  On  the  completion  of  that  work  in  1915 
Mr.  Hodgins  joined  the  staff  of  the  Railway  Periodicals  Company  as  managing 
editor  of  the  Railway  Master  Mechanic  and  The  Railvoay  Engineering  and  Main' 
tenance  of  Way.  In  1916  he  returned  to  Railway  and  Locomotwe  Engineering 
and  remained  on  the  staff  as  editor  until  his  death. 

He  contributed  many  articles  to  popular  science  magazines  and  as  a  writer 
on  engineering  and  technical  subjects  his  style  was  marked  by  an  exact  and 
comprehensive  lucidity. 

Mr.  Hodgins  became  a  member  of  the  Society  in  1906. 
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ELIAS  QUEREAU  HORTON  * 

Elias  Q.  Horton,  Lieutenant  (j.g.),  U.  S.  Naval  Reserve  Force,  died  of 
influenza-pneumonia  on  March  4,  1919.  Lieutenant  Horton  was  bom  in  Ossining, 
N.  Y.,  on  July  28,  1884.  He  was  educated  in  the  public  schools  of  New  York 
City,  Stevens  Prei)aratory  School  and  Stevens  Institute  of  Technology,  from 
which  he  was  graduated  in  1905  with  the  degree  of  M.E. 

Upon  graduation  he  became  associated  with  the  Otis  Elevator  Co.,  New 
York,  and  gained  his  shop  experience  in  their  factory  at  Yonkers.  He  was  then 
transferred  to  the  estimating  department  and  in  1908  he  was  made  assistant 
chief  estimator.  In  1910  he  was  made  assistant  manager  in  Oklahoma  City,  in 
charge  of  all  sales  in  the  state.  His  advancement  was  continuous  and  rapid 
until,  at  the  time  of  his  enlistment  in  April  1917,  he  was  in  charge  of  the  Washing- 
ton office  of  the  company. 

He  enlisted  in  the  Naval  Ileserv-e  Force  and  was  assigned  to  active  duty  as 
coxswain  in  Newport,  R.  L  In  June  of  that  year  he  was  sent  to  Annapolis  for 
special  training,  and  at  the  termination  of  the  course  was  commissioned  as  ensign. 
He  was  ordered  to  duty  on  the  U.S.S.  South  Carolina,  where  he  served  as  junior 
watch  officer,  division  officer  and  communicating  officer,  respectively.  He  was 
then  promoted  to  the  rank  of  lieutenant  (j.g.).  Shortly  before  his  death  he  was 
ordered  to  the  Receiving  Ship  Philadelphia^  where  he  was  to  have  been  discharged 
and  to  have  rejoined  the  staff  of  the  Otis  Elevator  Co. 

Lieutenant  Horton  was  a  member  of  the  Sons  of  the  Colonial  Ware,  the 
Sons  of  the  Revolution  and  of  a  number  of  clubs.  He  became  a  junior  member 
of  the  Society  in  1912. 

RICHARD   HUMPHREY   HUGHES 

Richard  H.  Hughes,  vice-president  and  general  manager  of  the  Crescent 
Portland  Cement  Co.,  Wampum,  Pa.,  and  a  member  of  the  Board  of  Directore 
of  the  Portland  Cement  Association,  died  on  April  12,  1919. 

Mr.  Hughes  was  bom  on  September  16,  1862,  in  Lima,  Ohio.  He  received 
his  education  in  the  schools  of  that  city  and  also  served  there  his  apprenticeship 
in  railroad  engineering.  In  1901  he  became  connected  with  the  Portland  Cement 
Co.  and  took  charge  of  the  remodeling  of  their  plaht.  During  the  year  1908  and 
1909,  in  cooperation  with  Mr.  W.  B.  Rugglos  of  the  Ruggles-Coles  Engineer- 
ing Co.,  he  had  entire  charge  of  the  designing  and  building  of  the  Gompansr's 
3000-barrcl  plant  and  upon  it^s  completion,  of  its  operation,  alteration  and  ad- 
ditions. 

Mr.  Hughes  belonged  to  a  numlx^r  of  social  and  fraternal  organisations. 
He  became  an  associatc-membor  of  the  Society  in  1914. 


HENRY   LOCKErr   HUTSON 

Henry  Locket t  Hutson  was  born  at  Amoricus,  Ga.,  on  December  90,  1876, 
He  was  the  son  of  C'harlos  Woodward  Hutson  and  his  wife,  Maiy  Jane  Lockett. 
His  father  was  a  college  professor,  occupying  chairs  in  various  southern  coQeges, 
including  the  I'niversity  of  Mississippi  at  Oxford,  and  the  A.  &  M.  College  of 
Texas  at  Hryan. 

Mr.  Hutson  received  his  preliminary  education  in  the  public  and  private 
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schools  in  the  towns  where  his  family  resided,  and  his  college  training  at  the  A. 
&  M.  College  of  Texas,  where  he  was  graduated  in  the  mechanical  engineering 
coinrse  in  1896,  one  of  the  first  three  in  his  class.  He  exhibited  miusual  talent 
for  mechanical  work  in  his  early  childhood,  and  was  a  great  student  of  engineering 
subjects  up  to  the  time  of  his  death. 

In  1898  he  volunteered  as  a  private  in  the  First  Regiment  of  the  U.  S. 
Volunteer  Infantry,  commanded  by  Colonel  Riche.  In  1898,  after  being  mus- 
tered out,  he  entered  the  employ  of  Henry  R.  Worthington  at  the  Brooklyn  shops 
as  a  student  apprentice  and  received  the  usual  thorough  training  in  practical 
hydrauhc  engineering  given  by  the  Worthington  Company.  In  1901  he  entered 
the  employ  of  A.  M.  Lockett  &  Co.,  Ltd.,  of  New  Orleans,  as  mechanical  engineer. 
By  reason  of  his  abiUty  and  great  loyalty  to  the  interests  of  the  company  he  was 
later  promoted  to  the  position  of  chief  engineer. 

In  addition  to  engineering  skill  he  possessed  unusual  talent  in  business 
management,  and  in  addition  to  his  work  as  chief  engineer  he  was  the  sales  mana- 
ger and  secretary  of  the  Lockett  Company.  He  supervised  the  designing  and 
coDfitruction  of  perhaps  a  greater  number  of  low-lift  centrifugal  pumping  plants 
of  large  capacity  than  any  other  one  engineer  in  this  country,  and  by  reason  of 
this  broad  experience  he  was  regarded  as  an  authority  on  this  class  of  work  by 
other  engineers  in  the  Southwest. 

Mr.  Hutson  became  a  member  of  the  Society  in  1906  and  at  the  time  of  his 
death  was  Chairman  of  the  New  Orleans  Section.  He  was  also  an  active  member 
of  the  Louisiana  Engineering  Society.     He  died  on  January  10,  1919. 

CHARLES   EDWARD   JOHNSON 

Charles  E.  Johnson  was  bom  in  December  1883,  in  East  Atchison,  Mo. 
He  received  his  early  education  in  the  public  schools  of  De  Witt,  Neb.,  and  the 
high  school  of  Lawrence,  Kan.  Later  he  attended  the  University  of  Kansas 
from  which  he  was  graduated  in  1910  with  the  degree  of  B.  S.  He  was  also 
a  graduate  of  the  International  Correspondence  School. 

Upon  graduation  he  worked  for  two  years  as  draftsman  for  the  Santa  Fe 
Railway  Co.  at  Topeka,  Kan.  He  was  next  connected  with  the  Lawrence  Paper 
Mill,  Lawrence,  Kan.,  as  chief  engineer  of  their  power  plant.  The  years  1912 
to  1915  he  spent  in  the  employ  of  the  Board  of  Education,  Kansas  City,  Kan., 
as  an  instructor  of  mechanical  drawing  in  both  the  day  and  evening  central  high 
school.  From  there  he  went  to  the  high  school  at  Ottawa,  Kan.,  as  a  teacher  of 
mechanical  drawing  and  manual  training.  In  the  fall  of  1916  he  accepted 
a  position  with  the  Diamond  Gasoline  Co.,  spending  his  time  partly  in  the  Kansas 
City,  Mo.,  oflSces  of  the  company  and  partly  in  the  oil  fields  of  Oklahoma.  He 
received  several  promotions  during  his  service  there  and  at  the  time  of  his  death, 
January  5,  1919,  he  held  the  position  of  chief  engineer. 

Mr.  Johnson  became  an  associate-member  of  the  Society  in  1918. 

JOSEPH   ESREY  JOHNSON,   JR. 

Joseph  E.  Johnson,  Jr.,  was  bom  on  July  10,  1870,  in  Longdale,  Va.  He 
was  prepared  under  a  tutor  for  Haverford  College  from  which  he  was  graduated 
in  1888.    For  two  years  he  worked  in  the  drafting  room  of  the  Baldwin  Loco- 
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motive  Works  and  then  returned  home  for  a  year's  study,  receiving  his  M.  E. 
degree  from  Haverford  in  1891.  That  autumn  Mr.  Johnson  entered  a  post- 
graduate course  at  Cornell  University  and  in  1892  received  his  master's  degree 
in  mechanical  engineering. 

After  some  valuable  experience  as  assistant  to  the  president  of  the  Cran- 
berry Iron  &  Coal  Co.,  in  North  Carolina,  he  entered  in  1893  the  employ  of 
John  E.  Sweet  of  the  Straight  Line  Engine  Co.  and  went  from  there  as  assistant 
to  engineer  of  tests  with  the  Solvay  Process  Co.  In  1894  he  became  assistant 
to  the  superintendent  of  the  Amos  Iron  Works,  engine  builders  in  Oswego,  X.  Y. 
In  1895  he  was  offered  and  accepted  the  i>osition  of  engineer  and  assistant  manager 
of  the  Longdale  Iron  Co.,  where  he  remained  (with  the  exception  of  a  few  months 
as  engineer  officer  in  the  Na\'y  in  1898)  until  1899.  From  1899  to  1901  he  was 
with  the  Carnegie  Steel  Co.  at  the  Edgar  Thompson  &  Duquesne  Works,  part 
of  the  time  as  master  mechanic  at  the  Duquesne  blast  furnaces. 

In  1901  he  returned  to  the  Longdale  Iron  Co.  and  remained  there  until 
1906  when  he  became  general  manager  of  the  Princess  Furnace  Co.,  Glen  Wilton, 
Va.,  whose  plant  he  practically  rebuilt.  In  1909  he  was  appointed  general  super- 
intendent of  the  southern  furnaces  and  coke  ovens  of  the  Republican  Iron  & 
Steel  Co.,  Birmingham,  Ala.  In  1910  he  became  manager  of  the  blast  furnace 
and  chemical  plant  of  the  Lake  Superior  Iron  &  Chemical  Co.,  Ashland,  Wis., 
which  he  largely  rebuilt. 

In  1913  Mr.  Johnson  opened  offices  in  New  York  City  as  consulting  and 
metallurgical  engineer.  In  the  interest  of  New  York  capital  he  made  a  trip  to 
China  in  1916. 

He  was  the  author  of  Blast  Furnace  Construction  in  America  which  was 
published  early  in  1917;  the  following  year  saw  the  publication  of  its  companion 
volume  Blast  Furnace  Principles,  Operation  and  Products.  . 

Mr.  Johnson  was  a  director  of  the  American  Institute  of  Mining  and  Metal- 
lurgical Engineers,  the  American  Electrochemical  Society,  the  American  Iron 
and  Steel  Institute,  the  British  Iron  and  Steel  Institute  and  the  American  Society 
of  Testing  Materials.  He  became  a  member  of  our  Society  in  1896.  He  died 
on  April  4,  1919. 

WILLIAM   D.    KELLEY 

William  D.  Kelloy,  general  superintendent  of  meters  of  the  Consolidated 
Gas  Company  of  New  York,  died  on  April  12, 1919,  at  his  home  in  Mount  Vernon, 
N.  Y.  Mr.  Kelley  was  identified  with  the  gas  industry  in  New  York  City  for 
forty-one  years.  He  began  this  business  career  as  a  "fitter"  but  developed  rare 
business  quaUfications  and  received  frequent  advancements  so  that  at  the  time 
of  his  death  Mr.  Kelley  was  considered  one  of  the  most  efficient  men  in  the  gas 
industry. 

Mr.  Kelley  was  educated  in  the  public  schools  of  New  York  City.  At  the 
time  of  his  death  he  was  a  member  of  the  American  Gas  Association,  the  Society 
of  Gas  Knpine<Ting  of  New  York  City  and  the  National  Association  of  Corporataoa 
S(;hooIs.  Jle  heoamc  a  member  of  our  Society  in  1915.  Mr.  Kelley  took  a  very 
active  part  in  tlie  proceedings  of  those*  organizations  and  was  greatly  interested 
in  their  work. 

His  funeral  was  held  on  April  15,  at  Mount  Vernon,  N.  Y.,  and  was  attended 
by  many  officials  and  emploj'es  of  the  Consolidated  Gas  Company  of  New  Yock. 
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HENRY  DONALD  KEMP 

Henry  Donald  Kemp  died  at  Montreal,  Canada,  on  October  4,  1919.  He 
was  bom  in  Boston,  Mass.,  in  October  1890,  and  was  graduated  from  the  Mas- 
sachusetts Institute  of  Technology  in  1912  with  the  degree  of  B.S.  in  electrical 
engineering.  For  several  years  he  was  in  Rio  de  Janeiro,  Brazil,  first  as  assistant 
to  the  engineer  in  charge  of  the  construction  of  a  coal-handling  plant  and  later 
in  charge  of  the  erection  of  a  half-million  dollar  coal  pier.  His  connection  at  this 
time  was  with  the  Mead-Morrison  Manufacturing  Co.  and  following  his  return 
from  Brazil  he  was  assistant  engineer  of  the  foreign  department  of  this  concern. 

During  the  war  he  was  engaged  in  the  production  of  munitions.  He  was 
superintendent  of  the  British  Munitions  Company,  Ltd.,  near  Montreal,  Canada, 
and  in  charge  of  all  work  of  the  concern,  the  only  American  among  4,000  Cana- 
dians. Following  an  imsuccessful  attempt  to  enter  active  service,  he  accepted 
the  position  of  assistant  works  manager  of  the  National  Conduit  &  Cable  Co., 
an  ordnance  concern,  at  Hastings-on-the-Hudson,  N.  Y.  Later  he  returned 
to  Montreal  and  reengaged  in  production  work  in  munitions  suppUes.  At  the 
time  of  his  death  he  was  about  to  enter  the  firm  of  Howard  Smith  Paper  Co., 
Ltd.,  as  assistant  to  the  president. 

Mr.  Kemp  was  a  member  of  the  Technology  Club  of  New  York,  of  the 
American  Institute  of  Electrical  Engineers,  and  a  junior  member  of  the  Society 
since  1916. 

MATTHEW    LEANDER    KING  * 

Matthew  Leander  King,  Major,  U.  S.  A.,  died  on  October  23,  1919.  Major 
King  was  bom  in  Panora,  111.,  on  May  20,  1878.  He  was  graduated  from  the 
mechanical  engineering  department  of  Iowa  State  College  in  1906. 

He  spent  five  years  as  an  experimentalist  in  agricultural  engineering  with  the 
Experiment  Station  of  Iowa  State  College,  Ames,  Iowa,  during  which  time  he 
invented  the  hollow  clay  tile  silo.  For  two  years  he  was  superintendent  and 
general  manager  of  the  David  M.  Bradley  Implement  Works  at  Bradley,  Illinois. 
He  organized  the  Iowa  City  manufacturers  into  the  Permanent  Buildings  Society 
for  the  development  of  new  designs  of  and  uses  for  hollow-clay  building  tile. 

Mr.  King  entered  the  army  in  September,  1917,  with  the  rank  of  Captain 
and  was  a.ssigned  to  the  A\nation  School  of  Aerial  Observation  at  Post  Field, 
Fort  Sill,  Okla.,  in  charge  of  maintenance  and  repair  of  aeroplanes.  He  was 
advanced  to  the  rank  of  Major  in  August,  1918,  and  in  November  of  that  year 
was  assigned  to  Indianapolis  as  chief  engineering  officer  for  aviation  in  the  North- 
ern District.  In  February  1919,  he  was  made  acting  director  of  aviation  for 
the  Northern  District.  In  April  he  was  transferred  to  Washington,  D.  C, 
and  from  there  he  was  assigned  on  special  missions  until  July  when  he  became 
figtt  commander  and  chief  engineering  officer  of  the  All-American  Pathfinding 
and  Recruiting  Expedition.  He  was  transferred  from  the  Officers'  Reserve 
Corps  to  the  regular  army  with  the  rank  of  Major  in  October  about  a  week 
before  his  death.  While  at  Post  Field  he  learned  to  fly  and  was- given  the  classi- 
fication of  Reserve  Military  Aviator. 

Major  King  was  a  charter  member  of  the  American  Society  of  Agricultural 
Engineers,  a  member  of  the  American  Society  for  Testing  Materials,  and  belonged 
to  various  aeronautical  and  officers'  clubs.  He  became  a  member  of  our  Society 
in  1912. 
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HENRT  J.   KLAER 

Henry  J.  Klaer  was  born  on  October  28,  1888,  in  Milford,  Pike  County,  Pa. 
He  was  prepared  for  college  at  Blairstown  Ac^emy  and  was  graduated  from  the 
University  of  Pennsylvania  in  1909  with  the  degree  of  B.S.  in  chemical  engineer- 
ing. Immediately  upon  graduation  he  entered  the  employ  of  the  American 
Steel  Foimdries  at  its  Chester  plant  and  by  progressive  steps  became  chief  en- 
gineer, resigning  in  1914  to  become  chief  engineer  of  the  Liquid  Carbonic  Co., 
Chicago,  w^hich  position  he  held  until  1916  when  he  became  treasurer  of  Robert 
Wetherill  &  Co.,  Inc.,  Chester,  Pa.  Later  in  the  same  year  he  became  general 
manager  and  in  1917  was  elected  vice-president  of  the  Penn-Seaboard  Steel 
Corporation,  holding  this  position  at  the  time  of  his  death,  October  15,  1918. 

Mr.  Klaer  was  captain  of  the  Chester  company  of  the  Pennsylvania  Reserve 
Militia  and  contracted  influenza  while  preparing  the  armory  of  that  organization 
for  use  as  an  emergency  hospital  during  the  epidemic  in  the  fall  of  1918. 

He  was  a  member  of  the  Sigma  Psi  Society  and  of  several  clubs.  He  became 
an  associate-member  of  our  Society  in  1916. 

WALTER  W.   KREISER 

Walter  W.  Kreiser  was  bom  on  July  23,  1892,  in  Jersey  City,  N.  J.  He 
was  prepared  for  college  at  Stevens  Preparatory  School  and  then  entered  Stevens 
Institute  of  Technology,  from  which  he  was  graduated  in  1916  with  the  degree  of 
M.  E.  He  spent  a  year  in  chemical  research  work  and  then  became  connected 
with  the  mechanical  engineering  department  of  the  Western  Union  Telegraph 
Company,  New  York.  In  September  1917  he  became  assistant  engineer  of  tests, 
in  the  Brooklyn  Navy  Yard.  Here,  while  performing  his  regular  duties  in  the 
mechanical  laboratory,  he  was  injured  by  falling  into  a  manhole  carelessly  left 
open,  and,  after  an  eleven-months'  illness,  died  on  October  11,  1919. 

Mr.  Kreiser  was  a  member  of  the  American  Chemical  Society.  He  became 
a  junior  member  of  our  Society  in  1916. 

CLARENCE   BOOTH  LAMONT 

Clarence  B.  Lamont  was  bom  in  February,  1887,  in  Van  Etten,  N.  Y. 
He  was  graduated  in  1900  from  Cornell  University  with  the  degree  of  M.  E. 
He  was  first  employed  by  the  Union  Iron  Works,  San  Francisco,  as  engine  drafts- 
man, leaving  there  to  become  ship  draftsman  in  the  United  States  Navy.  FVom 
1902  to  1908  he  was  associated  for  various  periods  with  the  foUowing  finna: 
Moran  Brothers  Co.,  Seattle,  as  engine  draftsman;  the  White  Paaa  &  Yukmi 
Route,  as  inspecting  engineer,  second  in  charge  of  all  construction  and  repaiia 
and  the  operation  of  about  eighteen  steamers  on  the  upper  Yukon;  the  Faoifio 
Coast  Steamship  Co.,  as  superintending  engineer  in  full  charge  of  tlia  oeeaii- 
going  fleet  of  about  twelve  to  fifteen  steamers;  the  Pacific  Engineering  Co.,  as 
president.  In  1908  he  became  connected  with  the  Seattle  Construction  A  Diy 
Dock  Co.,  as  assistant  to  the  president,  and  was  with  this  firm  until  1914  when  he 
opened  a  consulting  office  in  Seattle.  When  the  United  States  entered  the 
war  Mr.  Lamunt  offered  his  services  to  the  Government  and  was  oomnuanoned 
a  Captain  in  the  Engineers'  Corps. 

Mr.  Lamont  became  a  member  of  the  Society  in  1914.  He  died  <m  Maieh  21, 
1918. 
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FREDERICK  LESTER  LANE 

Frederidc  L.  Lane  was  bom  in  St.  Johnsbury,  Vt.,  on  March  6,  1866.  He 
his  eariy  education  in  the  public  schools  of  Springfidd,  Mass.,  and  as  a 
young  man  was  employed  in  the  same  city  by  the  Smith  &  Wessen  Co.  and  at  the 
Sptingfield  AisenaL  He  was  also  connected  for  about  five  years  with  the  E.  8. 
Stacy  Ck>.,  machinists  and  engineers  at  Springfield,  on  machine-tool  design  and 
oanstruction. 

He  later  entered  the  employ  of  the  Chapman  Valve  Manufacturing  Co., 
wheie  he  spent  nearly  thirty  years,  being  appointed  superintendent  in  1905. 
In  1907  Mr.  Lane  acc^ted  the  position  of  mechanical  supmntendent  with  the 
Haines,  ^  Jones  and  Cadbury  Co.,  Philadelphia,  manufacturers  of  {dumbing 
suppUes.  Here  he  had  entire  charge  of  the  factory  output.  He  was  witii  this 
company  for  about  twelve  years  when  in  February  of  this  year  he  became  works 
manager  of  the  McCambridge  Co.,  Philadelphia,  which  position  he  held  at  the 
time  of  his  death,  March  6,  1919. 

Mr.  Lane  was  a  member  of  the  American  Academy  of  Political  and  Social 
Science.    He  became  a  member  of  the  Society  in  1915. 


FRED  A.   LARKIN 

Fred  A.  Larkin  was  bom  in  Mason,  N.  H.,  on  December  2,  1850.  He 
was  educated  in  Massachusetts  schools  and  gained  his  technical  Imowledge 
through  special  instruction.  He  served  an  apprenticeship  in  shop  practice,  and 
for  three  years  served  as  engineer  in  charge  of  engines  and  boilers  in  manu- 
factories. 

He  then  became  connected  with  the  Allis-Chalmers  Manufacturing  Com- 
pany, Milwaukee,  representing  them  in  New  York.  For  a  number  of  years  he 
was  connected  with  the  General  Electric  Company,  and  for  two  years  was  with 
the  Foundation  Company,  New  York. 

Mr.  Larkin  was  a  member  of  the  Engineers'  and  also  of  the  Republican 
Club.    He  became  a  member  of  the  Society  in  1888. 

CLIFFORD  LEE 

Clifford  Lee  was  bom  in  Forrest  Grove,  Oregon,  on  October  23,  1886. 
He  was  educated  in  the  conmion  schools  of  Washington  and  of  Oregon  and  in 
1911  was  graduated  from  Purdue  University  as  a  mechanical  engmeo*.  Upon 
graduation  he  became  connected  with  the  Willamette  Iron  and  Steel  Co.  Worics, 
Portland,  Ore.,  where  he  served  a  *' technical  apprenticeship"  course  in  tiie  boilier 
and  structural  shop,  later  being  advanced  to  the  engineering  force  where  his  woric 
dealt  with  design  and  estimating.  His  next  position  was  with  the  United  States 
Rubber  Corporation,  first  as  development  engineer  on  the  installation  and 
erection  of  vulcanizing  apparatus  and  then  as  mechanical  engmeo*  in  charge  of 
construction  and  maintenance  at  the  India  Rubber  Co.,  New  Brunswick,  N.  J., 
the  hard-rubber  plant  for  the  corporation.  In  August,  1918,  Mr.  Lee  resigned 
from  this  position  to  become  mechanical  engineer  at  the  Government  ezpkMtve 
plant  in  Nitro,  West  \&.  At  the  close  of  the  War  he  returned  again  to  take 
up  his  position  at  the  India  Rubber  Co.  but  was  compelled  very  shortly  to  give 
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up  his  work  on  account  of  ill  health.    He  died  in  Portland,  Ore.,  on  May  24, 1919. 
Mr.  Lee  became  a  member  of  the  Society  in  1916. 

AUGUST  S.   LINDEMANN 

August  S.  Ldndemann,  secretary  and  treasurer  of  the  Milwaukee-Waukesha 
Brewing  Co.,  who  died  in  the  early  part  of  1919  waa  bom  in  Milwaukee,  Wis., 
in  June  1866.  He  was  graduated  from  the  University  of  Wisconsin  in  1885  with 
the  degree  of  B.M.E.  and  in  1887  received  his  master's  degree  in  mechanical 
engineering. 

He  served  an  apprenticeship  as  machinist  with  Filer  &  Stowell  and  with 
E.  P.  Alhs  &  Co.,  both  firms  in  Milwaukee.  He  was  employed  in  the  drafting 
room  of  Flanders  &  Bottum  for  one  year  when  he  became  connected  with  the 
Pfister  &  Vogel  Leather  Co.  as  erecting  engineer.  From  1889  to  1898  he  waa 
associated  with  J.  P.  Lindemann,  first  as  erecting  engineer  and  lat^r  as  designer 
and  constructor  of  new  stamping  and  metal-forming  machinery.  His  next 
position  was  with  the  Milwaukec-Wauke^a  Brewing  Co.,  as  manager  and  general 
superintendent,  designing  and  developing  machinery  used  in  bottling  works. 
His  advancement  was  rapid  and  at  the  time  of  his  death  he  held  the  position 
of  secretary-treasurer  of  the  company. 

Mr.  Lindemann  became  a  member  of  the  Society  in  1913. 

FRANK  J.    LOGAN 

Frank  J.  Logan,  who,  until  his  retirement  in  1914,  was  vice-president  and 
treasurer  of  the  Logan  Iron  Works,  Brooklyn,  died  on  April  10,  1919.  Mr. 
Logan  was  bom  on  September  25,  1855,  in  Brooklyn,  N.  Y.  He  was  educated 
in  the  pubhc  schools  of  the  city  and  later  attended  the  Flushing  Institute  and 
Cooper  Union.  He  started  work  with  his  father  in  the  Logan  Iron  Works. 
At  the  time  of  his  father's  death,  in  1879,  Mr.  Logan  entered  the  firm  and  con- 
tinued with  them  until  his  retirement,  May  1,  1914. 

Mr.  Logan  belonged  to  a  number  of  social  clubs  and  business  organizatioDS. 
He  became  a  member  of  the  Society  in  1894. 

CHARLES   EDWARD   LORD 

Charles  Edward  Lord,  general  patent  attorney  and  manager  of  the  patent 
department  of  the  International  Harvester  Company,  Chicago,  died  suddenly 
on  September  25,  as  the  result  of  injuries  received  in  an  accident  at  the  Demig 
Works  the  evening  before. 

Mr.  Lord  was  bom  in  Somerville,  Maas.,  on  October  31,  1875,  fttteiided 
the  public  and  high  schools  at  Somerville,  and  was  graduated  from  the  Miswi 
chusctts  Institute  of  Technology  with  the  degree  of  B.S.  in  1898.  For  a  year  he 
was  employed  in  the  inspection  department  of  the  American  Telephone  and 
Telegraph[Company,  with  headquarters  at  Philadelphia.  He  then  returned  to  the 
Massachusetts  Institute  of  Technologj'  as  instructor  for  a  short  time,  and  kiter 
became  assistant  examiner  in  the  United  States  Patent  Office,  Washington,  D.  C. 

The  following  resolution  was  adopted  by  the  executive  committee  of  the 
Chicago  Section: 


"""^i^.^.^ 
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Whereas:  Our  fellow-member  and  former  chaurman  of  the  Chicago 
Section,  A.S.M.E.,  Mr.  Charles  E.  Lord,  who  has  served  devotedly 
and  who  has  sacrificed  much  in  the  interests  of  the  mechanical  en- 
gineers of  the  country,  the  Society  and  Section,  has  unfortunately 
been  taken  from  us  in  the  midst  of  a  useful  and  active  career;  be  it 

Resoivedf  By  the  Executive  Committee  of  the  Chicago  Section  that  we 
record  our  deep  regret  at  the  loss  of  our  friend  and  fellow-engineer. 
That  we  wish  to  express  our  appreciation  of  his  hig^  qualities,  his 
interest  in  his  profession,  and  the  untiring  zeal  with  which  he  has 
labored  for  its  advancement  and  of  its  members,  his  great  ability  and 
high  attainments.    Be  it  further 

ResoUfedy  That  we  express  to  his  family  and  his  associates  in  business  our 
appreciation  of  his  worth  and  our  sincere  sympathy  with  them  in 
their  loss. 

Executive.  Committee,  Chicago  Section, 

Arthttr  L.  Rice,  Chairman, 
0.  R.  Brandon,  Secretary. 

A  similar  resolution  was  passed  by  the  Committee  on  Aims  and  Organization 
upon  the  receipt  of  the  news  of  Mr.  Lord's  death. 

In  1902  he  entered  the  employ  of  the  General  Electric  Company  as  assistant 
attorney  in  the  patent  department,  which  position  he  resigned  in  1904  to  take 
charge  of  the  patent  departments  of  the  Bullock  Electric  Manufacturing  Company 
and  the  Allis-Chalmers  Company,  spending  four  years  at  Cincinnati  and  four 
years  at  Milwaukee  in  this  work.  Diuing  part  of  this  period  he  was  president 
of  the  Bullock  Electric  Company. 

He  studied  law  at  the  Georgetown  University  Law  School,  Washington, 
D.  C,  was  admitted  to  the  bar  in  Ohio,  Wisconsin  and  Illinois  and  to  practice 
in  the  federal  courts  and  in  the  Supreme  Court  of  the  United  States. 

Mr.  Lord  was  associate  editor  of  the  Encyclopedia  of  Engineering  and  wrote 
several  textbooks  for  this  publication  when  it  was  getting  under  way.  He  was 
a  lecturer  on  patent  law  at  Marquette  University,  and  during  the  days  of  the 
War  was  a  member  of  the  War  Committee  of  the  Technical  Societies  of  Chicago. 
For  two  years  and  until  recently  he  was  chairman  of  the  committee  on  patents 
of  the  National  Implement  and  Vehicle  Association. 

During  1918  he  served  as  chairman  of  the  Chicago  Section  of  oiur  Society 
and  at  the  time  of  his  death  was  a  member  of  the  Committee  on  Aims  and  Or- 
ganization, in  the  work  of  which  he  took  a  keen  and  active  interest.  He  was 
also  interested  in  the  pioneer  movement  inaugurated  by  the  Western  Society 
of  Engineers,  in  Chicago,  for  a  strong  and  all-embracing  local  engineering  society 
in  that  citv. 

His  ability  as  an  inventor,  though  not  widely  known,  is  evidenced  by  a 
record  of  nearly  forty  United  States  patents. 

Mr.  Lord  was  a  fellow  of  the  American  Institute  of  Mectrical  Engineers, 
a  member  of  the  Society  of  Automotive  Engineers,  the  Engineers'  Club  of  Chicago, 
the  American  Patent  Law  Association,  the  University  Club  of  Washington,  D.  C, 
and  several  other  technical  and  social  organizations.  He  became  a  member  of 
our  Society  in  1909.     [F.F.F.] 
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HOWARD    BAIRD    LYON 

Howard  B.  Lyon,  instructor  in  the  department  of  marine  engineering  and 
naval  construction  in  the  U.  S.  Naval  Academy,  Annapolis,  Md.,  died  on  March  8, 
1919.  Mr.  Lyon  was  born  on  September  24,  1890,  in  Baltimore,  Md.,  and  was 
educated  in  the  schools  of  that  city,  being  graduated  from  the  Polytechnic  In- 
stitute in  1910  with  the  degree  of  B.S. 

He  was  first  employed  by  the  ConsoUdated  Gas  Co.,  in  Baltimore,  where 
his  work  dealt  with  the  designing  and  selling  of  gas-burning  appUances.  In 
the  latter  part  of  1911  he  became  connected  with  the  Baltimore  A  Ohio  Railroad 
Co.  as  draftsman  on  locomotive  details.  The  following  year  he  accepted  a 
position  with  the  U.  S.  Naval  Engineering  Experimental  Station  at  Annapolis 
as  assistant  to  the  mechanical  engineer,  working  up  data  from  tests,  etc.  After 
four  years  he  resigned  to  become  an  instructor  in  the  Naval  Academy,  which 
position  he  held  at  the  time  of  his  death. 

Mr.  Lyon  became  a  junior  member  of  the  Society  in  1917. 


CHARLES   H.   MCGWIRE 

Charles  H.  McGwire,  assistant  chief  engineer  for  the  Board  of  Public 
Utilities,  Los  Angeles,  Cal.,  died  on  August  6,  1919.  Mr.  McGwire  was  bom  in 
1868  in  High  Ridge,  Conn.  He  studied  for  one  year  in  Cornell  University. 
He  was  formerly  connected  for  varying  periods  with  the  following  firms:  Daniels 
&  Fisher  Store  Co.,  Denver,  Colo.;  Barber  Asphalt  Paving  Co.,  Denver;  Fraeer 
Mountain  Copper  Co.,  Twining,  N.  M.;  Longmont  Sugar  Co.,  Longmont,  Cal., 
Pacific  Electric  Railroad  Co.,  Los  Angeles,  and  the  Busch-Sulzer  Bros.  Diesel- 
Engine  Co.,  Los  Angeles.  Mr.  McGwire  became  a  member  of  the  Society  in 
1909. 

EDWARD   BYRON   MC  KINNEY 

Edward  B.  McKinncy  was  bom  on  February  14,  1854,  in  New  Yoric  City. 
He  was  educated  in  the  public  schools  of  the  city  and  served  an  apprenticeship 
from  1870  to  1874  with  the  Delamater  Iron  Works,  New  York.  He  then  entered 
the  ocean  merchant  8er\'ice  as  third  assistant  engineer  and  was  gradually  advanced 
to  the  position  of  chief  engineer  and  from  1882  to  1889  served  in  this  capacity 
on  ocean-going  steamers  from  the  port  of  New  York. 

From  1889  to  1895  Mr.  McKinney  was  chief  engineer  of  the  Louisiaiia 
Electric  Light  Co.,  New  Orleans,  and  of  other  plants  owned  by  them.  In  1896 
he  was  apix)inted  cliief  engineer  of  the  St.  Charles  St.  Railroad  CompMiy's 
jmwer  house  and  also  of  the  New  Orleans  Traction  Co.,  holding  both  poatiom 
until  19()2  wlien  he  was  made  sui)erintendent  of  power,  in  charge  of  ei|^t  plants 
of  the  New  Orleans  Railway  &  Light  Co.,  which  position  he  held  until  1917 
when  he  retired  from  aetive  business. 

Since  then,  however,  Mr.  McKinncy  did  a  remarkable  piece  of  wrak  in 
the  renovating  and  installing  of  new  machinery  on  the  interned  Gennan  Aip 
Teresa,  which  was  converted  into  a  transport. 

Mr.  McKinney  l)(»canie  a  member  of  the  Society  in  1907.    He  died 
March  30.  \\ni\ 
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ANATOLE  MALLET 

Anatole  Mallet,  Honorary  Member  of  The  American  Society  pf  Mechanical 
Engineers,  died  in  Nice,  France,  in  October  1919.  He  was  one  of  the  few  men 
whose  name  became  the  designation  of  a  standard  type  of  apparatus  in  a  great 
industry.  Bom  in  1837  at  Carouge,  and  graduated  in  1858  from  the  Central 
School  of  Arts  and  Manufactures  in  Paris,  Mr.  Mallet  devoted  all  his  attention 
for  a  number  of  years  to  problems  in  civil  engineering.  He  was  first  connected 
with  the  Bureau  of  Direction  of  the  General  Company  of  Railroad  Materials 
in  France,  and  subsequently  with  the  work  on  the  Suez  Canal.  In  1864  he  was 
engineer  for  the  company  which  undertook  the  dredging  of  ports  of  Italy. 

.  In  1867  he  engaged  for  the  first  time  in  mechanical  engineering,  giving 
particular  attention  to  steam  engines  with  double  expansion.  The  first  appU- 
cation  of  this  system  to  locomotives  was  made  in  1876,  when  he  introduced  the 
first  two-cyhnder  compoimd  locomotive,  which  operated  on  the  line  from  Bayonne 
to  Biarritz.  A  fuel  economy  20  per  cent  superior  to  that  given  by  the  standard 
t3rpes  of  the  time  was  attained,  which  at  once  placed  the  inventor  in  the  fore- 
most ranks  of  locomotive  designers. 

The  great  success  of  the  compoimd  locomotive  led  to  a  material  increase 
in  the  size  of  the  tractive  unit  and  to  the  development  successively  of  three-  and 
four-cylinder  compound  locomotives.  In  this  way  it  became  evident  that 
the  limit  of  size  of  a  locomotive  of  rigid  construction,  especially  on  lines  with- 
sharp  curves,  would  soon  be  reached,  and  the  problem  arose  of  building  a  loco- 
motive of  still  larger  size  which  would  have  the  necessary  flexibility.  This 
problem  was  solved  by  Mallet  in  the  design  of  the  articulated  locomotive,  an 
invention  which  made  his  name  familiar  to  every  railroad  engineer  throughout 
the  world.  The  most  powerful  locomotives  now  in  existence  are  of  the  Mallet 
articulated  t3T)e. 

He  was  a  member  of  the  Society  of  Civil  Engineers  of  France,  The  Society 
for  the  Encouragement  of  National  Industry  of  France,  and  The  Franklin  In- 
stitute of  Philadelphia.  The  French  Society  of  Civil  Engineers  awarded  him 
the  Schneider  prize  in  1902,  and  the  annual  prizes  in  1909  and  1911.  He  was 
made  a  Knight  of  the  Legion  of  Honor  in  1885  and  promoted  to  OflScer  in  1905. 
The  Institution  of  Mechanical  Engineers  of  London  awarded  him  a  gold  medal 
in  1915. 

In  addition  to  carrying  on  important  engineering  work,  Mr.  Mallet  took  an 
active  part  in  the  work  of  the  French  Society  of  Civil  Engineers.  From  1880 
to  within  a  few  months  of  his  death  he  was  editor  of  the  Chronicle  of  the  Bulletin 
of  the  Society  and  furnished  it  with  numerous  technical  notes  and  important 
memoirs,  the  last  of  which,  treating  of  The  Practical  Evolution  of  the  Steam 
Engine,  earned  for  him  the  honors  conferred  by  the  Society. 

CILA.RLES   H.   MANNING 

Captain  Charles  H.  Manning,  honorary  member  of  the  Society  and  for  many 
years  prominent  in  engineering  circles  in  New  England,  died  at  Manchester, 
N.  H.,  on  April  1.  Captain  Manning  was  bom  in  Baltimore,  Md.,  on  June  9, 
1844,  and  received  his  early  education  in  that  city  and  in  Cambridge,  Mass., 
later  entering  the  Lawrence  Scientific  School  of  Harvard  University,  from  which 
he  was  graduated  in  1862  with  the  degree  of  B.  S. 
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In  February  1863  he  was  appointed  third  assistant  engineer  of  the  Navy 
His  knowledge  and  comprehensive  grasp  of  scientific  matters  brouglit  him  to  the 
attention  of  Chief  Engineer  Isherwood,  who  assigned  him  to  the  making  of  experi- 
ments on  superheating  steam  on  the  U.  S.  S.  Adelaide.  He  served  on  the  Adelaide 
for  two  years,  when  he  left  her  to  join  the  sloop-of-war  Dacotah.  In  1870  Captain 
Manning  was  assigned  to  shore  duty  as  an  instructor  in  the  Naval  Academy 
where  he  remained  five  j'ears.  During  this  period  he  assisted  in  organizing 
a  course  of  instruction  for  cadet  engineers  at  the  Academy,  and  this  is  considered 
one  of  his  most  valuable  achievements. 

Captain  Manning  also  served  as  a  member  of  the  first  Advisory  Board  that 
prescribed  the  specifications  for  the  so-called  "New  Navy."  Other  members 
of  the  Board  were  Rear-Admiral  John  Rogers  and  Chief  Engineers  Benjamin  F. 
Isherwood  and  Charles  H.  liOring. 

In  1882  Captain  Manning  retired  from  active  duty  in  the  Navy  and  was 
not  called  into  active  service  again  until  the  Spanish- American  War,  when  he 
was  stationed  at  the  Naval  Station  at  Key  West  as  chief  engineer  of  the  repair 
of  the  machinery  of  warships  which  gathered  there.  He  was  conmiissioned  chief 
engineer  on  the  retired  list  in  February,  1911. 

In  1883  Captain  Manning  became  associated  as  chief  engineer  with  the 
Amoskeag  Manufacturing  Company,  Manchester,  N.  H.,  the  largest  cotton 
mills  in  the  world.  He  had  charge  of  all  their  power  plants  and  saw  the  steam 
power  plant  grow  from  one  with  870  sq.  ft.  of  grate  surface  and  burning  about  400 
tons  per  week,  to  one  with  5H00  sq.  ft.  of  grate  surface  and  capable  of  burning 
some  3000  tons  of  fuel  per  week. 

The  resourcefulness  of  Captain  Manning  is  well  typified  by  the  following 
incident:  In  the  fall  of  1891  a  30-ft.  flywheel  burst,  and  being  dissatisfied  with 
the  metal  put  into  flj'wheel  rims  at  the  time,  he  designed  a  new  wooden-rimmed 
wheel  of  the  same  diameter  with  a  face  of  108j  in.  and  a  thickness  of  12  in. 
This  rim  was  made  up  of  forty  rings  of  ash,  and  was  doubtless  the  largest  wooden- 
rim  wheel  in  the  world. 

In  addition  to  his  position  with  the  Amoskeag  Company,  Captain  Manning 
acted  as  consult uig  engineer  for  several  other  large  mills.  He  was  the  designer 
of  the  well-known  Manning  boiler  and  was  associated  with  many  pioneer  power- 
plant  designs,  including  one  of  200-hp.  horizontal  water  turbine  which  at  the  time 
of  its  installation  in  1885  was  the  largest  of  its  kind. 

In  1913  Captain  Manning  retired  from  the  Amoskeag  Company  and  opened 
ofilices  as  a  consulting  engineer. 

As  a  resident  of  Manchester,  Captain  Manning  was  a  very  useful  dtiien. 
For  28  years  he  was  a  member  of  the  Board  of  Water  Commissioners  —  most  of 
the  time  its  president,  and  during  his  incumbency  the  s>'stem  was  greatly  extended 
and  improved.  For  18  years  he  was  a  memlwr  of  the  school  board,  where  his 
advice  was  much  respected. 

Captain  Manning  became  a  meml>er  of  the  Society  in  1884  and  waa  made 
an  honorary  member  in  1913.  From  1893  to  1895  he  served  as  maniigBr  and 
from  1895  to  1897  as  vice-president  of  the  Society.  He  was  also  a  member  of  the 
Army  and  Navy  Club  of  New  York,  the  American  Society  of  Naval  Elngineeni 
the  United  States  Naval  Institute,  the  American  Society  of  Naval  Architects 
and  Marine  Engineers,  the  Ameri<'an  Ai^sociation  for  the  Advancement  <tf 
and  the  American  Association  of  Cotton  Manufacturers. 
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ERNEST   G.   MARBLE 

Ernest  G.  Marble  was  bom  on  September  19,  1876,  in  Methuen,  Mass. 
He  was  educated  in  the  schools  of  Methuen  and  later  attended  Tufts  College, 
from  which  he  was  graduated  in  1899  with  the  degree  of  B.S. 

Upon  graduation  he  worked  for  one  year  as  mechanical  engineer  with  C.  W. 
Vamey.  He  was  then  connected  with  the  Duluth  &  Iron  Range  Railroad  as  a 
transit  man  and  somewhat  later  as  surveyor  and  draftsman  with  the  Factory 
Mutuid  Fire  Insurance  Co.,  Boston,  Mass.  From  1904  to  1907  Mr.  Marble  was 
connected  with  the  Otis  Elevator  Co.,  Philadelphia,  Pa.,  as  superintendent  of 
construction  in  charge  of  the  works  in  that  city.  He  resigned  from  this  position 
to  become  assistant  general  manager  of  the  American  Ship  Windlass  Co.,  Provi- 
dence, R.  I.,  and  the  following  year  was  made  treasurer  with  full  charge  of  the 
financial  and  manufacturing  interests  of  the  business,  specializing  in  shop  costs. 
In  1912  he  became  associated  with  the  American  Engineering  Co.,  Philadelphia, 
as  general  sales  and  works  manager,  which  position  he  was  forced  to  resign  in 
1918  because  of  ill  health. 

Mr.  Marble  became  a  member  of  the  Society  in  1909.  He  died  on  May  6, 
1919. 

LOUIS   H.   MARTELL 

Louis  H.  Martell  was  born  in  Tusket,  Nova  Scotia,  Canada,  on  February  26, 
1864.  WJjen  but  a  child  his  family  moved  to  the  United  States  and  settled  in 
Mt.  Clemens,  Mich.,  where  he  attended  both  grammar  and  high  school. 

In  1882  he  entered  the  shops  of  the  Michigan  Central  Railroad,  at  Jackson, 
Mich.,  where  he  served  a  three-years'  apprenticeship,  at  the  close  of  which  he 
worked  for  a  short  time  for  the  Walcott  Shaper  Co.,  Jackson.  In  1886  Mr. 
Martell  was  employed  in  the  shops  of  the  Boston,  Revere  Beach  &  Lynn  Railroad, 
a  narrow-gage  line  nmning  from  Boston  to  Lynn.  While  with  this  concern,  he 
studied  marine  engineering  and  took  out  his  engineer's  papers,  for  a  short  while 
running  on  the  railroad  company^s  ferry  boats  which  ply  between  the  Boston 
passenger  station  and  the  rail  terminal  in  East  Boston. 

His  next  position  was  as  engineer  on  the  steamer  Longfellow y  saihng  between 
Princetown  and  Boston,  and  later  he  was  employed  in  the  Merchants  and  Miners 
Line  to  Savannah  and  Southern  ports.  In  1892  he  became  connected  with  the 
Jos.  Knox  Shoe  Machine  Co.,  Lynn,  Mass.,  remaining  with  that  firm  until  the 
summer  of  1895  when  he  entered  the  employ  of  W.  B.  Merrill  &  Co.,  makers  of 
metallic. packing.  In  1897  he  removed  to  Pittsburgh,  Pa.,  as  western  representa- 
tive of  the  firm  and  remained  in  charge  of  this  branch  until  1901  when  he  organ- 
ized a  packing  manufacturing  shop  imder  the  name  of  the  Pitt  Manufacturing 
Co.  Later  the  plant  was  removed  to  Ellwood  City,  Pa.,  and  finally  merged  with 
the  Garlock  Packing  Co. 

In  1908  he  became  associated  with  the  MetaUic  Packing  &  Manufacturing 
Co.,  Elyria,  Ohio,  later  incorporating  under  the  name  of  the  Martell  Packings 
Co.,  and  at  the  time  of  his  death,  January  31,  1919,  Mr.  Martell  was  president 
of  the  corporation. 

Many  devices  for  metallic  packing  were  perfected  and  patented  by  Mr. 
Martell,  who  was  considered  an  authority  on  the  subject.  Just  previous  to  his 
death  he  was  working  on  a  perfected  type  of  locomotive  packing  which  bade 
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fair  to  become  the  type  universally  used  on  American  railroads.     Mr.  Martell 
became  a  member  of  the  Society  in  1906. 

ALDEN   R.   MEEK 

Alden  R.  Meek,  manager  of  the  New  England  district  for  the  Westinghouse 
Electric  &  Manufacturing  Co.,  died  on  November  11  in  Harrisburg,  Pa.,  of 
typhoid. 

Mr.  Meek  was  born  on  January  24,  1886,  in  Houtzdale,  Pa.  He  was  edu- 
cated in  the  public  schools  of  Harrisburg  and  later  attended  Pennsylvania  State 
College,  from  which  he  w^as  graduated  in  1909,  receiving  his  post-graduate  degree 
in  electrical  engineering  in  1914.  Before  entering  college,  Mr.  Meek  obtained 
his  shop  experience  at  the  Harrisburg  Foundry  &  Machine  Worits.  Upon  gradu- 
ation he  became  connected  with  the  Ridgway  Dynamo  <&  Engine  Co.,  Ridgway, 
Pa.,  and  was  with  this  concern  until  1917,  when  he  resigned  from  his  position  as 
manager  of  the  Boston  office  to  become  sales  engineer  in  the  turbine  section  of  the 
power  department  of  the  Westinghouse  Co.  During  the  war  he  supervised  the 
company's  interests  in  Washington,  D.  C,  returning  to  take  the  position  of  paper 
and  rubber  specialist  in  the  industrial  department,  later  becoming  supply  manager 
of  the  New  England  District. 

Mr.  Meek  became  an  associate-member  of  the  Society  in  1918. 

LOUIS  MOHR 

• 

Louis  Mohr  was  bom  on  September  27,  1858,  in  Chicago,  111.  He  attended 
both  the  grammar  and  high  schools  of  that  city  and  was  for  two  years  a  special 
student  at  the  Chicago  Athenseum.  He  completed  the  four-year  couise  in 
mechanical  engineering  at  the  University  of  Illinois  in  three  years  and  in  June 
of  1917  the  University  conferred  upon  him  the  degree  of  B.S.  as  of  the  class 
of  1882. 

During  the  year  of  1881  he  conducted  a  series  of  experiments  on  slag  and 
refuse  of  blast  furnaces  in  the  laboratory  of  the  North  Chicago  RoUing  Mills. 
He  then  became  connected  with  the  Old  Excelsior  Iron  Works  of  which  his  father 
was  president,  as  assistant  draftsman  and  later  as  chief  draftsman.  In  1882 
he  associated  himself  with  his  father  and  brothers  in  the  firm  of  John  Mohr  A 
Sons  as  consulting  engineer.  In  1893  in  addition  to  his  consulting  work  he  as- 
sumed the  duties  of  secretary  of  the  firm  and  since  1917  until  the  time  of  his 
death,  August  24,  1919,  held  the  office  of  president. 

Mr.  Mohr  was  a  member  of  a  large  number  of  clubs  and  societies  among 
which  arc  included  the  American  Institute  of  Mining  Engineers,  the  American 
Society  of  Naval  Engineers  and  the  Western  Society  of  Engineers.  He  became 
a  memljor  of  our  Society  in  1886. 

FREDERICK  LEO  NEELY 

Frederick  L.  Ncely  was  born  on  January  1,  1883,  in  St.  Petersburg;  Pa. 
He  was  graduated  from  the  Pennsylvania  State  College  in  1904  and  thesa  became 
connected  with  the  Allis-Chalmcrs  Co.,  where  he  served  a  special  apprentiesship 
course.  For  three  years  he  was  superintendent  of  erection  of  the  oompanj  and 
the  next  two  years  he  spent  in  connection  with  their  sales  woric    Durinf  hla 
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connection  with  the  company  he  installed,  tested  and  superintended  the  erection 
of  machinery  in  many  cities  throughout  the  United  States. 

His  next  position  was  with  the  Macon  Railway  &  Lighting  Co.,  Macon, 
Ga.,  as  superintendent  of  the  pubUc  utihties  plants  of  the  company. 

In  August,  1915,  he  entered  the  employ  of  the  E.  I.  du  Pont  de  Nemours 
Co.,  as  assistant  engineer,  supervising  the  installation  of  power-plant  equipment 
and  power-distributing  systems  in  connection  with  the  building  of  the  large 
smokeless-powder  plant  at  Carney's  Point,  N.  J.  For  two  years  he  was  engaged 
on  mechanical,  experimental  and  development  work  on  smokeless-powder  proc- 
esses wherein  he  exhibited  an  unusual  aptitude  for  scientific  engineering  investi- 
gation. When  the  U.  S.  Government  commissioned,  the  du  Pont  Co.  to  build 
the  munitions  plant  near  Nashville,  Tenn.,  Mr.  Neely  was  assigned  to  the  design 
division  where  he  filled  most  creditably  a  responsible  position  in  connection  with 
the  design  of  the  Old  Hickory  Smokeless  Powder  Factory. 

At  the  time  of  his  death,  January  5,  1919,  Mr.  Neely  was  engaged  upon 
important  development  work  relative  to  the  du  Pont  company^s  peace-time 
activities.  He  became  a  junior  member  of  the  Society  in  1909  and  was  promoted 
to  full  membership  in  1914. 

ALLEN   EUGENE  NICHOLS 

Allen  E.  Nichols  was  bom  on  September  30,  1888,  in  Madison,  Wis.  At 
the  age  of  six  his  parents  moved  to  Philadelphia  where  he  received  his  early 
education.  Later  he  entered  Purdue  University  from  which  he  was  graduated 
in  1910  with  the  degree  of  B.S.    In  1913  he  received  the  degree  of  C.E. 

His  first  employment  was  with  the  Baltimore  &  Ohio  Railroad  as  rodman 
and  levelman  in  West  Virginia  on  construction  work.  Early  in  1911  he  became 
associated  with  R.  L.  Sackett,  consulting  engineer  for  the  State  of  Lidiana,  as 
assistant  in  the  design  of  water  works  and  sewage-disposal  plants.  His  next 
position  was  with  the  Chicago  &  Western  Lidiana  Railroad  as  assistant  engineer 
on  track  elevation  and  maintenance  work.  From  1912  to  1914  he  was  connected 
with  the  firm  of  Alvord  &  Burdick,  consulting  engineers,  as  assistant  engineer  on 
design  and  construction  for  sewage-disposal  and  water-supply  plants.  The 
following  year  Mr.  Nichols  spent  at  the  University  of  Pennsylvania,  making 
a  special  study  of  the  chemistry  of  water.  From  1915  to  January,  1918,  he  was 
engineer  in  direct  charge  of  design,  specifications  and  contracts  for  the  Bureau 
of  Waste  Disposal  for  the  City  of  Chicago.  During  this  period  he  also  made 
reports  for  the  Department  of  Public  Works  on  the  mechanical  and  chemical 
character  of  garbage  tankage  produced  by  various  cities  of  the  United  States 
and  established  a  comparison  with  the  standard  requirements  of  the  fertilizer 
trade.  He  also  took  charge  of  design  and  specifications  for  the  water-purification 
plant  of  the  City  of  Oshkosh,  Wis. 

When  the  United  States  entered  the  War  Mr.  Nichols  endeavored  to  enlist 
in  the  Army  but  owing  to  a  permanent  injury  he  was  not  accepted  by  the  military 
authorities.  He  thereupon  entered  the  employ  of  the  DuPont  Engineering  Co. 
as  engineer  of  construction  for  a  70,000,000-gal.  water-filtration  plant  for  the 
Go\emment  powder  factory  at  the  Old  Hickory  Works  at  Nashville,  Tenn., 
which  position  he  retained  imtil  construction  was  completed.  Early  in  1919 
Mr.  Nichols,  in  conjunction  with  his  father  and  brother,  entered  into  a  general 
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engineering  and  contracting  business  with  which  work  he  was  connected  at  the 
time  of  his  death,  May  8,  1919. 

Mr.  Nichols  was  an  associate  member  of  the  American  Society  of  Ci\il 
Engineers  and  a  member  of  the  Franklin  Institute,  the  American  Water  Works 
Association  and  the  Sons  of  the  American  Revolution.  He  became  an  associate- 
member  of  the  Society  in  1917. 

DAVID   BRAINERD   OVIATT 

David  B.  Oviatt  was  born  in  Salem,  N.  Y.,  on  May  20,  1858.  He  8er\'ed 
an  apprenticeship  in  the  shops  of  the  Bennington  Machine  Works  under  Mr. 
Olin  Scott  from  1879  to  1883  when  he  entered  Cornell  University  and  was  gradu- 
ated in  1887  with  the  degree  of  M.E.  The  following  year  he  received  his  master's 
degree  in  mechanical  engineering.  For  one  year  he  served  as  an  instructor  of 
drawing  in  the  University  of  Tennessee,  when  he  left  to  accept  a  similar  position 
with  the  Georgia  School  of  Technology,  where  he  was  located  for  about  seven 
years. 

Mr.  Oviatt  was  at  one  time  associated  with  the  American  Bridge  Co., 
Trenton,  N.  J.,  and  was  also  assistant  engineer  in  the  engineering  department 
of  the  New  York  Rapid  Transit  Railroad  Commission.  For  several  3rearB  he 
was  connected  with  the  New  York  &  Long  Island  Railroad  Co.,  in  their  New 
York  office  as  inspector  of  steel. 

In  April,  1909,  Mr.  Oviatt  was  appointed  as  assistant  engineer  to  the  Board 
of  Water  Supply,  New  York  City,  which  position  he  was  holding  at  the  time  of 
\  his  death,  February  12,  1919. 

Mr.  Oviatt  was  a  member  of  various  fraternal  associations.  He  became 
a  member  of  the  Society  in  1891. 

CHARLES  W.   PRARAY 

Charles  W.  Praray  was  bom  on  May  29,  1873,  in  Pawtucket,  R.  I.,  and 
was  educated  in  the  public  schools  of  that  city.  He  served  an  apprentioeBhip 
in  one  of  the  local  cotton  mills  and  for  ten  years  was  connected  with  the  B.  B. 
&  R.  Knight  Cotton  Manufacturing  Co.  as  master  mechanic  and  engineer. 
For  several  years  he  was  master  mechanic  for  the  Manomet  Mills  in  New  Bedford, 
Mass.,  when  he  became  associated  with  the  Holmes  Manufacturing  Co.,  also 
in  New  Bedford,  as  superintendent  and  architect. 

About  twelve  years  ago  he  opened  a  mill  engineer's  and  architect's  office 
in  New  Bedford  and  proved  highly  successful  in  his  work.  He  was  the  de«gner 
of  some  six  or  seven  mills  in  New  Bedford  and  of  a  great  number  (d  othen  thiou^i- 
out  New  England.  He  was  actively  connected  with  this  work  at  the  time  o£  his 
death,  March  22,  1919. 

Mr.  Praray  held  a  first-class  Massachusetts  engineer's  tioeoBe.  He  wis  a 
inenibcr  of  the  National  Association  of  Cotton  Manufacturers  and  of  a  number 
of  social  clubs.     He  became  a  member  of  the  Society  in  1918. 

ALFRED   H.    RAYNAL 

Alfred  II.  Raynal,  member  of  the  Society  since  1884  and  meimer  fram 
1889  to  1902,  died  at  his  home  in  Washington,   D.  C,  on  March  1.    lir. 
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R&ynal  was  bom  on  August  5,  1848,  in  Hamburg,  Germany,  serving  his  appren- 
ticeship as  mechanic  and  draftsman  in  a  marine-engineering  establishment  there. 
In  May  1862  he  came  to  the  United  States  and  worked  as  a  machinist  and  drafts- 
man for  private  concerns  in  New  York.  In  1863  he  was  engaged  by  the  Navy 
Department  as  draftsman  on  the  design  of  twenty  light-draft  monitors.  In 
1864  he  made  the  drawings  for  and  superintended  the  construction  of  the  monitor 
Squando  at  the  works  of  McKay  Aldus  at  East  Boston,  Mass. 

He  next  entered  the  employ  of  the  Babcock  &  Wilcox  Co.,  Providence, 
R.  I.,  working  out  details  of  their  engine  and  boUer  which  latter  is  now  used  so 
extensively  in  the  U.  S.  Navy.  In  1870  Mr.  Raynal  became  superintendent  of 
the  works  of  Poole  &  Hunt,  Baltimore,  who  were  building  engines  and  boilers 
under  the  Babcock  &  Wilcox  patents.  From  1880  to  1884  he  was  superintendent 
of  the  Wheelock  Engine  Works,  Worcester,  Mass.  He  was  next  connected  with 
the  DeLaniater  Iron  Works,  New  York,  as  superintendent,  where  he  did  con- 
siderable work  for  Capt.  John  Ericsson,  building  his  submarine  gun,  high-expan- 
sion engine,  sun  motor,  etc.  In  recognition  of  his  services  to  him.  Captain 
Ericsson  presented  Mr.  Raynal  with  a  rare  and  valuable  book  on  his  inventions. 
This  book  was  presented  to  the  Society  by  Mr.  Ra3rnal  for  record. 

From  1890  to  1897  he  successively  held  the  following  positions:  Super- 
intendent of  the  Richmond  Locomotive  Works,  building  the  machinery  of  the 
U.  S.  battleship  Terns;  superintendent  of  Samuel  Moore  &  Son*s  Shipyard, 
Elizabeth,  N.  J.,  building  the  revenue  steamer  Maple  and  the  practice  cruiser 
Bancroft;  superintendent  of  the  Corliss  Engine  Co.,  Pro\'idence,  R.  I.;  sup)e5- 
intendent  of  the  Walker  Co.,  Cleveland,  Ohio.  In  1897  Mr.  Raynal  studied 
patent  law,  working  in  an  attorney's  office  in  Cleveland. 

In  1898,  during  the  Spanish  War,  at  the  personal  request  of  Admiral  Mel- 
ville, he  entered  the  Navy  Department  as  draftsman  to  design  engines  for  the 
first  sLxteen  torpedo-boat  destroyers,  as  his  experience  in  building  successfully 
the  spider-frame  high-speed  engines  of  the  Bancroft  had  been  unusually  valuable. 
From  that  time  Mr.  Raynal's  work  was  in  the  Navy  Department  where  he 
was  of  signal  service  in  the  Bureau  of  Steam  Engineering.  Mr.  Raynal  acted 
as  expert  engineer  in  the  courts  in  suits  resulting  from  explosions  of  boilers, 
bursting  of  fly-wheels,  etc.,  and  in  admiralty  cases. 

He  was  a  member  of  the  American  Society  of  Naval  Engineers  and  Marine 
Architects,  the  American  Society  of  Naval  Engineers,  the  Washington  Society 
of  Engineers,  and  the  American  Society  of  Marine  Draftsmen. 


CYRUS  T.  RAYNEK 

Cyrus  T.  Rayner  was  born  in  New  York  City  on  January  28,  1879.  He  was 
educated  in  Southern  schools  and  was  graduated  from  Tulane  University  in  1902 
with  the  degree  of  M.E.  He  spent  one  year  in  graduate  work  when  he  became 
connected  with  the  Mississippi  River  Commission  as  junior  engineer  in  charge 
of  local  surveys.  From  1911  to  1912  he  was  associated  with  C.  T.  Rayner  A 
Sons,  consulting  engineers.  In  1912  he  became  first  assistant  engineer  on  the 
New  Orleans  Levee  Board  and  four  years  later  was  made  chief  engineer,  which 
position  he  was  holding  at  the  time  of  his  death,  January  19,  1919. 

Mr.  Rayner  became  a  member  of  the  Society  in  1916. 


1 142  NECROLOGY 

LLOYD   CECIL  REYNOLDS 

Lloyd  C.  Reynolds  was  bom  in  Atglen,  Pa.,  on  November  20,  1893.  He 
received  his  early  education  in  the  local  schools  and  later  entered  Drexel  Institute, 
taking  the  mechanical-engineering  course,  from  which  he  was  graduated  in  1913. 
He  was  associated  from  1903  to  1916  with  the  Overland  Motor  Company,  Phila- 
delphia, the  Chambersburg  Engineering  Company,  Chambersburg,  Pa.,  and  the 
Remington  Arms  Company,  Eddystone,  Pa.  From  July  1916,  to  the  time  of 
his  death,  January  6,  1919,  Mr.  Reynolds  was  employed  as  assistant  engineer 
in  the  steam-engineering  department  of  the  Midvale  Steel  &  Ordnance  Co., 
Coatesville,  Pa. 

Mr.  Reynolds  was  a  member  of  the  Drexel  Club  of  Engineers.  He  became 
a  junior  member  of  the  Society  in  1917. 

CHARLES   B.   RICHARDS 

Charles  Brinckerhoff  Richards,  Higgin  professor  of  mechanical  engineer- 
ing in  the  Sheffield  Scientific  School,  Yale  University,  for  a  quarter  of  a  century 
and  since  1909  professor  emeritus,  died  at  his  home  in  New  Haven,  Conn.,  on 
Sunday,  April  20,  1919,  in  his  eighty-sixth  year.  Professor  Richards  was  bom 
in  Brooklyn  on  December  23,  1833,  and  was  educated  in  private  schools  in  that 
vicinity. 

In  an  article  for  the  Yale  Daily  Neics  Professor  Lockwood  of  Sheffield  writes: 

"In  the  death  of  Professor  Charles  B.  Richards,  the  mechanical  engineering 
profession  loses  one  of  its  most  prominent  members.  His  early  life  was  spent  in 
Hartford,  Conn.,  at  a  period  when  engineering  colleges  were  unknown.  He  was 
obliged,  therefore,  to  acquire  his  theoretical  education  by  the  power  of  personal 
application,  of  broad  reading  and  diligent  study  —  this  all  carried  on  while 
busily  engaged  in  practical  daily  work  along  manufacturing  lines. 

"His  school  was  the  famous  Colt's  Armory  where  his  mechanical  genius 
was  early  recognized.  At  the  age  of  twenty-seven  he  opened  an  office  in  New 
York  as  consulting  engineer  and  at  once  leaped  into  wide  prominence  by  his 
invention  of  the  steam-engine  indicator,  which  made  the  name  of  Richards  a 
familiar  one  wherever  st«am  engines  were  used.  This  instrument  was  produced 
at  a  time  when  the  high-speed  engine  was  in  its  infancy  and  aided  greatly  in  its 
development.  For  this  achievement  he  was  made  a  Chevalier  of  the  Legkm  of 
Honor  of  France,  as  well  as  receiving  medals  from  the  London  Exposition  of  1862, 
the  Ainorican  Institute  in  1SG9,  and  the  French  Exposition  in  1878. 

''With  the  outbreak  of  the  Civil  War  Mr.  Richards  was  recalled  to  Gdit's 
as  their  assistant  su{XTiiitendont  and  consulting  engineer,  where  he  spent  nineteen 
years  of  active  life.  lie  develoixxl  the  platform-scale  testing  machine  for  teitiiig 
th(^  stn^ngth  of  metals  and  was  also  an  authority  on  the  heating  and  ventilatiaQ 
of  hiiildinp;,  acting  as  consulting  engineer  for  several  large  projects,  arooDg  them 
the  Capitol  at  Hartford  and  several  of  the  Yale  University  buiktings.  HiB  fertik 
mind  was  constantly  at  work  on  inventive  problems.  He  was  deeply  intemled in 
the  niicr(x<^(*o))<>  and  made  several  improvements  for  which  he  was  granted  patentL 

'In  ISM^  Mr.  Richards  became  suix^rintendent  of  the  Southwark  Foundiy 
and  Machine  Company  in  Philadelphia,  manufacturers  of  the  Pcvter-AUen 
sjHHMi  engine,  niarine  and  other  large  machinery.     Four  years  later  he 
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Tiled  to  become  pfofesBCHr  of  mechanical  engmeenng  at  the  Sheflield  Sdentific 
Sdiool  o£  Tale  UnivenHy  and  entered  upon  the  new  woik  of  teaching.  An 
inborn  taste  for  study  and  research  undoubtedly  led  to  this  dKHce.  For  twenty- 
five  yean  IVofessor  Richards  served  as  the  head  of  the  nM»ohAniwJ  engineering 
department^  wlme  successive  classes  were  inq>ired  by  his  friendly  qiirit  and 
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'He  was  engaged  in  occasional  activities  in  addition  to  teaching.  He 
was  an  American  Commissioner  at  the  Paris  E^qxieition  in  1889,  and  edited  the 
rqKMTt  of  medianical  appliances.  As  associate  editor  he  was  reqx>nsible  for  the 
technical  tenns  in  two  editions  of  Webster's  New  International  Dictionary. 

"In  1909  at  the  age  of  seventy-five  Ptofessor  Richards  retired  from  active 
woik.  The  esteem  of  his  classes  was  expressed  on  this  occasion  by  their  presen- 
tation to  the  school  of  an  oil  portrait  of  Ptofeasor  Richards.  This  portrait  now 
hangs  in  the  faculty  room  of  the  ShefiSeld  Scientific  SchooL 

"Professor  Richards  was  a  stem  disciplinarian  and  believed  in  the  doctrine 
of  work.  Yet  his  friendly  interest  in  the  individual  student  and  his  enthusiasm 
for  engineering  aroused  and  maintained  a  helpful  apmt  of  oo5peration  with  his 
classes  while  his  great  ability  and  wide  experience  were  recognized  and  admired." 

Ptofessor  Richards  was  a  member  of  the  Soci^t^  Industrielle  de  Mulhouse, 
Alsace,  the  Society  of  Naval  Architects  and  Marine  Engineers,  the  Connecticut 
Academy  of  Sciences,  and  a  Fellow  of  the  American  Academy  of  Arts  and  Sciences. 
He  was  a  charter  member  of  our  Society,  being  present  at  the  organization 
meeting  on  April  7,  1880.  . 

BARTON  J.   ROBINSON 

Barton  J.  Robinson.was  bom  in  Claibome  County,  Miss.,  on  February  14, 
1868.  He  received  his  early  education  in  the  public  schools  of  New  Orleans 
and  served  his  apprenticeship  at  the  machinist  trade  with  the  Shakespeare  Iron 
Works,  New  Orleans.  While  working  there  he  attended  ni^t  school  to  perfect 
himself  in  his  chosen  trade.  He  worked  as  a  machinist  for  a  number  of  years  in 
shops  in  and  around  New  Orleans,  and  for  several  >'ears  after  leaving  that  city 
was  employed  in  railroad  work.  The  last  railroad  position  he  held  was  as  ma- 
chine-shop foreman  for  the  Yazoo  &  Mississippi  Valley  Railroad  at  Vicksburg, 
which  position  he  gave  up  in  1896  to  start  in  business  for  himself  under  the  firm 
name  of  the  B.  J.  Robinson  Machine  Works  at  Vicksburg. 

He  specialized  in  rebuilding  saw-mill  and  cottonseed-oil  null  machinery. 
He  started  on  a  small  scale  and  through  his  endeavors  built  up  a  business  well- 
known  in  the  South.  At  the  time  of  his  death,  October  4,  1919,  he  was  manager 
and  proprietor. 

Mr.  Robinson  was  prominent  in  fraternal  circles  and  belonged  to  several 
local  business  organizations  and  clubs.  He  became  an  associate  member  of  the 
society  in  1917. 

HENRY   FREDERICK  ROSENOW 

Henry  F.  Roscnow  was  bom  on  September  7,  1871,  in  Baltimore,  Md.,  and 
received  his  early  education  in  the  schools  of  Michigan.  He  s^ved  his  apinen- 
ticeship  on  the  Great  Lake  steamers,  starting  as  fireman  and  bdng  advanced 
to  the  position  of  engineer,  thus  acquiring  his  first  engineering  knowledge  which 
he  supplemented  by  evening  and  correspondence  oouTBes. 
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He  was  connected  for  varying  periods  with  the  Regina  Flour  Manufactur- 
ing Co.,  the  Imperial  Light  &  Power  Co.,  the  Nammer  Bros.  White  Lead  Co., 
and  the  Laclede  Power  Co.  For  fifteen  years  Mr.  Rosenow  was  associated  with 
the  Brown  Shoe  Co.,  St.  Louis,  as  chief  engineer,  and  was  responsible  for  the 
design  and  construction  of  eight  of  their  plants.  At  the  time  of  his  death,  October 
18,  1918,  he  was  manager  of  the  Bactz  Heating  Department  of  Skinner  Brothers 
Manufacturing  Co. 

In  1915  Mr.  Rosenow  took  up  the  study  of  law  in  the  Benton  College  of 
Law  and  had  conferred  upon  him  the  degree  of  LL.D.  Three  years  later  he  was 
admitted  to  the  bar  in  the  State  of  Missouri.  He  was  a  member  of  the  Engineers' 
Club  of  St.  Louis,  the  National  Association  of  Stationary  Engineers,  The  Uni\  er- 
sal  Craftsman  and  several  fraternal  organizations.  He  became  a  member  of  the 
Society  in  1917. 

FREDERICK  SARGENT 

Frederick  Sargent,  senior  member  of  the  firm  of  Sargent  &  Lundy,  of 
Chicago,  and  probably  the  most  prominent  consulting  engineer  in  the  United 
States  specializing  in  the  design  of  electrical  generating  sections,  died  at  his 
home,  in  Glencoe,  111.,  July  26,  having  been  taken  ill  while  abroad.  An  English- 
man by  birth,  Mr.  Sargent  had  made  numerous  trips  to  his  native  country, 
the  last  of  which  was  made  in  April  and  May  of  this  year  in  company  with  his 
close  friend,  Samuel  InsuU. 

Frederick  Sargent  was  born  in  Liskeard,  Cornwall,  England,  on  Nov.  10, 
1859,  which  is  also  th(^  exact  date  of  the  birth  of  Samuel  Iiisull,  another  English- 
man and  Chicagoan,  with  whom  Mr.  Sargent  was  destined  to  be  intimately 
associated  during  practically  all  of  his  engineering  activities.  His  people  were 
of  the  farming  class,  but  young  Sargent  developed  a  decided  mechanical  bent, 
and  eight  years  of  his  boyhood  and  youth  were  spent  in  acquiring  practical 
mechanical  knowledge  and  experience  in  the  works  of  John  Elder  &  Co.,  the 
great  shipbuilders  on  the  River  Clyde,  near  Glasgow.  During  this  time  he 
gained  an  extensive  and  practical  knowledge  of  mechanical  engineering,  paying 
particular  attention  to  heavy  machinery.  He  also  improved  his  education  by 
going  to  night  school  at  Glasgow  University.  Coming  to  the  United  States 
about  1880,  he  found  employment  in  Eastern  shipbuilding  yards  as  a  designer 
of  steam  engines.  He  then  went  West  as  a  designer  for  the  Sioux  City  (loii^'a) 
Engine  Co.  A  year  or  so  later  he  accei)ted  a  position  with  E.  P.  Allis  &  Co.,  of 
Milwaukee,  predecessors  of  the  present  Allis-Chalmers  Manufacturing  Co, 
Here  ho  iittraoted  the  attention  of  the  officers  of  the  Western  Edison  Light  Co., 
organized  in  Chicago  in  1882  to  exploit  the  electric-lighting  inventions  of  Thomas 
A.  Edison  in  the  West,  and  in  the  fall  of  1884  he  mo\'cd  to  Chicago  and  began 
his  career  as  an  electrical  engineer  in  that  city. 

Su('co(Miing  the  Western  Edison  Light  Co.,  the  Chicago  Edison  Co.  was 
formed  in  1SS7.  "^I'his  was  the  first  distinctively  Edison  central-station  company 
in  Chicago.  Mr.  Sargent  became  its  consulting  engineer,  and  he  has  been  eoor 
suiting  engineer  of  that  company  and  its  successor,  the  present  Conmionwealth 
Edison  Co.,  ever  since. 

Al)out  IKnO  he  went  to  New  York  under  contract  with  the  Edison  United 
Manufacturing  Co.     In  this  position  he  had  general  charge  of  all  the  work  done 


NECROLOGY  1145 

by  that  company  in  the  United  States  and  Canada.  Shortly  after  this  the  com- 
pany in  New  York  was  reorganized  as  the  Edison  General  Electric  Co.  Mr. 
Sargent  was  made  assistant  chief  engineer  of  the  new  corporation,  of  which 
Samuel  Insull  was  vice-president  in  charge  of  manufacturing.  But  Mr.  Sargent 
had  determined  to  open  an  office  of  his  o\ni,  and,  in  August  1890,  he  returned  to 
Chicago  and  established  himself  as  an  independent  electrical  and  mechanical 
engineer.    The  firm  of  Sargent  &  Lundy  was  formed  in  1891. 

In  1891  and  1892  Mr.  Sargent  was  consulting  electrical  engineer  for  the 
World's  Columbian  Exposition,  and  he  designed  the  power  plant  and  had  much 
to  do  with  the  other  mechanical  and  electrical  features  of  the  great  World's 
Fair  of  1893. 

The  original  Edison  central  station  in  Chicago  was  built  about  1889.  Mr. 
Sargent  made  the  f)lans  for  the  machinery  layout  of  that  station.  In  1892 
Samuel  Insull  came  to  Chicago  as  president  of  the  Chicago  Edison  Co.,  and  that 
company  at  once  took  on  a  new  lease  of  life.  Under  Mr.  Insull's  direction  the 
old  Harrison  Street  station,  recently  torn  down  to  make  way  for  the  Union 
Station  railroad  improvements,  was  built.  Mr.  Sargent  was  the  designer  of 
that  station,  also  the  Fisk  Street  Station,  the  Quarry  Street  Station  and  the 
Northwest  generating  stations  of  the  Commonwealth  Edison  Company. 

He  was  one  of  the  first  mechanical  engineers  who  recognized  the  great  part 
that  the  steam  turbine  was  destined  to  play  in  the  development  of  electric  gener- 
ating stations.  The  Fisk  Street  Station  was  the  pioneer  of  all  the  large  turbine 
central  stations  of  the  world,  and  it  became  deservedly  famous  for  its  many 
original  features  of  design  and  for  its  simplicity  and  economy  of  Of)eration. 
After  this  station  had  been  in  o|)eration  for  a  short  time,  Mr.  Sargent,  at  the 
request  of  Mr.  Insull,  President  of  the  Commonwenlth  Edison  Co.,  went  to  Lon- 
don to  follow  the  inquiry  of  the  Parliamentary  Committee  in  charge  of  the  London 
Power-Supply  Bill.  This  hearing  crj-stallized  in  Mr.  Sargent's  mind  some  ideas 
he  had  been  developing  about  the  importance  of  unified  power  supply  for  great 
industrial  centers  so  as  to  reduce  the  cost  of  production,  and  on  his  return  he 
submitted  his  ideas  to  Mr.  Insull,  and  they  were  worked  out  in  the  power-station 
development  of  the  Commonwealth  Edison  Company. 

Mr.  Sargent's  engineering  work  was  not  confined  to  Chicago.  He  was 
consulting  engineer  for  many  of  the  important  electric-light  and  power  com- 
panies throughout  the  countrj',  including  the  Edison  Electric  Illuminating  Co., 
Boston;  American  Gas  and  Electric  Co.,  New  York;  Electric  Bond  and  Share 
Co.,  New  York;  the  Union  Gas  and  Electric  Co.,  Cincinnati,  and  many  other 
smaller  organizations. 

He  designed  the  great  combined  central  power  station  of  the  American 
CJas  and  F^ectric  Co.,  and  the  West  Penn  Power  Co.,  located  on  the  Ohio  River, 
north  of  Wheeling,  W.  \'a.,  which  was  the  first  large  electric  station  to  be  built 
in  a  favorable  locality  near  a  coal  mine  for  the  distribution  of  power  to  industrial 
centers  at  long  distanr-es. 

He  designed  the  great  new  station  of  the  L'nion  Gas  and  Electric  Co.,  at 
Cincinnati,  wliieh  was  recently  completed.  He  also  designed  the  new  station 
for  the  Kansas  City  Light  and  Power  Co.,  which  is  soon  to  be  put  into  operation. 
He  went  to  Chile  in  191t5  as  consulting  engineer  for  the  Guggenheim  mining 
interests  on  the  development  of  a  power  supply  for  their  mine  at  Chuquicamata. 

During  the  war  Mr.  Sargent  was  consulting  engineer  for  the  power  station 
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of  the  Edgewood  Arsenal,  at  Edgewood,  Md.,  and  also  consulting  engineer  for 
the  United  States  Government  in  other  wartime  projects  demanding  the  appli- 
cation of  power  on  a  large  scale. 

In  his  profession  Mr.  Sargent  was  noteworthy  for  the  clear  vision  and 
strong  common  sense  with  which  he  grappled  with  the  essentials  of  an  engineer- 
ing problem.  He  was  simple,  clear,  direct  and  practical.  He  was  a  man  of 
broad  outlook,  tolerant,  modest,  seeking  to  achieve  results  rather  than  to  uphold 
theories.  And  he  was  eminently  successful  in  obtaining  results,  for  his  electrical 
generating  stations  were  milestones  of  achie\  ement  in  the  economical  production 
of  electrical  energ>'. 

An  idea  of  the  esteem  with  which  Mr.  Sargent  was  held  by  his  business 
associates  was  shown  in  an  interview  with  Wm.  S.  Monroe,  his  friend  and  partner 
in  the  firm  of  Sargent  &  Lundy  for  many  years,  who  said:  * 

"Mr.  Sargent  had  an  exceptionally  keen  and  active  intellect  and  a  vigorous 
and  forceful  personality.  He  was  a  man  of  absolute  integrity  and  fearless 
independence  and  high  idealism  in  his  work.  He  had  an  infallible  intuition 
regarding  engineering  and  scientific  matters,  and  the  responsible  men  in  the 
companies  for  which  he  was  doing  his  engineering  learned  to  place  the  utmost 
confidence  in  his  judgment.  He  had  a  remarkable  combination  of  extreme  daring 
and  careful  conservatism.  With  a  broad  and  ambitious  view  of  important  and 
fundamental  principles  of  his  engineering  work,  Mr.  Sargent  combined  an  ac- 
curate knowledge  of  all  the  underlying  details,  and  no  detail  was  too  small  for 
his  personal  attention. 

"He  kept  in  close  touch  with  everything  that  was  new  in  the  engineering 
profession.  He  was  a  great  traveler  and  made  repeated  trips  to  Europe  as  well 
as  through  this  country  in  order  to  post  himself  on  the  important  developments 
not  only  in  the  direct  line  of  his  own  work  but  in  all  departments  of  the  engineering 
field. 

"His  idealism  was  at  times  almost  prophetic  and  he  was  very  ambitious 
for  the  highest  achievements  in  his  work,  but  his  idealism  was  held  in  restraint 
by  a  practical  common-sense  judgment,  which  copibined  to  give  a  distinct  origi- 
nality to  every  new  power  station  which  he  designed,  and  made  it  systematic 
and  harmonious,  economical  and  a  perfect  working  machine." 

Mr.  Sargent  was  awarded  a  medal  by  the  World's  Columbian  Exposition 
in  1893.  He  was  a  member  of  the  jury  of  awards  in  power  engineering  at  the 
St.  Louis  Exposition  of  1904.  He  was  a  member  of  several  societies  and  chibs, 
including  the  Western  Society  of  Engineers,  University  Club,  Chicago  Yacht 
Club,  and  the  Engineers'  Club,  New  York.  He  became  a  member  of  our  Society 
in  1901. 

He  is  survived  by  a  widow,  one  daughter  and  two  sons. 

ALBERT    SCHMID 

Albert  Schmid,  who  was  so  closely  identified  with  the  early  devdopmeot 
of  electrical  macliinery  in  the  Ignited  States  and  prominent  in  the  eleotrioal 
world  of  France,  Switzerland,  Italy  and  Great  Britain,  died  on  December  SI, 
1019,  in  New  York. 

Mr.  Schniid  was  lK)rn  in  Zurich,  Switzerland,  in  1857,  and  recdved  his 
education  in  that  city.     He  l>egan  his  real  career  by  entering  the  employ  of  tfia 
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French  Westiiighouse  Air  Brake  Co.,  where  Mr.  Westinghouse  met  him  in  the 
early  eighties  and  being  impressed  by  his  ability  invited  him  to  come  to  this 
country. 

Soon  after  his  arrival  Mr.  Schmid  turned  his  attention  to  designing  work 
for  the  Westinghouse  Air  Brake  Co.,  then  located  in  Allegheny,  Pa.,  where 
his  keen  mechanical  perception  and  insight  brought  him  rapid  advancement. 
When  Mr.  Westinghouse  became  interested  in  the  Union  Switch  &  Signal  Co. 
and  started  there  his  original  electrical  work,  he  engaged  Mr.  Schmid  as  his  chief 
designer  and  engineer  in  that  field.  In  1886  he  was  transferred  to  the  newly 
created  Westinghouse  Electric  Co.,  becoming  its  first  chief  engineer  and  in  1896 
its  general  superintendent. 

In  1897  he  went  to  Europe  for  the  purpose  of  studying  the  continental 
development  in  the  electrical  art  and  the  manufacturing  possibihties  there,  and 
as  a  result  of  this  trip,  the  formation  of  the  French  Westinghouse  Co.  was  soon 
under  way.  He  was  made  director  general  of  that  organization.  He  also 
held  the  positions  of  director  of  the  Westinghouse  Electric  Co.,  Ltd.,  England, 
president  of  the  Compagnie  des  Lampes  a  Filament  Metallique  of  France  and 
at  the  time  of  his  death  in  addition  to  his  position  as  consulting  engineer  for  the 
American  Westinghouse  Co.,  represented  the  Westinghouse  Lamp  Co.,  and 
had  general  supervision  of  its  interests  abroad. 

It  can  be  said  trulv  that  Mr.  Schmid  ranked  foremost  in  the  field  of  me- 
chanical  design  among  the  engineers  of  the  last  century,  and  the  creations  of 
his  mind  constitute  an  enduring  monument  to  his  genius. 

Mr.  Schmid  became  a  member  of  the  Society  in  1890. 


GEORGE   SCHUHMANN 

George  Schuhmann,  \ice-president  and  general  manager  of  the  Reading 
Iron  Co.,  Reading,  Pa.,  died  on  November  12,  1919.  Mr.  Schuhmann  was  bom 
on  October  18,  1855,  in  Weinheim,  Baden,  Germany,  and  was  educated  in  the 
industrial  and  high  schools  both  of  that  city  and  of  Mannheim. 

Having  served  an  apprenticeship  as  machinist,  he  came  to  this  country  in 
1874  where  he  was  employed  as  draftsman  by  Nathan  &  Dreyfus,  New  York 
City.  He  spent  a  short  period  with  the  Brown  &  Sharpe  Manufacturing  Co., 
Providence,  R.  I.,  as  machinist  when  he  became  connected  with  P.  H.  &  F.  M. 
Root,  Connersville,  Ind.,  as  draftsman.  From  1877  to  1891  he  was  associated 
for  various  inter\'als  with  the  Philadelphia  Hydraulic  Works,  as  draftsman, 
the  Gregg  Brick  Machine  Co.,  Philadelphia,  as  draftsman  on  brick-making 
machiner>*,  and  with  the  Reading  Iron  Works,  Reading,  Pa.,  as  chief  draftsman 
and  mechanical  engineer.  From  1891  to  1919  he  held  succ^sively  the  positions 
of  assistant,  department  and  general  superintendent,  general  manager  and  vice- 
president  of  the  Reading  Iron  Works,  successor  to  the  Reading  Iron  Works. 

Mr.  Schuhmann  patented  many  rolling-mill  and  pipe-mill  devices,  and  was 
a  recognized  authorit\'  on  wrought  iron  and  the  manufacture  of  welded  pipe, 
as  well  as  the  author  of  a  number  of  technical  treatises  on  similar  subjects.  He 
was  a  meml:>er  of  the  .Vmerican  Society  for  Testing  Materials.  He  became  a 
member  of  our  Societv  in  1884. 
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GEORGE  ROBERT  SHEPHEARD 

George  R.  Shepheard  was  bom  on  October  24,  1889,  in  Wilmington,  Del. 
He  obtained  his  early  education  in  the  grammar  and  high  schools  of  Wilmington, 
while  his  later  training  consisted  of  home  study  and  courses  taken  in  the  Inter- 
national Correspondence  Schools. 

He  was  first  connected  with  the  Taylor  Iron  &  Steel  Co.,  High  Bridge,  X.  J., 
in  estimating  and  designing.  He  left  that  concern  to  work  on  general  drafting 
and  repairs  in  the  machine  shop  of  the  Edgar  Allen  American  Manganese  Steel 
Co.,  New  Castle,  Del.  For  a  short  period  following  this  he  was  with  the  J. 
Morton  Poole  Co.,  Wilmington,  Del.,  as  a  machine-tool  designer.     In  December 

1912  he  accepted  a  position  with  the  E.  I.  du  Pont  Co.,  W'ilmington,  in  their 
experimental  station  for  designing  experimental  apparatus  for  chemists.     In 

1913  he  became  associated  with  the  Viscose  Co.,  Marcus  Hook,  Pa.,  where  his 
duties  dealt  with  the  designing  of  buildings  and  special  machinery.  In  1916 
he  was  made  chief  engineer  of  the  company  and  in  this  capacity  superintended 
the  building  construction  and  installation  of  machinery. 

He  was  holding  this  position  when  he  contracted  influenza  which  developed 
into  pneumonia,  resulting  in  his  death  on  May  1,  1919.  Mr.  Shepheard  became 
an  associate-member  of  the  Society  in  1918. 

ANGUS   SINCLAIR 

Angus  Sinclair,  D.E.,  founder  and  for  the  last  32  years  editor-in-chief  of 
Railway  and  Locomotive  En^neering,  died  January  1,  1919,  at  his  home  in  Mil- 
bum,  N:  J.  He  was  bom  at  P'orfar,  Scotland,  and  began  his  railroad  career  as 
a  telegraph  oi)erator,  gaining  his  engineering  knowledge  at  the  shops  of  the 
Scottish  Northeastern  Railway  at  Arbroath.  After  some  service  as  a  marine 
engineer  he  came  to  America  and  again  took  up  railroading,  first  with  the  Erie 
and  later  as  a  locomotive  engineer  on  the  Burlington,  Cedar  Hapids  and  Xorthem. 
He  attended  the  chemistry  classes  of  the  Iowa  State  University  and  was  later 
appointed  chemist  on  the  railway,  combined  with  the  duties  of  roundhouse 
foreman.  It  was  during  this  period  that  he  first  gave  serious  attention  to  the 
problem  of  fuel  economy  and  smoke  prevention.  His  methods,  which  met  with 
considerable  opiK)sition  at  first,  are  now  universally  approved. 

In  1883  he  joined  the  editorial  staff  of  the  American  Machinist  and  later 
became  proprietor  and  editor  of  Railway  and  Locomotive  Engineering,  In  a  short 
time  this  paper  became  a  leading  authority  in  its  field  and  has  maintained  its 
high  character  and  standing  ever  since.  Dr.  Sinclair  was  the  author  of  many 
popular  books  on  engineering  subjects.  In  19()8  he  received  the  honorary  degree 
of  Doctcjr  of  Engineering  from  Purdue  irriiversity.  About  this  time  he  was  also 
appointed  special  technical  instructor  in  the  mechanical  de{)artmcnt  of  the  Erie 
Railroad.  He  travdcd  extensively  in  Eurojje  as  well  as  in  America  and  was 
everywhcTc  received  as  among  the  foremost  authorities  on  all  matters  oomiected 
with  tlio  nuHrhaniciil  departinent  of  railways.  He  was  closely  identified  with  the 
work  of  many  of  the  leading  engineering  societies  in  America  and  in  Europe. 
Ho  was  elected  a  nieinlwr  of  the  American  Railway  Master  Mechanics'  Aaso* 
ciation  in  IST.'J.  He  served  as  sc^eretary  of  the  association  from  1887  to  1896| 
was  elected  treasurer  in  1900  and  served  continuously  until  the  time  of  his  death. 
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He  became  a  membor  oi  the  Master  Car  BuilderB'  AsBociation  in  1873.  He  was 
the  first  president  of  the  New  Jersey  Automobile  and  Motor  Club.  He  was 
a  delegate  to  the  International  Railway  Congress,  held  at  Washington,  D.  C, 
St.  Louis,  Mo.,  and  Berne,  Switzerland. 

Among  the  societies  which  he  aided  in  establishing  was  the  Traveling 
Engineers'  Association,  founded  in  his  office  in  1892.  He  was  a  Knight  Templar 
in  tEe  Masonic  fraternity,  a  governor  in  the  St.  Andrew's  Society,  ex-president 
of  the  Bums  Society,  besides  being  a  member  of  the  American  Railway  Guild, 
Lawy&e^  Club,  New  York  Railway  Club  and  numerous  railway,  Scottish  and 
other  societies. 

Dr.  Sinclair  became  a  member  of  our  Society  in  1883. 

JOHANNES  GEORGE  STENGEB 

Johannes  Gecn^  Stenger  was  bom  in  March  1884,  in  Rotterdam,  Holland, 
and  received  his  early  education  in  the  schools  there.  Later  he  took  a  course 
in  marine  engineering  in  the  Technical  School  of  Rotterdam. 

He  served  an  apprenticeship  with  the  Royal  Netherland  Engine  Factory, 
Helmond,  Holland,  for  one  year.  From  1902  to  1904  he  worked  for  the  Royal 
Netherland  Engine  &  Ship  Building  Co.  in  Rotterdam  as  a  machinist.  In 
1905  he  became  connected  with  F.  A.  Smulders  ic  Co.,  ScJiiedam,  Holland,  as 
engine  draftsman. 

The  following  year  Mr.  Stenger  came  to  the  United  States  where  he  was 
associated  for  short  periods  with  the  W.  &  A.  Fletcher  Co.,  Hoboken,  as  engine 
draftsman  and  with  the  John  N.  Robbins  Drydock  Co.,  Brooklyn,  in  a  similar 
capacity.  In  1907  he  accepted  the  position  of  draftsman  and  checker  in  ihe 
marine  department  of  the  Bayonne  Works  of  the  Baboock  ic  Wilcox  Co.,  and  four 
years  later  became  chief  draftsman  of  that  department,  which  position  he  was 
holding  at  the  time  of  his  death,  March  27,  1919. 

Mr.  Stenger  became  a  member  of  the  Society  in  1918. 

CARL  A.   STROM 

Carl  A.  Strom  was  bom  on  August  22,  1868,  in  Matala,  Sweden.  He  was 
graduated  from  the  Royal  Polytechnic  Institute,  Stockholm,  in  1889,  and  then 
ser\'ed  a  five-year  machine-shop  apprenticeship  in  Motala  and  in  Atlas. 

His  first  connection  in  the  United  States  was  with  the  ChicagOt  Omaha 

and  Southwestern  Railroad  as  a  draftsman.    In  1898  he  was  appointed  general 

-foreman  of  the  Paducah  Shops  of  the  Illinois  Central  Railroad  and  in  1900  was 

made  mechanical  engineer  on  the  same  road.    Later  he  held  the  position  of 

superintendent  of  motive  power. 

Mr.  Strom  was  the  chief  mechanical  engineer  of  the  Isthmian  Canal  Com- 
mission and  was  engaged  for  several  years  in  the  construction  of  the  Panama 
Canal.  He  was  next  associated  with  the  American  Locomotive  Co.,  at  Richmond, 
Va.,  and  was  in  charge  of  the  steam  shovel  and  dredge  department,  whidi  was 
later  transferred  to  the  old  Rogers  Locomotive  Works,  Paterson,  N.  J.,  at  which 
plant  Mr.  Strom  8er\'ed  as  manager.  In  January,  1912,  he  was  transferred  to 
the  Pittsburgh  Works  of  the  company  and  was  manager  there  until  September, 
1917,  when  because  of  his  health  he  again  returned  as  manager  of  the  Patenon 
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Works  which  position  he  was  holding  at  the  time  of  his  death,  March  26,  1919. 
Mr.  Strom  became  a  member  of  the  Society  in  1905. 

JOHN  M.  TOPPIN 

John  M.  Toppin  was  bom  in  Penrith,  England,  May,  1890,  and  received 
his  early  education  in  English  schools.  Upon  his  coming  to  the  United  States 
in  1903  he  supplemented  this  early  training  by  attending  and  being  graduated 
from  the  Hartford  high  school  and  by  courses  taken  in  correspondence  schools. 

He  was  first  employed  by  the  Hartford  Rubber  Co.  with  which  concern 
he  worked  for  about  a  year  when  he  became  connected  with  the  General  Electric 
Co.,  Pittsfield,  Mass.,  as  architectural  draftsman  and  later  as  assistant  mechani- 
cal engineer  of  the  small-motor  department. 

He  was  next  associated  with  the  Rhodes  Manufacturing  Co.,  Hartford, 
as  general  manager,  resigning  from  this  position  to  open  an  office  as  mechanical 
and  consulting  engineer. 

Mr.  Toppin  became  a  junior  member  of  the  Society  in  1915.  He  died  in 
May  1918. 

WALTER   V.   TURNER 

Walter  V.  Turner,  manager  of  engineering  of  the  Westinghouse  Air  Brake 
Co.,  a  leading  mechanical  engineer  of  this  country  and  an  inventor  of  international 
prominence,  died  at  the  Columbia  Hospital,  Wilkinsburg,  Pa.,  on  January  9 
after  an  illness  of  eight  weeks. 

Mr.  Turner  was  bom  in  1866  in  Epping  Forest,  Essex,  En^^and,  and  was 
educated  in  the  Textile  Technical  School  of  Yorkshire.  He  came  to  this  country 
in  1888  and  settled  in  the  West  where  he  became  the  manager  of  a  sheep  and 
cattle  company,  later  going  into  the  ranching  business  for  himself.  For  several* 
years  he  was  general  air-brake  inspector  for  the  Atchison,  Topeka  and  Santa 
Fe  Railroad  and  in  1903  became  connected  with  the  Westinghouse  Air  Brake 
Co.  as  engineer,  remaining  with  that  company  and  associated  interests  until 
his  death. 

More  than  four  hundred  devices  in  use  on  railroads  and  in  industrial  plants 
were  patented  by  Mr.  Turner,  his  air  brake  and  other  safety  inventions  having 
had  much  to  do  with  the  speeding  up  of  railroad  travel  and  also  in  reducing  the 
number  of  accidents.  As  a  reward  for  his  achievements  as  an  inventor  in  the 
development  of  the  air  brake  he  was  awarded  the  Elliott  Cresson  and  the  Edward 
Longstreth  medals  by  the  Franklin  Institute,  of  Philadelphia.  He  was  made  a 
Doctor  of  Engineering  by  the  University  of  Pittsburgh.  The  Air  Brake  Asso- 
ciation of  America  at  its  convention  at  Richmond,  Va.,  1912,  passed  a  resohition 
expressing  its  recognition  of  him  as  the  leading  air-brake  expert. 

Mr.  Tumor  was  the  author  of  several  books  on  engineering  subjects  and  a 
contributor  to  scientific  periodicals  in  this  country.  He  became  a  member  of 
the  Society  in  1913. 

RICHARD   CHARLES  VEIT 

Richard  C.  Wit,  head  of  the  marine  department  of  the  Standard  Oil  Co., 
New  York,  died  on  August  29,  1919.  Mr.  Veit  was  bom  in  New  Yoric  City  oo 
November  17,  ISoo.  He  was  educated  in  the  public  schools  of  the  city  and  wlwil 
comparatively  young,  secured  employment  with  the  firm  of  Rock^eUer,  Andraws 
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&  Flagjer,  the  predecessor  of  the  Standard  Oil  Co.,  with  which  concern  he  re- 
mained for  fifty-two  years.  He  was  advanced  from  one  position  to  another, 
gradually  acquiring  a  comprehensive  grasp  of  the  oil  industry.  In  1880  he  was 
made  chief  of  the  lighterage  department  at  the  time  when  the  Standard  Oil 
Co.  had  its  beginning.  For  many  years  Mr.  Veit  was  a  director  of  the  company 
and  in  1911  he  became  secretary. 

Mr.  Veit  was  affiliated  with  various  philanthropic  institutions,  among  these 
being  the  old  J.  Hood  Wright  Memorial  Hospital,  the  American  Museum  of 
Natural  History,  the  Metropolitan  Museum  of  Art  and  the  New  York  Zoological 
Society.  He  was  a  member  of  a  number  of  clubs  and  social  organizations.  He 
became  a  member  of  the  Society  in  1891. 

HENRY    WEICKEL 

Henry  Weickel,  who  died  on  November  28,  1919,  was  born  in  Germany 
on  October  31,  1852.  He  was  graduated  from  the  Technical  Institute  at  Kaisar- 
slantem,  Bavaria,  and  came  to  the  United  States  shortly  afterward,  in  1872. 

He  entered  the  employ  of  the  Government  as  a  draftsman  at  the  Water- 
town  Arsenal,  Mass.,  and  remained  there  five  years  when  he  became  connected 
with  the  Hinckley  Locomotive  Works,  Boston,  in  a  similar  capacity.  In  1882 
he  accepted  a  position  with  the  Yale  &  Towne  Manufacturing  Co.,  Stamford, 
Conn.,  as  a  designer  of  cranes  and  hoisting  machinery,  making  this  branch  of  the 
profession  his  life  work  from  that  time  on.  For  thirteen  years  Mr.  Weickel 
was  connected  with  this  concern  when  they  disposed  of  their  crane  interests 
to  the  Brown  Hoisting  and  Conveying  Machinery  Co.,  Cleveland,  Ohio,  He 
then  became  identified  with  the  Cleveland  company,  in  whose  employ  he  re- 
mained until  the  fall  of  1900,  when  he  accepted  a  position  with  the  Pawling  & 
Hamischfeger  Co.,  Milwaukee,  manufacturers  of  electric  cranes.  He  was 
actively  identified  with  the  designing  of  cranes,  and  for  a  number  of  years,  up 
to  the  time  of  his  death,  was  consulting  engineer  for  the  company. 

Mr.  Weickel  became  a  member  of  the  Society  in  1895.  He  was  a  charter 
member  and  past  president  of  the  Milwaukee  Section  of  the  Society. 

SAMUEL   T.    WELLMAN 

Samuel  T.  Wellman,  a  past-president  of  the  Society,  and  a  pioneer  in  the 
world^s  steel  industry,  whom  Charles  Schwab  once  characterized  as  "the  man 
who  did  more  than  any  other  living  person  in  the  development  of  steel,"  died 
suddenly  from  heart  trouble  on  July  11,  1919,  in  Stratton,  Me.,  while  on  his  way 
to  camp.  His  death  came  as  a  shock  to  his  very  large  circle  of  friends,  many  of 
whom  had  only  recently  met  him  at  the  Spring  Meeting  of  the  A.S.M.E.,  at 
Detroit. 

Mr.  Wellman  was  bom  on  February*  5,  1847,  in  Wareham,  Mass.  At  that 
time  his  father  was  superintendent  of  the  Nashua  Iron  Co.,  of  Nashua,  N.  H. 
He  was  educated  in  the  schools  of  Nashua  and  in  Norwich  University,  Norwich, 
Vt.,  where  he  spent  one  year  in  the  engineering  course.  During  the  Ci\il  War  he 
ser\'ed  as  a  corporal  in  the  First  New  Hampshire  Hea\'y  Artillery'. 

Perhaps  the  most  interesting  account  of  Mr.  Wellman^s  entrance  into  and 
activities  connected  with  the  steel  business  is  that  given  in  a  letter  which  he 
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wrot<'  X*}  I  he  Cleveland  Eugineering  Stx-iety  at  the  time  of  his  election  to  honorarj* 
moiiilKTship  in  that  body.     Mr.  Welhnan  wrote: 

**  Perhaps  the  stfir>-  of  niv  heaving  linine  at  that  time  might  be  interesting. 
My  fathi?r  was  superintendent  of  a  small  iron  works  amnngf  the  hills  of  New 
Hamii-?!iire,  wliich  among  other  activities  imluded  the  rolling  of  steel  locomotive 
tires  wi.ii-h  they  mado  frum  hammered  st^-l  l>l'X>ms  imported  from  England. 
Tu  pn.»i»c-rly  heat  these  bkxmis.  they  had  arranged  with  C.  W.  Siemens  to  build 
a  rfg«ner:iTivc  gas  funiai^e.  The  drawings  were  sent  over  and  turned  over  to  me, 
wh<»  had  u^M-T  Seen  a  drawing  of  that  kind  lx*fore.  My  father  asked  me  if  I 
thi'usht  I  cnuld  build  tlic  fuHKn-c-  and  Iiave  it  exactly  like  the  drawings.  After 
studWne  ilieiii  *^\kjt  a  little  while,  I  tuld  him  that  I  th>>usht  I  was  equal  to  the 
task.  Ht  t*»ld  m»?  ti  c»'t  the  fumai*e  built  at  the  earliest  possible  moment.  I 
had  j'ist  ii!:i.-hed  tht-  furnace  and  liad  a  drying-out  fire  in  it  when  a  big  black- 
whi<ken.-d  Enehahman  walked  into  the  offii^  and  announced  that  he  was  the 
Sienseiis  oneineer  who  had  bet.»n  sent  fn>m  Enelanii  to  build  this  particular  f ur- 
ns*-e.  My  father  turned  liim  over  to  me  to  g<.i  out  into  the  works  and  show  him 
where  the  funiace  was  to  be  located,  which  I  liid.  and  my  EngUsh  friend  was 
very  much  amazed  to  find  the  furnace  all  finished.  He  was  pleased  as  well, 
and  said.  "Why.  we  have  only  to  start  the  furnace  now:  you  have  made  a  proper 
job  of  building  it.*  So  everjtliing  else  being  ready,  we  started  up  the  gas  pro- 
ducers and  the  furnace  and  everj'thing  worked  to  perfection.  The  engineer  was 
so  pleased  with  what  I  hat!  done  that  when  he  left  he  asked  me  to  go  with  him 
to  Pittsburgh,  as  liis  assistant  in  the  starting  of  a  crucible-steel  furnace  which 
was  £nis!iod  and  waiting  for  him  to  start.  It  is  needless  to  say  that  I  did  not 
have  to  have  a  second  invitation,  but  went  to  Pittsburgh  with  him.  This  was 
in  1S»"»7.  and  I  sprnt  over  a  yojir  there.  The  first  few  months  of  that  time  were 
sp«nt  sT.irring  up  and  ojH»rating  the  first  crucible-steel  furnace  built  in  America, 
at  the  w.  rks  «.»f  And<'rs<»n.  C(.K>k  «V  Co.  To  show  what  a  tremendous  8a\'ing  this 
fuma'-e  wa.«  over  the  old  coke-fired  furnaces.  I  will  onlv  sav  tliat  it  melted  a  ton 
«"'f  >:oel  with  an  avtnigo  of  U)00  lb.  of  nut  c«.'al  whirh  cost  less  than  $1,  while 
ti'  nu-lt  a  T-n  of  sttrl  in  crucibles  in  the  i'ld-fa.<hiiir.iii  coke  furnaces  took  three 
i-  r.>  01  'l.c  vi  ry  l*<t  ci>ke,  c«^stinc  anywh^-n-  from  ?2  x**  $10  per  ton.  TTiis  style 
uf  fi;m:.c«  was  a  p*-  at  suoci^ss  and  in  a  very  few  yt-are  had  driven  the  coke  furnace 

"Ul   if  i:?:'. 

*  Troin  .\nd»T5».»n.  C«>^k  A-  Co  I  wont  to  Singer.  Nimick  &  Co's.  works, 
whi.n.'  I  built  two  crufiblt^stivl  niehinc  luniaf-es  of  the  same  t>"pe  as  the  one 
^\}.iih  I  wiut  to  Pittsburgh  i-j  start.  Aftor  that  I  sjx^nt  some  time  in  the  office 
of  thf  S>  :i;i:i-  agents  in  Host«ui.  and  als**  its  steel  works  in  difTerent  parts  of  the 
«-iviiitry  -Taniim  i'rnil"lo-stivl  furnai^^  **i  xhv  ?;une  t>iH?.  I  then  built  a  crucible- 
*:•-»!  ::.•;*::. i:  furiiaiv  at  the  i'hn»p.K'  >ttvl  Works  in  HniK-^kKTi.  N.  Y..  which  was 
a  s  ;■  ■•  ss.  rruii:  unrv  I  \wui  ti»  ih*.-  l^ay  Stait*  Ir^n  Wnrks.  in  South  Boston, 
M:-.-";.  I  l.ii.iix  S'paraTid  myself  in«TM  tht-  ajuits  '»f  the  Siemens  furnace  some 
t:::.r  N  :'■•!>  ::.:>  .  \\hon'  I  b-,;i!t  tlu-  firs:  ivvii-h-arth  furnace  that  was  a  oom- 
Ti.^r  '...'.  ?  :■  •  *w!  in  i\w  I'nitrd  States.  This  was  a  pp»n«»'mivd  success  in  a  great 
::.;:!.;.  \\;i;.  s.  ::.:X\:  c  a  »;Mali:y  i>f  stivl  whi*  h  uv  !»•  tha!  lime  had  not  been  readied 
::;  ■":  -  ■■■  ::.'ry.  Thv  T^rii.i  ip:.!  "".si^  to  wh: -h  i:  was  put  at  that  time  wns  in  the 
i:.:.-.  .:':  ■  :r-  ■  :"  !>  ■  ::■  •i\»^  :irb"vs  Pr  t:.  ti.iP.-  I  uont  back  to  the  old  works 
::;  N-  -A  U  .::  :  ^■  ."'  u'.-  -i-  ::  y  :':i:i..r  wns  >::;■  s-.iT»- riii-ondent.  and  built  for  them 
.:'.  ■  :• !.-:  ■  .  r*!.  :"  ;r:  ■.  •  .  a  v!./' -r  .liT^i:  aii'l  l-ar-r^lliric  i:.ill. 
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'' I  then  eanie  to  Oevdand  in  1873  to  dengQ  aiid  buM  the  Otis  Sted  W 
with  whioh  I  was  connected  as  enginew  and  superintendent  for  sbsteen  jrears. 
It  IS  useless  to  me  to  say  veiy  much  about  the  YdaUxry  of  the  Otis  Steel  Co., 
as  it  is  too  well  known  hoe.  But  there  are  two  inventicnis  which  I  worioed  out 
during  the  time  I  was  connected  with  the  Qtis  company  that  are  today  absolutely 
indiqsensable  to  the  economic  operatbn  of  any  open-Jiearth  sted  works.  I  refer 
to  the  opm-hearth  diargmg  machine  and  the  use  of  the  dectrcnsiagDet  for  han- 
dling pig  ircm  and  scrap  steeL  Just  a  few  figures  will  give  you  a  little  idea  oi 
their  importance  to  the  trade  and  what  they  are  saving  every  day. 

"  There  were  made  in  this  country  in  1916  approximatdy  39,000,000  tons 
oi  pig  iron  and  about  the  same  quantity  of  steel  ingots  oi  all  kinds.  Very  con- 
servative figures  show  that  at  least  half  of  this,  or  say  20,000,000  tons,  was  pig 
iron  and  scrap  handled  and  used  in  open-hearth  furnaces.  This  was  all  handled 
by  the  open-hearth  charging  machine  and  dectromagnet  at  least  once,  the  bulk 
of  it  twice,  and  a  great  deal  of  it  three  times.  By  the  use  of  tiie  electric  open- 
hearth  charging  machine,  the  direct  saving  in  labor  is  estimated  by  one  (tf  the 
large  users  at  25  cents  per  ton.  This  was  about  10  years  ago,  and  of  course 
labor  is  much  higher  today.  At  the  same  time  he  estimated  the  indirect  saving 
in  handling  of  the  material  charged  into  the  open-hearth  furnace  (calling  it  only 
20,000,000  tons)  of  $10,000,000.  If  we  go  back  17  years,  this  saving  amounts 
to  not  less  than  $85,000,000.  This  is  a  big  sum  of  money,  but  the  estimate  is 
far  below  the  maximum  amount  which  has  been  actually  saved.  The  saving 
in  labor  by  the  use  of  the  electromagnet  in  the  United  States  per  year  at  the  rate 
pig  iron  and  scrap  are  being  handled  today  is  not  less  than  $1,500,000.  We  can 
very  safely  say  that  in  the  last  ten  years  at  least  five  times  that  amount,  or  the 
sum  of  $7,500,000,  has  been  saved;  or  a  tota^  for  both  of  these  inventions  ol 
nearly  $100,000,000  —  a  saving  of  which  any  inventor  mi^t  well  be  proud. 
Every  open-hearth  plant  of  any  size  in  the  world  today  is  equipped  with  these 
inventions,  and  they  are  considered  as  much  a  necessary  part  of  the  equipment 
as  the  furnace  itself." 

Mr.  Wellman's  machine  for  charging  open-hearth  furnaces  with  white-hot 
steel  was  his  greatest  contribution  to  steel  making  and  has  been  adopted  by  the 
steel  concerns  of  the  world,  earning  the  inventor  international  fame.  Machinery 
built  imder  his  patents  is  being  used  in  Great  Britain,  France,  India,  Japan, 
Russia,  Spain,  Egypt  and  Germany. 

Mr.  Wellman  was  a  member  of  the  American  Society  of  Civil  Engineers, 
the  American  Institute  of  Mining  Engineers,  the  British  Iron  and  Steel  Institute, 
the  British  Institution  of  Mechanical  EiUgineers  and  the  Cleveland  Engineering 
Society,  in  which  latter  he  had  held  the  offices  of  vice-president  and  president. 
He  was  a  life  member  of  our  Society,  joining  in  1881,  and  served  it  respectively 
as  manager  from  1885  to  1888,  vice-president  from  1896  to  1898,  and  president 
in  1901. 

At  the  age  of  twenty-one  Mr.  Wellman  married  Julia  A.  Ballard  at  Stone- 
ham,  Mass.,  who  died  in  Cleveland,  July  3,  1914.  He  is  survived  by  two 
daughters,  Mrs.  A.  D.  Hatfield,  Mrs.  C.  W.  Comstock,  and  three  sons,  W.  S. 
WeUman,  president  of  the  Wellman  Products  Co.,  and  M.  C.  and  F.  S.  WeOman, 
of  the  Wellman  Bronze  Co. 

The  funeral  service  was  held  Monday  afternoon,  July  14,  at  the  Euclid 
Avenue  Congregational  Church,  Cleveland,  and  was  attended  by  many  prominent 


1154  NECROLOGY 

engineers,  manufacturers,  and  business  men.  Robert  W.  Hunt  and  Ambroee 
Swasey  represented  the  Society.  Members  of  the  Cleveland  Engineering  Society 
and  delegations  from  the  Wellman-Seaver-Morgan  Co.,  and  Wellman  Bronze 
Co.  were  present. 

WILLIAM    TRIMBLE    WHEELER 

William  T.  Wheeler  was  bom  on  August  22,  1862,  in  Calais,  Me.  He 
was  educated  in  the  public  schools  of  that  city  and  Pratt  Institute,  Brooklyn. 

From  1880  to  1889  he  was  connected  with  the  engineering  department  of 
the  Equitable  Life  Insiu*ance  Co.  Building  in  New  York  City,  where  he  gained 
practical  experience  in  the  erection  of  engines,  boilers,  dynamos,  elevators, 
steam  heating  and  electric  equipment.  The  year  of  1889  he  was  assistant  to  the 
superintendent  of  the  Equitable  Building  and  his  work  consisted  of  the  alter- 
ation of  the  steam  plant.  The  following  year  Mr.  Wheeler  visited  practically 
all  the  large  European  cities  on  a  tour  of  inspection  of  the  various  Equitable 
buildings  located  there.  Upon  his  return  he  installed  the  steam,  electrical 
and  elevator  plants  in  the  company's  buildings  at  St.  Louis,  Mo.,  and  Des  Moines, 
Iowa. 

After  some  twenty  years  of  service  with  this  concern  he  accepted  the  position 
of  chief  engineer  of  the  New  York  Life  Insurance  Co.  Building,  New  York  City, 
instalUng  a  new  system  of  steam  heating  and  connecting  the  plant  at  their 
printing  establishment  to  the  main  building  plant. 

He  was  next  associated  with  the  H.  O'Neill  Co.,  New  York,  where  he  was 
engaged  in  installing  a  new  system  of  elevators,  electric  light  and  steam  heating. 
He  also  installed  a  lead-  and  zinc-mining  plant  at  Joplin,  Mo.,  for  the  Devonshire 
Mining  Co. 

At  the  time  of  his  death,  April  27,  1919,  Mr.  Wheeler  was  actively  con- 
nected with  two  concerns,  the  Trinity  Engineering  Co.  and  the  Diamond  Carbon- 
ating  Co.,  both  in  New  York  City. 

Mr.  Wheeler  belonged  to  several  fraternal  organizations.  He  became  a 
member  of  the  Society  in  1905. 

HUGH  M.   WILSON 

Hugh  M.  Wilson,  who,  until  his  resignation  in  January,  1917,  was  for  ax 
years  first  vice-president  of  the  McGraw  Publishing  Co.,  died  suddenly  on 
September  19  at  his  home  in  Stockbridge,  Mass.  Mr.  Wilson  was  bom  in 
June  1866  in  Jacksonville,  III.    He  was  a  graduate  of  the  Illinois  College. 

His  first  journalistic  work  was  as  a  reporter  for  the  daily  press  of  the  middle 
west.  In  1899,  however,  he  joined  the  staff  of  the  Mississippi  Vailey  Lumberman 
and  since  that  time  he  devoted  his  great  energy  and  ability  to  the  developmsat 
of  magazines  in  the  trade  and  technical  field.  It  was  through  the  medium  of  the 
Nwthwestern  Kailroadir  that  he  entered  the  railroad  field  in  which  he  WM  to 
become  a  great  leader.  That  journal  was  soon  consolidated  with  AitlifNiif  Age. 
Mr.  Wilson  becoming  secrotar>'-treasurer  of  the  new  organization.  His  dul 
training  in  editorial  and  business  affairs  proved  so  valuable  that  he  subeeqaeBlly 
undertook,  in  addition  to  his  former  duties,  those  of  manager  of  Railwaif  Agt, 
He  was  elected  president  of  the  company  in  1899.  In  1906  the  Wilson  Go. 
was  organized  and  took  over  the  {mblication  of  Railiray  Age  and  the  JSbefrio 
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Railway  Review.  Two  years  later  Mr.  Wilson  sold  both  papers.  The  Railway 
Age  was  consolidated  with  the  Railway  Gazette  while  the  Electric  Railway  Review 
was  purchased  by  the  McGraw  Publishing  Co.  and  combined  with  the  Electric 
Railway  Journal.  After  a  year  as  vice-president  of  the  Barney  k,  Smith  Car 
Co.,  Dayton,  Ohio,  Mr.  Wilson  joined  the  McGraw  Publishing  Co. 
Mr.  Wilson  became  an  associate  of  the  Society  in  1903. 

EMIL    F.    BREYER 

Emil  F.  Breyer  was  bom  in  1885  in  Alsace  Lorraine.  He  was  educated 
abroad,  being  graduated  from  the  Friedrichs  Polytechnikmn,  Germany,  in  1908 
with  the  degree  of  M.  E.  and  served  his  shop  apprenticeship  in  Montigny  and 
Metz,  Germany.  Upon  his  coming  to  the  United  States  he  became  connected 
with  the  Doe  Run  Lead  Co.,  Rivermines,  Mo.,  where  he  worked  for  sixteen 
months  as  draftsman  and  designer  on  mill  and  power-plant  layouts.  He  then 
became  associated  with  the  St.  Joseph  Lead  Co.,  also  in  Rivermines,  as  mechanical 
engineer  in  charge  of  the  shops,  power  plants,  mining  and  milling  machinery; 
he  was  also  assistant  to  the  mechanical  superintendent  of  the  company.  At  the 
time  of  his  death,  November  18,  1919,  Mr.  Breyer  was  connected  with  the  Meloy 
Motor  Co.,  Globe,  Ariz. 

Mr.  Breyer  became  an  associate-member  of  the  Society  in  1915. 

FREDERICK  LINCOLN  EMORY 

Frederick  L.  Emory,  professor  of  mechanics  and  applied  mathematics  in 
the  University  of  West  Virginia,  died  on  December  31,  1919.  Professor  Emory 
was  bom  in  Lunenburg,  Mass.,  on  April  9,  1867.  He  received  his  common  school 
education  there  and  attended  college  at  Worcester  Polj'technic  Institute,  from 
which  he  received  his  bachelor's  degree  in  mechanical  engineering  in  1887.  For 
the  next  two  years  he  was  the  director  of  the  mechanical  and  manual  training 
department  of  the  Washington,  D.  C,  high  school.  During  1890  and  1891  he 
established  and  superintended  the  Trades  School  in  the  Massachusetts  Reforma- 
tory, Concord  Junction,  Mass. 

In  the  fall  of  1891  he  was  selected  by  the  late  Dr.  Eli  Marsh  Turner,  then 
president  of  the  University  of  West  Virginia,  to  establish-  and  take  charge  of  the 
new  department  of  mechanical  engineering.  This  he  did  most  successfully, 
constructing  the  first  mechanical  hall  on  the  site  now  occupied  by  the  University 
heating  plant.  From  1892  to  1895  he  was  engaged  in  establishing  and  directing 
the  Industrial  Training  and  Technical  High  School  for  the  city  of  Indianapolis, 
Ind.  In  the  fall  of  1895  he  entered  Cornell  University  to  take  postgraduate 
work  and  in  1896  received  the  degree  of  master  of  mechanical  engineering.  He 
then  returned  to  the  University  of  West  Virginia  to  become  professor  of  mechanics 
and  applied  mathematics.  In  1899,  Worcester  Polytechnic  Institute,  his  alma 
mater,  conferred  upon  him  the  degree  of  master  of  engineering. 

Professor  Emory  became  a  member  of  our  Society  in  1894.  He  was  also  a 
member  of  the  Society  for  the  Promotion  of  Engineering  Education. 

BARTHOLD    D.    GERDAU 

Barthold  D.  Gerdau,  who  became  a  member  of  the  Society  in  1911,  died 
in  Dusseldorf,  Germany,  in  1918.    Mr.  Gerdau  was  bom  in  Altona,  Germany, 
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in  October,  1852.  He  was  educated  in  the  technical  high  school  at  Brunswick, 
the  Latin  gymnasium  at  Altona  and  the  industrial  schools  at  Hamburg  and 
Altona.  He  served  his  apprenticeship  with  an  engineering  firm  in  Altona  and 
with  the  Reiherstieg  Shipyard  and  Engineering  Works  at  Hamburg. 

He  then  became  connected  with  the  Bolckow  &  Vaughan  Co.,  Middles- 
borough,  England,  in  the  construction  and  erection  of  new  steel  works  at  Eaton. 
Three  years  later  he  resigned  from  his  position  as  engineer  and  designer  in  the 
hydraulic  department  to  engage  in  work  for  Sulzer  Brothers,  Winterthur,  Switzer- 
land, as  superintendent  of  construction  of  hydraulic  machinery  for  cutting  the 
Arlburg  tunnel  and  also  tunnels  on  the  Gotthard  Railroad. 

In  1895  Mr.  Gerdau  became  associated  with  the  firm  of  Haniel  ic  Lueg, 
Dusseldorf,  Germany,  executing  many  important  installations  for  the  firm,  in- 
cluding a  complete  hydraulic  plant  and  hydraulic  center  power  station  for  the 
Hamburg  State  Government,  the  large  hydraulic  swing  bridges  over  the  North 
Baltic  Canal  and  the  hydraulic  ship  lift  at  the  Dortmund-Ems  Canal  near  Hen- 
richenburg.  At  the  time  of  his  death,  Mr.  Gerdau  was  chief  engineer  and  man- 
aging director  of  the  firm. 

RALPH   B.    HAMILTON 

Ralph  B.  Hamilton  was  bom  in  Toledo,  Ohio,  on  April  11,  1875.  He 
received  his  early  education  in  the  public,  schools  of  Saginaw,  Mich.,  and 
later  attended  the  Royal  Institute  of  Technology,  Dresden,  Saxony,  and  also 
Cornell  University  from  which  he  received  his  M.  E.  degree  in  1896. 

Upon  graduation  Mr.  Hamilton  began  his  career  as  a  draftfiman  with  the 
Buffalo  Engineering  Co.  From  1897  to  1898  he  was  assistant  engineer  of  the 
Howard  Iron  Works,  Buffalo.  The  following  two  years  he  spent  as  assistant 
manager  of  the  Iroquois  Iron  Works  also  in  Buffalo. 

In  1901  Mr.  Hamilton  moved  to  St.  Catherines,  Ont.,  as  acting  manager 
of  the  Packard  Electric  Co.  Six  years  later  he  was  made  secretary-treasurer 
of  the  company  and  in  1912  was  appoioted  president  and  general  manifer, 
serving  in  that  capacity  until  his  departure  in  1919  to  accept  the  position  of 
vice-president  and  production  manager  of  the  National  Safe  Co.,  Qeveland. 

Mr.  Hamilton  was  exceedingly  active  in  business  life,  being  chaimuui  ol 
the  Board  of  Directors  of  the  Packard  Electric  Co.,  president  of  the  Plreeisioii 
Manufacturing  Co.,  St.  Catherines,  president  of  the  Cary  Safe  Co.,  BafUo, 
president  of  the  Packard  Fuse  Co.,  Ltd.,  and  president  of  the  Canadian  StsiKfeid 
Products  Co.,  Ltd.,  all  in  St.  Catherines. 

Besides  belonging  to  many  clubs  of  a  purely  social  nature,  Mr.  HamlHon 
was  also  an  associate-member  of  the  American  Institute  of  Electrical  Enginesn. 
He  became  a  member  of  the  Society  in  1907.    He  died  on  December  24,  1919. 

GEORGE  EDWARD  RICHARDSON  * 

George  E.  Richardson  was  bom  in  Lowell,  Mass.,  September,  1875.  Ha 
received  his  early  education  in  the  Ix)well  schools  and  then  attended  IMl 
College  from  which  he  received  his  B.  S.  degree  in  1897.  Upon  graduatioo  be 
became  connected  with  the  I^ncaster  Mills  as  electrician,  laying  out  and  planmog 
the  equipment  for  the  machine  shop  at  the  Cavite  Navy  Yard;  later  he  was 
advanced  to  the  position  of  electrician  in  charge,  supervising  the  lepain  and 
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installations  in  the  Asiatic  Station  and  installing  complete  equipment  on  the 
Don  Juan  de  Auairiaf  Ida  de  Cuba,  Isla  de  Luzon,  Princeton,  etc.  In  1908  Mr. 
Richardson  became  associated  with  the  General  Electric  Co.  as  mill  power  engi- 
neer, in  charge  of  lighting  installations. 

Mr.  Richardson  died  in  the  Service  in  1918.  He  became  an  associate  of 
the  Society  in  1911. 

CHARLES  W.    WEICK 

Charles  W.  Weick,  assistant  professor  of  mechanical  drawing  and  design. 
Teachers'  CoUege,  Columbia  University,  died  on  November  5,  1919.  Professor 
Weick  was  bom  on  October  26,  1864,  in  Newark,  N.  J.  He  received  his  early 
education  in  Buffalo,  N.  Y.,  and  later  attended  Ohio  State  University,  where  he 
taught  manual  training  for  six  years  and  studied  at  the  same  time,  receiving 
his  B.S.  degree  in  1898. 

Prior  to  this  date  Mr.  Weick  had  been  connected  with  the  J.  P.  Ross  Co., 
Buffalo;  the  Johnson  Steel  Rail  Co.,  Johnstown,  Pa.;  the  Buffalo  Forge  Co., 
Buffalo,  and  the  Homer  Machine  Co.,  Holyoke,  Mass.,  obtaining  his  shop  and 
drawing-room  experience  and  becoming  acquainted  with  the  design  and  construc- 
tion of  complicated  automatic  machinery.  In  1899  he  left  Ohio  State  University 
to  accept  the  position  of  instructor  of  manual  training  at  Teachers'  College, 
Columbia  University.  He  was  later  appointed  assistant  professor  of  mechanical 
drawing  and  design,  which  position  he  held  at  the  time  of  his  death. 

Professor  Weick  was  the  author  of  two  books  on  drawing:  Elementary 
Mechanical  Drawing,  published  in  1915,  and  Mechanical  Drawing  Problems, 
published  in  1917.    He  became  a  member  of  the  Society  in  1901. 
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